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GENERAL   SUMMARY. 

February  was  a  typical  winter  iiiontli,  witli  marked  cold  waves 
on  the  12th  and  13th.  acconi]xinied  h\  cold  rains  and  sleet,  and 
on  the  24tli,  25tli  and  2(>tli.  attended  l\v  record-l)reaking  snow- 
storms, with  10  to  18  inches  of  snow  over  a  large  portion  of  the 
Section.  The  thermal  cor.ditions  for  the  month  as  a  whole 
were  lielow  tlie  seasonal  average. 

Temperatures  ranged  above  normal  during  the  first  week  and 
during  a  short  period  alxmt  the  lilth.  The  remainder  of  the 
month  was  colder  than  usual,  and  after  the  24th  temperatures 
averaged  about  15  degr(>es  per  day  below  normal. 

Precipitation  resulted  from  four  important  atmospheric  dis- 
turbances— two  that  entered  the  country  from  the  far  North- 
west and  advanced  eastward  during  the  periods,  4th  to  8th  and 
21st  to  27th,  one  that  originated  on  tlu;  middle  slope  of  the 
Rocky  Mountains  on  the  27th  and  disappeared  off  the  south  At- 
lantic coast  bj'  the  21st  and  one  that  developed  over  the  east 
Gulf  on  the  loth  and  moved  northeastward  as  a  coast  storm, 
disappearing  over  the  north  Atlantic  by  the  loth.  The  second 
and  fourth  storms  were  accompanied  by  the  most  disagrccble 
weather  of  the  winter. 

PRESSURE. 

The  mean  sea-level  atmospheric  pressure,  determined  from 
reports  of  7  regular  \\'eathcr  Bureau  stations  in  and  surround- 
ing the  Section  was  30.15  inches.  The  highest  pressure  of  the 
month  ranged  from  30.54  inches  at  Charlotte,  N.  C,  and  30.55 
inches  at  Columbia,  S.  C,  and  Savannah,  Ga.,  on  the  yth  to 
30.56  inches  at  Charleston,  S.  C,  and  30.58  inches  at  Asheville, 
N.  C,  on  the  same  date.  The  lowest  pressure  ranged  from 
29.60  inches  at  Savannah  on  the  28th  and  29.63  inches  at 
Charleston  on  the  20th  to  29.70  inches  at  Columl)iaat  the  latter 
date. 


TEMPERATURE. 

The  montlilj' mean  for  the  Section,  determined  from  reports 
from  38  stations,  was  44.6°,  or  2.1°  below  the  established  nor- 
mal. Th(^  highest  temperature  was  78°  at  Dillon,  ]\Iarion 
County,  and  Waterboro,  Colleton  County,  on  the  3d  and  at 
Trenton,  Edgefield  County  on  the  4th.  The  warmest  periods 
of  the  month  were  l)etw(>en  the  3d  and  5th,  inclusive,  and  from 
the  18th  to  20th.  Lowest  temperature,  14°  at  Darlington,  Dar- 
lington County,  on  the  27th.  The  coldest  period  of  the  month 
was  generally  on  the  24th  and  25th. 

The  winter  closed  with  a  nu^an  teniperatin-e  of  45.9°,  or  0.2° 

below  the  normal.  

PRECIPITATION. 

Average  for  thcScction,  47  stations  leporting,  4.41  inches,  or 
0.09  of  an  inch  below  the  established  normal.  Precipitation  was 
well  distributed  over  t  lie  section  and  thongbout  the  month  a n< I  was 


confined  principally  to  the  following  periods :  5th  to  7th,  10th 
to  14th,  19th  to  21st  and  24th  to  28th.  The  heaviest  amounts 
occurred  in  the  coast  districts,  where  the  measurements  ranged 
from  6  to  over  9  inches;  in  portions  of  PZdgefield,  Aiken,  Lex- 
ington and  Orang(4)urg  counties  the  amounts  were  less  than  3 
inches.  Greatest  local  monthly  amount,  9.49  inches  at  Beau- 
fort, Beaufort  County;  least,  2.79  inches  at  St.  Matthews, 
Orangeburg  County.  Greatest  amount  in  24  hours  at  any  single 
station,  2.90  inches  at  Beaufort,  Beaufort  Countj',  on  the  20th. 

j  Two  notable  storms  occurred  during  the  month:  First,  a  gen- 
eral rain  and  sleet  storm  on  the  12th  and  13th,  which  covered 

!  a  large  portion  of  the  State  with  from  1  to  2.5  inches  of  ice  and 
sleet.  Second,  a  record-breaking  snowstorm  on  the  25th  and 
26th,  accompanied  by  6  to  18  inches  of  snow  over  the  entire 
Section,  except  along  the  immediate  coast.  The  heaviest  snows 
of  12  to  18  inches  fell  in  tlie  region  from  Newberry,  Lexington, 
Richland  and  Clarendon  Counties,  northeastward  over  Chester- 
field and  Marlboro  counties,  tlie  maximum  depth  being  in  the 
vicinity  of  Society  HilL 

The  winter  closed  with  averaged  total  precipitation  of  11. 8(1 
inches,  or  0.6()  of  an  inch  above  the  established  normal. 

HUMIDITY. 

The  mean  relative  humidity,  determined  from  records  of  7 
regular  Weather  Bureau  stations,  was  74  per  cent.  Highest 
mouthy  average,  78  per  cent  at  Charleston,  S.  C,  and  Savan- 
nah, Ga.;  lowe.st  average,  69  per  cent  at  Columbia.  S.  C. 

WIND. 

The  prevailng  winds  were  from  the  north.  The  average  hourly 
velocity,  determined  from  records  of  7  stations  having  anemo- 
meters, was  9.3  miles.  Highest  averages,  12.0  miles  per  hour 
at  Savamiah,  Ga.,  and  11.5  miles  per  hour  at  Charleston,  S.  C; 
lowest,  7.6  miles  per  hour  at  Columbia,  S.  C,  and  6.7  miles  per 
I  hour  at  Augusta,  Ga.  The  highest  velocity  for  a  5  minute 
period  ranged  from  40  miles  per  hour  from  the  northwest  at 
Savannah,  Ga.,  on  the  28th  down  to  27  miles  per  hour  from  the 
northwest  at  Columbia,  S.  C.  on  the  16th. 

SUNSHINE   AND    CLOUDINESS. 

The  total  hours  of  sunshine,  determined  from  7  automatic  re- 
cords, averaged  161.5  hours,  or  about  53  per  cent  of  the  possi- 
ble amount.      Average  number  of  clear  days,  12;  partly  cloudy, 

6;  cloudy  10,  or  normal. 

RIVER   CONDITIONS. 

Heavy  rains  above  Cheraw  on  the  20th  were  followed  by  a 
freshet  of  27.5  fo'ct,  or  0.5  foot  above  flood,  in  th(>  Great  Pee 
Dee  at  that  point  on  the  21st  and  a  flood  stage  of  14.2  feet,  or 
0.2  foot  above  flood,  at  Smiths  Mills  on  the  28th.  The  \\'acca- 
maw  River  approached  the  flood  stage  at  Conway  at  the  close 
of  the  month.  The  Santee  River  was  in  flood  at  Rimini  on  the 
9th,  lOtii  and  11th  and  from  the  22d  to  the  28th,  with  a  stage 
of  13.0  feet,  or  1  foot  above  flood  on  the  24th,  25th  and  2r)th, 
and  at  Ferguson  the  river  rose  above  flood  after  the  10th.  with 
a  stage  of  13.1  feet,  or  1.1  feet  above  flood,  on  the  last  three 
days.  No  material  damage  was  reported.  Little  or  no  high 
water  oeein-red  in  the  remaining  rivers  of  the  Section. 
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CLIMATOLOOICAI.  DATA:     SOUTH  CAROLINA  8KCT10X, 


TEBRrA"nT,  1914. 


Climatolog-ical  Data  for  February,   1914. 

Precipitation,  in  inchos.    Number  of  (li\ys. 


"S     i  Temporaturo,  in  ilpgrpi>s  Fahr. 


S       I  ■*       — ■ 


i 


Couiiti(>.- 


Ohsprvors. 


W 

is 

s 

a" 

B 

« 

3 

a 

& 

-  0.28 
+  5.71 

-  0.91 
+  1.11 
+  3.46 

+  0.66 
+  1.30 

-  1.33 

-  0.69 

-  0.83 

+  0.06 
+  0.77 

-  0.70 
+  3.32 

-  0.10 

+  1.43 

-'2.' 22' 
+  0.51 

-  1.22 
+  2.22 
+  0.09 
+  0.57 

-  1.42 

-  1.30 

-  0.35 

4-  0.28 

-  0.60 

+  0.50 

-  1.06 
+  1.44 

-  0.46 

-  0.14 



........ 

-  L22 

-  1.79 

-  1. 11 

-  0.32 

-  1.42 

-'i.'25' 

-  0.99 

-  0.31 

-  2.11 

-  1.00 

-  2.48 

0.93 
2.90 
1.05 
0.  91 
2.24 

1.54 
1.80 
1.17 
1.25 
1.12 

'i.'25' 
1.80 
1.85 
0.84 

1.28 

0.  KO 
1.30 

1.08 
1.84 
1.27 
■>.  08 

1.17 
1.07 
1.03 
0.90 
0.81 

1. 20 
1.00 
2.  (a 
1.60 
0.96 

0.85 
0.70 
0.99 
0.52 


1.20 
1.40 
0.90 
0.99 
0.75 
1.30 

1.21 
0.90 
1. 10 
1.00 

8.5    10  i.... 
3.0      7    .... 

7.0  9    .... 

7.1  10      17 
2. 1      8       7 

16.0    10    .... 

7.0!   10       8 
13.8      9      16 
10. Oi  10    .... 

9.0    12    .... 

U.7    10    .... 
7.5      9      10 

12.0      7    .... 
5. 0     8      15 
6.0      8    .... 

5. 5      7      13 

X.  |l 

7. 0      7    .... 
6.  II    11     .... 

- 

r^ 

c  - 

Kaafn'i)   Parti nti. 

Allendale  

Heiuifort   

lilackville 

liownuin 

t'haileston 

Chora  \v 

Conway  

Darlington 

Dillon 

Kdisto  tt 

Eftinffham 

!Fergru,-;ou  t  ft 

Barnwell 

186 
21 
296 
ItiO 
48 

144 
25 
175 
100 
143 

106 

63 

136 

12 

54 

54 
109 
269 

62 

192 
75 
69 
24 

527 
764 
656 
293 
508 

222 
562 
402 

850 
351 

25 
27 
23 
11 
43 

24 
21 

18 
10 
26 

21 

47.6 

'47.5' 

45.4 
48.6 

42.1 
45.1 
42.5 
44.4 

-0.6 

+  'o.':V 
-2.3 

-  3.1 

-  2.5 

-  2.3 

-  2.2 

-  1.0 


+  'o.'9' 

-  1.1 

-  3.4 

-  1.5 

-  2.4 

-4.4 
-0.7 

-0.8 
-0.8 

-  1.5 

-  1.6 

-1.6 

-  0.9 

+  0.6 

+  0.4 

+  '6.'8' 
-2.8 

73 

76 
73 
69 

72 
75 
74 

7S 

75 

7I 
74 

70 
73 
75 

72 
74 
78 
76 

72 
71 

..." 

73 

' ' '67' 
72 

.-it 

""3' 
5 
19 

4 

19 
5 
3 

4 

3 
19 

4 

19 
5 

3 
19 

3 
19 

5 
4 
3 

5 

4' 
4 

22 

"ii'l' 
20 
26 

20 
23 
14 

20 

' '  '25' 
20 
22 
20 

25 
22 
19 

20 
23 
24 
23 

20 
19 
20 

24 

"iA' 

21 

25     37 

3.88 
9.49 
3.46 
5. 23 

6.87 

4.96 
5.81 
3.  33 

4.03 
4.18 

5.48 
4.78 
3.73 
7.63 
4.13 

4.95 

'2.' 79" 

4.98 

3.64 
6.52 
5.(a 

4.57 

3.69 
4.34 
4.46 
4.07 
4.55 

4.56 
3.53 
5.29 
3.07 
4.45 

2.99 
3.36 
4.11 
3.09 

4.42 

4.48 
3.29 
3.78 
4.07 
3.91 

4.62 
3.40 
3.72 
3.06 

"■i  "h 

11       10 

"i'i'i9' 
3     9 

sw. 
n. 

n.     " 
ne. 

S.  B.  Rouse. 

Mi.^sLilliiinll.Kice. 

Jfrs.D.B.  Sanders. 

B.  0.  Kvan>. 

r.  S.  Weal:, er  Bureau. 

.T.  n.  J'owe. 
I'aul  Quattlebaum. 
D.C.  McCall. 
A.  K.  Kowell. 
Nathan  .lenkins. 

H.B,  McCall. 
.losep')  P.  Simons. 
H.  K.  Gilbert. 
A.  I'.  Hazard. 
A.O.Matthews. 

Mi.<s  K.  P,  Ravenel, 
(ieo.  N.Snellin?.  M.D. 
.1.  S.  Wannamaker. 
\V.  G.  Walker. 

Rev.  T.  Elli.-on  Simpson. 
MissE.  H.fJadsden. 
.1.  A.  Westerberg. 
J.  (i.  llutson. 

W.  M.  Brown. 
H.  H.  Rus.sell. 
E..I.Hite. 
.1.  X.  Owens. 
L.  M.  Parker. 

W.  C.  Brown. 

Beaufort  

Barnwell 

f)ranseburg 

Charleston 

Chesterfield 

Horry 

Darlington 

Marion 

Bamberg 

Florence  

' ' '26' 
26 
25 

X^ 

17t 

"'27' 
27 
25t 
26 

25 

40 

41 
29 

36 
44 
34 
35 

'45' 
32 
33 
39 

Berkeley 

25     4S. 5 
25     44. 6 

7    11   

"5'    "8     n!  "' 

7       8     ne. 

f-icorgetc)«-n 

Kingstree 

Georgetown 

Williamsburg 

Berkeley 

Dorche.^tiT 

Calhomi  

19 
25 

20 
25 
25 

45.3 
46.2 

46.4 
43. 0 
45.2 

St .  George 

St    Alatthew^ 

2(;      421 
26     38 

Smiths  Mills 

Sooiety  Hill  

Sununerville 

Walterboro 

Georgetown 

Darlington 

Dorchester 

Ciilleton         

18 

22 
16 
11 

18 

19 
12 
25 
8 
21 

47 

8 

9 

22 

27 

43.  6 
48.0 
49.0 
46.8 

45.4 
42.6 
45.3 

46.8 

'43.' 3' 
45.0 

24t 
25 
17 
26 

25t 
26 
26 

25 

' '  '26' 
25 

37 
37 
42 
42 

37 
31 

48 

30 

'28 
32 

IS.  0      7       9 
4. 0     9       4 
(■•.  0     9       7 
4.0      7    .... 

7.5     8       9 

5.0  12  1  14 

7.1  10     16 
11.0     8    .... 

5.0    13    .... 

12.0    11      10 
10.0    11     .... 

11         8 
IS       6 
9      12 

n. 
n. 

w. 
w. 

ne. 

Yamassee  

W'eglprn  Pi/i'tioii. 

HaniptdU   

Aiken 

12 

.\n(1erson  

Batesburg 

Blairs  

Callumn  Falls 

Camden 

<  'ata  «  ba  

■  Chappells 

'Clem.^on  College 

•Columbia  

iFdgo(ie.l(l 

Anderson  

Le.xinglon 

Fairlield 

Abbeville 

Ker.shaw 

York  . 

0      14 
2      10 

8  '  10 

Newberry 

■Oconee 

6.5   10  '.... 
4.0     7  :  14 
U.7    10       9 

7.0     7    .... 
7.5     8    .... 

"e  "is' 

8      U 

....i.... 

t 

ne. 

.1.  .1.  Murran, 

Prof.  F.  H.  11.  Callionn. 

r.  S.  Weather  Bureau. 

T.  L.  Tinnnerman. 
Harry  A.  Par>;hall. 
Spartan  Goodlette. 
M.  M.  Calhoun. 
J.  Marvin  Bowers. 

John  T.  Boggs. 
.I.M.Sease,  M.  D. 
Williams.  Middletoii. 
Joseph  M.  John>on. 
Warren  G.  Petterson. 
Joshua  Y.  Jones. 

Mrs.  F.V.J.  Maxwell. 

E.W.Jeter. 

F.  P.  Robinson. 

C.  .V.  Long. 

J. W"   Seigler 

Richland 

Edgefield  . 

•Gaston  ShoaJs  X% 

680 
989 
671 
568 

900 
711 

"'■itio' 

502 
850 

536 

512 
875 
620 
545 
690 

1 
21 
25 
12 

19 

20 
10 
2 
9 
10 

11 
19 
22 
20 
24 
13 

'46.' 4' 
42.7 
40.1 

42.0 
45.0 
45.7 
45.0 
42.9 

45.2 
42.4 
39.9 
46.3 

-'o.'i' 
+  0.4 
-2.1 

-  0.3 

-  0.2 

-0.7 

-0.9 

-  1.4 

-  0.2 

-  2.5 
+  0.2 

"'71' 
71 
67 

69 

71 
72 
73 
70 

72 
68 
71 
78 

""i 
4 

4 

3 

4 
4 

4T 

"'26' 
20 

18 

16 
20 
20 
20 
21 

20 
20 
18 
20 

Greenville 

(ireenwood 

Lancaster 

Pickens 

Newberry 

8T 
26 
26 

26 
25t 
26 
25t 
25t 

25t 
26 
14 
25t 

44 
34 
29 

37 
31 
39 
33 
37 

33 
34 
35 
37 

6.0;  10      15 
6.0     8    .... 
....      4      15 

10.7,  10     16 
14.0!  10     16 
7. 0     8        7 
8.0  12      14 
7.5    13  ,  18 
5.0    12    .... 
1 

7. 5    12  j  13 
9.0   12  !     9 
5.0     9  1.... 
7.7   10     12 

i    i'i 

e. 

'W.    " 

e. 
n. 

•ne.- 

n. 
ne. 

s.' 

Greenwood 

Heath  Springs 

Liberty 

'X/ittle  Mountiijn- 

"5 

1 
0 

8 
I 

5 
9 

"9' 

"8' 

11 
12 
13 
12 
10 

10 
10 

7 

Meriwether  ' 

Monetta 

Xewb(>rry 

I'elzer 

Saluda 

EdgcHeld  

Saluda 

Newberry 

Anderson 

Saluda 

Spartan))urg. 

Spartanburg 

Kdge  field 

Fairfield  

York 

Trenttjn 

Winnsboro 

'Winthrop  College  tt., . 

40.8 

-  2.1 

68 

19 

13t 

30 

3.02 

-   1.38 

0.81 

10.0     7  1     6 

i        1 

15 

7 

se. 

W.  P.  Goodman. 

Estimate<l  and  incomplete  data  are  not  considered  in  means.  All  other  records  are  used  in  determining  .section  or  <Uvision  means,  but  the  mean  departures  from  normal 
■■temperature  and  preciiiitation  are  based  only  on  records  from  stations  that  have  eight  or  more  years  of  observation. 

Reference  figures,  ',  -,  ",  appearing  in  the  table  indicate  nnmber  of  days  mi.'^.'^ing:  for  example.  -  represents  two  days  missing,  etc. 

t  .\lso  on  other  dates.  I''  Received  too  late  to  be  included  in  means  and  summaries.  '*  Temperature  readings  are  computed  from  observed  readings  of  the  diy  bulb;  means 
.are  computed  from  observed  readings:  It  Postofhce  addresses  of  these  stations  are  a.i  follows:  Of  Edi.sto.  Embree;  of  Ga.^ton  Shoals,  Gaft'ney;  of  Winthrop  College,  Rock  Hill. 

t+tNonnals  <ietermined  from  combined  records  of  Ferguson  and  Trial.    'Normals  determined  from  combineil  records  of  Meriwelhi'r  and  Clark's  Hill. 

.T    I'recjpitatiou  is. less  than  O.Ol.in/'h  rain  or  melted  snow. 
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Daily  Precipitation  for  February,    1914. 


Day  of  month. 

■5 

Ptntioi>s. 

1 
1    1    2 

3J4 

5 

6 

7      8 

9 

10 

11 

12 

13 

14 

15     16 

17 

18  I  19 

20  1  21 

1 

22 

23 

24  !  25 

26 

27     28 

1 

29 

30 

31 

Eiii'trni  Pmfion. 

AIIpikUiIi'  nil 

B'aufort 

Hlackvillellli 

Savannah 

' 

.05 
.50 

.09 
2 .00 
.30 
.85 
.89 

.11 
.05 
.10 
.35 
.20 

.10 

■■.06 
.15 

1.00 

.93 
.41 
.75 

.05 

T. 

.22 

.19 
.10 
.12 
.02 
.20 

.08 
.10 

.15 

. . . . 
.... 

.22 

1.80 

.27 

.78 

1.34 

.44 
.71 
.72 
1.02 
.50 

.50 

.40 

i.46 

.78 

1.12 

15 

1 
1 

1 
1 

.75 
2.90 

.09 

■.■io 

"Ai 

.85 

■■.80 
.95 

■'i'.' 

T. 
■f.' 

■.■56 
.70 
.08 
.04 

1.54 

.60 

1.17 

1.25 

.90 

1.58 
1.25 
1.00 

./6 

,55 

70 

:::: 

3  88 

".ii) 

.64 
.90 
.16 

■.'is 

.50 
.61 
.05 
.25 
.40 

. ...  1 -38 

9  49 

Edisto                       ' 

".22 
.10 



.71;  .  17 

. ... 

T. 

.45 

T. 

"Ai 

.10 
.02 
.20 

'.'28 
.60 

.01 

'.■ig 

08 

3  46 

.  do 

.36  ... . 

.•.'' 

.91 
2.24 

.88 

5.  23 

(■|iaii(Vtou 

Cherawllll  

Conway  nil 

.71 

.63 
.90 
.38 
.12 
.90 



:::: 

0  87 

Pedeo 

.03 

37 

.12 
.30 
.08 

4  96 

Waccaniaw  .. . 

Pedee 

Little  Pedee  . . 

".OS 

.50 1. 30 
.45  .15 

.  85  . . . . 
.70  .40 

.C5|  .58 
.75   .60 
1.80   .20 
1.85.... 
.72,  .40 

1.28.... 

!;;;  ".05 

5.81 



'■'•■ 



3.33 

nilloii                      .   ... 



.15 
.10 

4.03 

Kilistollll  

Edisto              . ' 

4.18 

Lyuclies 

.601 .... 

........ 

.79 

5  48 

Forffuson  llll 

Florence  nil 

(icoi-ffotown 

KiuK.^treolJI 

pinopolis      

Santeo 

Pedee 

Coast 

Black 

Cooper 

Kdisto 

;;;; 

::;:':::: 

tv 

i.oo' 

.05 
i.62 

4.7S 

.42!.... 

1.41  .... 

.84  ... . 

1 

"ns 

1.46 

3.73 
7.(W 
4  13 

..J,...|.... 

1 

1 . . . . 

.10 

80 

4 .95 

St   (xPor^'ellll 

r 

....!.... 

St.  Matthews  llll 

Smitlis  Mills  nil 

.Society  Hill  lin 

1        i 

.20 
.15 

.33 
.36 
.51 
.12 

1.17 

1.07 

.21 

.32 

.53 

.55 
.12 
1.26 
.16 
.71 

.20 

.73 
.44 

.60 

80 

.57 
.30 

.25 

1.00 

.37    .22 
.75|   .50 

.  75  . . .  - 

. .     I   ..58 

2.79 
4.<)8 

Pedee 

.18 
.... 

.28 
■f.' 

........ 

.35 
T. 

.05   .45 

1 

1.08  .... 

45 



...   .do 

' 

.40 
T. 

i!.37 
1.27 
1  Mfi 

. . . . 
.... 

■■.05 
.07 
T. 

.15 
.22 

'.'46 

75 

'.'.'.'. 

.05 
.31 

.25 
.25 

'.'34 

— 

3. ft! 

Ashley 

Ashepoo  

Combahee .... 



1.24 
1.01 
.25 

".bi 

.06 

.42 
.04 
.59 
.40 
.33 

.30 
.10 
.05 



1.84 
1.26 
1.12 



.80 

.53 
.36 
.40 

50 

6.52 

Walterboio 

Yemas.seellll 

Iff.'-Yc/vi  Portidii. 

T. 

"v? 

.... 

.05 



.... 

5.63 

4.57 

Edisto 

Savannah 

Kdislo 

.... 



.... 

".2i 

.15 

.02 
.21 
.25 

.48 

.08 
.25 
.09 

1.  00  . . . . 
.  33  . . . . 

1.03    .07 
.  90^ . . . . 
.09    .41 

.52    .45 
.65   .25 
.lO'  .04 

.3.69 

.\uileison 

Uatesbursim 

Blrtirs  nil 

Calhoun  Falls  |ll| 

.38.... 

.93:.... 
.60  ..-- 

. . . . 
.... 

.78 
.34 
.30 
.03 

.12 
.05 
.24 
1.40 

.84 

.35 
.39 
.61 

.... 
.... 

.24 

'.■ie 

.15!.... 
.16!.... 

....    .40 

.sol   .56 
T.      .71 

90 

50 

4.34 
4.46 

4.07 

Savannah  

.... 

.81 

.65 
.90 

5R 

....i....l    .41 
1         j 

.60    .0411.20 

....1.   ..     .15 

4. .55 



.05 
.01 

3.61 

.05 

■.■63 
.01 
.08 

■'62 

1  00 

. . . . 

.... 

3  ..53 

Chappellslill 

Cleni.son  College 

Saluda 

....!---- 

.25 

....■2.65 
.40!.... 
.81    .15 

....1   .43 
....1    .21 
....1   .31 
....1.40 

5  29 



.60 
.71 

.80 
.66 
.57 
.51 

20 

.30 
.45 

. . . . 

3.07 

.02 

.85 
.76 

.15 
.23 
.09 
.19 

T. 

.... 

.21 
.59 
.47 
.49 

.09 
.15 

.59  T. 

4.45 

K(l?ofiol(l  v! 

(iiiston Shoals  llll 

(Treouvillo  l!  |i 

Savannah  

Hroad 

Saluda        .   .. 

:::; 

:::: 

■r.' 

Of, 

.14 
.17 
.52 

2.99 
3.36 
4  11 

(Jrooii  wood  1'  li        

do    

48 

.... 

3.09 

Heath  Spring's 

\^'ateree 

LibPitj- 

.02 

1.00 

1.00 

.90 

.99 

.09 

.30 
1.21 

.90 
.42 

.95 

.80 
.08 

■.■ie 
.20 

1  an 

.20 
.15 
.17 
.09 
.18 

.02 
.16 
.16 

.09 

1.20 
.54 

68 

.... 

".is 

.14 
.08 
.28 

.10 
.18 
.13 
.04 

.80 

t 

.... 

.25 
.05 

■.■27 

■.■ffi 

.25 

.10 
.21 
.02 
.15 

.12 

.20    .40 

.25 
.14 
.22 
.16 
.25 

4.42 

.70 
.56 
.63 
.62 

.54 
.97 
.86 
.70 

.07 

1.40 
.56 

4.48 

.06 

■.■6i 

.02 

'.'2i 



3.29 

Monrtta 

Edisto 

i 

.54 

m 

T. 

3  78 

Xt'w  berry 

Saluda 

.... 



.03 

.661  .02 

.50   .50 
.73.... 
.60i  .02 

.   . 

1? 

.751.... 

.04    .50 
.41    .36 

.06!  -24 
....     .33 

.08   .11 

4.07 

IVker  llll 

do 1 ' 

— 

.10 

3.91 

Sahida 

do !........ 

.10 
.22 

.... 

.62I--- 

.10 

.14 
T. 

— 

4.62 

Santuok 

Broad 

T. 
T. 

.05 

.10 
.21 

:::: 

3.45 

Spartanburg  "'!, 

do 

.  75 .  -  -  - 

•  il.lO 

.02 

3.72 

Trenton 

Edisto 

.58 

3.06 

Winnsboro 

Broad 

Winthrop  College 

Catawba 

.81 

.01 



.19 

.20: .... 

.791  -  -  - . 

.15 

•     1  .80 

.... 

.21 

3.02 

ill  Precipitation  measured  in  the  morning;  amount  then  recorded  is  for  the  preceding  24  hours.    *  Precipitation  included  in  the  next  following  measurement. 
i  Separate  dates  of  falls  not  recorded.    T.   Irace,  or  le.ss  than  O.OI  inch. 
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CLIMATOLOGICAL  DATA:     SOUTH  CAROLINA  SECTION 


FrcRiuAiiv,   1!)14. 


Daily  Temperatures  for  February,   1914. 


Stations. 


EnHiii-n  Pniiion . 


A\\t'\\an\i'<)'i 

Ki'iUirort  

Hlackvilli'SS^ 

liouniiUi  

Charleston 

Chi'iaw  W 

Conway W 

Partington  W..-- 

Dillon 

Fi'rfjnson  vSsi 

Florrncp  $vi 

Gcorfrotoun 

Kingstrcp'SsS 

St.  (Joorpp 

St.  NratthnusVisV. 

.«ocioty  llilHiJ... 
Sumnicrville  . . . . 

\Valti'rl>oro 

Yainassop  sS? 


\  Maximnm  . 
/  Jliiiinnnii. . 
(  ^[a.\inuMn  . 
/  .Minimum. , 
S  .Maximum  . 
/  Minimum. . 
i|  Maximinn  . 
/  .Minimum. . 
(  Maxinuun  . 
I  Minimum. . 


S  Maxinuun  . 

"■  (  Minimum. . 

S  Maximum  . 

■  ■■  (  Minimum. . 

J  Ma.xinuun  , 

■  ■  ■  /  Minimum. . 

J  .Maximum  . 

•  ■  ■  (  .Mininuuu. . 

)  Maximum  . 

■  •  •  (  Minimum.. 


S  Maximum  . 
*  Minimum. . 
)  Maxinuun  . 
I  Minimum. . 
\  Maxinuun  . 
I  .Minimum. . 
j  Maxinuun  . 
'  Mininnnn. . 
\  Maxinuun  . 
(  .Mininnnn. . 

(  Maximum  . 
(  Mininnnn. . 
\  Maxinuun  . 
i  Mininnnn. . 
\  Maxinuun  . 
/  .Minimum. . 
)  .Maxinuuii  . 
I  Minimum. . 


^\'r.•:|l^l^n  I'lirtiiiii. 


.■Vikon  

AndiTson 

liatpsburg** 

CamdiMi^S* 

Clpmson  ('i)lli'gp  . . . 


Columliia 

(!rppnvilli>  % 

(ii-ppuwooiUW 

llpatli  Sjjrings 

I.iliprty 


I.iillc'  Mountain 

Mi'riv.  I'tlii'r 

Monptta 

Neabcrry 

Salu.la  

Sanluck 

Spartanlung 

Trputon 

\Viini.-;t>oro 

Wintlirop  Collogp, . . 


S  Maxinuun  . 

•  /  Mininnnn, . 
\  Maxinnim  . 

'  (  Minimum. . 

*  .Maxinuun  . 

■  (  .Mininnnn. , 
)  Maxinium  , 

•  I  Mininnnn. . 
\  Maxinuun  . 

■  I  .Mininnnn. . 

\  Maxinuun  . 

■  /  .Mininnnn. . 
)  .Maxinuun  . 

■  /  Minimum. . 
)  Maxinuun  . 

•  /  .Mininnnn. , 
\  Maxinnnn  . 

•  /  Jlininnnn. . 
\  Maximum  . 

■  (  Mininnnn. . 

\  Maxinuun  . 

■  I  .Minimum. . 
\  Maxinnnn  . 

'  '  Mininnnn. . 

)  .Maxiimnn  . 
'  '  Minimum. . 

\  .Maximmn  . 

■  I  Mininnnji. . 
)  Maxinnnn  . 

■  I  .Mininnnn. . 

\  Maxinnnn  . 
I  .Mininnnn. . 

*  -Maxinnnn  . 
I  Mininnnn. . 
\  Maxinuun  . 
I  .Miniimnn. . 
)  Maxinnnn  . 
I  Mininnim. . 
i  Maximum  . 
(  Minimum. . 


64  i  65 


40  50 


64  54 


53  55 

73  1  70 


62  62 

44  46 

70  65 

48  I  53 


63 

47 

67 

56 
78  ]  76  ^  6!) 
43  I  49  52 

0  70  I  66 
33  48  49  i  55 


10 


47  51  52 

27  i  27  I  33 

65  I  41  I  52 

31  [  29  I  41 

48  .  52 
30  :  28 


11  !  12  13  14  '  15 


16  '17  18  19  20  '   21 


22  23  ;  24  I  25  26  .  27  28  !  29  30  ,  31  Mean. 


59 

58 

51 
27 
65 

50 
06  ;  (>t; 
.56  53 


48  '  57  ,  52 
29  ,  29  :«  ! 
46  52  !  52  58 


40  29  31 


47  50  50  58 
32  30  '  32  36 


40 


0; 
32 

40 

5;j  1  53 

28  !  33 

1 

■54'  '49' 

29  1  31 

56 

59 

32 

34 

53 

54 

30 

39 

54  I  56 
41 
57 
39 


58  55  I  66 

31 

58 

34 

59 

31 


31 

40 

61 

66 

31 

31  ' 

61 

70 

35 

46  1 

62  62 
50  44 
54 


60 
45 
66 

41 
58 
44 

63 

47 
47 
41 
56 
45 
58 
43 
55 
42 

61 
45 

60 
51 
62 
48 
60 
44 
62 
46 


53  I  54  I  54  :  62 

40  I  39 

(iO 


32  29 
46 


30 


53 

26  I  2,-i 


38 


54  45 
27  39 
54  44 


50  50 

30  I  36 

54  I  50 

32  ,  41 

49  I  48 


24  ,  31  29 


46  I  51   45 

3(t  I  32  '  39  36 
41  !  58 


45 

20  I  21 


23  I  30 


42 


54 
23 
47 

25  !  28 


28  j  32 
44  '  55 


51 

24  !  3'. 


31 
42  I  55 


47  I  59  I  64  68  61   56  i  53 
27  I  31  .  41  44  I  50  37  ,  37 


45  51 

24  :  26 

44  !  51 

22  I  23 

58  60 

26  30 


46  I  56 
35  *  :« 

47  i  60 
35  32 
49  59 
38  !  36 
45  '  56 
34  I  32 
53  I  59 

33  ;  30 

43  )  55 
32  33 
41  !  55 
24  34 
55  '  61 

34  i  3(i 


38  51 
:34  30 


52  I  56 
30  37 


.58  59 


36  I  28 
53  I  52 
33  21 
55  I  41 
35  i  28 
49  I  49 
30  31 
52  50 
39  26 


48  I  56 
30 


56  54 

35  25 

59  :  55 

30  28 
55  I  .52 
:W  I  29 

55  ;  50 

31  22 

56  I  51 

29  25 

52  ■  46 
31  .  21 
51  i  32 

30  24 
55  I  36 
:54  ;  25 


32  49 
23  22 


52  57 

27  34 

51  54 

26  35 

48  55 

33  38 


42  '  48  1  52  68 
25  29  I  20  :  33 


40 
30 
31 
25 
45 
25 
41 
32 

46 
26 
48 
32 
39 
31 
37 
33 
39 
30 

50 
24 
50 
33 
55 
34 
45  I  40  47 


53  i  52 

32 

50 


45  54 


69 

23  '  25 
55  I  68 
18  I  30 
55  1  68 
20  j  37 
59  70 
23  25 


50 


30  I  33  ,  22 
45  '  50  !  48 

29  ,  37 
52 

30  '   34 
51 


44  50 
25  28 

51  50 

32  I  27 

52  ;  54 


65 
33 
52 

34  I  38 
53  49  I  70 
23  I  31 
59  I  71 
23  i  29 
57  69 
23  31 


69  I  70  i  53 
36  57  20 


68  1  60  I  6:! 

50  !  56  I  31 
71  j  60  ;  52 
49  45  !  32 

69  61  1  49 
56  I  40  35 

66  i  40  47 

47  ,  40  31 

75  46  !  44 

40  I  46  32 

69  !  44  i  48 

42  42  29 

67  I  48 

3.3  ;  30 

72  i  63 

58  34 


;« 


43 


50 


25  i  22  i  26 


43  34  I  45  53  I  5.3 


45  I  54 
35  36 


57.2 
38.0 


60  j  65 
25  45 
52  !  60 
36  !  46 

60  '  51 
25  37 

58  ,  64 
32  36 

59  ':  55 
24  37 
.59  55 


38  I  23  !  19  23 

55  29  I  40  ;  38  „„ 

29  j  26  20  I  30  i  .36 

CO  33  45  52  55 

31  I  26  28  34  43 


52 

41 

61 

42 

59  50 
40  ;  55  :  33 
73  60  51 
34  i  53  ;« 


55 

30 
50 
33 


48  54 
28  ,  38 


67 


62  69 
27  i  32 
60  64 


39  ;  53  I  31   27 


66  51  I  48  i  60 

41  ;« 

70 

33 

73 


74  ;  6' 
45 


30  I  23 
51 


42  34 

68  '  55 


49  48 
76  63 


54 
37 
61 
28 
59 
35  27 
53  61 


38 


.34 

24  ' 

34 

29 

34 

24 

52 

22 

54 

40 

45 
26 
39 

30  I 

45 

31 

46 
41  i 

43  I 
35  1 


53  ;  33  ,  45 

24  I  20  I  20 
66  1  61  !  36 

37  [  34  23 
72  I  62 

38  35 
70  49  39 


51  I  54 

25  I  30 

50  !  50 

24  ;  ;i3 

50  I   54 

14  ,  30 


50  52 
20  1  35 
45  54 
28  !  36 

53  1  ,50 
23  I  33 

54  !  46 
23  1  36 
53  48 
22  28 


50  50 

24  29 

35  51 

26  !  27 


36 


32  32  26  .32  33  '  :i;!  46  .")7  34   25  36  ,  45  24  23  !  26  37 


:55  1  31 

47  I  47 
28  I  29 

I 

51  i  49 

24  ,  28 

51  I  49 

22  22 

49  I  50 

22  I  27 

48  !  38 
20  I  20 
46  48 
28  I  24 

51  j  50 
22  26 


'  55 

51 

24 

25  ; 

51 

50  I 

24 

27 

49 

4') 

22 

24 

1  52 

51 

!  24 

1 

25 

'48 

46 

44  46 
18  24 


24  '  29 

■  41 


68  i  63  :  62 
39  38  .'sy 
67  I  6' 
38  ;  38  ,  .39 

60  I  55 


28  42 
70  1  65 
34 
63 
37 


68 
25  41 

58  i  t)5 
20  21 

59  I   67 


51 

57 

58  52 

63  I  58 

44  44 


51 
32 
60  I  53 
31 
59 
31 


62  .55 
33  32 


67 
30 
54 
40  31 

65  :  54 


36  I  45  i  50 
20  !  20  I  29 


38  !  48  !  48 
21  19  30 
44  I  45  50 
24  ;  20  25 

4' 


34 


26 

53  1  50 


24  27  ;  29  I  40 


56  55  .39  :  46  I  50  '  48 


29  I  39  35  26  '  18  ,  29  ;  35 


62  I  60  !  49  '  60  I  6;!  48 


53  j  35 
68  47 


31 

25 

50 

(« 

21 

36 

57 

64 

20 

M 

57 

67 

25 

39 

36  :  46  I  29 
1.0  58  1  55 
38  ;  .52  i  30 
59  55 
:J4 


.58  50 
28  35 


41  28 
38 
30 


44  48 
22  I  25 


60  64  '  38 
31  ,  33  I  34 


28  52  :  48  45  ;. 

28  I. 
47  . 


26  I  22 
30  48 


.24  i  34 
59  1  67 
22  32 
59  i  68 
21  35 


40 


43 

28 
51 
31 


42  ■  48 

26  ,  26 

57  55 

29  ;  42 


27 
47 
20  ,  25 


■il     I- 

25  I  31  j. 
47  1  46  1. 


59.2 

.35.8 
56.5 
34.3 
56. 2 
41.0 

52.6 
31.6 
56.4 
34.8 
53.9 
31.1 
56.1 
;J2.7 
59.4 
36.7' 

55.3 

33.8 

54.1 

36.5 

57.4 

34.9 

54.411 

31.512 

56.4 

33.9 

55.5 
31.6 

58.8 
37.1 
(K).  9 
37 .0 
57.  7 
35.8 


56.9 
33.  9 
5-1.9 
42.611 

5(;.  6 

34.0 
55.  6 
37.  9 
53.  8 
33. 2 

54.9 
35. 0 
51.6 
21).  1 
53 .6 
31.8 
49. '.) 
30.  3 
32.5 
31.6 


59  '  50 


59  61 
;«  41 


64 
28 
tK) 
30  I  40 


58 

27 

69  (.2 


38  32 
(it;  63 


60  50 
37  32 


29 

t-O  :  (3  60 
27  39  28 
61  65  ly 
26  40  '.'li 


27  i  45  49 

19  18 
:«  50 

23  16  !  28  I  34 

i  i   '   I   ! 

47  I  45  I  49  ;  4fi  !.  ...I...  .1. .. .:  56.  1 

20  I  20  I  27  1  36  !....!...  .1. ..  .^  :;-;.0 
35  !  48  .50  48  on.  I 

21  '  20  22  33  33.3 

35  44  51  47  .16. 4 

20  20  24  .35  34.4 

:'._'  4;  .0(1  4t)  .54.2 

21  21  22  24  31.6 
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MISCELLANEOUS    PHENOMENA. 


COMPARATIVE  DATA  FOR  FEBRUARY. 


Fo(j,  dcDse  rr^(/cs).— Charleston,  4th;  Darlington,  oth,  (ith; 
yicorgctown,  4th,  oth;  jNIonetta,  10th;  Waltcrlioro,   Itli. 

ll,i;i  (M(/rx).-Cloins()n  College,  18th;  Liberty,  18t!i. 

lldlos  (dates). — Lunar:  Eownian,  Sth;  Cliarleston,  1st,  2d; 
Cireenville,  Hth,  9tli,  11th;  Liberty,  Sth;  Santuck,  Sth;  Colum- 
bia, 2cl,  8(1,  7th,  9th,  lltli.  Lunar  corona:  Columbia,  Sth. 
Solar:  Charleston,  1st,  8(1,  l)tli,27th;  Cnhnnbia,  3.1,  mh,  22d, 
27t]i. 

,S7fe<r/>a?e.s).  — Reported  as  follows:  12th,  1  station;  13th,  18 
stations;   24th,  1  station;  25th,  10  stations;  26th,  3  stations. 

T/nii)dri:stonii>i( Dates. )  — Batesburg,  24th;  Bowman,  (itli;  Cam- 
den, 6th;  Charleston,  20th;  Cheraw,  6th,  23d;  C(^luml)ia,  (ith, 
28d;  Darlington,  24th;  Greenville,  5th;  Lil)erty,  6th;  Little 
Mountain,  6th;  Monetta,  23d;  Newberry,  6th,  24th;  Santuck, 
6th;  Society  Hill,  4th;  Sumnierville,  20th;  Yemassee,  6th,  20th. 
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GENERAL,   SUMMARY. 

The  inontli,  -with  one  c'.\oei)tion,  \va;-  tli(>  coldest  since  the  or- 
ganization of  the  South  Carolina  cliii;ato](^gical  s-crvicc  in  1.S87. 
Wintry,  generally  diFagrcoablc  weather  i)revai]e(l  until  the  last 
week,  followed  l»y  a  pronounced  warm  period  at  the  close  of  the 
month.  Precipitation  was  consideralily  helow  the  normal,  hut 
was  well  distrihut(>d  over  the  Section. 

A  storm  that  originated  over  the  east  (Julf  about  the  elost-  of 
February  and  disappeared  over  the  north  Atlantic  Ocean  by' 
March  3d  was  followed  by  e.Ktremely  lo^v  temperatures  i'or  the 
season  throughout  the  Section  on  th(^  2d.  minimum  records  ii(>- 
ing  broken  at  a  nundier  of  points  in  tlie  southern  coast  districts. 
A  scries  of  alternating  areas  of  high  and  low  pressure  over  the 
eastern  and  southern  states,  accom])ani(d  by  frecjuent  cold  rains 
and  sleet  or  snow,  tended  to  check  the  seasonal  thermal  advance 
up  to  the  closing  week,  which  v,as  marked  l)y  late  s[)ring  and 
early  summer  temperatures  of  80  degrees  or  more,  resulting  in 
a  general  quickening  of  vegetation.  The  last  general  frei.'zing 
temperatures  of  the  moiith  occurred  on  the  28d,  and  in  the 
more  elevated  districts  freezes  weie  recorchd  as  late  as  the  24th 
and  2.")th. 


PRESSURE. 


PRECIPITATION. 

Average  for  the  Section,  50  stations  reporting,  2.59  inclies. 
Or  1 .37  inches  below  tjie  established  normal.  Precipitation  oc- 
curred generally  throughout  the  Section  during  five  periods, 
namely:  On  the  1st,  5th  to  7th,  11th  and  12th,  20th  to  22d 
and  during  the  last  few  days  of  tlie  month.  The  greatest 
amounts,  ranging  from  3  to  over  4  inches,  occurred  on  the 
I  coastal  plain  and  in  a  few  of  the  northern  counties,  while  the  least 
amounts  were  recorded  in  the  upper  Savarmah  Watershed  and 
in  the  north-central  bordei'  counties,  where  the  measurements 
ranged  below  2  inches.  (Jreatest  local  monthly  amount,  4.05 
'inches  at  Summerville,  Dorchester  Co;  least,  0.80  inch  at  Cal- 
houn Falls,  Abbeville  Co.  Greatest  twenty-four  hour  amount 
at  any  single  station.  1.35  inches  at  Conway,  Ilori'y  Co.,  on  the 
21st-22d. 

Snowfall,  I'anging  from  one-half  to  4  inches,  occurred  gen- 
erally in  the  more  elevated  counties  on  the  7tli,  8th,  21st  and 
22(1,  and  sleet  was  recorded  in  many  parts  of  the  State  on  the 
latter  two  dates. 

WIND. 

The  prevailing  winds  were  from  tlicwest.  Average  liom-Iy 
velocity  determined  from  records  of  7  stations  having  anemom- 
eters, 9.9  miles  per  hour.  Highest  average  vi^locity  in  tlie 
district  covered  by  repoi-ts,  14.4  miles  per  hour  at  Savannah, 
Ga;  lowest,  8.4  miles  per  hour  at  Charlotte,  N.  C,  and  Co- 
knnbia.  The  highest  velocity  for  a  5  minute  period  was  (12 
miles  per  hour  from  the  northwest  at  Savainiah,  Ga.,  on  the 
1st;  lowest  maximum  velocity,  39  miles  [xt  hour  from  the  west 
at  Augusta,  (ia..  on  the  1st  and  at  C'liarlolte,  N.  C.,  on  the  7th. 


The  mean  pea-level  pressure,  determined  from  reports  of  7 
r(-gular  Weather  Pur(>au  stations  in  and  surrounding  the  Sec- 
tion, was  30.12  inches.  Highest  pressure  in  the  district  eov- j 
ered,  30.49  inches  at  \\'i]mington,  N.  C,  on  the  25th;  lowest, 
29.49  inches  on  the  1st  at  th.c  same  station,  on  which  date  low- 
est pressures  were  recorded  at  all  stations.  Strong  reaction  to 
high  pressure  also  occurred  over  the  district  on  tlie  21st. 


SUNSHINE    AND    CLOUDINESS. 

The  total  hours  of  sunshine,  determined  from  7  autoiuatic  re- 
cords, averaged  263.2,  or  about  (J()  per  cent  of  the  possible  a- 
mount.  Average  number  of  clear  days,  14;  partly  cloudy,  9; 
cloudy,  8,  as  against  the  normal  of  13,  8  and  10  days,  respec- 
tivelv. 


TEMPERATURE. 


The  monthly  mean  for  the  Section,  determined  from  re- 
I)orts  of  38  stations,  was  50.2  degrees,  or  4.7  degrees  below  the 
established  normal.  The  daily  means  ranged  below  normal 
until  the  25th,  except  during  short  periods  about  the  11th  and 
l»et ween  the  15th  and  17th.  Highest  tcMiiperature,  91  degrees 
at  Blackville,  Barnwell  Co.,  on  the  30th.  The  warmest  period 
of  the  month  occurred  from  the  28th  to  the  31st.  Lowest  tem- 
perature, 12  degreesat  Spartanburg.  Spaitaid)urg  Co.,  on  the  2d. 
Low  temperature  recoids  for  Maieli  \ver(>  la-oken  at  a  number 
of  stations  in  the  coast  disti'icts  during  this  period  of  cold. 

HUMIDITY. 

The  mean  relative  huniidity,  deteiininid  fi-om  iceords  of  7 
regular  Weather  lhn-e:;u  stations  in  and  snri-ounding  the  Sec- 
tion, was  (ii)  per  cent .  Highest  percentage.  73  ;if  Chaileston; 
I  -west,  (i3  at  Cnhm.bia . 


RIVER  CONDITIONS. 

The  inonth  o])en(>d  with  modei'ate  Hoods  in  the  Santce,  Pee 
Dee  and  ^^'accamaw  I'ivers.  At  Rimini  the  Hood  continued  to 
the  9th,  with  a  maximum  stage  of  13.4  feet  on  the  4tli  and  5th, 
or  1.4  feet  al)ove  Hood;  at  Ferguson  th(>  Santee  River  was  above 
Hood  until  the  19th,  the  maximum  stage  being  13.4  feet  on  the 
5th,  or  1.4  feet  above  Hood.  The  Waccamaw  River  at  Coirway 
Avas  above  Hood  between  tlie  2d  and  18th,  with  a  maxinjinn 
stage  of  7.9  feet  on  the  9th,  lOth  and  11th,  or  0.9  foot  abovi^ 
flood.  The  ['ee  Dee  River  at  Smith.s  .Mills  was  above  Hood 
from  the  1st  to  the  9th,  with  a  maximum  stage  of  14.7  feet  (in 
the  1st,  2d  and  3d,  or  0.7  foot  above  Hood.  Late  reports  of  tiie 
fi'eshet  in  tlie  Pee  Dee  al  Cheraw  on  Ft  bruary  21st-22d  indicate 
a  loss  of  about  .sS.OdO,  due  to  suspension  nf  business.  4'he  re- 
maining rivei-s  of  the  Section  were  I'elat  ively  low  duiiug  the 
month,. 
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0.  IKl 
(1.  90 
0.  SO 
0.  73 
0.  99 


1.0 

1.0 

1.0 

0 

0  . 


13 


OSII 
USD 
071 


9110 
711 


1    : 

21  40. 0 

25  411.1 

12  45.  s 


400 
502 
S5(l 

530 
512 
S75 
02(1 
.545 
09(1 


49.  0 
51.  S 
51.7 
51. S 
.50.  6 


3.4 
4.5 

S.O 

4.0 
4.0 
5.0 


,S0 
S4 


so'i 

S5 
«4 


2S 
.3(1 
:io 

2S 
29 
291 
3(1 
21)1 


10 
IS 

17  2 

17  2 

19  2 

Uf  2 

19  2 

20  2 


11 

5(1.  S 

-  7.1 

S5 

.30 

2(1 

19 

49.  0 

-  4.2 

S4 

2S 

IS 

22 

40.4 

—  0..T 

S(l 

29 

12 

20 

51.  S 

—  7.0 

SO 

3(1 

19 

24 

4S.  3 

-  5.  0 

SO 

29+ 

17 

13 

•  7,7 

-  0.  7 

75 

2St 

IS 

2  48 
2  45 
2      3S 


45 

M 
41 

37 
40 


2 

41 

2 

43 

2 

43 

2 

37 

•> 

42 

2 

3S 

1.99 
2.41 
2.21 

2.  97 

3.  09 
3.  03 
1.S2 

2.  75 

3.  3S 
2.44 

2.  73 
2.25 
1.52 
2.  *! 
1..55 
1.77 


0.74 

0.71  T.  .   14 

3.21  1.02  1.7'   11 

1.95  II.  .5S  2.0      0 

0.70  0.70  1.5    10 


5      10 


il«'. 
w. 


2.13 

(••.  88 
2.  91 

'i.2i' 
2.  02 

1.02 
2.  42 
3. 42 
2.  21 
2.47 
2.  33 


Slate  means  and  extre  me 


91 


2      4S        2.  .59     -    1. 


C.  09 
0.70 
0.  75 

0.  98 
0.95 
(l.so 

0.09 
0.  80 
0.75 
0.  93 
(1.  50 
0.  lill 

1.35 


1.5  14 

T.  8 

0|  0 

T.  I  9 

3.0  8 

0.5  10 


W.  C.  Brown. 

.lames  C.  I'aris. 

.1.  .1.  .Murran. 

Prof.  K.  H.  11.  Calhotin. 

r.  S.  Weather  Bureau. 


T.  L.  Timmerman. 
Harry  \.  Parshall. 
Spartan  (Joodlotte. 
-M.  M.Calhoun. 
.1.  Marvin  Bowers. 

.lohn  T.  Boggs. 
.1.  M.Sease.  .M.  U. 
William  S.  Middleton. 
.lo-seph  M.  .lolinson. 
Warren  (i.  Pelter.-on. 
.loshna  Y.  .lones. 


0.5 
2.7 

T. 

4.0 


Mr>.  E.  v.. I.. Maxwell. 

E.  W..let<'r. 

I''.  P.  Robinson. 

C.  A.  Long. 

.1.  W.  Seigler. 

\\'.  P.  lioodman. 


The  departures  from  tile  normal  temiieraturi' and  precipitation  are  cdinpnli'd   for  >nch  .stations  as  have  tenor  more  years  of  record,  but  all  complete  reports  an>  u.sed  in 
determiuitig  section  or  division  means. 

Reference  letters,  »,  )',  '•.  appearing  in  the  table  indicat(>  number  of  days  missing:  for  example,  l'  represents  two  days  mi.-sing,  etc. 
Also  <in  other  dates,    ^t  Received  too  late  to  be  included  in  means  and  summaries.     '*  Ti>mperature  readings  are  computed  from  observi^d  readings  of  the  ilrv  bulb:  means 
are  computed  Ircnn  observed  readings,     tt  Postoffice  addres.ses  of  tlie.se  stations  aiv  as  follows:     Of  Edisto.  Embree:  of  Oaston  Shoals,  (fatVneY:  of  Wintlirop  College,  Rock  Hill 

T.  I'recipitation  is  less  than  O.iil  inch  rain  or  melterl  snow 


1 


.Mahcii,  nn 


C'LlMATOLOdR'AL    DATA:    SOCril    CAIIOLINA    SKCTIOX 
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Daily  Precipitation  for  March,    1914. 


Day  of  montli. 
1        '2       :i        4        5       (>       7       S        9       10      11       12      l:'.      14      l.'i      HI      17      I*<      lil      211      21 


2;i      24      25  ,  26  ,  27     28     29     SO     :U 


JjIftlTII   I'dVtioil. 

Alli'iidalo  nil SaviiiiiKih 

Beaufort ,  Coast 

UUickvillellll [  Kdisto.... 

Bowman .'. do 

Charleston  •** i  Coast 


.44 

.150 
.20 

.  7.S 


.09 

'.'.y  .80 

.:i7 

.03  .... 

.115, 

m 

1 .05  . 


I 


:is  . 


.09  T 


lit;  .07 

•■•• L...I....|....  ....    .211.20. 

.%) .,..■........!....;  .22  .... 

1.  12 j... .[....    .28    .7fi' 

.oO I.... i.... !....;  .02    .45 


Cheraw  llli '  Podee 

Conway  llil Wacoaniaw  . 

Darlington  illi I  Pedee 

Dillon Little  I'edi'O  , 

KdistO'llll  Kdlsto 


.  42  . . . 
.85  T. 
.  30. . . , 
.71  ... 
.  69  . . . 


.Ill 


i7  .04  '1'. 
..  .45  T.  T. 
. .  .20  . 05  . .  . . 
53  .03  .02  . . . 
..    .51 


.65   T.    ....' 16    .12    .50   T. 

.68   T.    ....i.... 06    T.    1.35  ... 

.45   T.  '....;. ...I. ...I. ...I I  .12    .08... 

.72  ,.......!....  ....I....1........     .47!  .14   .59... 

.92 1....  ....|....i lOl  .14    .49... 


Eflinghani  l||| Lyiic!  es 

Ferguson   |j|| Saiitee. 

Klorenco  ||{| I'odi'e. . 

( ieorgetown Coast  . . 

Kingstree  |||1 ,  Black.. 

Pinopolis  Cooper 

Rimini Santee. . 

St.  (leorgellll ICdisto  ., 

.-^t.  Mattliewsim i  Santee.. 

Smiths  Mills  l||| Pedee.., 


.08  . 
.  60  . 


.65    .  03 

.  30' 05  , 

.25 


.42    .10. 


.52 

.SO : . 

. 46  . 09  . 
.  75  ....  . 
.90 


.62  .53 
.121  -22 
.04;  .24 


.15!  .25|. 
.17;   .84. 


,18   T. 


.04   .12!  .14 

.'iol 


101  ..30, 

24!.... 


.06 


.03 ! 

.15'.... 
.321   .19 


.03 

.141 
.06! 


.  44    .03  . . . . 
.  3ii    .04  . . . . 

.46 

.42    .  10    T. 


1 .00  . 

.NO  . 

l.Oli  . 


.  60  . 


Society  Hill  111! do  .... 

Sumnierville Ashley 

Walterboro Ashepoo  .. 

Yemassee'lll Combaliee 

W'edmi  I'Diiinii. 


Aiken KillMo  .... 

.\nderson Savaiiuali 

Batesbin-g  1111 '  Kdislo 

Blairslill liroad  .... 

Callioun  Falls  l!l| i  Savannah 


42     .02 

.77 .32    .112    T.      T. 

..52 I'S    .02    T 

.76 69    .02    T. 


.161.001....!.... 
.20  .13!  .58!  .14 
.05  .13  .74  .02 
.15 ..50 


.;   .051  .10'1.20  ....!....'. ...l....i....l  .02  .. 


75  .... '  .07!....!  .02' I.... .40    .60 

. .  1.115  ....!.... !....!  .ll|  .63    .57  ....1 1  T I  .38 

. .  1.  15 ;....!  .081  .52^  .50 

.,     .76  ....  ....;  T.  :  T.     .115 


.90 


.20  . 
.16  . 


.05   T. 

.08 

.114  .  .  . . 


I  !. . .  .1. . ..    .GO  . 

^iii '.'.'.'..'.'...  '.'.'.'.  '.'.'.'.        .05 '!!!''!i9,!"1  .19 '. 

.48 T.     .21    .33!. 

.  K8 15    .12'  .201. 

04....;.... '....!!.  20. 


.08;   .05   .141  .34 

T.    . 


Camden  !!  1 Wateree  . . 

Catawba  l  !  Catawlia  . 

Chappells  li  II Saluda  . . . 

Clenison  College Savamiah 

Colimibia  •" Congaree  . 


.84  . 
.40  . 


.04    .22    .20  . 
...     .14    .2S  . 


.90!. 
.90'. 


.30....    'i'. 
.IS    .14    T. 


T. 


...     .10. 
.  06    .  9.3  . 


Kdgefield    !  Savniinali  . 

(iaston  Shoals  llll liroiul 

Greenville  II  || Saluda 

Greenwood  1!  li ! do 

Heath  Springs '  Wateree  . . . 

Liberty Savannah  , 

Little  Mountain Saluda  

Meriwether Savannali  , 

-Monetta ICdisto 

Newberry Saluda 


.61  . 
.29  . 
.25. 
.37. 
.25  . 


.  32  . . 


..•30 
.32 
.13 
.24, 
.32 


...    .42  

.11    .14     .03  . 
.  22    .06    .03  . 

.20 ' . 

.20 06  . 

.10    .10 

.30....'  T. 
.12  T.  ... 
.  14   T.  !  T. 

.15. ...I... 


...  .741 
.01'  .71 
...  1.02 

...;  .58 

,70 


Pekerllll do  . 

Saluda , do  . 

Santuek  '  liroafl  . 

Spartanburg  ,1 do  . 


Trenton Edisto  . . . 

Winnsboro i  Hroa<l. . . . 

Winthrop  College !  Cataw  ba 


.-■'A .101    .12    .  041 . 


.  39  . 
.24  . 


.41  .15.... 
.21  .05  T. 
T.      .20  .07 


.:iO 


.98;. 

.861. 


.80!.. 
.  69i . . 
.80  . . 


. . . .  I  .12,  .13'  .  04  . . 

....    .08!    .11]  .10:. 

....,   .09;  .04!  -11  ■• 

..,.!  T.  1  .10'....  .. 

.a5!  .10;  .24!  .02.. 


.  24, , 


.19  T. 
.25!.... 
.  09! . . . . 
.30;.... 


.02  T.^ 


.20 

.14   ■!•. 

.32   T. 
, 12    .05 


.11;. 
.061. 
.41  . 
.15. 

15  . 
40. 
42,. 
391. 


.    T. 


.23.... 
.OlL.. 


.02   .1: 


T. 
T. 


.10,    .08 
.10   .14 


.20! 
.201 
.39! 

.73| 
.15! 


2  .23 
2.40 
2 .69 
3.52 
2.34 

2.60 
3.53 
1.66 
3.55 
2.85 

3.16 
3.02 
1.93 
L77 
4.03 

3.46 
3.25 

3.18 

2.88 
3 .27 

3.  IK 
4.05 
3.47 
3.18 


1 .22 
2 .36 
1.61 
2.94 
0.80 

2.81 
2.  42 
2.57 
1.46 

2.08 


.12   .06   .60, 


.10!   -20   .10   .18 


.15   T.  ,  .371 '.....    T 


T. 


T. 

.04 


.28!.... 
.16..., 
.16  T. 
.20    T. 


T. 


.25 


.12! ' .20|  .141, 


.91 
.27 
.56 
.53 

.20 

.70 
.t)8' 
.46 
.ft5 

.30' 


,431.. 

.23i. ...!....!. 
.05!. ...|.   ..I. 


.01  .... 
T.     T. 


.22!  .28 

!  .16!  .39 

.11    T.  ;  T.  '   .10 


.  34  . 


.  3s    .  06 93  . 

.40   T.    .^)0   T,    . 

.10,  .12 T.  , 60  . 


.25 
.21 


1.99 
2.41 
2. 21 
2.97 

3.09 
3.0:3 
1.82 
2.75 
X-M 

2.44 
2.73 
2 .25 
1.  .52 


.25   .:.3 ! 

! 40 

....I   2.33 
....1   1.55 

40 i 

....t   1.77 

llil!            1      1 

nil  Precipitation  measured  in  the  morning;  amount  then  recorded  is  for  the  preceding  24  hours.    Except  as  otherwise  indicated  observations  are  generally  made  late  in  the 
afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of  observation.    *  Precipitation  included  in  the  next  following  measurement. 
•  *  *  Regular  Weather  Buri'au  station:  precipitation  is  for  the  24  hour  period,  uiiduight  to  midnight. 
?  Sepai'ate  i]-Mf<  iif  falls  not  recorded.     T.  Trace,  or  less  tiiaii  o.ol  inch. 
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Daily  Texnperatures  for  March,  1914. 


Stations. 


1       2   !   3   1   4      5       6 


F.ii^li'rii  Poyfinit, 


\\\rn,\;i\,' \\\\ 

lii'iiufort  

JilncUvillo^'i 

Itowmiiii 

t'lunicstuii 

Clicniw^i 

Coinviiy'S^^ 

Darlington  $5 

Dillon 

l-'t'i-gnsou^S^ 

Florence  $'J 

(ieorgotown 

KiiiRstrce'SvS 

yt.  (ieorgi'  W 

St.  Matthews  )S'$.. 

.Society  Uill^VV... 

SunnniTvil'.i' 

WuUerboro 

Yamassee  % 


)  Maxinuiin  . 
'  Miniiiuini. . 
\  .Miwimnm  , 


45     r,|      7(1 
■22     2r>     :!i) 


.iTi     58| 
3GI     37, 


-17     55     71      I'l 
3-2      31      31      34 


47      4S 
3S     2S 


Gl      71 
32      33 


7M      79     (i!      (w      ('.(.      II      47 
42:     4»     50     36.     5U     36     oU 


68 
32 


75      7(;      75     83     86     S9     87      6.5.4 
44      51      51      58;     61      63     63,     40.  U 


'  Miiiinium. . 
)  Maxinnnn  . 
'  Miuinunn. . 
\  Maxinnnn  . 
i  .Mininnnn. , 
)  Maxinnnn  . 
/  Minimum. . 

\  Maxinnnn  . 
/  Mininunn. . 
\  Maxinnnn  . 
/  .Mininnnn. . 
)  Maxinuim  . 
/  .Mininnnn. . 
s  .Maxinnnn  . 

*  .Mi\nnnnn. . 
\  Maxinnnn  . 
'  Minimum. . 

\  Maxiimnii  . 
'  Mininnnn. . 
S  Maxinnnn  . 
'  Minimnni. . 
\  Maxinnnn  . 
'  Mininnnn. . 
)  Maximum  . 
I  MininuEm. . 
)  .Maxinnnn  . 
/  Miniiiunu. . 

*  Maxinnnn  . 
(  .Minimum. . 
\  .Maxinnnn  . 
I  .Minimum. . 
\  Maxinnim  . 
'  Minimum. . 
\  Maxinnnn  . 
'  Minimum. . 


IlV.v/o-;)  I'lilHiin. 


.\iki-u   

.Vuiterson 

liatesburg^V^ 

t'amdcn^vS 

Cli'msnll  ('nlli'!<-c 

Columbia 

(ireenville  % 

Greenwooil  §ji  . . . 
lleatli  SpriuR.-;  . . 
l.ilHTly 

l.illli-  Mouniain  . 

-Mriiuctiicr 

.Monetla 

Xe«  berry 

Salu.la   

Sant\ielc 

Spartantiurs  .     . 

TrentDi) 

\Viun>l}oro 

\\  iutlirop  C'olle^p 


\  .Maximum 
/  MiuiiMum. 
'.  .Maximum 
/  .Minimum, 
j  Maximum 
(  Miniimim. 
V  -Maximum 
'  .Minimum. 
\  .Maxinnnn 
/  .Miuinmm. 

\  .Maxinuuu 
I  .Mininunn. 
)  .Ma.xinnnn 
)  .Mininunn, 
\  Maxlnmni 
'  Mininunn. 
\  Maximum 
'  Mininnnn. 

*  Maxinnnn 
'  Mininunn. 

s  ^h^ximum 
'  .Minimum, 
)  .Maximum 
'  .Miniuunu. 
)  NUixiMuim 
'  .Miuinunn. 
(  Maxinnnn 
'  .Miniuunu. 
)  .Maxinnnn  , 
'  .Mininunn, , 

*  Maxinnnn  , 
'  .Mininnnn. , 
\  -Maxinnnn  , 
'  -Miuiunnn  , 
)  Maximinii  , 
'  -Minimum. , 
)  .Maximum  , 
'  Mininunn, . 
)  .Maxinnnn  . 
(  Mininunn, . 


41     51 


501  58 

341  19 

48i  4J 

20!  20 

i    58  45 

l....i  23 


48 
20 
47 
16 

54l  59 
24[  24 
45  62 
21     23 


73  501  59 

28  44  40 

68,  55i  57'     56i 

28  41  40i     35; 


57| 
33 


56;     53 
38,     48 


64l     44 

27t     41 


45     53 
36     33 


57i 


76      79     50      63| 


29|     28|  51 

521     70  75< 

30     28  42!     35,     25 

52|     59  67!     591     48 

39  51 


34 


35;    25, 

55)     54j 


321 


48,    55     74     43     53i 
28|    25     37.    3»i    23i 


74:  741 

29!  33, 

60,  701 

28!  30 

53:  62 

39i  40! 

59  72, 

25  31 


61 

47     33, 
?0,  ■  60 


70:     551  43,  60 

47  34  26 

55  45|  41 

45'     30|     45  32  29 

"        60     62  40!  41 

40'  31 


41: 


59     591    47|     35 
48      30     44i     30 


33i 


70:     75, 
29     30| 
701 
30' 

eo 

411 


65,  45i  46  541 
38t  38j  36  32 

66,  52,  49  55L- 
291  411  ;j7'  34! 
70  50!  54i  Cd 
29|  44  44'  34 

68  55!  45!  M 

29  42  39!  34 

50;  57!  58  50, 

351  421  36|  30| 


(>0:     55 

34i     40, 


47      61!     69     49!     55' 
18     20;    28!     361     39, 


68,  551 
261  26! 
44     611 


47 
41 
69,     56 
29!     44 


451     54 
36|     32 


58 


211     25 


41 
18 

501     63j 
lUl     23i 


66 
31' 

44      58|     65! 

1 

45 

35 

45 

2( 


42     51 
27!     17 


491     45 
34!     191 


21 

M) 

60 

(>: 

35 

37 

60 

62 

20 

30 

59 

67 

3'-! 

33 

()0 

65 

17 

2!; 

61 

70 

19 

25 

55 

62 

2H 

30 

64 

64 

19 

29 

60 

67 

72| 

301  45 

70!  52 

23  43 


291  35 

...  1  70 

24:  33 

59!  68 

27|  .34 

6(!|  68 

251  28 

63!  6M 

21  25 

60  63 

25  29 

58i  63 

19i  29 

59,  70 

26'  33 

55  64 


25 
6('i 


25  31 


54 
40 
43 
32 
67 1 
34 
46 
40 
591 
40! 

59! 
40! 
62 
42: 
62j 
431 
58! 

40: 

61| 

42! 


49 

M 

60 

31 

W 

2.5 

.. 

50! 

52 

30: 

27 

57 

52; 

68 

32 

33! 

30 

75:  43!  551 

341  3l|  22I 

. . .  I  751  .53! 

...  32!  25 

70  46;  54, 

30  39  26! 


57|  70 

26!  31 

59  70: 

29  32! 

67  77 

2.S  3(! 


69 

29 

70  50!  57  57: 

29  321  42:  34 


351 


50 
29! 
56!  58 
43!  34 


541 
33 

49: 
31  j 

54 
33 
55| 
3.5' 

541 
33 


51! 

3G1 


52 
40 
59 
38 
56 
39 
4'.) 
40 
55 
41 

52 
39 

57 
39 
60 
38 
46 
.34 
54' 
4(i:  40 

1 

50!  52 

3S1  321 

57'  51 

38j  33] 

5*j|  51; 

391  34 

52!  50I 

39  30! 

58,  51 

39  33 


55  54 

29  36 

54:  60 

30,  38 

52:  67 


31      29: 

52'     68l 
29!     ^'' 


70  39:  501 

40  34:  25! 
60.  54:  551 
42  36!  261 
76:  62i  54: 
37!  361  25: 
76  40  55I 

41  36'  :55i 
75,  42!  5:i! 
3,!,  35  25 


60      t)8 
31'     38, 


56! 
25! 

54! 


54      54 

30: 


59i 


23!     26 
631    55 


30l     30     4sl     381     X 


741 
30: 
73| 
2S, 


76,     42 


651     60 
2' 

56! 


54  69' 
251  :i4 
5;i,  («) 
27'  35 

50'  65! 

35  361 

521  6x' 

30  3!,: 

55  62, 
28  30 


40!    25 


681     sel 


29,  31 

59'  72' 

27  36 

71  79 

34  40 

61 1  70 

30i  32 

56!  74 

29;  31 

52  71 

27  30 


60  60!  54 
481  291  40l 
60.     61 


55, 
28' 
59! 
361 

56: 

26l 


43' 
74 

40 

(;4 

49 

73 
42 


80'    82!     88     S8|     91 
50:    51     58     59!    61 


78,     80'     82 


46 
68' 


52 


55     55 

1 
76 


85:  88 

54!  57 

76  76 

601  63 


89  68. 2 

611  39.5 

82  64. 5 

58]  36.9 

761  59. 8 

56;  42. 6 


6     8I;    761    S-Jj    661 
50     49     56;    5H     53     57' 


55i 
36: 


4; 

(■4      ()5i     62:     45     4 


361  41 

29  28 
40,  42  . 

30  29;. 


68,     73,     74     75- 
28     .30!     361    50.    45; 


70, 
301 
58'     69 


40     45     321     33,    ;55     32     30!     31 


731  7(i, 

37|  47 

74,  76' 

321  47 


59. 9 
36.3 


77;    84|  63;  61.1 

57;    57;  58;  36.3 

78     83,  74;  62. 4^ 

601  55!  36. 8= 


80'  .  821     86 
4K      57     61 


61 
50 

7(: 

48 
61' 
49 
61 


50;     32! 
601     65! 


64  521 

•■'A  40! 

55  481 

34  34 1 

6.3  59! 

33  42 

68;  60| 
44 


.37;  41: 

31;  29J 

41  40 

30  30 


57, 

32  38 

,  I 

53  46 

371  "-29 

63  63 

341  42 

691  02 

51|  33j  43 

62'  66!  64 

47  33  ;« 


59  69'  71 
29;  33,  39, 
55.  62 


cS 


381  401  42!  4S 


47:  51 

31'  30 
48  45|  52 
30!  28!  24 
52.  44 

29 

44 

28 

41 

29 


.50!  62 
25  31 


46  52 
29  28 
45 

.30  28 

45  51 

30l  27 

461  50 

30:  28 

47  52 
;?0  27 


671 
301 
64 


51 

34 

2.S 

72 

59  57, 

49  35 

31 

74 

57 

55 

40 

33 

2K1 

7(i 

43 

551 

3t) 

35 

25| 

65 

59 

52 

47 

36 

32! 

74 

55 

54 

49 

34 

29 

65 

44 

561 

34 

31 

26 

75 

46 

56 

35 

32 

29 

71'  55 

52 

3,s:  27 

25 

63'  56 

55 

43 

34 

29 

74 

66 

54 

4S 

32 

28' 

75 

57i 
251 

75 

68 

55I 

49 

34 

281 

75 

68 

55! 

47 

33 

25 

75 

71 

,58 

-•' 

:u 

24 

73 

59 

59! 

3H 

32 

25 

67 

44 

54 

31 

31 

26 

74 

5."i 

58, 

51 

34 

31 

72 

45 

50l 

35 

30 

271 

69 

(Hi 

&41 

40 

28 

26 

f.il 
;!:i 
61 
32 
58, 
32 

59: 

25 
62 

31; 

60I 
33I 

611 

i! 

29 
61 
31 

61 

29! 
60i 
30 
61 
29 
6 


71 


■3 


7(S  76 

43  48 

78  8.3 

40  45  48 

62  75  74 

39!  44  49 

701  80|  74; 

30'  35i  351 

66;  72  73 

33  36  431 

72^  781  74I 

39  461  *'! 

71   7«!  71' 
32 


34;     37 


301  40|  47. 

67l  67'  67: 

29!  39  391 

721  ~i  "1 

36l  39'  45' 


40  46 

73  78 

32  38!     43 
71 


73 
50 
71 


75 
32 

§ 
40 
70' 
30 
"li 
33; 


781  75j 
4l!  48 
77!     74 


71: 
44 
62 

39 
65 

41 
62, 

45; 
70; 

42' 

61 ! 
45! 
56] 
39J 
57; 
42 
55! 
431 
641 
401 

66 
44 
67 
43 
69 
45 
62 


351  30 

37i  45 

32:  29 

44!  58, 

28!  261 

431  311 

31!  »Jt 

44!  43l 

32:  32! 

38;  44. 

38  30 


59-    69l 

301 

59' 

27 

59      68 

29     31 


■4  7(i' 

33     40!  49' 

70:     75  77 

31      391  46' 

74  761 

!9  48 


6H|  721  78  79 

29!  36!  52  47 

61  i  66l  74.  73 

30!  33 


63 

27]     31 
59     68, 


■3, 
30     31 


42,     50 

76,     80, 
42,     50' 
6' 


79  77  84  75, 

54  57  59,  601 

78  80  78,  7«! 

58  58  081  55 

80|  80]  82'  78! 

50;  501  tO;  61 

82,  85!  871  sc 

53,  58|  62' 

HI  84  87, 


60' 

80] 

55'    59     60     58' 


64.8 

37.  3« 

60.7 

38.  0 
60.2 
38.  5 
64-5 
37.  5 
64.5 
37.8 
63.  0 
37. 2 


85' 

58l    55 


69!     M  62.5 

57      46l  36. 3 

81]     801     85|     83!  64.6 

59!     60|  39.1 

87]  07.2 

61  39.6 

86  04.  I 

59'  36.5 


65  59 

32  42 

65  54 

35:  42 

60!  55 1 

361  o6j 

58l  57 


62!     55 


47!     47 
31      28! 


58 

261 

44;     53!     60: 


3S 
48, 
35] 
5b 

37 
44 
34| 
54] 
36 


29l  29!  26! 

35:  41 !  501 

30;  24l  29' 

57'  58'  60. 

33i  331  34 

50i  53:  511 

32!  31  32! 
1        1        1 

381  46  58 

30|  29  31, 

42  53;  52! 


68  75 

38  45; 

73  74 

;m  42 

63  70, 

32  39! 

691  74 

331  33: 

64,  67' 

301  39' 


75  75 

53,  54 

731  72 

.54  53     54 

72  74 

5(}1  52 

68  76;     81 

44;  5(', 

6s;  75 

52.  56 


83 

86 

88 

54 

61 

62 

82 

84 

87 

50 

52 

59 

76 

85 

87 

,55 

62 

60 

82      80 

59; 

78.     83l 

54,     57' 


81 
60' 

77,     67' 

53|    531 

83' 

591 

85      70 


65.  ll» 
40.1'' 
W.O 
38. 0 
761     ci.s 
57:     :is  .4 


62. 


50!  59i  601  55,  37.9 
77;  75'  76'  661  61.3 
60     551    5k:    57!    37.4 


61'    ,58' 
35!     38! 


39 

42 

43 

77 

(,T 

75 

37 

39 

] 

14 

79 

71 

62 

40 

451 

42 

77 

'' 

01 

.37 

39! 

40 

76 

70 

72 

641     60 
35!    41 


OS! 
36l 
70i 
25, 
68' 


30,     37 


25i  28 
5ij  61 
30!    28 


621  60: 

30  41 

65,  631     45 

29'  41'     3( 

1         ' 

62  54.     42 

28  38     29 

59,  4',!     41 

55 


55 

31 

55'    4( 


46'  58 

27  30 

49!  50!     681 

29  281     28 

4t.  56! 

28|  31] 

48|  581 

28!  28! 

48  59|     69, 

28  26'    28 


30      4( 


681  74i 

3b  421 

69I  74 

31  49 


3i 


64 


F3 


48: 

701 

4.HI 


40 

68 

3b     36!     30 

,58     55      43 

301     34!     261 


74 
38 
71 
30 
74 

28'     30'     38'     43 
45i     50      661     69, 


,38  31 
58l  69. 
21      26' 


74'  82: 

55!  6OI 

71  80| 

49:  51 

751  801 

5(}'  52 

72,  76 

40j  48 

8ei  811 

52'  57. 

75;  80! 

.53  59. 

76!  S2: 

49;  56 

80! 

57I 

751  80 

48'  59I 

7,,  81, 

451  59 


Sl|  84;     73 

62;  62;     52 

781  721     66 

54;  53,    54 

83!  84'     72 

58'  55 

761  78 

58;  51 
74 


59'  55I  53 


83!  7S 
38i  65 


50 


1 


25!  2,^  36' 
45  56|  67 
261  28  33| 


76i  84 

49  57 

70!  72  79 

44,  46;  49 

75  75'  80 

52  54 

73  79 

52!  ,52  54 

67'  70  75 


63; 
73! 


41 
68 
43|-50l    531    561    60!    49! 


,S6, 

86 

82 

611 

51 

.5s 

8:, 

85 

79 

6l| 

6( 

58 

84 1 

83 

84 

60I 

55 

55 

84| 

85 

77 

60! 

58 

58, 

83  78, 

60!  51! 

80!  74! 

57:  50 

84:  86' 

581  59l 

sol  80! 


62. 5 
39.8 
,59.  7 
33.5 
62. 5 
35.7 
57.3 
34.4 
61.1 
37.  0 

63.  (; 
40.0 
65.  6'1 
37.  9'^' 
6-1 .3 
39.2 
63.8 
37.4 
65.  4 
36.  3 

63.1 
.36.  0 

59.  3 
33.  5 
63.7 
39.9 

60.  f, 
36.  0 
59.7 
35.7 


".  ''.  ''.  etc..  inilit-ate  respectively  1,  2,  3.  etc.,  days 
preeeiling  rlay,  on  wbich  it  almost  ahvays  occurs. 


mi-sin;T  from  recoril.    '■^j  lustrnminils  ar(>  reail  in  Uic  m.'JvniuH';  t.ie  m.ixim'.im  b'mperalure  tl.en  re.ul  is  cbarfjeil  lo   Co 
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C'LIMAT()L()(41CAL    DATA;    SOl'Til    C.VUOl.lNA    SECTION. 


M.Micii.  i;ii4. 


{Covtinacdfmm  p(ige  If).) 
MISCELLANEOUS    PHENOMENA. 


COMPARATIVE  DATA  FOR  MARCH. 


K(irtli(lii(tkcx  ( (hUex ).  —  (iaston  Slioals,  otli,  4  p.  m. 

Fo<l  l)nif<r  ( (laU'><  J. —  Chcraw.  23(1,  8()tli;  (iaston  Shoals.  ^Otli. 
•_>7tli;  Lilu-rty,  6tli;  Pcl/.cr.  80tli;  Sinitlis  Mills.  8()tii. 

Jlfiil  (r/(7/r.s).~(jlast()n  Slioals.  Lihcvly  and  Monclta.  (ith; 
Ncwl)(>rry,  (itli,  3()tli. 

Halos  (fhifr.t) — Lunar:  Charloston,  lOtli;  C'oluiiiliia,  4th;  San- 
tiu-k,  oth.  Solar:  Charleston,  27th;  Lihcrty,  2Stli;  Santuck, 
4tii,  30th. 

Meteor  (elate). — Santuck,  2(ith.  (As  large  and  In-ight  as  a 
skyrocket;  observed  at  7:14  p.  in.). 

Sleii  ( e}(ite.'<).-''it\i.  12tli  and  2<ltli,  1  station  ;  21st ,  11  stations; 
22d.  7  stations. 

SiiDir  (date.'(J. — Gth,  2  stations;  7th.  S  stations;  Stii.  •")  stations; 
lOtli,  2  stations;  11th,  3  stations;  12th  and  2()th.  1  station; 
21st,  7  stations;  22d,  10  stations. 

TlniiideMDiiuK  {elates).  —  Batesburg,  3()th;  Catawba,  Gth; 
Charleston,  25)th,;^Oth;  Chcraw,  29th;  Clenison  College,  30th; 
Columbia,  Gth,  30th;  (ireenville,  30th;  Newberry,  Gth.  21st. 
:-?Oth;  Liberty.  30th;  Saluda,  3()tli;  Santuck,  Gth,  30th. 


Errata.     February,  1914. 

Clicriuv.— rreciijitiitiou,  lunnln'i'  iif  cla.\s  w  ith  o.ill  iiicli  in-  iiiorf  sIkhMiI  lie  11. 

Cli'insou  Coilc'Si'.— Mi'iUi  Ifiiipciiitiirr  should  lie  4:i..i. 

FiTKUSoii.— Mean  ti'iniicnitiu'i'  should  1"'  48.0. 

(ivt'cnwootl.— Pivfipitiition,  Rrciitcst  in  24  luinrs  slioulil  be  (I.IJO. 

Monotta.— Mfan  t<'mi-»'riitiuv  slnmld  Ijc  45.4. 

Saluda.  -Mfan  ti'nipi'raturr  slionld  be  44.9:   nifaii  mininium.  i)afji'  14.  slmuld  lii 

Winthrop  College. -Total  precipitation  slioidd  bo2.9.i. 
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51.4 

52 . 1 
.51  .6 
52 .5 
.50.0 
.52 .8 
53.9 
59.3 
53.5 
53.1 
56.4 
59.1 
55.2 
5l.fi 
53.4 
54.0 
60.4 
56.2 
57.8 
51.6 
62.0 
61.4 
,>1.1 
59.4 
54.  9 

53 .2 
56.9 
50.2 

54.9 

inperatiire. 

Preeipitation. 

Average    number    of 
days— 

'I'ear. 

*b£ 

1 

s 

1.S5 
6.71 
3.41 
2.96 
7.88 
3.78 
2  .'22 
2.08 
5.71 
2.12 
4.54 
2.99 
3.89 
4. '22 
4. .36 
4.08 
5.92 
3.42 
2.15 
5.34 
1.57 
4. .56 
4.80 
l.:« 
2.30 
6.79 
7.40 
2 .59 

3.96 

fill 
9 

1 

i    1 

Z.  ^'z 

1887 

.S2 
80 

85 
78 
78 
85 
90 
90 
93 
92 
92 
89 
79 
86 
86 
84 
87 
93 
82 
99 
90 
90 
93 
90 
88 
88 
91 

99 

23 
19 
2(1 
11 
20 

19 
21 
22 
12 
22 
10 
19 
26 
23 
28 
18 
20 
29 
27 
22 
22 
15 
■22 
12 

10 

1888 

sw. 

1889 

w. 

1X91 

sw. 

ISiM 

ne. 

1892 

1893 

1894 

1895 

9 
11 

12 

9 
9 
8 
10 
10 
9 
6 
1(1 

1? 
4 

10 
1(1 

8 

8 

Vi 

15 
12 
14 
7 
11 
12 
12 
14 
14 

13 
15 
13 
15 
15 
14 
21 
17 
14 
13 
14 

13 

9               9 

11                5 

5  11 
10               7 

9              15 
9              11 
10  ,             9 

8         n 

8  9 

7  10 

9  I           15 
9               9 

6  1           10 
6  [           12 

10               6 
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•s               9 
6               4 

8  6 
5              12 
5              13 

9  8 

8    ;               10 

nw. 
sw. 
sw. 
sw. 

1896 

sw. 

1897 

sw. 

1898 

ne. 

1S99 

sw. 

1910     . 

sw. 

1911 

BW. 

191L' 

sw. 

1903... 

ne. 

1904 

ne. 

1905 

ne. 

19,16 

1917 

1918 

1!KI9 

1910 

w. 

sw. 

sw. 

sw. 

sw. 

1911 

w. 

1912 

ne. 

1913 

1914 

w. 

w. 
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Temperature,  de- 

Precipita- 

^^ 

gre(>s  I'a 

ir. 

tion,! 

ic.hes. 

stations. 

o  >■ 

^ 

1i  '{l 

go 

3 

= 

0^ 

0- 

"a 

£5 

- 

''■ 

" 

s 

H 

o5: 

Asheville,  X.C 

30.12 

41.0 

73 

8 

2.34 

0.89 

Augusta,  Oa 

30.12 

52 .4 

85 

22 

1.89 

0.74 

Cluirleston.  .S.  (; 

30.11 

51.2 

76 

24 

2.34 

0.63 

Charlotte.  X.  C 

30.16 

46.2 

77 

18 

1 .56 

0.72 

CoUimbia,  S.  C 

30.12 

51 .2 

84 

21 

2.08 

0.99 

Savannah,  (ia 

;».V2 

54.3 

83 

24 

1.78 

0.7! 

Wilmington.  N.  C. . . 

30.10 

48.4 

76 

•22 

2.S9 

0.75 

.\verages 

30.12 

49.2 

85a 

8» 

2.13 

0.99'' 

196.2 
•260.0 
278.4 
371 .5 
•227.7 
■264.7 
243 .9 

263 .2 


Relative  humid- 
ity—percent. 

Wind. 

< 

hourly  ve- 
loeity— 
miles. 
Prevailing 
direction. 

70 

10.0    nw. 

(•)S 

7.7    «  . 

73 

11.5    w. 

67 

8.4    s. 

t>3 

8.4    w. 

70 

14.4    w. 

70 

9.2    w. 

69 


Kxtremes. 


I'  Creali'st. 
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higliest  niontlily  averagop  occurred  on  the  coastal  plain,  and  the 
lower^t,  over  the  interior  of  the  district. 


\'()i..  X\']J.         CouMBiA.  S.  C,  April,  1914. 


No.  4 


GENERAL,   SUMMARY. 

April  was  somewhat  wanner  than  usual.  Tli(>  daily  nuvin 
temperatures  ranged  near  the  seasonal  averag(\  except  that  the 
cool  periods  throughout  the  Section  on  the  9th  and  lOth  and  in 
the  more  elevated  districts  on  the  21st  were  mure  than  overcome 
l)y  the  excessive  lieat  of  the  last  four  days  of  the  month.  \\'hile 
the  precipitation  was  near  normal  for  the  Section  as  a  whole, 
tliere  was  complaint  of  too  much  rain  in  the  northwestern 
counties  during  the  first  half  of  tiie  month  as  against  insuffi- 
cient rainfall  in  the  interior  counties  along  the  lower  Piedmont, 
in  the  upper  coastal  plain  and  in  the  extreme  soutiiern  districts. 
Generous  warm  rains  arc  now  needed  to  advance  vegetation  from 
a  condition  of  retarded  growth  to  the  seasonal  standard.  Heavy 
rains  of  1  to  2.H4  inches  in  the  upper  drainage  areas  on  the  Nth 
and  15th  were  followed  ))y  moderate  Hoods  in  the  Catawha, 
Wateree  and  Santee  rivers  and  relativel\'  higli  water  in  the  Con- 
garee,  Broad,  Saluda  and  Pee  Dee  riv(>rs  progressively  from  the 
Kitii  to  the  2Sth. 

The  last  spring  killing  frosts  occurred  generally  over  the  Sec- 
tion hetween  March  2P)d  and  25th,  there  being  but  thxee  reports 
of  killing  fi'ost  teni[)eratures  in  April. 


PRECIPITATION. 

Average  for  the  Section,  51  stations  reporting,  2.86  inches, 
or  0.01  inch  al)ove  the  established  normal.  Five  storm  periods 
were  attended  l)y  hve  series  of  rains,  namely:  1st,  7th-8th, 
'l4th-15th,  21st  and  29th-30th.  While  fairly  well  distributed 
as  to  area,  by  far  the  heaviest  rainfall  was  recorded  in  the  north- 
western comities  and  in  the  northeastern  coastal  plain,  where 
the  amounts  ranged  from  three  to  over  five  inches.  In  the  in- 
terior counties,  the  middle  and  lower  Savannah  watershed  and 
the  extreme  southern  coast  districts  the  amounts  were  less  than 
two  inches.  Greatest  local  monthly  amount,  5.58  inches  at 
Clemson  College,  Oconee  Co.,  least,  1.25  inches  at  Beaufort, 
Beaufort  Co.  Greatest  twenty-four  hour  amount  locally,  2.98 
inches  at  Greenville,  Greenville  Co.,  on  the  13th  and  14th. 

A  trace  of  snow  at  Greenville,  Greenville  Co.,  is  the  only 
snowfall  reported  fi^r  the   Section. 


PRESSURE. 

The  mean  sea-level  pressiu'c,  determined  from  reports  of  7 
regular  \\'eatlier  Bureau  stations,  was  30.06  inches.  Highest 
pressure  in  the  district  mentioned,  30.36  inchesat  Charlotteand 
Wilmington,  N.  C,  on  the  24th;  lowest,  29.66  inches  at  Ashe- 
ville,  N.  C,  on  the  8th.  Pressure  range  in  the  Section  proper, 
30.34  inches  on  the  22d  down  to  29.75  inches  on  the  Sth  at 
Cliarleston. 

TEMPERATURE . 

The  monthly  mean  for  the  Section,  determined  from  reports 
of  39  stations,  was  (13.7  degrees.  Or  1.4  degrees  above  the  estab- 
lished normal.  Highest  temperature,  9,S  degrees  at  Blaekville, 
Barnwell  Cii. ,  on  the  28th  and  at  Saluda,  Saluda  Co..  on  tlie 
2(>tli.  The  v.armest  period  occurred  during  the  last  four  days  of 
the  month.  Lowest  temperature,  30  degrees  at  Heath  Springs, 
Lancaster  Co.,  and  Santuek.  I'nion  Co..  on  the  10th.  The 
coolest  period  of  the  montii  was  geni'rally  on  the  9th  and  lOth, 
but  a  few  stations  in  the  np[)er  reaches  also  re[)orte(l  low  tem- 
peratures on  the  21st. 

HUMIDITY. 

Tlie  mean  relative  humidity,  determined  from  records  of  7  re- 
gular Weather  lUireau  stations  in  and  stu'rounding  the  Section. 
\va- as  follows:  N  a.  ni..  75  [.ei'  cent ;  "^  [).  m..  (17  percent.     'i"he 


'  WIND. 

The  j)revailing  winds  were  from  the  southwest .  Average  hour- 
ly velocity,  deternjined  from  7  anemometer  records,  9.3  miles. 
Highest  average  velocity,  12.5  miles  per  hour  at  Savannah,  Ga., 
lowest,  6.5  miles  per  hour  at  Augusta,  Ga.  In  the  Section 
proper  the  averages  ranged  from  11.4  miles  at  Charleston  down 
to  7.5  miles  per  hour  at  Columbia.  Highest  velocity  for  a  five 
minute  period,  40  miles  per  hour  from  the  west  on  the  15th  at 
Savannah,  Ga.,  lowest,  26  milles  per  hour  from  the  west  on  the 
30th  at  Charlotte,  N.  C. 

SUNSHINE    AND    CLOUDINESS. 

Total  h(Uirs  of  sunshine,  determined  from  7  automatic  records, 
272.(),  or  70  i)er  cent  of  the  possible  amount.  Average  number 
of  clear  days,  13;  partly  cloudy,  10  and  cloudy,  7,  as  against 
normals  of  14,  9  and  7  days  respectively. 


RIVER  CONDITIONS. 

General  rains  of  1  to  2.34  inches  in  the  upper  reaches  of  the 
i  Santee  River    System    on    the    14th    and  15th  were  followed  by 
;  moderate  floods  in  the  Catawba,  Wateree  and  Santee  rivers  and 
;  high  water  in  the  Congaree,   Broad  and  Saluda  rivers  progres- 
sively from  the  16th  to  the  28th.     Flood  stages  were  as  follow^s: 
Catawba  River  at  Catawba,  12  feet  on  the  KSth,  or  1  foot  above 
Hood,  Wateree  River  at  Camden,  26.6  feet  on  the  16th,  or  2.6 
feet  al)Ovc  Hood;  Santee  River  at  Rimini,  14.5  feet  on  the  21st, 
or  2.5  feet    above  flood,  and  at   Ferguson,  13.7  iVet  on  the  22d 
and  23d,  or  1.7  feet  above  Hood.     Stages  near  Hood  occurred  at 
stations  on  the  Congaree,   Broad  and   Saluda  on  the  15th  and 
!l6th.     The    unavoidable   losses  approximated  S9, 825  while  the 
value    of   movalile    property  sa-ved   by  timely    warnings    of    the 
Weather  Bureau  is  estimated  at   about  SI  4,000.     The  same  se- 
ries of  rains  also  producecl  high   water  in  the  upper  Pee  Dee  on 
the  15tli  and   Kith   and   in   the  lower   !'<■(>  Dee  between  the  22d 
and  2.Sth.      The   remaining  rivers  of  the  Section   continued  re- 
lativelv  low. 


li! 


( ('oidlniied  on  page  S3.) 
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Climatological  Data  for  April,    1914. 
Toiiiperatuii'.  in  (U'siws  Falir.  Prerlpilalion.  in  inclic.-.  Xunihcrof  {\ii» 


f'ouiitios. 


Olisorvors. 


Jui.-ifni  I'ortiiiii. 

Alli^nilalc  Barnui'll.... 

Beaufort  Hi'auiort  

lUaokvillo Harnwfll 

Bowman <)rausr''bur!?  . 

Charleston Cliarlfston  .. 

Clieraw :  CliHstprlicld  . 

Conway Horiy 

Darlington Darlington  .. 

Dillon Dillon 

Edisto  XX Bamberg  . . , . 


Effingham I'lorpnoc  

IVrgiKon Berkeley 

Florence  Florence  

Georgetown ( ieorgetown  . . 

Kingistree Williamsburg 


I'inopolis  •• Berkeley  . . . 

Kimini clarendon.. 

8t.  George i   Dorchester  . 

St.  Mattliew.s !  Calhotm 

Smiths  Mills Georgetown 

.Society  nill j  Darlington 

Snmmerville j  Dorcliester. 

Walterboro Colleton 

Yamassee  Hampton 

Division  means  and  ex  Inines  . . . 


Wfstirii  I'lirluin. 

Aiken ■  Aiken  , . . . 

Anderson  Ander.son 

Batesburg Lexington 

Blairs Fairfield 

Calhomi  Falls '  Abbeville 


( 'amden i  Kershaw 

<  ata  wba ■  York  

Chappells I  Newberry 

•  lemson  College Oconee 

Columbia  :  Richland 


I     ! 

1S6  25 

21  27 

296  I  25 

lai  11 

4S  I  4:5 


67,5    + 


r   -4.2 

r  (I.  5 
f   1.4 


144     24  61.8  '+  0.9 

25  '  28  «:1.2    +  0.9 

175  -  18  ,  62.4    +  0.8 

100  i  10  62.6  1+  1.5 

143     26 


67.7 
1  64.7 
J65.2 

61.8 
6:1. 2 

94 
92 
94 

92 


28 1 


28t 
29 


29 
29 
29 
29 


4(1 


42 
:i6 
:!« 
4:i 

:i:'. 
:i7 
:« 
:iB 


1(1 
HI 

10  42 

10  :i5 

10  .  25 

10  38 

11)  30 

10  ,  37 

10  '  :J7 


2.31  (1.25 

1.25  -   1.20 

2.61  -  0.66 

3.  (Mi  +  0.  20 

2.77  -  0.22 


2.  :i7 

3.  39 
1.44 
3.42 
2.47 


0.42 
0.50 
1.86 
0.25 
0.80 


106 
63 

l:16 
12 
54 

54 
97 
109 
269 
62 


64.6 

+  2.6 

91 

28  f 

:is 

62. 2 

+  0.3 

»:] 

29 

:i.5 

65.4 

+  2.0 

90 

29 

:W 

64.5 

+  2.  1 

91 

281 

::7 

2.  44  -  0.77 

II  4(1  :>.23  -  0.45 

III  :i6  2.37  -  0. 4S 
10  :12  2.  .30  -  0.87 
10     :i6  ;i.N7  +  0.94 


65.2  +  ;i.3 

S(i 

27 1 

44 

10 

.3.  06 
2. 37 

65.6  +  2.0 
64.3  :+  1.8 

95 
94 

28 
28-1 

.38  ' 
:!5 

10 

10 

39 

:5» 

4.91 
2. 50 
:l.23 

+    1.85 

-  0.  78 

-  0.(M 


0.  S7 
0 .85 
1.76 
l..i2 
2.  :!0 

1.41 
1.04 
0.52 
l.CO 

0.  68 

1.  03 

0.90 
0.85 
1.65 
1 .(« 


l.:;o 
l.iKi 

0. 8t; 

1. 13 


0  I  7  : S.  B.  Rouse. 

0|  2 I sw.       .Miss  Lillian  II.  Rice. 

0  7 .Mi>.  D.  B.Sanders. 

0  I  7  ;  19       9       2     w.         B.  ((.  Evans. 

0  !  7  ,  14      11       .T  ,  s.  r.  S.  WcatliiT  Burt-aii. 

0  '  10    1.  II.  I'owe. 

0  I  8  I  IS       1      11      sw.       I'aid  (-iuattleljainu. 

0  .  5     12  i    2     16    D.  C.  McCall. 

0  ;  9    I j • V.  K.  Rowell. 

0  8    '.... .Valhan  .lenkins. 

0  ,  8    ....' H.B.  McCall. 

0  8      11       9     10     ne.       .losepli  I".  Simons. 

0  6 U.K.  Gilbert. 

0  3     12     16       2     n.         A.  1'.  Ila/ard. 

0  10    V.  G.  Matthews. 

(I  7      15       0     15     e.  Miss  E.  I*.  Ravencl. 

0  9    1 William  B.  Wolle. 

II  8    I Geo.  X.Snelling.  M.  I). 

0  8 I.  S.  Wannaniaker. 

0  10 W.  G.  Walker. 

Oi  7      II      17       2     sw.       Rev.  T.  Ellison  Simpson. 

O!  6.     6     21       0     sw.       Miss  IC.  II.  Gailsden 

O:  6     13     12       5    1.  .V.  Westerberg. 

0  !  8    I.  li.  liiitson. 


W.  M.  Brown. 
II.  II.  Russell. 
E..I.  Bite. 
I.  X.Owens. 
L.  M.  Parker. 


Edgetield I'^lgetield 

(iaston  Shoals  XX ('iierokee  . 

Greenville Greenville 

Greenwood Greenwood 

Heath  Springs Lancaster. . 

Liberty Picken.s 

Little  Mountain Newberry 

.Meriwether  Edgetielil 

.Monetta Saluila 

Newberry Newberry 

I'elzer .\nderson 

Saluda  .Salmla 

.Santnck Cnion 

Spartanburg I  Spartanburg 

Trenton Edgetield 

Winnsboro i  Fairfield 

Winthrop  College  XX---\  York 

Division  means  and  ex  tremes 

State  means  and  extrc'mes 


W.  C.  Brown. 

.lames  C.  Faris. 

I.  .1.  .Murran. 

Prof.  F.  II.  H.  Calhoun. 

r.  S.  Weather  Bureau. 

T.  L.  Timmerman. 
Harry  A.  Parshall. 
.Spartan  Goodlette. 
.M.  M.Calhoun. 
.1.  Marvin  Bowers. 


The  departures  from  the  normal  temperature  and  iirecipitation  are  computed  for  such  station: 
determining  .section  or  division  means. 

Reference  letters.  ",  '>,  '•,  appearing  in  the  talilc  indicate  number  of  days  mis,~ing:  for 

t  Also  on  other  dates.    t+  Rei-eived  too  late  to  lie  included  in  means  and  siminiaries. 
are  computed  from  observed  readings,     tt   I'osttjfHce  addresses  of  the>e  stations  are  a<  In 

T.  Precipitatinn  i~  less  than  o.ol  inch  rain  nr  iiu-I|hi1  ^nciu  . 


.lohn  T.  Boggs. 
.1.  M.  Sea>e,  M.  D. 
William  S.  Middlet<>n. 
.losi'ph  M.  .lohnson. 
Warren  <i.  Petler.son. 
.loshua  V.  .loni's. 

Mrs.  F.  v.. I.  Maxwell. 

E.  W.  .leter. 

F.  !'.  Robinson. 
C.  A.  Long. 

W.  Seiglei'. 
W.  P.  Goiidnuin. 


have  tell  or  more  years  of  reconi,  but  all  com))lcte  reports  are  ii.sed  in 

.Kample.  '>  represents  two  days  missing,  etc. 

'  Temperature  readings  are  computed  from  ob.served  readings  of  the  dry  bulb:  means 

Dws:     (If  Edisio.  Embree;  of  Gaston  Shoals.  Gaflney:  of  Wintlirop  College.  Rock 'Hill. 
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Ba 

Uy 

Precipitation  for  April, 

1914. 

i 
1 

stations. 

Day  of  month. 

1       2 

3 

1                           1                ■           ':              1              1              . 

4       5       6       7    1    8    1    9    1  10  1  11  1  12     13 

14     15 

16  i  17      18      19 

1        1        1 
20  i  21  '  22     23 

1        1 

:     '     1 

24  1  26  1  26  1  27 

28 

29 

1 
30  i  31 

1 

En;*tefn  I'miioii. 

i 

iiKitnliilo  III!                             Sfiviiniijih 

1 
! 

.17 

05 

.16 
.40 
.15 
?0 

.04 



86 

,87 

.16 

2,31 
1.2& 
2.61 
3,66 
2.77 

2,37 
3.39 
1.44 
3  42 

}{ciUilort 

Hluckvill.'  11  

Howiiuin 

t'haiU'ston  **' 

.85 

;::::::: 

Kdisto 02   .02 

do 

.(13 

.03 

1 
^ 

i:7fi::  :::::; 

::.'.  .60 

,... 

■.'i9 

,06 

.02 

.15 

i..52'  .46'        1 

L08 
15 

... 

.06 

Coa.st ' 1 

Pedoe                    .27  



tv 

.03 

.08    .14 
.01    .12 

.01 

.15 
.35 
.10 
.10 
.11 

.23 
.15 
..12 
.15 
.11 

.20 
.04 
.38 
.10 
.15 

'.'i7 

.20 
.20 

'.'■27 

".42 
T. 

. . . . 

.01 
.49 

f.' 

T 

2.30!... .1....!.    .. 

111! 
.02   .09:1.41'... .I....;.... 
.11    .12    .761 1  .10 

....!  .27 
1.04 



.... 



T, 

Coiiw'Hy    ii 

Dtirliir'toM  II 

Waccnniaw  ...    T.    

Pedee                         ......... 

....!....'.... 

T. 

.08 
.47 

'.i5 

.121  .521....;  .20 
.58'  .171  .06L... 

i 

^) 

Dillon 

KdUolll!  

Kffingham  ijli 

FiTgUSOIl   !!l 

FlortMuv  illi 

(ipDi-getou  n 

Kiiiffstri'c  '1!! 

Little  Podee  ..  1.60  .... 
Kdisto 

. . . . 

.52 

■.■56 

■■.68 

.21 
.90 

.85 

.... 



.... 

.16 

.10 

.... 
.10 
T. 

.06 

.20 

.20 

.12 

1.65 

.52;....:...  '.... 

,17 

.35 

,80 

2.47 

2.41 
3.23 
2.37 
2.30 
3.87 

3.06 
2,37 
4.91 
2,60 
3,23 

2,20 
2.89 
2  48 

I 

.03 

i 

.83 12 

.57' 

.82, 12 

....!....!  T. 

.... 

:::: 

.... 

■f.' 

.... 

Samee 

Pedee 

Coast 

'.■m'.'.'.'. 



.13 

.18 
T. 
, 
.34 

3fl 

:;:: 

•f.- 

1 
......... 

:""  " 

.12 

.30 

.20 
T. 

'.'sA 

35 

•»      7ni 

.57 

.45 
.63 

■■.72 
.96 

1 

........ 

. . . . 



.45 
1.90 

?5 

L03 

i 

.... 

........ 

:«i 

....1.16 

....    .53 

1....^... 

Kiiiiini  

.^t.(icorge|||l 

.<t.  Mattlie\v.<l!ll 

Smiths  Mills  lil| 

<o<'ii-tv  Hill  III!          ... 

Santee                  "i 

. . . . 

....  .... 



1 

10 

.24 
.45 
.15 

9H 

.(« 
T. 

.01 
.20 

. . . . 
.02 

; 

......... 

. . . . 

.... 



.... 

.02 

.. 

,20 

.20 

Edisto 

.Santop 

Pedee 

do 

. 06  .... 

....  .... 

....    .40 
....    .26 

....;  .251  •'•* 

....    .201  .86 
.55  .15  .;w 

.iV  1.20      . 

........'....!   .73 

i 

.!..,  .04  ....:.... 

03 \  .40 

^lumiitTvillo    

Ashley 

26    T. 

l.,52 •.... 

32 

! 

.... 

.16 

46 

Ashenoii                 T. 

.06    .08 
T.      .04 

T 

'.'67'!!'! 

.86 

82 

.44 
.12 

.  o;j 

.05i  .68 

86 

.... 

.... 

.... 
.... 

z 

2,31 

1,77 
3,10 
2,43 
3  72 

Western  Pmi'mn. 
Aik.'n Kdistd '   .20... 

1        1 
1 ; 

25 

.O''    .60 

. . . . 

:::: 

.... 

.  70'  .  12 
2-  It!    .11 



.50 
15 

MHtf<huiir  !i\\ 

Kdisto 42 

Broad 1  .(lo 

Savannali 97 

i        1 

.20 
.41 
1.07 

.18 
10 

....   T.     :i>.  .79 

43 

T. 

::::|::::i::::i:::: 

.... 

.58:1.38 
.39' 1 .42 

.... 

.30 

ralhtuiu  Kails  lit! 

3.76 

3,71 
2,79 

■■■■!-■! 

.27 
T. 

.02 
.04 
.04 
.05 
.01 

t.' 

i 

.41;  .98 

.28  1.70 

.25'!.  44 

2.22    .75 

1.20    -02 

.... 

.04 

11 

.93 

.07 

,11 

1 

Chaiipi-llsUI 

Saluda  

Savannah  

Congaree 

.44. ...i:...'. ...'.... 



'  .12 

.40 

2.28 

.10 

.... 

....|.... 

■.'28 

.35 

2,92 
5.58 

Cohiiiibia  '" 

T, 

T. 

.39 

.40 

.19 

13 

.03 

.... 

1.88 
1.50 

ICdifflield  nil 

.;«.... 

.76 
1.79 
LIO 
1.54 
51 

(iaston  Shoals  II II 

IJroad 

08 

.05 
.01 

.59 

1.68 

.58 

.16 

2.00 
.27 
.19 
.22 
.65 

.80 
.27 
.31 
.70 

.22 

T. 

.30 

.19 
.03 

.37 
1.88 

.24 
1.72 

T.     t. 

' 

3,44 

lirt'cnvilli'  lll| 

Saluda 23 

tv  :;: 

T. 



.02 

6.08 

do 

.  93  . . . . 

.18 
.38 

30 

3,47 
3,00 

5,29 
2.80 

Wateree 

.13 
.02 

.10 



T. 

.... 

Liberty 

Savannah  

Saluda  

Savannah  

Kdisto 

Saluda 

....  do    

.02 
.10 
.15 
20 

.05 

T. 

T. 
.10 

T. 

'f.' 
.08 
.03 

1 
2.401   .50 
1.64;   .22 
l.OOl  .21 
.861  .10 
1.06i  .25 

.881.20 
.96   .18 
1.59   .44 
1. 50    . . . 

.40 
4? 

Meriwether . 

T. 

.02 

T. 

1  97 

.01 

.49 
.35 

.18 
.34 
.26 
.10 

.48 

T. 

.02 

1.98 

Newberrv 

.50 

2,86 

IVlzerlill 

.221  .fVl 

.02 

. 

3,34 

Saluda 

do 

L75 

Santuek  

Broad 

do 

Edisto 

Broad. 

.20 
.20 

17 

.05 
.05 

T. 
T. 

T. 
.02 

T. 

2.85 

Spartanburg  ] :; 

T. 

T. 

.85 

T. 

T. 

T. 

T. 

3.42 

Trenton 

1.21 
.40 



2,08 

Winnsboro 

T. 
.10 

?5 

0  65 

Winthrop  College 

Catawba  

2.00   .43 

.... 

.25 

3.08 

— 

■      1 

III 


''II  Preeipitation  measured  in  the  morniiipr;  amount  then  recorded  is  for  the  preeeding  24  hours.  Exeept  as  othprwise  indicated  observations  are  generally  made  late  in  the 
nfteriioon.  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of  observation,  *  Precipitation  inchuied  in  the  next  following  measurement. 
'  *  *  Hegular  Weather  Bureau  station;  precipitation  is  for  tlii'  24  hour  period,  midnight  to  midtiight. 

*  .Separate  dates  of  falls  not  recorded.     T.  Trace,  (n'  le.ss  than  D.Dl  inch. 
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CLLMATOLOCilCAL   DATA:    SOUTH    CAKOLIXA   SECTION. 


Apkil.   1914. 


Daily  Temperatures  for  April,   1914. 


Stations. 

1 

2 

3 

4 

' 

' 

' 

8 

9 

10 

11  1  12 

! 

13 

14 

15 

10 

17 

18 

19 

20 

21 

22 

23  ,  24 

26 

26 

27 

28 

29 

30  j  31  ;  .Mean. 

Eastern 

Portion. 

1 

Allendulo  <5^ 

\  Maximum  . . 

.      78 

83 

78 

76 

77 

76 

74 

84 

61 

78 

75 

81 

80 

69 

70 

80 

84 

83 

80 

73 

74 

84 

SO     82 

85 

90 

93 

95 

95 

90 

80.5 

• ' '  (  Mininunn. . . 

.      55 

55 

50 

51 

49 

49 

54 

54 

40 

38 

56 

61 

58 

59 

57 

52 

49 

54 

57 

55 

42 

46 

50 

62 

60 

62 

04 

65 

00 

64 

51.5 

)  Ma.xinunn  . . 

75 
61 

78 
52 

74 
53 

70 
52 

75 
.52 

75 

48 

74 

50 

80 
51 

.... 

77 
62 

82 
04 

88 
00 

84 
69 

64 

86  ... . 
66  ... . 

Beaufort  

■  •  •  )  Minimum. . . 

.      57 

"eo 

"54 

"52 

"56 

"54 

"52 

"si 

"42 

"56 

"oi 

".55.' 8* 

Blackville4* 

\  Mii.\imiaii  . . 

78 

84 

80 

79 

79 

80 

"84 

80 

59 

07 

82 

"83 

82 

"76 

70 

81 

80 

"88 

84 

75 

78 

86 

iK) 

"86 

87 

90 

95 

98 

98 

93  ... . 

82.4 

■•  •  (  .Minimum. . . 

.      52 

50 

47 

50 

45 

40 

58 

57 

47 

30 

40 

54 

50 

57 

53 

50 

47 

53 

53 

54 

40 

44 

54 

60 

68 

61 

61 

64 

64 

62  ... . 

53.0 

\  .Miiximum  . . 

.      81 

82 

77 

71 

72 

80 

82 

70 

60 

00 

70 

80 

74 

76 

08 

78 

80 

78 

77 

78 

79 

84 

83 

80 

85 

87 

91 

93 

94 

88  ... . 

78.6 

Bowman 

■■  •  '  .Miuinuim. . . 

52 

50 

45 

41 

42 

50 

50 

48 

44 

36 

38 

48 

66 

51 

50 

48 

45 

46 

55 

54 

45 

55 

56 

57 

58 

00 

61 

62 

62 

61  .... 

50.8 

(  .Ma.xinunn  . , 

.i     69 

83 

67 

62 

08 

67 

70 

74 

63 

55 

02 

73 

60 

08 

75 

78 

08 

74 

73 

77 

68 

70 

80 

69 

72 

79 

88 

84 

82 

87  ... . 

72.4 

Charleston 

■■■  t  Mininunn... 

■I     5-* 

61 

54 

53 

51 

54 

02 

62 

44 

43 

51 

59 

60 

59 

60 

57 

56 

04 

04 

52 

47 

54 

60 

61 

65 

65 

67 

67 

68 

68.... 

.58.1 

Cheraw?^ 

(  Maximum  . . 

.      51 

73 

71 

57 

68 

70 

71 

__ 

50 

58 

71 

81 

74 

60 

61 

74 

77 

82 

77 

73 

71 

82 

85 

73 

SI 

86 

91 

91 

94 

88  ,  • . . 

73.9 

•  •  ■  (  Minimum. . . 

4(i 

46 

41 

45 

43 

41 

52 

64 

44 

33 

36 

.5.3 

52 

50 

.53 

49 

43 

48 

53 

65 

44 

44 

51'    55 

58 

61 

60 

,59 

62 

6;^ . . . , 

49.8 

Conway  §5 

\  .Maximum  . . 

.1     70 

77 

73 

56 

08 

68 

75 

HI 

48 

60 

09 

70 

73 

66 

70 

75 

77 

78 

76 

74 

70 

78 

85,     70 

77 

80 

!K) 

89 

92 

97|.... 

74.4 

•  •  ■  '  .Minimum. , . 

.      49 

52 

49 

50 

44 

46 

51 

66 

48 

37 

40 

48 

54 

53 

66 

52 

47 

51 

53 

57 

47 

45 

55     54 

55 

,58 

04 

63 

03 

641.... 

,52.  0 

Darlington '5<J 

;  Maximum  . . 

02 

70 

74 

59 

71 

71 

72 

78 

.53 

61 

73 

80 

75 

05 

05 

76 

78 

82 

82 

73 

73 

80 

85'     74 

81 

81 

92 

93 

95 

90! ... . 

75.6 

■  •  ■  )  Mininumi. . . 

.      4(1 

47 

42 

45 

42 

40 

48 

55 

45 

33 

30 

47 

51 

.50 

51 

51 

43 

49 

53 

53 

42 

41 

53i     53 

55 

60 

01 

59 

60 

63'.... 

49.1 

)  Maximum  . . 

.     61 

73 

72 

58 

70 

7'> 

76 

80 

70 

60 

74 

78 

74 

63 

07 

75 

77 

82 

73 

70 

SO 

83|     72 

SO 

85 

90 

91 

92 

75.  On 

Dillon 

■  ■  ■  /  .Minimum. . . 

■  1     47 

45 

43 

47 

43 

45 

50 

55 

41 

36 

37 

50 

53 

52 

58 

51 

45 

•50 

54 

50 

45 

45 

54      53 

55 

61 

(H 

01 

6;i 

j 

50.  3" 

Ferguson  $$ , 

\  Maxinuuu  . . 

.i    7:i 

80 

74 

64 

70 

74 

70 

82 

02 

61 

7S 

88 

75 

68 

78 

77 

79 

81 

78 

74 

70 

80 

83     --, 

84 

85 

88 

91 

91 

85;.... 

77.0 

■  •  ■  '  Minimum. . . 

.      54 

54 

49 

49 

53 

51 

51 

60 

54 

39 

:is 

39 

58 

56 

67 

63 

46 

46 

53 

55 

45 

44 

45      58 

58 

59 

60 

62 

60 

61  .... 

52.2 

Florfnoc  % 

*  Maximum  . . 

.      61 

75 

76 

59 

61 

72 

74 

83 

47 

61 

74 

81 

73 

&) 

70 

73 

77 

82 

77 

72 

64 

78 

82      72 

80 

90 

92 

90 

93 

85'..  •• 

74.3 

■  ■  ■  '  Mininnun. . . 

.      48 

47 

45 

46 

44 

43 

43 

55 

47 

35 

;!« 

49 

54 

54 

55 

51 

45 

49 

54 

55 

45 

40 

52      50 

55 

58 

02 

60 

59 

62  ... . 

50.2 

\  .MaxinuMu  . . 

.      80 

85 

85 

72 

70 

80 

80 

80 

07 

66 

72 

75 

70 

72 

77 

78 

78 

75 

75 

78 

75 

61 

801     80 

8(! 

80 

88 

88 

90 

85  ... . 

77.4 

Georgetown 

■  ■  ■  (  .Mii}inuun. . . 

.      55 

58 

58 

52 

45 

54 

56 

56 

40 

39 

42 

64 

65 

56 

50 

54 

46 

50 
83 

50 

50 

46 

45 

52 

5b 

50 

62 

66 

65 

63 

05I .... 

53.5 

Kingstrff§$ 

*  Maxinniiu  . . 

.      70 

80 

74 

04 

70 

73 

71 

80 

5C> 

61 

75 

80 

75 

66 

70 

78 

72 

80 

75 

81 

80 

76 

83 

88 

91 

94 

94 

861 ... . 

76.8 

'    1  .Mininnun. . . 

.      50 

51 

48 

51 

44 

47 

50 

67 

51 

37 

.39 

50 

66 

51 

50 

53 

46 

.59 

54 

.50 

43 

45 

51 

66 

53 

59 

63 

62 

62 

64.... 

52.2 

St.  George  % 

)  Maxinuun  . . 

75 

82 

75 

76 

71 

79 

77 

85 

52 

64 

70 

81 

80 

69 

71 

79 

83 

81 

78 

74 

74 

83 

801     82 

83 

88 

93 

93 

95 

88  .... 

79.1 

•  •  •  '  .Mininunn. . , 

.      53 

55 

81 

47 

48 

46 

45 

51 

57 

50 

38 

39'     44 

59 

56 

57 

53 

46 

51 

66 

55 

41 

44 

51;     59 

57 

59 

61 

61 

62 

62' ... . 

,52.  1 

St.  Matthews*^... 

\  Maxinuun  . . 

.      67 

76 

66 

73 

75 

08 

79 

55 

61 

76 

82 

75 

65 

67 

81 

82 

78 

73 

72 

81 

87      79 

83 

88 

93 

94 

94 

88;.... 

77  ■' 

■  •  ■  '  Jlininuini. . . 

49 

1 

49 

46 

48 

45 

43 

49 

66 

49 

36 

37 

48 

55 

54 

52 

50 

45 

53 

55 

54 

40 

47 

55     57 

57 

61 

02 

64 

05 

62|.... 

5r.4 

Soeiety  llill^^.  ... 

\  Maximum  . . 

1 
.1     75 

74 

59 

70 

72 

72 

79 

07 

06 

73 

81 

75 

63 

64 

70 

80 

84 

79 

75 

72 

82 

8". 

->•     83 

93 

92 

95 

89 

71'.... 

76.9 

■  •    /  Minimum. . . 

.      46 

42 

45 

43 

40 

50 

60 

42 

32 

37 

51 

62 

60 

50 

.50 

45 

49 

54 

54 

4.3 

43 

49 

.541     .55 

m 

59 

59 

60 

62 

iV.i" 

\  Maximum  . . 

.      71 

83 

78 

68 

74 

73 

75 

84 

73 

63 

74 

79 

74 

69 

78 

78 

79 

7y 

70 

75 

72 

71, 

82|     70 

80 

84 

89 

91 

89 

"86,::" 

77.8 

Summorville 

■  ■  ■  (  .Minimum. . . 

.      52 

60 

48 

49 

45 

48 

55 

56 

46 

40 

40 

61 

60 

57 

60 

54 

49 

•53 

54 

56 

43 

4.5 

.53 

59 

58 

59 

61 

62 

60 

63  ... .      53.  3 

S  .Miixim\im  . . 

75 

85 

81 

76 

76 

7/ 

86 

68 

67 

78 

80 

79 

71 

74 

81 

84 

78 

77 

76 

83 

87 

82 

82 

87 

93 

95 

93 

82  ... . 

80.  3" 

Walterboro 

■  "  1  .Minimum. . . 

.      54 

60 

49 

41 

48 

60 

67 

45 

39 

40 

64 

61 

59 

53 

61 

48 

55 

56 

42 

49 

63 

61 

58 

59 

62 

62 

02 

64  .... 

54.  Oil 

Ya  inassee  % 

)  .Maxinuun  . . 

.      76 

82 

78 

"75 

70 

75 

76 

85 

54 

64 

73 

78 

75 

69 

72 

79 

"80 

SO 

77 

75 

76 

80 

83 

80 

81 

86 

90 

92 

91 

881.... 

78.2 

■  •  ■  *  Jlinimum. . . 

.      54 

53 

45 

48 

44 

45 

46 

54 

50 

38 

39 

40 

69 

59 

54 

50 

46 

48 

54 

53 

39 

42 

43 

55 

57 

57 

60 

61 

60 

62[.... 

50.5 

11 '  est  f  I'll 

Piirfii)ii . 

)  Maximum  . . 

70 

77 

75 

70 

74 

75 

74 

77 

62 

M 

75 

79 

77 

72 

67 

70 

81 

82 

78 

71 

73 

80 

86 

86 

84 

87 

90 

91 

92 

88:  ...  . 

77.7 

Aiken 

■  ■  •  (  Mininunn. . . 

49 

54 

44 

47 

40 

46 

56 

59 

36 

45 

43 

54 

54 

55 

49 

40 

53 

55 

50 

52 

30 

47 

50 

5ii 

69 

62 

m 

63 

65 

60'     . .      .52.  I 

)  Maxinuun  . . 

.     6:i 

72 

75 

67 

75 

73 

78 

71 

61 

61 

73 

78 

75 

66 

71 

78 

82 

84 

74 

72 

77 

84 

89 

'    76 

83 

83 

93 

93 

87 

■    9i!....'     70.5 

Anderson 

•  •  ■  /  Mininuim . . . 

■1    "'" 

50 

44 

43 

49 

45 

55 

55 

45 

39 

41 

54 

50 

51 

48 

49 

49 

55 

58 

43 

37 

49 

55 

58 

59 

57 

62 

61 

65 

02  ... . 

51.2 

)  .Maxinuun  . . 

.!     75 

70 

72 

76 

09 

72 

75 

76 

60 

58 

02 

74 

65 

63 

75 

80 

80 

75 

67 

70 

81 

86 

78 

81 

85 

88 

92 

91 

88  ... . 

75.3 

Batesburg '>SN 

■  •  ■  (  Mininuim. . , 

.|     46 

52 

46 

45 

47 

45 

50 

.59 

52 

:« 

37 

48 

50 

50 

47 

61 

6.3 

.54 

.55 

49 

37 

43 

49 

,55 

57 

59 

61 

64 

6.5 

07  ... . 

50.9 

Camden  $^ 

\  Miixinnnn  . . 

.      70 

64 

75 

73 

58 

70 

72 

70 

5t 

70 

74 

79 

74 

63 

65 

75 

77 

81 

76 

73 

71 

79i     70 

70 

81 

8f 

89 

92 

9-2' ... . 

74.1 

■  ■  ■  1  Minimum. . . 

.1     49 

54 

47 

47 

47 

47 

47 

58 

46 

38 

38 

47 

57 

53 

52 

61 

46 

40 

53 

55 

43 

43 

52'    61 

50 

50 

&, 

56 

60 

69, ... . 

50.7 

\  Ma.xinunn  . . 

.      59 

70 

70 

68 

68 

08 

70 

71 

ti5 

58 

66 

73 

73 

69 

00 

73 

76 

77 

77 

72 

69 

80;     76 

78 

82 

82 

86 

83 

83i.... 

72. 6 

Cleinson  College  . 

■  •  •  (  Minimum. . . 

.'     48 

46 

•   46 

44 

47 

48 

54 

58 

45 

42 

38 

54 

51 

53 

.50 

60 

46 

56 

01 

53 

36 

43 

52 

61 

.58 

62 

57 

57 

02 

57.... 

51.1 

\  Maxinuun  . . 

.      6.5 

72 

72 

65 

09 

72 

68 

74 

59 

59 

73 

78 

74 

64 

05 

76 

78 

81 

76 

7C 

73 

80 

86 

76 

81 

86 

91 

92 

91 

87;..., 

75.1 

Columbia 

■  •  •  '  Mininunn. . . 

.      48 

55 

48 

48 

49 

47 

57 

58 

42 

37 

44 

57 

50 

54 

60 

.53 

.50 

57 

OU 

48 

ii 

48 

57 

57 

00 

63 

6:1 

68 

69 

06  .... 

53.7 

Greenville  §\\ 

)  Maxinunii  . . 

5S 

73 

75 

60 

73 

69 

73 

71 

59 

60 

71 

78 

70 

69 

61 

75 

78 

80 

74 

60 

77 

83 

86 

77 

8-; 

87 

9(1 

91 

87 

89  ... . 

74.7 

■  ■  ■  *  .Mininnun. . . 

.      46 

44 

39 

40 

41 

42 

44 

54 

40 

38 

38 

40 

50 

50 

46 

47 

44 

48 

.52 

51 

36 

31 

44 

56 

57 

62 

56 

50 

61 

6li.... 

47.4 

Greenwood  ijij  — 

)  Maxinuuii  . . 

.j     M 

70 

72 

00 

73 

72 

74 

70 

59 

60 

74 

77 

75 

M 

62 

75 

81 

82 

70 

69 

73 

82 

8b 

75 

82 

86 

9j 

94 

91 

88; .... 

75.6 

■  •  •  i  Mininunn. . . 

.      46 

46 

43 

43 

45 

43 

44 

56 

45 

38 

38 

44 

51 

53 

47 

47 

48 

51 

57 

51 

38 

.39 

521     58 

57 

04 

58 

07 

05 

59; ....      49.  8 

)  Maximum  . . 

.      55 

70 

08 

64 

65 

65 

M 

74 

(>4 

54 

08 

08 

64 

54 

65 

58 

72 

73 

72 

73 

65 

77 

81 ;     70 

77 

83 

88 

87 

90 

87;.... 

70.2 

Heath  Springs  ... 

•  •  ■  (  Minimum. . , 

.      43 

51 

45 

43 

40 

40 

51 

53 

40 

30 

38 

46 

33 

45 

44 

46 

44 

54 

52 

52 

57 

45 

57 

53 

59 

61 

60 

02 

64 

62i.... 

49.0 

Liberty 

S  Maxijnum  . . 

.      58 
.      44 

74 
46 

72 
45 

65 
43 

70 
45 

74 
54 

74 
53 

70 
55 

70 
46 

61 
39 

61 

38 

o2 

74 
63 

05 
53 

59 
46 

74 
51 

82 
45 

83 
53 

72 
60 

68 
50 

77 
63 

84 
42 

86 
52 

77 
58 

82 
58 

82 
62 

90 
67 

92 

58 

80 
61 

901.... 
50.... 

75.1 
51.1 

•  ■  •  (  Mininunn. . . 

\  Maxinuun  . . 

.      63 

72 

74 

66 

70 

72 

70 

64 

6:i 

60 

66 

77 

75 

66 

M 

76 

80 

80 

75 

70 

70 

81 

84      77 

81 

85 

89 

92 

90 

89  ... . 

7,5.0 

Little  :Mountain  . . 

■  ■  ■  '  Minimum. . . 

46 

45 

45 

44 

46 

45 

55 

57 

45 

35 

44 

00 

53 

.54 

17 

60 

57 

55 

60 

.52 

39 

,50 

.58     67 

60 

44 

62 

05 

47 

65  ... . 

51.4 

\  Maxinnun  . . 

•  1     68 

74 

75 

70 

74 

77 

7() 

74 

01 

64 

77 

79 

78 

68 

68 

78 

84 

83 

79 

74 

77 

81 

88      79 

80 

88 

;i2 

94 

92 

90L  . . . 

78.4 

Meriwether 

•  •  ■  '  Mininunn. . , 

.      49 

52 

50 

39 

44 

41 

68 

59 

43 

35 

43 

54 

54 

55 

48 

48 

45 

50 

59 

57 

36 

41 

.5e      .57 

60 

62 

,58 

01 

74 

60  ....      61.  6 

)  Maxinuun  . . 

.!     64 

72 

73 

70 

70 

74 

73 

72 

64 

02 

74 

78 

75 

70 

03 

75 

82 

81 

77 

73 

73 

82 

88      79 

84 

80 

87 

92 

91 

92....'     76.6 

Monetta 

■■  ■  '  .Mininunu. . . 

•1     49 

53 

47 

47 

47 

46 

66 

.58 

48 

36 

42 

55 

.5;i 

.56 

48 

.50 

50 

.35 

56 

53 

39 

48 

.56      57 

59 

63 

61 

m 

05 

63  ....      .52 .0 

\  Maxinuun  . . 

63 

72 

73 

60 

71 

73 

75 

72 

0;") 

00 

75 

79 

73 

07 

64 

76 

81 

84 

78 

72 

73 

82 

84      77 

84 

89 

91 

9.3 

94 

89; ....  i     76.  4 

Xf«  berry 

■  •  ■  '  Minimum. . . 

■»' 

52 

42 

45 

46 

42 

57 

50 

46 

36 

42 

57 

54 

62 

is 

50 

45 

55 

57 

50 

37 

43 

.52 

57 

62 

65 

57 

69 

64 

Ki...,      51.3 

Saluda 

\  .Maxinuun  . . 

j     65 
48 

75 
53 

^H 

OS 
45 

S 

73 

lit 

72 

73 

08 

63 
35 

76 
39 

79 
55 

'=^> 

^! 

48 

70 

83 
43 

«i 

78 

75 
52 

75 

82 
39 

85 
50 

79 

S3 
62 

98 

90 

92 

94 
02 

90  ... . 
59 

77.6 

•  •  '  .Mininunn. . . 

38 

40 

5S 

58 

4.S 

o2 

o4 

48 

01 

50 

;15 

58 

60 

57 

5ti 

50.  9 

Sautuck 

S  Maxinuun  . . 

59 

72 

79 

64 

70 

75 

74 

71 

62 

0.S 

77 

80 

78 

65 

04 

75 

85 

85 

77 

70 

86 

84 

86 

82 

80 

92 

90 

97 

92 

95... 

78.4 

■  •  ■  '  -Mininunn. . . 

'     41 

52 

46 

42 

43 

40 

50 

.50 

45 

30 

39 

55 

•53 

60 

47 

48 

46 

.50 

56 

53 

38 

43 

53 

57 

5( 

63 

66 

58 

(» 

59!.... 

50.0 

Spartanburg 

\  Maximum  . . 

56 

67 

69 

00 

72 

68 

~-j 

71 

55 

69 

71 

75 

55 

00 

6:; 

74 

77 

83 

70 

68 

74 

84 

88 

7h 

,82 

80 

92 

92 

90 

82 

73.  5 

•  •  ■  *  -Mininnun. . . 

1     45 

45 

47 

38 

40 

40 

47 

5(; 

41 

30 

49 

44 

50 

44 

45 

48 

45 

49 

52 

52 

37 

42 

46 

46 

58 

03 

56 

58 

59 

67 

47.8 

Trenton 

)  .Miixinumi  . . 

1     "•' 

70 

73 

74 

74 

75 

73 

72 

70 

72 

70      75 

78 

65 

05 

00 

02 

71 

70 

65 

74 

80 

77      78 

85 

85 

88 

91 

90 

89 

75.0 

•  ■  •  '  .\lininnim. . . 

52 

49 

45 

46 

48 

45 

58 

48 

40 

45 

461     40 

37 

50 

.54 

50 

50 

54 

50 

47 

40 

40 

591     60 

51 

52 

52 

66 

06 

64 

50.7 

Winnsboro 

»  -Maxinuun  . . 

70 
50 

67 

66 

68 

00 

70 

69 

71 
50 

03 

58 

72'     73 
43;     55 

70 
52 

05 

01 

71 

70 

81 

76 

66 
49 

r* 

80 

,83     80 

57;     60 

81 

84 
02 

89 
62 

91 
05 

8H 

87 
62 

73.6 
51.5 

•  ■  •  (  .Mininuim. . . 

48 

45 

43 

46 

41 

54 

43 

33 

50 

47 

49 

49 

55 

50 

39 

49 

60 

63 

Winthrop  College 

)  Maxinuun  . . 

.58 

09 

68 

05 

68 

67 

68 

09 

59 

60 

69|     60 

71 

70 

59 

00 

72 

78 

77 

71 

72 

78 

84l     84 

83 

88 

94 

94 

90 

88 

73.5 

■  ■  ■  (  Mininunn. . . 

45 

49 

41 

40 

43 

39 

54 

58 

40 

34 

40| 

50 

49 

48 

40 

48 

1 

^=1 

53 

55, 

50 

38 

49 

56 

56 

63 

00 

60 

64 

01 

60 

60.0 

».  •>,  c,  etc.,  indieate  respeetively  1,  2.  3,  etr..  days  missing  from  record.    $V^  Instruments  ore  read  in  the  morning:  the  maxijnum  temperature  then  read  is  charged  to  tlic 
preceding  day.  on  wliicli  it  ahnust  ;il\vays  occurs. 


\, 


I 


r 


:V5 


CIJ.MA'rolJK.lCAL    DATA;    SOUTH    CAIiOUXA    SECTION. 


Al'KlL,    1!)14. 


MISCELLANEOUS    PHENOMENA. 

Fog,  ])rn.-<r  ( r/r(/r.s- ).  — Blaok villi'.  1st:  Lil.crty.  1st:  Mimctta, 
1st.  -ioth. 

Frosts  {(l(tti's).  —  Li(//il:  Aiulcrsiiii,  jilst;  Hates) lur^'.  lOtli; 
lidwnian.  lOtlr,  ('aiiidcii.  lOth;  Catawba,  mh,  KHli.  20th.  21st; 
Chcraw,  lltli;  Clcinsdn  College.  21st;  (xastoii  Slioals,  4tli; 
l.ilierty.  21st;  Meriwether.  21st;  ?*Ionetta  KHh.  21st;  Xewherry. 
10th.  21st;  Spartanburg.  21st.  Heavy:  Clieraw.  KHh.  Kill- 
ing frost  temperature:  Heath  Spi'ings.  10th;  Santuek.  10th; 
Society  Hill,  i»th. 

Hail  (r/;(/p.s)."Hownian,  2'.)th;  Edisto,  21st;  New]>erry.  loth; 
St.  George,   2!)th. 

Halos  (d<ttrs).  —  lAn\nv:  Charleston,  Hd.  oth,  Kth.  10th;  Co- 
lunihia,  4th,  '.>tli;  Liberty,  7th;  Solar:  Cliarleston.  11th;  Cleni- 
son  College,  11th;  Co]unil)ia,  2d,  11th.  12th,  l<Sth;  Liherty, 
29tli;  Santuek.  4th,  11th;  23d;  Spartanburg,  llth. 

Tliinidci-stoniis  ((hilis) .  —  Wkvw.  Sth;  lilaekville.  14tli;  Bow- 
man. 14th.  loth.  20th.  2.')th,  2i)th;  Cliarleston.  Nth.  11th.  20th. 
29th;  Cheraw.  14th;  Clenison  College.  14th;  Columbia.  14th. 
29th;  Greenville.  7th;  Liherty,  Sth.  1-lth.  loth.  2i»th;  New- 
berry, 8th,  14th.  lotli;  Pino))olis.  2!)th;  Santuek,  Sth.  14th. 
lot!:.  IHth.  20th;  Spartanluu-g.  Sth:  Sunnuerville.  Sth.  2!lth; 
Trenton,  Sth;  ^\■alt(■rl.oro,  2!tth. 


COMPARATIVE   DATA   FOR  APRIL. 


ISSS. 

1S9U. 
I  Sill. 
W.tl. 
1S9.3. 
l.S<)4. 
INfti. 
l.S9f). 
1S97. 
1.S98. 
1S99. 
UKK). 
1901. 
1(K)2. 
I<K)3. 
l'.K)4. 
1905. 
nX)6. 
1!K)7. 
1908. 
1909 
1910 
1911. 
I9IJ. 
1913, 
191-4. 


.\vcraKr 


Temperaturp. 


62 .3 
r^i  .6 
62.4 
r.2.S 
63.  2 

62.  S 
66.7 
62.6 
61.4 
66.9 
62. 2 
.W.  0 
60.0 
62.4 
5li.  0 
60.4 
60.4 
59.  2 
62.8 
6.5.1 
56.4 
66.6 
63.9 

63.  4 
61.0 
M.3 
61.2 
63.7 

62.  3 


94 

95 

93 

91 

92 

.S8 

94 

95 

94 

98 

95 

92 

91 

90 

89 

91 

88 

89 

92 

9S 

89 

95 

96 

95 

91 

91  \ 

90  I 

98  ! 

I 
98», 


Precipitation. 


2.09 
1 .33 
2.01 
2 .112 
1.66 
1.13 
1.30 
2.01 
5.55 
1.31 
3 .24 
5.05 
3.02 
5.41 
5.03 
2.18 
2.95 
l.:« 
3.83 
1.39 


Average    number    of 
(lays- 


15 

10 

1.3 

10 

12 

9 

14 

11 

16 

6 

16 

" 

12 

9 

15 

6 

15 

9 

14 

9 

14 

8 

15 

8 

20 

6 

10 

13 

11 

10 

14 

9 

Vr, 

1(1 

14 

■") 

20 

4 

14 

10 

sw. 
sw. 
nvv. 
sw. 
sw. 
sw. 


sw. 
sw. 


sw. 
sw. 


MISCELLANEOUS  DATA  FOR  APRIL,  1914. 


Asheville,  X.C 

-Vugusta,  (ia 

(.'Iiarleston.  s.  C... 
I  Charlotte.  X.  C  ... 

Columbia,  S.  C 

'Savannah.  Ga 

Wilminprtoii.  N.C. 


Temperature,  de-  j 

J 

r 

grens  I''a 

ir. 

1 

Q; 

30.06 

55.0 

83 

27 

30.06 

65.4 

90 

40 

30. 06 

65.2 

88 

43 

30.07 

60.6 

.88 

35 

30.07 

64.4 

92 

37 

30. 06 

67.4 

89 

43 

30. 07 

62.0 

90 

37 

30.  06 

62.9 

92a 

27« 

I^reoi  pita- 
tion.iiR-he.s. 


3.13 
1.59 
2.77 
2.99 
1.88 
0.84 
5.12 


^9. 

•=o     1 

Ocj 

1.76 

272.3 

0.92 

295.6 

2.30 

300.0 

1.82 

281.1 

1.21 

243. 7 

0.37 

248.8 

1.92 

267.0 

2.  .30l> 

272.6 

5  (1' 

°  9. 


Wind. 


10.2  nw. 

6.5  se. 

11.4  s. 
8.0  sw. 

7.5  sw. 

12.5  s. 

9.0  jw. 

9.3  I'sw. 


»  Kxtreiiies. 


''  Greatest. 
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GENERAL  SUMMARY. 

Continued  drought  and  abnormal  sunshine  were  the  marked 
features  of  the  weatlier  of  May.  Alternating  periods  of  high 
and  low  temperatures  resulted  in  a  mean  somewhat  above  the 
seasonal  average.  Cool  niglits  during  the  middle  of  April  and 
the  first  part  of  the  current  month,  together  witli  drought  and 
also  a  destructive  wind  and  sand  storm  on  the  oth,  which 
Avhipped  or  cut  much  young  coumiercial  vegetation  off  at  the 
ground,  necessitated  replanting  in  extensive  areas,  especially  in 
the  more  elevated  districts  of  the  western  portion.  Continued 
lack  of  sufficient  moisture  greatlj^  retarded  germination  of  late 
cotton  seed  and  the  proper  development  of  young  corn  up  to  the 
close  of  the  month.  However,  cultivation  has  l)een  pushed  to 
a  maximum,  and  with  but  few  exceptions  the  general  acreage  is 
free  from  weeds.  In  the  eastern  and  southern  portions  of  the 
Section  where  cotton  was  up  and  uninjured  by  the  winds,  the 
weather  lias  been  beneficial,  and  tlie  stands  are  good  to  excel- 
lent. Conditions  have  bec^i  generally  unfavorable  for  oats 
tliroughout  the  Section  and  for  tobacco  in  the  northeastern  coun- 
ties. The  drought  has  practically  ruined  gard(>ns,  and  the  out- 
put of  field  vegetal)les  has  been  materially  rcnluced.  (ireat  im- 
provement followed  the  showers  that  occurred  in  many  parts  of 
the  northern  and  eastern  portions  of  the  Section  at  the  close  of 
the  month,  and  timely  additional  rains  will  largely  repair  the 
damage  incident  to  the  present  prolonged  drought. 


was  as  follows:  8  a.  m.,  70  per  cent;  8  p.  m.,  55  per  cent.  The 
highest  monthly  average  percentages  occurred  in  the  southern 
coast  district,  and  the  lowest,  along  the  lower  Piedmont  from 
central  Georgia  to  middle  North  Carolina. 


PRESSURE. 

The  mean  sea-level  pressur(%  determined  from  reports  of  7 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30.13  inches.  The  iiigliest  pressure  in  the  district 
covered  was  30. 07  inches  at  Asheville,  N.  C,  on  tlie  lOth;  low- 
est, "29.70  inches  at  the  same  point  on  the  otli.  The  pressure 
range  in  the  Section  proper  was  from  30.49  on  the  19th  down 
to  29.73  inches  on  the  oth  at  Columbia. 


TEMPERATURE. 

The  monthly  mean  for  the  Section,  determine<l  from  reports 
uf  40  stations,  was  72.1  degrees,  or  0.()  degree  al)ove  tlie  estal)- 
lished  norTual.  The  liighest  temperature  was  105  degrees  at 
Santuck,  Union  Co.,  on  the  28tli  and  at  Blackville,  Barnwell  Co., 
on  the  29tli.  The  warmest  period  of  tlie  month  was  on  the  28th 
and  29th  at  practically  all  stations.  The  lowest  temperature 
was  42  degrees  at  Florence,  Florence  Co.,  on  th(>  3(1,  and  at  Sa- 
luda, Saluda  Co.,  on  the  lOih.  The  coolest  periodsof  tliemontii 
were  generally  from  the  1st  to  3d,  on  the  iUli  and  lOth  and  at 
a  few  scattered  stations  from  the  17th  to  the  21st. 

HUMIDITY. 

The  mean  relative  huinidily.  delennined  from  records  of  7 
regular  Weather   lUireau  stntions  in  and  ^urronndiiig  the  Section, 


PRECIPITATION. 

The  average  for  the  Section,  51  stations  reporting,  was  0.83 
inch,  or  2.54  inches  below  the  established  normal  and  but  0.18 
inch  above  the  great  dry  May  of  1911.  There  were  two  periods 
with  fair  showers  over  the  Section  up  to  the  15th,  followed  by 
almost  unbroken  sunshine  until  the  closing  days  of  the  month. 
The  heaviest  rainfall  occurred  on  the  coastal  plain,  where  the 
amounts  ranged  from  1  to  over  2  inches.  In  a  large  portion  of 
the  interior  and  along  the  Savannah  watershed  the  amounts 
were  below  one-half  inch,  with  little  or  no  precipitation  in  Edge- 
field County.  The  greatest  local  amount  was  2.72  inches  at  Fer- 
guson, Orangeburg  Co.;  least,  0.00  at  Edgefield,  Edgefield  Co. 
The  greatest  24-hour  amount  locally  was  2.30  inches  at  Fergu- 
son, Orangeliurg  Co. 

WIND. 

The  prevailing  winds  were  from  the  southwest.  The  average 
liourly  velocity,  determined  from  7  anemometer  records,  was 
8.8  miles.  Tiie  highest  average  velocity  in  the  district  covered 
by  reports  was  13.1  miles  per  hour  at  Savannah,  Ga. ;  lowest, 
6.7  miles  per  hour  at  Charlotte,  N.  C.  In  the  Section  proper 
the  averages  ranged  from  11.7  miles  per  hour  at  Charleston  down 
to  7.4  miles  per  hour  at  Columbia.  For  a  5-minute  period,  the 
higliest  velocity  was  70  miles  per  hour  from  the  west  at  Savan- 
nah on  the  7th;  lowest  maximum  velocitj^  36  miles  per  hour 
from  the  west  at  Charlotte  on  the  5th.  In  the  Section  proper 
the  maxinmm  velocities  ranged  from  43  miles  per  hour  from  the 
northeast  at  Charleston  on  the  18th  down  to  40  miles  per  hour 
fr(jni  the  southwest  at  Columbia  on  the  5th. 


SUNSHINE    AND    CLOUDINESS. 

Tlie  total  hours  of  sunshine,  determined  from  7  automatic 
records,  averaged  348.2,  or  81  per  cent  of  the  possible  amount. 
The  average  number  of  clear  days  was  18;  partly  cloudy,  10; 
cloudy,  3,  as  against  normals  of  15,  10  and  6  days,  respectively. 


RIVER    CONDITIONS. 

As  a  consecpience  of  the  prolonged  drought,  the  rivers  of  the 
Section  fell  to  near  or  lielow  the  low  water  mark  at  many  points 
daring  the  month.  The  Conga ree  River  at  Columbia  fell  to  0.7 
foot  lielow  zero  of  the  gage  on  the  17th  and  18th,  or  within  0.9 
foot  of  the  lowest  known  stage  on  Septemlier  6,  1892.  At  Edisto 
the  stage  of  0.2  foot  lielow  zero  was  the  lowest  known  since  the 
record  liegan  in  1893. 


MISCELLANEOUS  PHENOMENA. 

Ill, lihijiKiLc  ( date  ).  —  Walterboro,  31st,  at  ll.O;'  p.  m.,  lasting 
about  3  seconds;  movement,  apparently  west  to  east. 

J'o(/,  Dense  (datexJ.  —  Chvnxw,  2(k\\;  Columliia.  25th,  2r,tli; 
Moneta,  25th.  2(;ili;    Iximini,  25th,  26th,  27th. 


i  Co  lit  hi  lied  on  pdijc  ffO.) 


3(; 


(■LlMATol.ncK'AI.  DATA:    SOI'TII   CAKOJJNA  SKCTJON. 
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Climatolog-ical  Data  for  May,   1914. 


Ti'iiiiiiTiiUiri'.  ill  degree's  ffahr.  Piveipltatiou.iii  inelies.  IXumberof  iliiys.     c 


Stations. 


EdKlcni   I'oiHuii. 


Observers. 


Allfiiiiale  .. 
Beaufort  ... 
Blackville  .. 
Bowman.. . . 
Charleston.. 

Cheraw 

Conway 

Darlington  . 

Dillon 

Kdiito  tt.... 


EHiiiEcham. . . 

I'ergusoii 

Florence 

'icorsetown  . 
Kingbtree 


Hann\.-U  .... 
Heauioi't  . . . . 

liiinnvi'll 

(^ralii?rljiirK  . 
cliarli'ston  . . 

C'.rst.'rlielrl  . 

Ilcjiry 

Diiilina-toii  . 

I'ili.jii  

Haiiibri-g  .... 

Florence   .. . . 
Orangeburg  . 

I'Moicnce   

riroi-g('tf)wn  . 
^Villialll^burg 


Pinopolis  " 

Rimini 

St.  (ieorge  . 
St.  Matthcv 
Smiths  .Mill 


Soeiety  Hill  . 
Sumnierville 
Waltcrboro. 
Vanias.see  ... 


Division  nn-aiis  ami  i'.\ 

Wcft'rn  I'Di-lion. 

Aiken  

.\ii<lersoii   

lialesburg 

Rlairs    

Calhoun  Fi.Us 

Camden 

Cataubu  

Chappi'lls 

Clem^on  (.'olli-ge 

Coliiiiiliia  


.,  Berkrlcy  .... 
. I  ('Ureiidon. . . 
.  j  Dorchester  . . 

.    Cal'-ouii 

Ceorgetowii  . 


DarliuTton 
Dorcie.Mi'r.. 
I  olL'tiiu    ... 
Uaiiii>toii 

lrcmi'~ 


Aiki'U 

Anderson  . 
Lexington. 
Fairfield... 
Abbi'vilU'.. 


Edge  :i  eld 

Gaston  Shoal>  Tt- 

Greenville 

Creeiiv.ood 

Heath  Siuiiigs. . . 

Liberty 

Little  .Mountain  . 

.Meriwether  

Monetta 

Newberry 

Pelzer 


Ker-liaw.. . . 

Voik  

.New  b"lTy  . . 

Ocollcr 

llidiLiud  . 

F.d.gei;,d,l... 
Clierokt'e  ... 
Cl-..,Mivill.'.. 
Gii'i'uwood. 
l.anc'asler.. . 

I'h-ki'us 

Nr\\  bcrrv  . . 
Kd-?.-,icld    .. 

Saluda 

iVewbi'Viy  .  . 
Alldersou.  .  , 


Saluda  

.Santuck 

Spirtanburg 

'I'l-enton 

Winnsboro 

Winthrop  College  jj. 


Saluda 

I'liiou 

S|>allaiil)iii'g 
Kd-ri...lo.... 
Fairfii  1.1  .... 
York 


Division  mraus  and  ex  In'iin'S 


Slate  means  and  e.xtri' 


-  '/•  o    i  !a  £    C  ^'       .    !    'i,    I     —       —  -^ 

^    ,  -'.   :s-:s5.;  1 1  i  1 3  i  go 


989  I  21 
671 
568  i   1-2 


900 
711 


4('0 

S5U 

5:i(l 
.il2 
S75 
(VJll 


1  69.8 

+  2.6 

■■■gel 

28 

'•■-471 

'2      4()' 

!  72.0 

+  0.6 

99  ' 

28 

48  . 

16     36 

BiS.fi 

-  2..'i 

97 

2S 

14 

2j34 

71.fi 

4    l.:i 

11(1 

2>s 

14 

10  ■  42 

;  73.  » 

+   1.7 

100 

2h 

.=)0 

1      33 

1  72.  S 

+  2.2 

102 

29 

4:1 

in  ,  42 

!  72.fi 

97 

24  i 

4S 

in  '  37 

72. 2 

-  0.  s 

100  1 

2;s 

40 

10  i  40 

-  0.7 

1 

101  1 

2S 

42 

10  '  48 

72.4  ;i-   1.7 

10.5  1 

2S 

46 

2      42 

71'.  9  ]+  0.  S 

101 

2,il 

40  , 

3t;  .39 

70.0  t-    1.9 

101 

29 

51   1 

8ij   11 

72..^  ,f  l.:i 

9K 

28 

48  1 

1      38 

71.2  !  h  1.1 

99  ; 

28 

4.0  1 

2  '  38 

j 

71.(1    +  0.7 

1(!5  j 

28 

42 

10  ;  49 

72.1 

i-  0.6 

105  ; 

28  )• 

42 

3-1  49 

0.90 
0.  82 
0.10 
0.37 
0.17 
0.58 

0. 35 
0.  J7 
0.  tio 
'1'. 

n.  63 
1.00 

(.».  54 
0.83 


S.  B.  licnise. 

.Mi.ss  Lillian  H.Kice. 

.Mrs.  D.H.  Sanders. 

li.  O.  Evans. 

I'.  S.  Weather  Bureau. 

.1.  H.  I'owe. 
Paul  (Jiiattlebaum. 
D.  V.  M<-Call. 
\.  E.  Kowell. 
i  Nathan  Jenkins. 

2  ....!.. ..I '  H.B.McCall. 

2 j i  Joseph  P.  Simons. 

2  ........!..........;  H.K. Gilbert. 

2  15     15  ■     1  I  ne.    ,  A.  P.  Hazard. 

3  ....'. ...'....!■■-.     j  A.O.Matthews. 

4  20  I    0  ■  11  I  sw.    '  Miss  E.  P.  Ravenel. 

2  I ....  I ....  I ....  I !  William  B.  Wolfe. 

Geo.  X.  Snelliug.  M.  D. 
L  S.  Waiinaniaker. 
W.  G.  Walker. 

IJev.  T.  Ellison  Simpson. 
Miss  E.  H.  Gadsden. 
J.  A.  Westerberg. 
J.  G.  Hut.son. 


W.  M.  Brown. 
H.  H.  Russell. 
E.J.  Hite. 
J.  N.  Owens. 
L.  M.  Parker. 

W.  C.  Brown. 

James  C.  Faris. 

L  J.  Murraii. 

Prof.  F.  H.  H.  Calhoun. 

U.S.  Weather  Bureau. 

T.  L.  Timnierman. 
Harry  A.  Parshall. 
Spartan  Goodlette. 
.M.  M.  Calhoun. 
J.  Marvin  Bowers. 


2.  14  0.75  0  '    2 

2.  .'ill  0.  10  0       1  i 

0. 18  '     0       3  !  22 

3. 00  0. 15  '     0  ,     3  ,'   14 

0. 20  t   0  ;   3 


2.37  0.25 
2.01  I  0.38 
3. 53  '  0.  20 
2.99  I  T. 
2.  60  0. 55  ' 
3.32  I  0.47  ' 


0 
0 

0  : 

0  I 
0  ■ 
0  I 


10 ;  14 


1     ne. 


10  Ills. 
3  I    0  i  se. 
21  I     0  i  SW. 


-  2.,SS  I  0.75  j     0 

-  2. 54  I  2. 30  i     0 


0 

14 

2 

28  1 

3 

10 

3 

19 

3 

18 

John  T.  Boggs. 
J.  M.Sease,  .M.  D. 
William  S.  Middlcton. 
Joseph  .M.Johnson. 
Warren  G.  Petterson. 
.loshua  Y.  Jones. 

Mrs.  F.  V.  J.Ma.\\\ell. 

E.  W.  Jeter. 

F.  P.  Ilobiuson. 
C.  A.  Long. 

J.  W.  Seigl"r. 
W.  P.  Goodman. 
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have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 


The  departures  from  the  normal  temperature  and  precipitation  are  computed  for  such  stations 
determining  section  or  division  means. 

Reference  letters,  »,  h,  <■,  iippearing  in  the  table  indicate  number  of  days  mi.ssing;  for  example,  h  represents  two  days  mis.sing,  etc. 

t  Also  on  other  dates.    11  Received  too  late  to  be  included  in  means  and  sunimaiies.    *•  Temperature  readings  are  computed  from  observed  readings  of  the  dry  bulb :  means 
are  computed  from  ob.served  readings.     \X  J'osloffice  addresses  of  tliese  stations  are  as  follows:     Of  Edisto,  Embree;  of  Gaston  Slioals.  Gart'ney  ;  of  Wintlirop  College,  Rock  Hill. 

r.  Precipitation  is  less  than  o.OI  incli  rain  or  melted  snow. 


May,    1;)14. 


(-!.l.M.\TOL()(;ir.Vi,    D.VT.V:    SOI'TII    (WROLIX.V    SI'X'TION 


Daily  Precipitation  for  May,    1914. 


Day  of  month 

Sisitioiis. 

1    j   2    I   3       4 

5   '   6      7      8 

i 

9 

10 

11 

12 

13     14     15     It)  1   17 

18     19  1  20 

21 

22 

23     24 

1 

25     26 

27 

28 

29 

30 

31 

C3 

EnMern  Portion. 

.\lloiidal(^  'ill 

Beaufort 

Klaokvill.'  II 

1 

47 

.20 

.03 

.45 

.03 

1 

1   i« 

("oa^t 

■■■"!■■■■ 

.  12  . . . . 

1  43 

1.55 
0.19 
1    Rl 

I'Mi-ild 

. . . . 

T. 

.19 

... 

ilo          .    . 

■  ■ 

!  .  30  . . . . 

T .07    .18 

.(11 21 

:  .31 

,  .2') 

T.    26i  AH 

1  .50 

.   . 



. . . . 

.45 

.07 
.02 

T. 
T. 

.04 
T. 
1.45 
.11 

.51 

t  liiu-l.'>l<iii  ••• 

Chcraw  1   

romyay  IIJ. 

T 

.:. 

.50i  T.  1.... 

.05     0  82 

I'edee 

\Vaccaina«  .. . 

r.'dee 

Littli>  Pedee  . . 
i;di-;lo 

.    .  .TO      

11      n  AT 

•    ■•1-1:5 

0» 

1 
. . .  -J. . . . 



'tV 

'.'67 

1.-14 
1.73 

Dillon 

Kdisto  lill  

Edinsriiam  l|!! 

Fi'iKu.-ioii  111 

Florencfi  llll 

Georgplown 

Kin^jtrec  III! 

....i.... 

'I' 

i 

0  48 

.15 

.12 

0  77 

..i 

1 
....|  .37 

.50 

0  87 

Santce 

I'etlee 

j 

....12.30 

........ 

.42 

T. 

2.72 



T.  '        1        1  . 30 

1.40 
T. 

1.70 
1  80 

Coast 

lilack 



t.     .15 

j .  .90 

i 

1.66 

T. 

11 

1 

.09 

1  10 

j  .30.... 

1.63 

! 

.45 

.01 

2  39 

10 

.25 

.    ..'... 

:::::::: 

0  35 

St.  (Iforgcllll 

.<!.  Mattli.'\v.s  "II 

.Smiths  Mills  liil 

Society  Hill  llll 

^^lllllmol■ville 

Wallevboru               .... 

50 

....!.... 

.20 

0  75 

.55 

.08 

.07 
.02 

1 

0.55 
0.30 

1.05 
1.66 
0.88 

IV<lee 

<1()  

Asllley 

Aslu'poci 

Conibahre  .... 

|.-,li,tii 



[ 

'.'.'.'.  :''r.'i'.'.'.'. 

T.  1 64!   .W 

20.... 

17 

....:....!  .33.... 
T.  ,....|T.     .32 

.  12' ....'....  i ... . 

:::: 

.50 
.81 
.31 

.... 
— 

.... 

.03 

.12 

■f.' 

'tV 



".in'.'.'.'. 

.  05  . . . . 

.10 

.25 

.04 

tv 

T. 

l 

Yemassi'cli'i 

Western  J'ortion.' 
Aiken 

.16  .... 

T. 

0  52 

■ 

.47 

0  59 

i 

.  10|  .  40 
T.  i . . . . 



.12 

i 

0  62 

Batesljiirgllii 

Hlairs  |,|| 

Cauiiieu  11  I 

Kdi.Mo 

Uroid 



■■'T.'m 

.19.... 

.15'..-. 

■ 

.... 

.... 

......... 

0  22 

....I....1....:.... 

::::  :::: 

0  15 

Savannah  

Wa  terce 

........ 

.40!....|....!.10 

T. 

.42 
.10 

0  92 

.38 

■ 

0.91 

.V2    .10 

.16 
.11 

....!.... 

0.38 

Chappellsllll 

Clonison  College 

Cuhmibia  "• 

EdKetieM  llll 

Saliicla 

....!.... 

.14 

. . .  .i. . . . 

0.25 

Savannah 

Congarei- 

Saviunia'.i 

.21     T. 

.  10  .... 

T 

.03 

0.33 

....i  .02 

.  27  . . . . 

— 

.01 

T. 

.16 

.... 

.09 

0.55 
0.00 

lia.ston  .Shoals  II II 

(Jreenville  llll 

Ihoad 

....... ..(  .04;  .21 

1 ;  .%i  .28 

6d 

.... 

:::: 

.62 
T. 

.36 

.22 

.74 

i'. 

0.94 
1.36 

(1(1 

....!.... 

.lb!.... 

' 

1 

0.29 

Heath  Springs 

Liberty 

,                    1 

....  1 ....  i  .  20' . . . . 

— 

.... 

T. 

M 

....'....].... 

— 

15 

0.89 

Snviiiiiuih 

.... 
.... 

....I....'  .02   .6^    ...    T.    ... 



.... 

.20 

0.90 

Little  .Moiniiuin 

Moiietta 

Saluda  

....|.... 

't 'i 

.  ()'■  , . 

'.'.'.'.\'..'.'. 

.75 

0.82 
0.10 
0.37 

Kdivfi,               1        1  ...1 

■'i-'.' :::: 

....  i ... . 

1 
T.  |.... 

.IS  ... . 

1 

".U 
T. 

......... 

.05 

Pel/erllll 

Saluda 

.... 

.01 

.15 

01 

r 

0.17 

0.58 
0.35 
0.47 
0.65 

T. 
0.63 
1.L6 

. .  do  . . .  .       

....'  .20^ 

1 
.20.... 

.... 

....!.... 

IR 

di)                           .    . 

....! w... 

....!  .25'.... 

Saiituck 

I'road                          .... 

T.      .07'....    .3H  .... 
T.      T.      .21   ....    .2( 

.... 

T.  1  T. 
.12    .  OG 

, 

.... 

.02 

.07 

TreiitDM  

WiiuHboro    

Wiuthrop  UoUoKu 

IMisio 

T.    .... 

— 1 — 

.  1 

T 

' 

r.road                       ' 

1 

.  r-^r-t                      

; 

! 

. 

.08 

.... 

Catauba  '....'....'....I t.     .47 

1        1        ' 

............ 

....!.... 

.... 

.... 

.... 

|---- 

•" 

. . . . 
.... 

Precipitation  measured  in  the  morning;  amount  then  recorded  is  for  the  preceding  24  hours.    Except  as  otlaerwise  indicated  observations  are  generally  made  late  in  the 
al'temoon.  near  sunset,  and  precipitatiini  recorded  is  for  the  24  hours  ending  at  the  time  of  ob.servation,    *  Precipitation  included  in  the  next  follo^\ing  measurement 
•  '  *  Regular  Weather  Burinui  station;  precipitation  is  for  the  24  hour  period,  midnight  to  midnight. 
J  .Separate  dates  of  falls  not  recorded.    T.  Trace,  or  less  tlmn  0.01  inch. 


A 
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CLLMATOI.OCJCAL    DATA:    8Ul"J"lJ    CAROLINA    SKCTION. 


?>Iav.  v.n-i. 


Daily  Temperatures  for  May,   1914. 


Stations. 

1! 

2       3    j 

4 

5 

6 

7   1 

8 

9    1 

1 
10  j 

11 

12! 

H 

1 
14  \ 

15  1 

1 

16  I 

17 

IS  ' 

i 

19  1 

20     21  '  23 

1         1 
23     24 

25 

26 

27  1  28 

1 

29     30 

31  i 

1 

Mean. 

Kastei-n  Portion. 

1 

)  Maxinunn  . . . 

72 

81 

81 

85 

90 

94 

95 

83 

77 

85 

94     95 

96 

90 

79 

82 

82 

79 

81 

84 

90 

95 

97 

98 

91' 

84 

91  i     96' 

101     96 

98 

88.  4 

Allendale '5$ 

t  Mininunu. . . . 

(il 

51 

52 

62 

67 

67 

64 

62 

54 

49 

59     ti3 

64 

68 

59 

52 

64 

61 

62 

56 

53 

61' 

61 

68* 

56; 

60' 

61      67: 

681     72 

71 

60.5 

)  Maximum  . . . 

158 

74 



77 

85 

90 

87 

85 

85 

88 

851     82 

83 

83 

70 

76 

78 

7S 

76 

77 

. . . . 

83' 

8S 

85 

. . . .      91 

. ...      S( 

81.  Sg 

Beaiif ort  

i  Minimum .... 

.54 

58 

55 

69 

69 

67 

62 

63 

66 

66l     65 

62 

63 

61 

58 

64 

61 

59 

58 

.... 

67 

65 

62^ 

....|     61 

...:•   6( 

62. 3g 

J  Maxinnnn  . . . 

75 

85 

■'85 

86 

90 

98 

98 

98 

87 

87 

96j    99 

99 

95 

83 

86 

85 

82 

86 

90 

93 

97 

101 

ioi 

98| 

"86 

94    100, 

105    104 

"m 

9'2.7 

Black  ville  154 

i  Jlininunu. . . . 

57 

49 

50 

58 

63 

63 

63 

60 

51 

45 

57!    60 

61 

66 

57 

51 

50 

56 

61 

52 

52 

69 

00 

64 

54I 

59 

65     65| 

62     68 

67 

67.9 

)  Maxinunn  . . . 

.S7 

88 

87 

90 

91 

92 

91 

83 

84 

85 

90     91 

92 

91 

77 

78 

80 

78 

81 

88 

89 

91 

94 

95 

95 

94 

90     96 

981    SO 

91 

88. 5 

Bowman  

/  Mininunu. . . . 

55 

50 

48 

59 

59 

60 

61 

60 

50 

45 

54 

61 

62 

63 

50 

50 

61 

54 

54 

53 

66 

56 

69 

61 

59i 

63 

64     65 

65:     68 

65 

57.5 

S  Maxinunn  . . . 

70 

73 

75 

79 

91 

81 

S3 

75 

75 

84 

80 

82 

84 

71 

75 

73 

73 

74 

75 

84 

89 

88 

86 

78' 

79 

82      87 

941     80 

82 

79.8 

Cliarleston 

(  Mininunu  — 
\  Maxinunn  . . . 

61 
7.'i 

58 
79 

61 
82 

68 
80 

70 
86 

67 
88 

67 
90 

62 
82 

55 
72 

57 
83 

63 
91 

68 
94 

69 
93 

67 
76 

63 
75 

63 

81 

62 
82 

64 
83 

61 

83 

61 

85 

60 
92 

62 
96 

66 
95 

69 
94 

68 
93 

70 
92 

72     69 
94    100 

721    74 

i 
981    91 

7'j 

66.2 
86.8 

89 

Chera^v  "^^ 

1  Minimum 

)  Maxinnini  . . . 

49 
71 

46 
75 

46 

78 

57 
80 

66 
85 

60 
90 

58 
89 

59 

82 

46 
72 

45 

81 

53     ^'^ 

61 

91 

66 

84 

56 
75 

46 

78 

47 
77 

51 
72 

44 

78 

44 
8! 

47 

88 

53 
92 

56 
92 

60 
92 

66 

89 

62 

87 

68i     70 
91  i     94 

72;     7C 
93!     87 

72 
89 

66.7 
84.3 

89 

9? 

f'onwiiv  ^^          

(  Minimum 

^  Maxinunn  . . . 

54 
74 

47 
78 

47 
80 

54 
80 

66 
87 

61 
91 

59 
90 

61 
85 

52 
75 

49 

84 

55 
91 

64 
94 

65 
94 

67 

85 

58 
77 

56 

82 

51 
82 

56 

.52 
84 

49 
85 

.52 
91 

54 

96 

62 
95 

62 
97 

59 
94 

59 
93 

651    66 
961  ICO 

67,     72 
981     S8 

65 

8t 

58.3 
87.8* 

*^Uii''*^J           W 

Darlington 'J'5 

)  Mininunu. . . . 

49 

45 

45 

59 

64 

62 

58 

60 

49 

45 

55 

61 

60 

65 

55 

46 

49 

"49 

44 

45 

62 

56 

57 

61 

55 

57 

66     67 

69'     67 

67 

56.1 

\  Maximum  . . . 

74 

77 

81 

79 

86 

89 

90 

81 

71 

81 

82      93 

92 

81 

76 

80 

80 

77 

81 

83 

90 

93 

94 

94 

93 

92 

94     98 

96|     8i. 

89 

85.9 

Dillon 

/  Mininunu. . . . 

.52 

47 

46 

62 

65 

62 

58 

60 

49 

46 

59 

63 

64 

66 

59 

48 

53 

55 

49 

49 

51 

55 

58 

56 

57 

59 

68     68 

69!     68 

66 

67.6 

\  Maxinunn  . . . 

71 

77 

84 

85 

69 

90 

90 

82 

81 

80 

87 

89 

89 

85 

74 

77 

90 

75 

79 

81 

85 

90 

93 

92 

90 

86 

91     95 

971..., 

89 

84.8 

Fergu.son  W 

(  Mininunu 

60 

50 

66 

60 

60 

61 

61 

61 

54 

54 

54 

55 

63 

64 

.  *'^ 

54 

55 

58 

53,    53 

51 

62 

54 

61 

58 

68 

62'     66 

66 

70 

70 

.58.8 

)  Maximum  . . . 

69 

78 

81 

77 

87 

90 

90 

85 

82 

84 

90 

92 

92 

85 

78 

80 

83 

78 

82!    85 

92 

93 

97 

96 

94 

92 

94     98 

100 

90 

88 

87.2 

Florence  ^<y 

\  Mininunu. . . . 

.53 

48 

42 

60 

61 

62 

61 

CO 

50 

49 

50     60 

58 

62 

58 

50 

49 

53 

50j    51 

.54 

59 

62 

66 

58 

61 

62 

68 

69 

68 

67 

57.4 

\  Maxinunn  . . . 

82 

75 

80 

78 

82 

92 

85 

85 

82 

82 

82      85 

90 

85 

76 

76 

80 

70 

80:    82 

88 

92 

95 

90 

88 

88 

88 

93 

95 

88 

88 

84.8 

Georgetown 

i  Miniunnn. . . . 

56 

63 

56 

63 

66 

65 

66 

61 

52 

49 

62      65 

64 

65 

(iO 

50 

56 

66 

56;    52 

56 

61 

54 

.56 

60 

60 

66 

72 

741     62 

64 

59.9 

J  Maximum  . . . 

72 

78 

80 

80 

88 

90 

81 

83 

83 

81 

90     91 

92 

86 

80 

80 

75 

81 

83 

87 

93 

94 

94 

91 

88 

93 

96 

98,     93 

93 

86. 2 

Kingstree^^ 

'  Mininunu. . . . 

51 

50 

49 

.59 

62 

62 

60 

60 

51 

47 

561    65 

63 

67 

60 

52 

55 

56 

62 

50 

51 

64 

61 

62 

60 

58 

63 

66 

60!     71 

65 

58.0 

\  Maxinunn  . . . 

73 

80 

80 

80 

89 

94 

93 

83 

77 

85 

911    94 

94 

93 

78 

81 

83 

78 

83 

85 

88 

94 

96 

95 

94 

89 

921    99 

100'    93 

93 

88.0 

8t.  George  % 

)  Mininunu. . , . 

54 

50 

49 

60 

65 

62 

62 

61 

52 

46 

54 

62 

62 

66 

60 

54 

52 

59 

50 

52 

49 

65 

60 

62 

56 

62 

661    66 

65'     69 

6C 

58.3 

)  Maxinunn  . . . 

74 

82 

80 

79 

88 

95 

92 

85 

77 

84 

93 

95 

95 

89 

75 

79 

80 

77 

80 

82 

9( 

95 

98 

95 

91 

88 

94     98 

981    93 

93 

'     87. 5 

St.Mat!lie\v>>^^ 

(  Mininunu. . . . 

55 

49 

43 

60 

66 

62 

61 

81 

50 

47 

58 

62 

62 

67 

•57 

52 

53 

56 

51 

53 

54 

60 

62 

66 

.55 

60 

62|    65 

701    67 

67 

1     58.5 

\  Jtaxinunu  . . . 

SO 

82 

80 

79 

95 

90 

83 

76 

87 

95 

57 

95 

80 

76 

81 

81 

82 

83 

84 

94 

97 

97 

93 

94 

93 

96 

101'    98 

90!     91 

91 

'     88.4 

Society  Ilins^"5  

i  Mininunu . . . . 

45 

46 

59 

65 

59 

55 

57 

49 

45 

,54 

6I!    60 

65 

54 

47 

48 

49 

44 

46 

52 

57 

56 

61 

54 

5C 

66 

67l     67 

65 

6f 

Cs 

56.2 

\  Maxiuuuii  . . . 

79 

80 

77 

79 

86 

91 

89 

83 

76 

S3 

89      90 

91 

SS 

72 

80 

77 

75 

79 

80 

84 

89 

92 

90 

89 

87 

90l     94 

98 

90 

91 

85.1 

Summerville 

'  Miniuunn. . . . 

60 

51 

51 

60 

65 

62 

64 

60 

50 

47 

55 

63 

63 

65 

CO 

56 

65 

61 

66 

54 

64 

56 

59 

63 

,58 

63 

651     63 

68 

68 

6t 

59.4 

)  Maximum  . . . 

82 

80 

78 

81 

89 

95 

92 

85 

78 

85 

91 

93 

93 

92 

75 

8( 

8( 

77 

81 

87 

92 

95 

92 

78 

91      97 

99 

92 

93 

87.21' 

Waltevboro 

/  Mininunu 

62 

51 

50 

59 

68 

66 

59 

61 

53 

47 

54 

64 

63 

66 

61 

55 

52 

61 

57 

52 

57 

57 

57 

63 

65     64 

67 

70 

(.7 

59.  b'^ 

)  Maxiiuinn  . . . 

68 

79 

80 

80 

89 

92 

92 

83 

78 

82 

89 

90 

92 

91 

78 

8C 

82 

"if 

SO 

"82 

86 

80 

iM 

"89 

90 

86 

90     98 

99 

93 

93 

89.1 

Vp*Y\;)v;s;(i(i  ttft                     ,  , 

1  Mininunu 

61 

49 

48 

53 

58 

62 

60 

59 

52 

45 

50 

62 

.  60 

62 

61 

53 

46 

55 

56 

5(. 

47 

52 

5e 

57 

51 

52 

61      68 

62 

66 

6C 

55.8 

i 

1  tlJ  ilti.^.^t-t;  yy 

WrftiTil  P 

rrtiflll. 

\  Maxiuuim  . . . 

84 

81 

79 

79 

86 

92 

91 

80 

76 

83 

92 1     93 

93 

89 

80 

80 

80 

79 

SO 

83 

87 

93 

9.; 

97 

91 

87 

93     9'; 

98 

i 
961    98 

1 

i    84.5 

Aiken  

/  Mininuim. . . . 

.54 

52 

54 

60 

65 

62 

65 

59 

49 

49 

57I     61 

61 

66 

57 

55 

55 

57 

64 

531     55 

58 

58 

6h 

60 

6t 

1    67:    64 

C7 

66 

•     6t 

1    57.3 

J  Maxiuuim  . . . 

8;i 

84 

77 

77 

83 

86 

92 

74 

78 

75 

74;    93 

91 

87 

87 

84 

76 

85 

8;> 

83 

91 

94 

.    9t 

98 

95 

95 

,     97,  101 

97 

91 

93 

■    84.5 

Anderson 

•  )  Mininuim. . . . 

50 

50 

53 

55 

64 

61 

62 

58 

5t 

49 

60'     64 

63 

60 

55 

55 

56 

56 

57 

54 

(kI 

5ii 

(i2 

68 

61 

59 

(i9'     69 

CO     61, 

6i 

;     5'.'.  4 

^  >[axinunn  . . , 

75 

78 

80 

77 

82 

88 

88 

77 

73 

81 

92 

92 

92 

89 

85 

79 

78 

78 

79 

81 

85 

92 

94 

96 

91 

87 

'..2i     9( 

971   U 

1    *» 

V,  ,       , 

BatesbnrgvJ'S 

■  t  Mininunu . . . . 

5:j 

53 

56 

60 

(>4 

63 

63 

58 

SI- 

54 

55 

60 

62 

61 

55 

53 

.54 

53 

52 

51 

55 

(>( 

61 

63 

60 

57 

Cf      62 

671     68 

61 

1     ;"■  ^    t 

)  >Iaxiiiuun  . . . 

SI" 

77 

78 

79 

87 

91 

88 

80 

'S 

83 

90 

93 

92 

79 

75 

7h 

79 

79 

SO 

82 

88 

94 

95 

96 

91 

9( 

1    9:j,    98 

701    SS 

7b 

;    ,s  1  1  1 

Camden  $'J 

•  '  Minimum. . . . 

58 

50 

52 

56 

7( 

70 

7( 

67 

54 

55 

69 

67 

65 

67 

58 

55 

56 

65 

52 

48 

43 

45 

,52 

55 

55 

57 

641     66 

661    6( 

68 

1     59.  L 

J  Maxinunn  . . . 

82 

75 

75 

73 

76 

85 

84 

75 

72 

78 

85 

86 

86 

84 

82 

75 

74 

75 

76 

78 

82 

84 

86 

88 

88 

8r 

88      w 

91 

86 

87 

1     81.7 

Clemson  College  . . . 

(  Minimum 

.53 

48 

50 

62 

66 

60 

57 

57 

54 

46 

55 

64 

59 

63 

59 

61 

63 

59 

53 

47 

48 

52 

56 

63 

69 

65 

m    63 

63 

70 

63 

1     57.4 

\  Maximum  . . . 

72 

80 

78 

77 

85 

88 

88 

78 

73 

83 

90 

92 

92 

85 

74 

78 

7S 

77 

79 

SI 

86 

92 

93 

96 

90 

86 

92;    99 

9f 

90 

92 

8,5. 2 

Cokantiia 

)  Minimum. . . . 

52 

.53 

55 

63 

65 

64 

63 

62 

53 

52 

81 

59 

65 

65 

67 

68 

56 

56 

57 

55 

55 

5r 

61 

C-. 

69 

63 

63 

CS|    66 

70 

69 

6i 

61.1 

Greenville  % 

)  .Maxinunn  . . . 

74 

79 

76 

73 

78 

86 

80 

75 

75 

88 

8< 

88 

85 

82 

76 

77 

78 

81 

85 

S5 

90 

92 

91 

89 

93 

92;    9(; 

95 

88 

89 

.s  ! .  : ' 

(  Mininunu . . . . 

49 

47 

48 

55 

60 

55 

58 

55 

48 

50 

64 

61 

57 

62 

56 

49 

.53 

54 

51 

48 

51 

51 

54 

64 

59 

53 

61  j     63 

65 

66 

66 

)  Ma ximum  . . . 

73 

79 

79 

79 

80 

90 

88 

76 

77 

S3 

91 

9i 

irj 

87 

78 

80 

80 

St 

S3 

85 

s'; 

93 

94 

96 

92 

90 

94;     99 

97 

89 

95 

^1 

Greenwood  % 

(  Minimum. . . 

51 

48 

50 

56 

64 

62 

60 

58 

50 

5f' 

56 

62 

64 

6t, 

57 

48 

60 

54 

48 

49 

56 

57 

61 

61 

'.'1 

56 

6(1     6;i 

69 

68 

69 

■  ',.  ■> 

\  Maxinnnn  . . . 

67 

78 

74 

75 

79 

86 

85 

76 

76 

77 

8s 

86 

80 

79 

71 

71 

75 

76 

77 

7SI 

87 

92 

92 

92 

88 

89 

92i     9: 

93 

83 

86 

^:    ' 

Heath  Springs 

'  Mininunu. . . . 

V 

44 

46 

47 

47 

CO 

58 

50 

50 

48 

541     52 

50 

5i 

51 

.53 

57 

61 

46 

50 

5(. 

64 

61 

61 

66 

61 

6m     68 

67 

65 

C7 

\  Maximum  . . . 

75 

80 

78 

73 

79 

87 

80 

73 

76 

86 

94 

92 

92 

88 

80 

82 

74 

71' 

81 

SC 

90 

93 

96 

97 

'.i4 

95 

its'  lot 

97 

89 

88 

^-   , 

Liberty 

/  Mininunu 

50 

55 

47 

63 

65 

57 

55 

55 

50 

44 

55 

62 

61 

60 

56 

50 

65 

5b 

51 

46 

46 

51. 

66 

5b 

5.^ 

6i      65 

64 

67 

66 

■  ■'  , :  ■  • 

\  Maxinunn  .  . . 

80 

80 

8(1 

75 

85 

90 

89 

79 

74 

82 

91 

93 

93 

86 

77 

81 

8( 

81 

82 

84 

88 

94 

95 

97 

92 

94 

96     U;0 

98 

91 

96 

87.2 

Little  Mountain  — 

/  Mininunu . . . . 

50 

51 

52 

63 

65 

65 

64 

60 

51 

54 

58 

63 

6'( 

6b 

62 

65 

55 

5i. 

5l 

5.-. 

(!2 

62 

(6 

63 

68 

C8      69 

72 

69 

68 

60.5 

\  Maxinunn  . . . 

SI 

83 

83 

83 

88 

92 

92 

78 

78 

81 

9.3 

"9.5 

95 

90 

81 

81 

S3 

82 

8-. 

84 

Si, 

95 

96 

HO 

9.' 

9( 

98    IC'I 

102 

96 

99 

89. 2 

Meriwether  

'  Mininunu 

53 

49 

51 

51 

65 

73 

62 

50 

50 

43 

5.3 

60 

60 

58 

51 

52 

49 

51 

51 

61 

49 

53 

55 

57 

6(' 

64 

c;    61 

65 

71 

70 

."!'.  :i 

\  .Maximum  . . 

85 

79 

SO 

79 

86 

90 

89 

77 

74 

82 

91 

9(. 

92 

S7 

7', 

78 

79 

77 

79 

82 

81 

92 

94 

97 

9j 

88 

93    97 

96 

i* 

95 

sc.  I 

Jlonetta 

'  Miuinu  ni. . . 

52 

52 

52 

62 

65 

64 

64 

61 

51 

48 

56 

61 

61 

67 

57 

53 

54 

£6 

53 

5-: 

.5t, 

59 

5< 

6( 

57 

69 

(ir      1)3 

64 

68 

68 

'"_   ^ 

\  Maximuiu  . . . 

73 

79 

82 

7C 

85 

92 

88 

79 

75 

84 

9b 

93 

94 

85 

79 

80 

8t 

79 

81 

83 

89 

94 

96 

95 

92 

91 

9,1;   K't' 

98 

91 

96 

Newberry 

'  .MinimiHu. . . . 

51 

49 

50 

65 

65 

61 

61 

61 

51 

46 

55 

61 

60 

67 

58 

49 

51 

55 

51 

47 

.5( 

54 

56 

61 

68 

,5i 

(>7      64 

65 

69 

68 

i>',    '• 

)  Maxinu'in  . . . 

79 

81 

79 

78 

88 

92 

91 

8( 

77 

85 

93 

95 

95 

87 

77 

SO 

80 

80 

81 

83 

Si, 

95 

96 

97 

92 

88 

88 

101 

10( 

92 

97 

ST.  1. 

Saluda  

'  Miniuunn 

52 

45 

47 

65 

65 

56 

56 

60 

51 

42 

51 

61 

59 

64 

57 

60 

52 

52 

45 

45 

45 

47 

,52 

(.9 

78 

62 

73 

61' 

£8 

68 

66 

.ill.  V 

)  Maxinnn)!  . . . 

80 

80 

80 

76 

85 

90 

8S 

77 

73 

84 

97 

96 

96 

94 

79 

81 

78 

80 

81 

84 

91 

94 

96 

95 

94 

95 

;)8 

105 

ICO 

92 

99 

SS. :; 

Santi'.ek 

'  Minimum. . . . 

49 

46 

47 

62 

63 

60 

58 

58 

48 

47 

56 

54 

61 

65 

.58 

49 

5: 

51 

48 

48 

51 

65 

59 

64 

.54 

54 

67 

66 

61 

66 

66 

■5''    1 

)  Maxinunn  . . 

72 

79 

.SO 

74 

80 

87 

85 

76 

71 

84 

93 

93 

92 

83 

78 

79 

St"     sc 

82 

V,h 

91 

94 

94 

1-6 

92 

95 

96 

lol 

101 

92 

95 

s,".  ■- 

Spartanburg  M 

(  Miniuunn. . , . 

48 

47 

46 

57 

63 

58 

59 

57 

6( 

46 

54 

58 

58 

60 

56 

.50 

52 

53 

48 

47 

47 

53 

58 

65 

62 

65 

60 

68 

67 

68 

66 

I'll',  11 

\  ^!axinnnn  . . . 

(5 

83 

80 

78 

85 

9C 

88 

85 

71 

83 

91 

92 

92 

89 

78 

82 

82 

80 

83 

84 

87 

92 

83 

97 

93 

88 

94 

99 

101 

95 

97 

S  !,  -1 

Trenton 

'  .Minii!uuii. , . . 

53 

56 

52 

55 

56 

54 

54 

51 

51 

61 

59 

51 

67 

66 

5S 

53 

53 

56 

53 

53 

65 

56 

57 

59 

59 

5C 

57 

64 

64 

68 

70 

.'il''.  '' 

)  Maximum    . . 

78 

75 

80 

80 

80 

82 

80 

75 

70 

82 

88 

92 

93 

S( 

72 

76 

76 

75 

73 

88 

!,0 

!« 

92 

93 

88 

88 

94 

!:S 

94 

88 

90 

SC,  !) 

Winnsboro 

'  Miniuunn. . . 

48 

49 

CO 

61 

iU 

64 

63 

53 

50 

51 

58:     (55 

64 

54 

56 

56 

56 

5-! 

51 

54 

53 

55 

62 

67 

62 

61 

68 

68 

70 

69 

68 

■j>.  1 

Wintlirop  College  .. 

S  Maxinnnn  . . . 

85 

74 

75 

75 

85 

85 

84 

75 

78 

8^ 

87j     9(1 

92 

89 

82 

72 

75 

7( 

8( 

85 

9( 

8'. 

SS 

93 

92 

!,0 

'.8      99 

93 

62 

87 

S."'.  _' 

/  Mininunu 

47 

45 

48 

62 

62 

60 

60 



58 

47 

48 

58     65 

61 

61 

54 

48 

52 

51 

4(. 

49 

52 

6(' 

62 

CC 

10 

58 

60      68 

68 

67 

69 

,37,  J 

a,  '',  i^.  etc..  indicate  respect ively  1.  2.  3.  etc..  days  missing  from  record.    %  In.stnnnents  are  read  in  tin;  morning:  the  maxinunn  lemperaluie  tiuui  read  is  charged  to   1 ' 
pieceiling  ilay.  on  whii  li  ii  alninsl  ah\  ays  occurs. 


.^m 
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CLIMATOLOGICAL   DATA:    SOUTH    CAROLINA    SECTION . 


May,   1914. 


MISCELLANEOUS    PHENOMENA. 


COMPARATIVE  DATA  FOR  MAY.i 


V.'ar. 


(  Coniinucd  Jmm  payc  So.  ) 

Hail  (dates). -^  Ferguson,  7tli;  (Georgetown,  7tli,  1-ltli;  Pinop- 
olis,  7th. 

Halos  (dates ).~-]jU\n\r:    Cliarleston,  4t]i,  Htli  7th;  Solar:  San- 
tuck,  17th. 

Thunderstor II). i  (dates) .  —  Blackville,  31st;  Bowman,  7t]i,  14th,  i  i^ss:!!!!'' 
18th,  26th,  31st;  Charleston,  7th,  Sth.  14th,  29tli,  31st;  CheraM',  i  ^[[V:.:: 
7th,  29th,  81st;  Colunilna,  7th,  13th,  14th,  lotli.  31st;  Green- i  jsi^; ;:;;:; 
ville,  13th,  29th;  Liberty,  T^th,  29th;  Newberry,  7th,  14th,  loth; :  Im.:::::. 
Santuck,  7th,  14th,  29th;  Sunnnerville,  7tli.  14th,  31st;   Tren- [  {s^::;;;:; 

ton,  i3t]i,  14th.  :  ms: ::;;■• 

'  1S99 

1900 

1901 

1  1902 

1903 

;  liKM 

I  1905 

i  1901; 

I  1907 

1908 

i  1909 

1910 

1911 

I  1912 

19)3 

1914 


Averages  . 


Toinpi^raliin-. 


Precipitation. 


Average    number    of 
days— 


-\    -1  """Co  c 


72.  5 
70.2 
71.7 
71.0 
fi9,0 
71.1 
70.2 
70.7 
69.0 
76.7 
69.  3 
73.8 
7.3.7 
70.2 
71.4 
74.0 
70.7 
70.6 
73.4 
70.7 
70.8 
71.8 
69.5 
69.8 
72.6 
72.4 
71.7 
72.1 

71.5 


97 

99 
101 

95 
100 

94 

97 

98 
101 
104 

97 
106 
100 

96 

99  1 
101  1 
104  i 

99 

99 

99  ! 

9(1  i 

96  ! 
100  j 

99 
106 
101 
101 
105 

lOS" 


3.17 
7.,")  I 
1.97 
5.44 
3.57 
3.53 


41  I 
33  I 
35 
30 
.■!6  I 
39  [ 
38 
38 
34 
42 
38 
39 
45  I 
38  [ 
40 

42  I 
44 
38 
42 
30 
41 
36 
35 
40 
35 
43 
38 
42 

30a!   3. 37 


4.13 

3.43 

4.36 

2.74 

2.39 

1.35 

1.68 

2.37 

7.31 

2.69 

2.69  ' 

2.04  ] 

5.70 

3.00  t 

4.51 

2.92  I 

4.26 

4.03 

0.C5  I 

4.  OS  I 

2. 13 

0.83 


13 
10 
11 
14 
18 
18 
15 
19 
13 
15 
12 
18 
12 
17 
11 
16 
14 
15 
20 
16 
19 
18 

15 


9 
16 
12 
13 

8 
10 
10 

10 
10 
9 


9 

10 

6 

8 

12 

8 

11 

4 

12 

5 

10 

6 

s 

3 

6 

9 

6 

6 

10 

3 

10 


iiw. 

8W. 


8W. 
SW. 
SW. 
SW. 
SW. 

svr. 

SW. 
SW. 
SW. 

s\v. 


SW. 
9W. 


ne. 

SW. 
SW. 
SW. 


MISCELLANEOtrS  DATA  FOR  MAY,  1914. 


Statioii.s. 


Temperature,  fle- 
Krees  I'alir. 


Asheville,  N.C.... 

i  Augusta,  Ga 

I  Charleston,  S.C... 
'  Charlotte,  N.  C  ... 
I  Columbia.  S.  C... 
;  Savannah,  Ga 

Wilmington.  N.C. 


Averages 


30.14 
30. 13 
30. 13 
30.13 
30.14 
30.13 
30. 13 

30.13 


63.4 
73.6 
72.5 
70.6 
73.2 
73.3 
70.4 

71.0 


91 
99 
94 
95 
99 
94 
91 

99a 


Precipita^ 
tion.inclies. 


__.    lis'    22 


eg 
5;s 


0.71 
0.06 
0.82 
0.49 
0.55 
0.89 
0.10 


0.37 
0.03 
0..50 
0..34 
0.27 
0.40 
0.07 


Wind. 


0.52  i  O-SOb, 


357.5 

60 

356. 0 

54 

349. 5 

72 

381.9 

54 

322.4 

55 

311.6 

76 

358.6 

66 

348.2 

62 

7.1  nw. 
6.9  Inw. 
11.7    ne. 


.7 
7.4 
13.1 

8.7 


SW. 

SW. 


8.8  isw. 


«  Extremes 


•>  Greatest. 


5C 


^.-.K  ^^^^^ 
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U.  S.  DEPARTMENT  OF  AGRICULTURE,  WEATHER  BUREAU. 


SOUTH    CARObllSla   SECTI0r4. 
RICHARD  H.  SULLIVAN,  Section  Director.. 


Vol.  XVII. 


Columbia,  S.  C,  June,  1914. 


No.  6 


GENERAL  SUMMARY. 

The  month  was  tlic  wannest  June  of  record.  Excepting  ai 
moderate  e  )ol  period  from  the  16th  to  tlie  U)th,  the  dailj'  mean 
temperatures  ranged  uniformly'  above  the  average,  culminating 
in  record-breaking  heat  on  the  •24th  and  ^otli,  when  readings 
of  100  to  108  degrees  were  recorded  generally  throughout  the 
Section.  As  a  M'hole,  the  frequent  showers  tliat  occurred  up 
to  tlie  last  decade  were  decidedly  l)cneficial  to  agricultural  in- 
terests. The  larger  portion  of  late  cotton  had  germinated  and 
cjnic  to  good  stands  by  the  middle  of  the  month,  and  corn,  to- 
l)acco,  truch  gardens  and  i)astures  sliowed  material  improve- 
ment. However,  the  succeeding  hot  weather  seriously  affected 
vegetation  in  the  nortliwestern  and  extreme  eastern  counties, 
where  the  precipitation  has  continued  much  below  the  seasonal 
average.  Refreshing  showers  again  occurred  over  nmch  of  the 
Section  from  the  2(ith  to  the  2!)th.  Tlie  month  closed  with 
amjile  moistvire  in  the  middle  coastal  ])lain,  but  precipitation  is 
needed  in  the  greater  jiarts  of  the  northern  and  western  counties. 


PRECIPITATION. 

The  average  for  the  Section,  51  stations  reporting,  was  3.80 
inches,  or  1.25  inches  below  the  established  normal.  Rain  fell 
in  some  part  of  the  Section  every  day  from  the  1st  to  19th,  in- 
clusive, l)ut  showers  were  most  numerous  on  the  1st,  5th  to  7th 
and  13th  to  19th;  during  the  latter  part  of  the  month  rains 
were  quite  general  over  the  eastern  portion  on  the  26th  and  over 
the  western  portion  between  the;  25th  and  28th.  The  heaviest 
rainfall  occurred  in  a  broad  belt  from  Fairfield,  Richland, 
Clarendon  and  Williamson  counties  southward  to  the  coast, 
where  the  amounts  ranged  from  4  to  over  7  inches.  In  Horry 
County  and  in  the  region  from  Saluda  County  northwestward 
over  Oconee,  Pickens  and  Greenville  counties,  the  amounts  were 
less  than  2  inclies.  The  greatest  amovmt  locally  was  7,67 
inches  at  Ferguson,  Orangeburg  Co.;  least,  0.26  inch  at  Clem- 
son  College,  Oconee  Co.  Greatest  24-hour  amount  locally,  3.30 
inches  at  Bowman,  Orangeburg  Co.,  on  the  14th.  The  average 
number  of  rainy  days  was  somewhat  below  normal. 


WIND. 


PRESSURE. 

The  mean  sea-level  ])ressure,  determined  from  reports  of  7 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30.02  inches.  Tlu'  highest  pressure  in  the  district 
covered  was  30.30  inches  at  Ashevillc  N.  C.,  on  the  7tli;  low- 
est. 29.82  inches  at  .\iigusta,  Ga.,  on  the  15tli.  The  range  of 
pressuH'  in  the  Section  pro])er  was  from  30.25  inches  at  Colum- 
bia on  the  9th  diavn  to  2!). 83  inches  at  Charleston  on  the  15tli, 
on  which  date  all  stations  reported  lowest  pressure. 

TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  froin  re- 
ports of  40  stations,  was  Sl.l  dc^-iee.^^.  (;r  0.2  degree  a!)ove  the 
previous  highest  -June  averages  in  IS'.IO  and  1!)]1.  The  highest 
temperature  was  lOS  degrees  at  Blackville,  Barnwell  Co.,  on  tlie 
'25tli,  or  1  degree  above  the  jirevious  highest  .June  record  in 
1887.  The  warmest  [jcriod  of  the  month  \\as  on  the  24th  and 
25th,  when,  with  but  few  exceptions,  the  temperature  ranged 
above  100  degrees.  The  lowest  temi)eialur.'  was  50  degrees  at 
Trenton.  Edgefield  C(.),,  on  tlu-  18th.  The  coolest  period  of  the 
month  was  from  the  KUli  to  the   l!)tli. 

HUMIDITY. 

The  mean  relative  humidity,  determined  from  records  of 
1  regular  Weather  Bureau  station-  in  and  surrounding  the  S(>c- 
tion.was  as  follows:  S  a.  m..  T'.i  percent.;  N  [).  m.,  (i!)  pi-r 
cent.  .\s  in  May,  the  highest  aveiag<'  percentages  occurreil  in 
the  southern  c  .ast  districts,  and  the  lowest,  along  the  lo\\-er 
Biedmont  frcjm  central  Georgia  to  middle  North  Carolina. 


The  prevailing  winds  Avere  from  the  southwest.  The  aver- 
age hourly  velocity',  determined  from  7  anemometer  records, 
was  7.4  miles.  The  highest  average  velocity  in  the  district 
covered  l)y  reports  was  10.0  miles  per  hour  at  Savannah,  Ga., 
lowest,  5.7  miles  per  hour  at  Asheville,  N.  C.  In  the  Section 
proper  the  averages  ranged  from  9.9  miles  ])er  hour  at  Charles- 
ton down  to  6.7  miles  per  hour  at  Columbia.  The  highest 
velocity  for  any  5niinute  period  was  58  miles  pei'  hour  from 
the  northeast  at  Cliarleston;  lowest  ma.ximum,  24  miles  per 
hour  from  the  southwest  at  Wilmington,  N.  C;  maximum  ve- 
locity at  Columbia.  4S  miles  per  hour  from  the  north  on  the  28th. 

SUNSHINE    AND    CLOUDINESS. 

The  total  hours  of  stmshine,  determined  from  7  automatic 
records,  was  21)5.5,  or  68  percent,  of  the  possible  amount.  The 
average  number  of  clear  days  was  14;  jiartly  cloudy,  12;  cloudy, 
4,  as  against  normals  of  12,  11  and  7  <lays,  resi^ectively. 


RIVER    CONDITIONS. 

The  rivers  of  the  Section  continued  uniformly  low  as  a  re- 
sult of  light  or  only  locally  heavy  precipitation  on  well  culti- 
vated land  in  the  several  watersheds.  In  consequence  of  the 
closing  of  the  new  dam  of  the  Parr  Shoals  Power  Co.,  Parr, 
S.  C,  there  has  been  an  apparent  permanent  increase  of  2.4 
feet  in  the  stage  of  the  Broad  River  at  Blairs,  S.  C,  the  water 
liacking  to  near  Lylesford  Shoals,  15  miles  up  the  river. 


MISCELLANEOUS  PHENOMENA. 

lunilxpifike  ( /)r(/r')  .^Summerville,  19,  3:13  a.  m. 

/'w/  (/M^f.s).— Light:      P.eaufort,  4.     Dense:      Liberty,  19. 

Jluil  {Dates). — Aiken,  Columbia  and  Newberry,  28:  Little 
Mountain,  14. 

Hiil(>--<  (Datcf). — Lunar:  Columl)ia  and  Greenville,  4.  So- 
lar:     Charleston,  30. 

i  Coiiiinual  on  ])<i(;e  ^>y.) 
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CLIMATOLOGICAL  DATA:    SOl'Tli  CAKOLJNA  SJ-XTION. 
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Clixuatolog-ical  Data  for  June, 

1914. 
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Temperature,  in  decrrees  Fahr. 
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Precipitation,  in  inches.  Num 
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Couutws. 
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E.S    '     •§     i     i:          t 

^ 

?  "" 

':: 

g  •- 

n 

"  - 1  'Z"z 

= 

*-      5 

>z. 

1 

-^ 

1, 

^ 

S 

i 

"i: 

^  -^ 

t- 

o     .t:  ^ 

-s 

s  '  ^ 

i.  ~ 

-^ 

"^ 

^ 

•"                         H-           ■          ^                    .— 

'^ 

— 

C-. 

— 

— 

r-       ^  -'■ 

— 

—       '       w 

— 

Knattrn  Portion. 


.VUemiale  . . 
Beaufort  ... 
BlackviUe  .. 
Bowman.. . . 
Charleston.. 

Cheraw 

Conway  

Darlington  . 

Dillon 

Kdisto  tt... 


Barnwell 

Beaufort 

Barnwell 

Orangeburg 

Charleston 

Chesterlield 

Horry 

DarliiiKton 

Dillon 

Bamberg 


Effingham j  Florenre 

Ferguson j  Orangeburg 

I'lorence  j  Florence 

Georgetown ,  (Jeorgetown 

Kingstree j  Williamsburg 

Finopolis  " ■  Berkeley 

Rimini |  CUiieiidDn 

St.  George I  Dorehester 

St.  Matthews Calhoun 

Smiths  Mills Georgetown 


Society  Hill Darlington 

Sunimerville '  Dorcaester. 

Walterboro [  Colleton 

Yemassee \  Hampton 


Division  means  and  ex  tremes 


4.4fi 

0.97 

4.95 

— 

0.08 

3.  SI 

— 

1.87 

6.76 

- 

1.11   1 

4.33 

_ 

1.06  1 

4.17 

_ 

1.22 

l.X'2 

— 

3.41 

3. 20 

— 

3.46 

4.33 

— 

1.95 

6.09 

+ 

0.39 

2.66 

_ 

3.86 

7.67 

+ 

1.89  1 

3.88 

— 

1.58 

4.  68 

— 

1.12 

4.56 

- 

0.97 

7.31 

+ 

1.44 

4.64 

4.30 

— 

1.17 

6.06 

- 

0.94 

2.54 

- 

3.37 

5.45 

_ 

0.56 

5.87 

+ 

0.11 

4.37 

— 

1.2-2 

6.02 

- 

0.04 

4.71 

- 

1.14 

1.00 
1.60 
1.48 
3.30 


1.50 
0.48 
0.91 
2.64 
1.40 

1.25 
2.70 
1.00  i 
1.45 
1.20 

2. 25 
2.33 
1.40 
1.55 
1.26 

2.80 
1.62 
1.36 
2. 58 


W extern  I'wtiun. 


Aiken ;  Aiken 

Anderson  ;  Anderson 

Batesburg i  Lexington 

Biairs FairHeld 

Calhoun  Falls ;  Abbeville 

C'amdeu Kershaw 

Cataw  ba !  York  

Chappells !  Newberry 

Clemson  College ;  Oconee  . . . 

Columbia  Richland 

Edgefield |  Edgefield 

Gaston  Shoals  Jt j  Cherokee 

Greenville '•  (Jreeuville 

Greenwood Greenwood 

Heath  Springs j  Lancaster. . 


Liberty j  Pickens. ., 

Little  Mountain [  Newberry 

Meriwether  |  ICdgerield 

Monetta !  Saluda 

Newberry Newberry 

Peb.er ;  Anderson 


0.97 
0.84 
0.62 
0.95 
1.41 


Saluda ;  Saluda 


Santuck 

Spartanburg 

Trenton 

Winnsboro 

Winthrop  College  ft. 


Union 

Spartanburg 
Ed'.;efield.... 
Fairfield 
York  . . . 


Division  means  and  extremes 
State  means  and  extremes 


12  I  15 


S.  B.  Rouse. 

Mi.ss  Lillian  H.Rice. 

Mrs.  D.  B.  Sanders. 

B.  O.  Evans. 

I'.  S.  Weather  Bureau.   -« 


0 

8 

0 

7 

0 

7 

0 

8 

0 

5 

0 

8 

0 

7 

0 

7 

0 

8 

'  .1.  H.  Powe. 

...    sw.      Paul  Quattlebauin. 

8  ! 1  D.  C.McCall. 

...| j  A.  E.  Rowell. 

. . .  J 1  Nathan  Jenkins. 


5     12  1  w. 


20 


0 

8 

0 

6 

0 

10 

0 

8 

0 

9 

0 

8 

0 

12 

0 

13 

0 

8 

0 

8 

.]  n.  B.McCall. 

i  Joseph  P.  Simons. 
.    H.K.Ciilbert. 

i  A.  P.  Hazard. 

i  A.  O.  Matthews. 

Miss  E.  P.  Ravenel. 
.    William  B.Wolfe. 
. !  (Veo.  N.Snelling,  M.D. 
. ]  J.  S.  Wannamaker. 
.    W.G.Walker. 


12  I  16  !    2 

8  I  21   i     1 
14      10       6 


13  !  11 


10 
22 


Rev.  T.  Ellison  Simpson. 
Miss  E.  H.  Gadsden. 
J.  A.  Westerberg. 
J.  G.  Hutson. 


W.  M.  Brown. 
H.  H,  Russell. 
E.J.  Hite. 
.1.  N.  Owens. 
L.  M.  I'arker. 


10     13  I  17 


0 

0  8 
0  11 
0  12 
0  ,     6 


15  ,  11 


27       0 

7  !  20 

I 

"7'['22' 
20  ;  9 
2     27 


W.  C.  Brown. 

.lames  C.  Karis. 

.1.  .1.  Murran. 

Prof.  F.  H.  H.  Cal'ioun. 

V.  a.  Weather  Bureau 

T.  Ij.  Timmerman. 
Harry  A.  Parshall. 
Spartan  Goodletle. 
M.  M.  Calhoun. 
J.  Marvin  Bowers. 

John  T.  Boggs. 
J.M.Sease,  M.  D. 
Williams.  Middleton. 
Joseph  M.  Johnson. 
Warren  G.  Pettersou. 
Joshua  Y.  Jones. 


Mrs. 

E.  W 

F.  P. 
C.  A. 
J.  W 
W.  P 


F.V.J.  Maxwell. 
.  Jeter. 
Robinson. 

Long. 
Seigler. 
.  Goodman. 


The  departures  from  the  normal  temperature  and  precipitation  are  computed  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
detemnning  .section  or  division  means. 

Reference  letters,  »,  b,  c,  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  •>  represents  two  days  mi.ssiiig.  etc. 

t  Also  on  other  dates.  +t  Received  too  late  to  be  included  in  means  and  summaries.  ••  Temperature  readings  are  computed  from  observed  readings  of  the  dry  bulb :  means 
ure  computed  trom  ob.-erved  readings.     It  Postotlioe  addresses  of  these  stations  are  as  follows;    Of  Edisto,  Embree;  of  Gaston  Shoals,  Galfney;  of  Winthrop  College,  R«ck  Hill. 

T.  Precipitation  is  less  than  0.01  inch  rain  ur  inelteii  snow. 
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Daily  Precipitation 

for 

June, 

1914. 

Watershed. 

Day  of  month. 

stations. 

I 

2i3:4|5       6 

! 
7|8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19     20     21 

22 

23 

24 

. 

26 

27 

28 

29 

30 

31 

'.aittei-n  Portion. 

idale  -11 

fort 

Kvilloll 

.Savannah  — 

(-'oast 

Edisto 

(\r\ 

1 

.  94l . . . . 
....|T. 
.60.... 
18 

.05 

. 

04 

.79 
.98 
.63 
3.30 
.40 

.02 

..35 

.12 

T. 

.92 

.54 
2.70 

.40 
1.05 
1.05 

'.'07 

■.'i.3 

T. 
'.'04 

1 
.78    .21 

1.00 
1.47 
1.48 

.20 
.13 
.62 
.70 
.07 

.24 
.89 
.51 
.27 
1.22 

.30 
1.33 
1.00 

T. 

.21 

.% 
.66 

.79 
.75 
.18 

.45 
'.'62 

4  46 

.21 

■.'72 
.25 

..      -ifl 

'.'47 

.48 

'.'so 

.66 

1.50 
T. 

.82 
.48 

1.60 
.42 
T. 

4.95 



1   31 

1 

. 11  . . . . 
.09.    .. 

.04 

'.'85 
1.67 

".70 
.69 

3.81 
6  76 

Kwton  ••• 

Coast 

.17 

.27 
.02 

.... 

.  08  . . . . 
T.     .01 

.01 

.94 
.45 

'.'64 
1.40 

1.25 
.67 
.84 

T. 

T. 

4.33 

Pi 'dee 

.13 
T. 

4  17 

Wacearaaw . . . 

.06 

.18 

.91 

2.64 

.52 

.30 
2.03 
.20 
.35 
1.20 

.10 
.82 
.37 
1.13 
.20 

2.80 
.73 
.05 
.13 

.75 

.10 
.10 

.20 

.09 
'f.' 

1  82 

.... 

't'.' 

3.20 

Little  Pedee  . . 
Edisto 

T. 
1.40 

.18 

1 1 

.06 

4  33 



't'.' 

.05 
T. 
'.'62 

.21 

T. 
.10 

.37 

6.09 
2  66 

i?liam  III! 

usoii  !!i, 

.27 

T. 

.10 
.10 
.45 
.36 

2.25 

'.'65 

i 

.66 

— 

.  08| . . . . 
T.  1.... 
.4811.45 

.  08; . . . . 
....  1.35 
".ix,'.'.'.'. 

. . . . 

7  67 

.72 

3.88 

[fetouii 

Coast 

Black 

'.'is 

.45 

.45 
1.00 



T. 

4  68 

1.03 

.45 



1 

4  56 

polis   

i 

1.20 

.20 

7  31 

.03 

W 

T. 

2.33 

1.40 
1.55 
1.26 

i.'62 

.38 
.38 

.50 
'.'09 

'.'69 
.07 

.05 
T. 
1.36 

.28 
.21 
T. 

.78 

1.03 

.60 

.60 

4  64 

.07 
'.'05 

•m 

.25 

4.30 

attlie\vs''l| 

hs  Mills  nil 

ty  HilUlii 

nerville 

Santee 

.80 

.... 

.... 

.07 
.02 

.25 



.09 

5  06 

.05 

.07 
13 

.05 

"M 

.29 

1.28 

.13 
1.00 

i'30 

: 

2  64 

do 

0.3 

.85 

.40 

5  45 

Ashley 

Ashepoo  

Combahee 

Edisto 

.10 
.05 
T. 

.35 
.15 
T. 

.03 
.03 

.19 

1.18 
1.10 

.48 

.34 

1.84 

.52 

.20 
.27 

T. 



.42 
.02 

5  87 

.36 
.40 

.01 
T. 

....|.... 

4  37 

.42 

6.02 

'eMern  Ptjrtion. 

n 

.03 

.... 

.10 
.10 
.43 
.30 

i 
.30   .87 

.97 

.26 

4  05 

.10 

.55 

84 

1  80 

.burg, ill 

sin; 

Dun  Falls  III! 

Edisto 

.31 

.62 

.26 

.05 
39 

.45 
.32 

.88 

.99 

.22 

T 

.21 

T. 

.02 

2  38 

Broad 

.09 

.95 
1.41 

.23 
.33 
.50 

15 

.05 

.39 

2  51 

.11 

44 

.02 
.45 

'.'26 

2  81 

Wateree 

.04 

.02 

.74 

1.29 
.70 
.12 

.25 
.80 

4  47 

.18.... 

.05 

.621  .60 
.   ..1  .45 

.12 

3  06 

pells  lill 

nbia  •" 

1 

.30 

1.37 

Savannah  

Congaree  . 

.11 

.08 

1 1    ... 

.07 
99 

0  26 

1.56 

....|.... 

i".  ....i.... 

T. 

.73 

.40 
.15 
.01 
.78 

T. 
.25 

T. 

.07 

T. 

30 

.03 

.61 
.61 

- . . . 

,07 

.19 

T. 

2.67 

.39 

.25 

6.31 

field  lill 

Savannah 

.56 

1 

""I"     "^"" 
j        i 

2  26 

311  Shoals  till 

Broad ' 

2.10 

.03!.... 

t 

.       . 

1.54 
.15 
.56 

".02 
T. 
T. 
.07 

36 

.02|.... 

t.     .30 

.03 
.01 

.03 

T. 

T.  1  .62 

T. 

! 

....'.... 

.... 

't'.' 

.... 

5.08 

iville  l|'i 

.Saluda 

T.  1  .  10 

i'.CB 
.29 
.23 

1.33 

T. 

.30 

.271  .32 
.111  .42 

.64|.... 

.  601 ... . 

.   1 

t. 

0.86 

i\\'ov)d  nil 

do 

....!.... 

1 

2  15 

h  .Springs 

Wateree 

Savannah 

Saluda  

Savannah  

Edisto 

.03|.... 

...}  T. 
1  osl 

.02 

1.56 

.04 
.30 
.29 

'.'60 

.221.... 

1 

.05 
T. 

.30 

.51 

T. 

.06 

.30 

.04 
.70 

.06 

'.'42 
.73 
.55 

.... 

.02.... 
1  T. 

.08 

.72 

.04 
.10 

T. 
.15 

.65 
.71 
.03 

.13 
.02 

.10 

'.'io 

4  40 

Pty 

T. 

1.08 
4  47 

.13 
.03 

.29 

....il.OO 

.08 

1      [ 

3.46 

.43 

'.'6i 

'.'21 
.24 

.03 

.55 

.42 
.10 

.18 
.25 
.30 
.28 

.16 

1.27 

'.'ie 

.46 
.09 

'.'52 

"15 

.31 
.45 

.18 

1      j 

.06 

.28 

2.74 

.10 
64 

....  ......... 

3.13 

srilll 

do 

.36 

1 

2.18 

ia 

do 

".is 

.04 

.34 
.45 

?0 

.24 
T. 
T. 

.41 

'.'26 

.41i  .20 
.84j  .02 
.14   .35 



.14 

1.54 

uck 

Broad 

1  H6 

.10 
.57 

T. 
T. 

T. 

' 

1      1 

T. 
.44 

.18 

3.62 

lanburg  ill! 

do 

Edisto 

Broad 

.03 

.... 

.131  .03 

T.  '  .02 

!       1 

. 

.33 
.92 

2.61 

■ 06 

....    .03J  .02 

.60   .11 
.55 

3.15 

nsboro  

! 

2.97 
.10 

I 

?6 

6.05 

Catawba 

.10 

!■> 

.10 

' 

.56 

i         1 

'  .20 

1 

1  45 

2.98 

I         1 

i         1         : 

1  Precipitation  measured  in  the  morninsr:  amount  then  recorded  is  for  the  preceding  24  hours.    Except  as  otherwise  indicated  observations  are  generally  made  late  In  the 
lernoon.  near  .sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of  observation,    *  Precipitation  included  in  the  next  following  me»tur«menl 
'  *  Regular  Weather  Bureau  station;  precipitation  is  for  the  24  hour  period,  niirtnight  to  midnight. 
.Separate  dates  of  falls  not  recorded.    T.  I'race,  or  less  than  0.01  inch. 
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Daily  Temperatures  for  June,  1914. 


Stations. 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11      12 

13 

14 

15 

16 

17 

18  '  19     20 

1 

21 

22  1  23     24     25 

1       !       1 

26 

27 

28  1  29     30     31     Mean. 

i       !       ' 

Eastern  Portion. 

1 

; 

AUenciale  W 

)  Maximum  . . . 

85 

92 

87 

94 

98 

86 

91 

94    102 

94 

95    102 

103 

99 

99 

85 

84 

73 

84     96 

97 

98   103    105 

105!     94 

101 

105 

102!    99....      95.1 

"  (  Minimum. . . . 

66 

68 

68 

67 

71 

70 

70l     68l     70 

71 

71,     73 

73 

71 

72 

70 

65 

64 

61      66 

68 

69      741     771     761     72 

72 

75 

75!     75 70. 2 

Beaufort 

)  Mii.-cimum  . . . 

84 

90 

84 

85 

95 

83 

86!     92i.... 

84 

86: .... 

88 

91 

91 

82 

88 

82 

79     90 

87 

90      98]     99     971.... 

90 

88 

921     91  ■  •  ■  •      S8.  6>- 

■  /  Minimum 

70 

73 

71 

69 

74 

72 

73{     71.... 

73 

73'..    . 

74 

71 

73 

68 

69 

67 

65'     69 

73 

74'     761     '-^'     ^\---- 

78 

78     78' ... .      72 .7'- 

Blackvillo55 

)  Maximum  . . . 

89 

93 

90 

86 

101 

85 

94i     96 

104 

99 

102!  104 

106 

104 

100 

85 

88 

76 

88     98 

100 

lOOj  106]  1071  1081     95 

101 

101 

103   1021....  i    97.4 

■  (  Mininmm 

66 

67 

68 

66 

70 

69 

681     67 

69 

68 

70!     71 

71 

69 

71 

70 

62 

63 

60!     64 

69 

70      74]     74'     74]     71 

72 

73 

78      74;   ...'     69.3 

\  Maximum  . .. 

83 

92 

93 

94 

97 

80 

87*     94 

97 

95 

96     97 

98 

94 

94 

90 

82 

73 

85]    95 

94 

96l  102    1041  104!     94 

95 

97 

98     981....      93.3 

Bowman 

■  /  .Minimum 

65 

66 

67 

66 

65 

68 

681     67 

68 

68 

70]    70 

71 

67 

68 

67 

62 

60 

62]     68 

71 

71!     71  ]     741     731     71 

75 

74 

75!     75....!    68.8 

Charleston 

)  Ma.ximum  . . . 

78 

87 

79 

85 

95 

80 

81|     83 

94 

SO 

871    86 

88 

91 

88 

85 

78 

78 

81:     89 

87 

91 

98    101      95'     87 

90 

94 

89i    90L... 

87.2 

■  1  Minimum 

71 

73 

73 

74 

73 

73 

73     72 

68 

73 

74     75 

71 

72 

75 

72 

69 

66 

66 

70 

75 

74 

78     80     82     75 

80 

81 

81,    78j.... 

73.9 

Cherau-  ^'i 

S  Ma.xiimnn  . . . 

89 

91 

87 

92 

95 

66 

84     91j    97 

92 

98!    99 

89 

91 

90 

79 

82 

65 

84 

91 

93 

96 

100   103   102     94 

95 

97 

99 

93].... 

90.8 

■  (  Minimum. . . . 

71 

70 

67 

66 

74 

62 

64     72l     74 

72 

75]     76 

69 

69 

70 

72 

58 

57 

6( 

64 

71 

73 

75     73!     741    72 

72 

76 

78 

67  ... . 

69,  s 

Conway  $$ 

)  Maxiniinii  . . . 

82 

87 

85 

89 

95 

75 

851    90 

92 

89 

95:     97 

91 

91 

92 

76 

84 

77 

83 

93 

92 

96 

101   1031    99|    93 

92 

96 

96 

90....  1    90. -J 

■  1  Minimum 

69 

67 

60 

61 

72 

64 

661     64 

69 

71 

69!     71 

71 

69 

73 

71 

61 

65 

64     65 

69 

72 

74!     73!     72!     75 

73 

77 

79 

75....!    69.4 

Darlington  §^ 

1  Maximum  .. . 

87 

9(1 

81 

90 

94 

74 

86i    92 

95 

92 

9S:     98 

91 

91 

92 

75 

82 

C6 

8<      94 

93 

96!  101:  103]  1031    93 

94 

96 

971     92]....      90.7 

■  /  Miniimuii 

67 

67 

61 

61 

72 

63 

64 

65 

72 

69 

711     72 

67 

67 

72 

68 

56 

56 

59     64 

70 

711     75      71;     72'     71 

73 

74 

761     M----      ^'■'■' 

Dillon 

\  Maximinn  . . . 

87 

90 

87 

93 

97 

77 

85 

89 

93 

90 

lOO!     98 

91 

89 

91 

84 

75 

72 

81:     92 

92 

95 

1021  1021  102 

95 

98 

99 

98'     93]....      91. -J 

•  /  Jliniminii. . . . 

72 

68 

62 

61 

70 

63 

65 

66 

72 

69 

72!    ''3 

62 

68 

71 

66 

58 

59 

61      65 

70 

72 

75;     73]     72 

73 

74 

76 

78'    73....      68, 1', 

Ferguson  'J'S 

)  Maximum  . . . 

83 

93 

86 

91 

96 

82 

88 

90 

96 

89 

95     95 

94 

94 

94 

94 

82 

73 

82'     92 

92 

93 

98    1C0|     99 

93 

94 

94 

95;    93!....      91.:; 

■  )  Mininiimi 

68 

66 

66 

65 

65 

70 

71 

68 

69 

70 

70     72 

73 

71 

70 

71 

62 

62 

63     64 

05 

72 

73'     72      74 

1 

71 

71 

78 

8O1     78i....l     69.7 

Florence  ^ 

j  Maximum  . . . 

86 

88 

86 

92 

91 

90 

88 

90 

94 

93 

98   100 

96 

98 

92 

86 

82 

68 

80     90 

92 

96 

1031  104   103 

95 

98 

96 

97     92'....!    92.1 

■  i  Mininnnn 

68 

67 

63 

63 

68 

65 

65 

66 

68 

70 

71     72 

72 

68 

72 

69 

57 

58 

56]     64 

70 

72 

74:     76     821     72 

73 

75 

78;    74'  ....'■  68. 9 

(  Maximum  . . . 

90 

93 

88 

87 

98 

89 

85 

89 

95 

87 

92     95 

92 

92 

93 

87 

87 

80 

77      92 

94 

96 

101  ■  1021     981     94 

94 

94 

941    97i....|    91.7 

Georgetown 

■  '  Minimum 

69 

69 

64 

62 

69 

70 

71 

62 

70 

73 

71     72 

72 

70 

68 

72 

69 

(i2|    68 

72 

751     76:     82:     861     72 

80 

82 

83     72; .... '     72. 0 

Kingstree5$ 

j  Maximum  . . . 

86 

91 

87 

93 

96 

82 

86!     92 

97 

91 

96!     98 

98 

98 

95 

81 

84 

8( 

83 

94 

94 

96:  101    102    103      95 

97 

98 

98;     96l....;     92.9 

■  (  Minimum 

68 

56 

64 

63 

69 

67 

68     661     68 
87     93'  101 

70 

70!     '1 

73 

69 

69 

70 

61 

62 

61 

64 

69 

711     73;     74      74      72 

73 

75 

791    ''41....  1     68.8 

St.  George  5$ 

)  Maximum  . . , 

96 

91 

95 

99 

92 

98l     99 

99 

96 

97 

84 

85 

75 

85 

981  103'  1051  105     95 

97 

98 

100     98|....      95.  Od 

•  (  Minimum 

60 

67 

63 

70 

"68 

69      68i     68 

69 

69)     70 

72 

68 

69 

71 

63 

61 

61 

"63 

....1    69,    73|    731     70 

74 

73 

74!    75....      68.5c 

St.  Matthews  5$ 

)  Maximum  . . . 

"84 

90 

87 

92 

99 

80 

87!     901     97 

91 

971    98 

97 

96 

93 

79 

82 

69 

84 

93 

"94 

95!  105;  106!  1Q6|    95 

96 

97 

lOQ!    951....      92.5 

■  /  Miniimna. . . . 

67 

67 

67 

64 

70 

69 

66]    67i    71 

i 

69 

71     71 

71 

68 

70 

70 

61 

61 

60 

63 

'1 

71'    75!    75'     771     74 

j 

75 

75 

78     74 

....      69. 6 

Society  Hill  W 

\  Maxiimnn  . . . 

91 

86 

94 

99 

77 

85 

92|    96]    92 

99 

1001     89 

90 

90 

76 

82 

67 

84 

93 

95 

98 

101 :  103;  lOOi    92     95 

97 

101 

91 

96 

....      91.7 

1  .Mininnnn. . . . 

66 

63 

60 

71 

63 

63 

66l     72j     70 

71 

72 1     69 

67 

70 

68 

57 

57 

59 

63 

69 

71 

761     72,     72|     71      71 

74 

76 

71 

69 

....!     67.9 

Summerville 

j  Maximum  . . . 

79 

93 

86 

90 

96 

78 

841     90 

96 

87 

921     94 

93 

94 

97 

83 

84 

77 

81 

92 

92 

94:     98|  101    1021     94 

93 

94 

95 

91 

90.7 

■  /  Mininnnn. . . . 

69 

66 

68 

65 

65 

69 

71,     69 

69 

70 

701     70 

73 

70 

71 

69 

65 

62 

63 

65 

69 

70i     741    76     76 

71 

77 

75 

78 

70 

69.8 

j  >iaximum  . . . 

86 

96 

88 

94 

98 

85 

87!     92 

98 

90 

961     96 

98 

98 

97 

84 

84 

74 

82 

94 

94 

861  101    104    103 

92 

97 

98 

98 

98 

93.2 

Walterboro 

■  (  Mininnnn 

68 

66 

68 

59 

71 

69 

7l!     68 

69 

70 

70;     71 

73 

70 

70 

71 

64 

62 

62 

64 

C8 

7S,     73]    74,     75 

72 

75 

76 

79 

69. 8» 

>  .Maxiimnii  . . . 

84 

94 

86 

91 

94 

84 

89]     92 

98 

90 

95     96 

96 

99 

99 

83 

84 

76 

84 

94 

93 

951  100   lOJ,  101 

93 

96 

98 

98 

"97 

92.7 

VomasscesS'5 

■  'I  iMinimum 

fi5 

62 

64 

63 

66 

68 

68!     67i     65 

68 

67!     67 

68 

68 

70 

68 

66 

61 

61 

62 

64 

66!     68l     721     '1 

! 

70 

70 

72 

75 

73 

67.2 

HV?/f)-H    / 

ortiiiii. 

1 

;       1 

,              1 

!    f       i 
' 

)  Maxinnmi  . . . 

96 

91 

88 

92 

97 

90 

87      94!  100 

93 

100      98 

98 

99 

100 

82 

83 

79 

83 

94 

94 

98|  102'  104    1041     W 

98 

99 

99     98 

....      94.6 

Aiken  

(  Minhnum. . . . 

66 

66 

67 

67 

70 

75 

75;....:     70 

69 

721     70 

70 

68 

71 

69 

62 

59 

59 

66 

71 

691     73'     73I     73,     72 

71 

67 

671    72:....      68. 9« 

\  Maximum  . . . 

96 

95 

9C, 

96 

95 

73 

95      971  100 

100 

loll  103 

101 

101 

98 

84 

79 

73;     86 

94 

96 

Wl  101|  1041  1061  101 

103 

104 

103    102;....;     95.8 

Anilerson 

'  Minimum 

68 

67 

69 

70 

69 

66 

65|     681     73 
87      951     98 

68 

70,     73 

71 

71 

78 

71 

66 

58 

57 

67 

72 

73'     74      73'     761     74 

73 

74 

71     70.,..;     69.7 

Batesburg'5? 

(  .Maximum  . . . 

90 

90 

88 

90 

95 

90 

94 

971     97 

96 

99 

96 

84 

80 

74 

83 

92 

93 

981  lOOl  101     101      97 

98 

99 

100     95 93.2 

'  Mininnnn 

65 

61 

63 

66 

68 

69 

65      68      70 

67 

691     ''" 

69 

71 

70 

69 

60 

62 

59 

64 

70 

69!     72I     74,     75:     70 

70 

70      73      761.,..      68.1 

Camden 'S'J 

)  Jhiximmn  . . . 

89 

90 

70 

92 

97 

90 

861     90      98 

98 

98l     91 

94 

93 

93 

77 

81 

68 

72 

84 

9V 

971  1011  102]  101      92 

95 

961     97     98  ....  1     90. 7 

"  (  Mininnnn 

67 

67 

68 

64 

66 

68 

68]     62      68 

70 

681     69 

71 

71 

7] 

69 

62 

63 

52 

62 

63 

68}     7C:     75!     7(>!     73 

74 

76'     77      76;....!     68.5 

Cleinson  College  . . . 

j  Maximum  . . . 

82 

89 

92 

91 

90 

77 

85i     88      94 

95 

93i     94 

92 

95 

94 

88 

82 

74 

80 

92 

91 

92'     95i     97      9^      94 

97 

98     97:     98;....,     90.8 

(  Minimum. . . . 

69 

69 

73 

79 

76 

67 

68^     70'     68 

j 

70 

681     68 

1 

71 

74 

73 

64 

60 

62 

69 

70 

'1 

74      75;     72;     76      74 

71 

72;     71'     671....!     70.4 

)  .Maxinnun  . . . 

8S 

89 

88 

90 

95 

76 

86     91     95 

91 

951     98 

94 

95 

93 

79 

ou 

69 

84 

93 

95 

98    102!  103    102      9: 

96 

97      96     90'....      91.4 

Columbia  . .   

1  Mininnnn. . . . 

68 

69 

69 

67 

67 

67 

66;     69     73 

71 

73I     74 

70 

70 

71 

65 

62 

60 

61 

68 

74 

73,     76     75'     70;     7(! 

75 

60;     76'     72,....,     69.6 

Greenville  ^ 

\  Maximum  . . . 

91 

90 

88 

91 

90 

72 

89!     961    98 

95 

99'     94 

97 

96 

96 

84 

80 

68 

83 

'.■0 

91 

92'     97      98,   100'     96 

96 

98;    97:     96i....l    91.6 

/  Mininnnn. . . . 

67 

69 

69 

68 

69 

B 

64!     <''6      '0 

68 

68      73 

69 

71 

71 

73 

65 

58 

54 

59 

71;     71!     6! 

72      73 

71 

74'     70     67....]    68.2 

Greenwood  % 

\  .Maximum  . . . 

96 

95 

94 

99 

97 

77 

85l    93   100 

98 

103i  104 

97 

98 

96 

83 

81 

64 

85 

95 

99 

99!  1041  104 

105!  1(3 

100 

102    1021  100....      95.3 

1  Mininnnn 

68 

68 

67 

66 

70 

67 

64!     68      71 

72 

7ll     74 

70 

71 

73 

70 

62 

60 

69 

60 

69 

72      741     '■! 

74]     72 

73 

75,     74!     69'....  1    69.2 

Heath  Springs 

)  Maximum  . . . 

76 

87 

84 

88 

89 

80 

781     89;     92 

89 

94      96 

94 

91 

89 

75 

75 

71 

79 

87 

92 

95!  100    l((i 

ICo!     90 

92 

87'     94|    851. ...i    87.6 

■  '  Mininmm. . . , 

(iO 

69 

66 

64 

71 

61 

61      68!     73 

69 

72     73 

72 

69 

69 

66 

66 

59,     58 

67 

7'2 

711     76'     75 

75!     "0 

70 

75     731     70;....;    68.9 

Liberty 

)  Maximum  . . . 

97 

97 

96 

94 

96 

73 

92      97    102 

:j5 

98      99 

KXi 

98 

99 

85 

78 

69;     87 

95 

96 

971   101;  101 

103i     98 

101 

mi    101    1(10....      94.9 

(  Jlininunn 

67 

66 

68 

70 

70 

67 

64      66      78 

78 

70     73 

(.8 

71 

71 

76 

67 

59'     54 

66 

73 

75     70'    70 

73]     74 

70 

71      71      66.,.,;     69.6 

Little  Mountain  — 

)  Maxinnun    . . 

90 

92 

86 

93 

95 

73 

82      94    ion 

98 

103    101 

97 

97 

92 

80 

81 

S(',     85 

92 

9-: 

99]  102    104 

1041     97 

99 

99    101'     i)4\...'     9:;,  ' 

■  '  Mininuim. , . . 

67 

68 

69 

68 

70 

67 

66     70 

73 

70 

71 

74 

58 

67 

70 

68 

61 

69 

72 

72'     77,     77 

77!     72 

77 

76'     75      74  .... '     7'J, 

Meriwether 

)  Maxinnun  .  , . 

94 

95 

92 

95 

96 

82 

91 

98 

102 

97 

100 

103 

KU 

103 

103 

85 

84 

"74,  "88 

97 

9^ 

100'   1031  105 

105    \ii) 

100 

101,  104      93....      96,, 

■  '  Mininuun 

CS 

69 

6fi 

68 

72 

68 

67 

67 

72 

70 

70 

74 

71 

72 

70 

70 

64 

591     60 

67 

0(i 

71      75;    71 

74'     72 

71 

77 

75     70.,.,!     69.6. 

M'onetta 

j  Maxinnim  . . . 

89 

93 

90 

91 

95 

78 

87 

95 

10(1 

95 

98 

97 

96 

97 

98 

79 

80 

75 

83 

92 

94 

98'  102'  103 

104      99 

96 

97 

99     97  ....  ]     93. 2  ' 

■  '  Mininnjm. . . . 

67 

66 

67 

67 

71 

68 

67 

66 

71 

67 

71 

72 

70 

69 

70 

62 

60 

59 

65 

71 

7(i,     74,     78 

79      72 

7.3 

76 

75      71....:     tiy.O; 

)  Maxinnun  . . . 

96 

94 

89 

95 

99 

75 

851     94 

98 

98 

l(i2 

103 

100 

99 

98 

83 

81 

78 

87 

97 

99 

101 1  103    106 

106 

11 '0 

101 

103 

102}    95; . . . . '    95. 6  < 

Newberry 

■  '  Minimum 

67 

70 

69 

70 

70 

68 

65     68|    70 

70 

7C, 

76 

70 

70 

70 

71 

63 

61 

6(1     66 

72 

73;     75,     72 

75 

72 

71 

76 

75'    68! ....  ■    69. 8  1 

Saluda  ., 

j  .Maxinnun  . . . 

96 

95 

91 

96 

98 

96 

88l    99 

102 

99 

101 

102 

100 

102 

99 

84 

89 

76 

87 

96 

97 

101    105!  105 

106 

103 

100 

102 

1051    991 ....  1    97. 1  , 

■  '  Minimum 

67 

65 

67 

67 

73 

69 

65 

63 

70 

67 

67 

74 

69 

70 

69 

69 

62 

60 

60 

69 

73 

72 

....      68 

70 

71 

71 

76 

76!    65!....  1    68.4»| 

Santuek  

)  Moximtmi  . . . 

97 
61 

95 

91 

95 

100 

72 

85 

94 

97 

97 

102 

100 

97 
66 

96 

96 

82 

81 

69 

86 

94 

96 

98 

103   105 

106 

101 

103 

101 

101     951....      91.5' 
751     671 ... .      67.  7 

•  (  Minimum 

69 

71 

69 

63 

55 

64      o; 

7(1 

68 

68 

65 

69 

68 

69 

6(1 

58 

59 

66 

To 

74 

74     72 

77 

71 

71 

73 

StJaitanburg  '^i 

)  Maxinnun  . . . 

97 

95 

90 

95 

96 

69 

88 

98 

99 

96 

101 

99 

97 

95 

96 

84 

79 

66 

85 

94 

98 

97 

ICO   102 

105 

101 

im 

101 

981     97'...,      94.0 

(  Mininnnn, . . . 

67 

70 

68 

70 

68 

65 

64 

64 

64 

m. 

69 

74 

70 

70; 

71 

72 

62 

59 

56 

62 

7(. 

70 

72      70 

73!     73 

70 

74 

72      68....  1     68.1 

Trenton    

)  .\hiximum  . . . 

91 

96 

89 

92 

93 

8(i 

91 

99 

102 

95 

IOC 

100 

97 

100! 

102 

84 

83 

70 

87 

92 

92 

98 

ICO    103 

1061     99 

97 

98 

99 

100....  1    94.5 

'  Mininnnn. . . . 

67 

62 

67 

67 

71 

68 

66 

66 

72 

69' 

69 

-') 

70 

83 

.S4 

11 

70 

50 

59 

74 

74 

71 

83     83 

84;     84 

74 

76 

70 

72....      71.6; 

Winnsboro 

)  Maximum  . . . 

86 

86 

90 

92 

91 

72 

80,     92 

94 

97! 

99 

97] 

93 

'.12: 

91 

75 

68 

82 

90 

95 

94 

98,  100 

1001     94 

971 

97' 

98 

95  .... ;     90. 4  ; 

(  >Iinimum 

66 

68 

68 

68 

69 

65 

64,     68 

68 

74' 

70 

72! 

(iO 

69i 

72 

69 

60 

68 

58 

67 

75 

72 

74'     78 

78|     71 

72 

76; 

781     72;....!     69.7! 

Wint'irop  College  . . 

)  Maximum  ... 

88 

98 

92 

94 

90 

93 

9(il     95 

«', 

95i 

99 

99' 

85 

98, 

96 

83 

82 

75! 

85,     92 

98 

100;  103;  106 

104    103 

96 

100| 

101:  101!....'    94.61 

(  Minimum 

66 

70 

68 

67 

69 

63 

64 

67 

^'i 

70^ 

72 

74i 

7(' 

681 

69 

70 

59, 

57: 

CO, 

661 

72 

73 

75,     73 

74 

66; 

66 

1 

75 

73 

70 

68.8 

".  b.  c,  eto..  indieatp  vespec-tively  1,  2,  3,  etc..  days  missing  frtnn  record.    $^  Instruments  are  read  in  the  mm-ning:  tlie  niaximnni  temperature  then  read  is  charged  to  the 
preceding  day.  un  wliich  it  almost  always  occurs. 
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MISCELLANEOUS    PHENOMENA. 

(  Covtiintcdfrom  page  .'p>.) 

Thur^rUrstorin-'i  ( I>at('.-<)  .-A'lkcu,  2<S;  Beaufort,  1,  2.5.  15.28; 
Blackvillr,  14.  2('),  30;  B.Avman,  5.  7,  0.  18,  14.  15,  18,  2('):  ; 
Catawlia,  25;  Charloslon,  1,  2,  5,  7,  !),  18,  14.  15,  Ui,  IS,  20,  | 
80;  Clioraw,  1.  5,  12,  2(1,  2cS;  Colimilna.  1,  5,  9,  11,  12,  18,  14.  | 
15,  18,  23.  25,  20,  28;  Clai^toii  Shoals,  l*.  27;  (ioorgeto^vn,  i); 
Greenville,  5,  9,  12.  15.  20;  Liberty,  5.  !),  10.  11,  18,  14,  IS,  ^ 
21,  25,  26;  Monetta,  10,  12,  15,  16,  25,  2S;  Ncwherry,  5,  12,  | 
18,  14,  16,  18,  26,  28;  Kiiiiini,  18,  14,  25;  Santuck,  5,  9,  12,  | 
15,  26,  27;  Spartanburg,  9;  Sunimerville,  2,  5,  7,  9,  18,  14,  18,  \ 
26,  30;  Trenton,  5,  6,  9,  10,  12,  13,  14.  15,  18,  25,  26,  28.        i 

Lightning,  Damage.  — On  12th,  two  mule.-*  were  killed  and  a. 
barn  was  burned   by  lightning  near  Simpsonville.      On  15th,  a 
dwelling  house  was  destroyed  and  one  man  was  struek  by  light- 
ning at  Travelers'  Best. 

Errata    May,  1914. 

Heath  Springs.-  Moiin  tpmperaturn.  pat;f  36,  .-lioulci  hi'  liS.S:  incau  nuiximur.i  ti'iii- 
perature,  page  38,  should  bp  82.6. 

Yemasspe.— Mean  tomporatuip,  pagi!  M,  should  1»' 71.0;  nioaii  iiiaxanuia  toiiuipra- 
ture,  page  38i.5hould  bp  3G. 2. 


COMPARATIVE  DATA  PCE  OCNE. 


Year. 


Temperature. 


1887 

77.9 

188S 

78.1 

1889 

74.4 

1890 

80.  9 

1891 

79.3 

1892 

75.1 

1893 

76.5 

1894 

77.0 

1895 

78.2 

]89fi 

77.9 

1897 

79.2 

1898 

79.7 

1899 

79.4 

VM) 

76.2 

19J1 

76.7 

19;V2 

78.5 

1903 

74.2 

1904       

77.0 

1906 

78.  9 

190() 

78.4 

1907 

75.8 

1908 

76,6 

1909       

79.2 

1910 

75.5 

1911 

80.9 

1912 

75.5 

1913 

76.2 

1914 

81.1 

Averages  . 


10 

9  1 

7 

5  ' 

14 

10 

8 

9 

13 

5 

13 

4 

14 

tt 

U 

9 

12 

4 

7 

10 

9 

6 

12 

* 

11 

' 

MISCELLANEOUS  DATA  FOR  JUNE.  1914. 


Teinpevaturc,  de-     I'reeipila- 
ffrees  Kalir.        iti()ii,ii)e!ies. 


Slatioii: 


.Vsheville,  X.C ,  30,03 

AuRiista.  (ia '  .30.02 

Charle.slon.  S .  C ,  30. 02 

Charlotte.  N.  C !  30.02 

Columbia,  S.  (• 30.02 

Sava  1 1  iiah ,  Oa ;  30. 03 

Wilmiustou.  N.C...'  30.03 

Averages i  30,02 


Wiiid. 


r  i    ;  "I- 


ij     . 

y     , 

2 

o?; 

s 

—  i? 

lllll 

73.1 

92 

51 

5.  ;m 

1.7S 

316.5 

76 

5.7    11  \V. 

82.  6 

104  1 

62 

i.;i 

1,(1(1 

.324.  0 

66 

5.9    s. 

80.6 

101 

66 

4.  33 

1.68 

331.4 

79 

9.9    s. 

79.8 

UK  , 

57 

•2. 12 

0.<f2 

317.  5 

68 

5.9   ne. 

80.5 

103  ! 

60 

6.31 

2.  67 

265.  9 

70 

6.7  Isw. 

81.6 

101   i 

65 

4.27 

1.05 

230.5 

,S() 

10.0    sw. 

78.0  ; 

98  ■ 

60 

1.13 

0.46 

2S2. 5 

79 

7.S    sw. 

79.5 

io-!»: 

Ola 

3,60 

2.67l> 

295.5 

74 

7.4  iSW. 

XtrellK 

i<_ 

i>  GrpatP>t . 

■  C     JTAGit 
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SOUTH   CflP^OLilNfl   SECTIOfJ. 
RICHARD  H.  SULLIVAN,  Section  Director.. 


Vol.  XVII. 


Columbia,  S.  C,  July,  1914. 


No. 


GENERAL  SUMMARY. 

Thermal  conditions  ranjiied  near  tl!(>  s(>asonal  average  during 
.luly,  except  excessive  lieat  througliout  tlie  section  l)(>t\veen  tlie 
23(1  and  27th  and  abnormally  cool  weather  at  tlie  close  of  the 
mcHith.  The  precipitati(»ii  was  somewliat  below  the  normal  and 
only  fairly  distrilmted  as  to  area. 

A  marked  improvement  in  crop  conditions  attended  tlie  gen- 
us rains  of  tlio  first  decade.  Tobacco,  which  had  deteriorated 
under  stress  of  excessive  heat  in  -lune,  siiowed  recovery  to  nearly 
normal  prospects.  Cotton  continued  from  good  to  e.xcellent, 
with  comparativel}'  few  areas  of  yellow  plants.  Corn  improved 
rapidly,  Init  in  some  Melds  the  ears  did  not  develop  as  well  as 
desi  red . 

The  tith  and  7th  of  .Inly  were  mai'ked  l)y  proljalily  the  most 
extensive  and  destructive  thunder-showers  and  hail-storms  tliat 
ever  visited  the  plantations  of  Sovith  Carolina,  entailing  a  loss 
approximated  at  S95o, ()(*()  on  crops  of  51 ,000  acres  in  Anderson, 
I^aiu'cns,  Spartanburg,  Cherokee  and  York  counties.  Of  this 
amount,  York  county  is  estimated  to  have  lost  $730,000  on 
about  40,000  acres,  tlie  hail  belt  end)racing  an  area  of  5  l)y  25 
miles,  with  center  of  greatest  energy  to  the  northward  of  Kock 
Hill.     Particulars  of  these  storms  are  discussed  on  another  page. 

Succeeding  sl-.owers  towards  the  middle  of  the  month  further 
improved  staple  crops,  except  in  some  of  the  eastern  comities 
and  a  few  other  small  areas,  wliere  the  rainfall  Mas  still  deficient. 
During  the  earl^'part  of  the  last  decade,  however,  drouglity  con- 
ditions and  excessive  heat  materiall}'  cliecked  growth  and  caused 
considerable  deterioration  in  sections  already  under  dry  weather 
intluences.  Much  old  coi-n  was  damaged  l)eyond  recovery,  and 
the  area  of  yellow  cotton  jilants  increased,  althougli  the  latter  crop 
as  a  wiiole  was  in  veiy  gviod  cniidition  at  the  close  of  tlie  niontli. 
The  army  worm  appeared  in  the  forage  crops  cfCiiaiieston  County 
during  the  last  decade,  causing  consideralde  damage.  Plentiful 
rn'.Kv.pie  nec.'l''d  througliout  the  section  at  theelose  nf  theme  nth. 


PRESSURE. 

The  mean  sea-level  jiressure.  determined  from  reports  of  7 
regular  Weather  lUireau  stations  in  and  surrounding  tlie  section, 
was  30.02  indies.  The  iiigiie^t  pressure  in  tlie  district  covered 
was  30.28  iiioh.es  at  Asheville,  N.  C,  on  the  23d;  lowest,  29.80 
inclies  at  Wilmington,  N.  C,  en  the  28tli.  Tlu"  range  of  [ires- 
.sure  in  the  section  proj^er  was  from  30.25  inches  on  the  23d 
dnxvn  to  90, s-,  ,,„  th.e  28tli  at  Columbia. 


TEMPERATURE. 


I'he  montlily  mean  for  the  section,  determiiK d  from  rc^ports 
ui  39  .stations,  was  80.0  degrees,  or  0.1  degree  above  the  cstal)- 
lislied  normal.  The  highe.-t  temperature  was  107  degrees  at 
Winthrop  College^,  JJock  Hi!!,  York  County,  on  the  25th  and 
•K'Ah  and  at  Hlackvilh-,  Ikrnwell  County,"  on  tlie  2()th.  The 
warmest  jx-riod  was  from  the  23d  to  the  27th,  when  tempera- 
tures of  100  to  107  degrees  were  recorded  generally,  especially 
on  the  25th  and  2()th.  The  lowest  temperature  was  53  degrees 
at  Conway,  Horry  ('ounty,  on  the  22d.  The  coolest  periods  of 
the  month  wer(>  a<  fol]ov>'s:  Ka.'^tern  portion,  21st  to  23d  and 
oOth  to  31st;   v,e.4orn  iiortion,  30th  to  31st. 


was  as  follow:  8  a.  m.,  80  per  cent.;  8  p.  m.,  70per  cent.  The 
highest  average  percentages  occurred  in  the  extreme  eastern, 
extreme  southern  and  northwestern  portions  of  the  section,  and 
the  lowest,  in  the  region  north  of  a  line  runnmg  from  Charles- 
ton to  Augusta,  Ga. 


PRECIPITATION. 


Tlie  average  for  the  section,  51  stations  reporting,  was  5.16 
inches,  or  0.40  inch  below  the  established  normal.  Showers 
were  most  frequent  during  the  periods,  1st  to  10th,  16th  to  20th 
and  28th  to  30tli.  The  distribution  of  rainfall  was  irregular.  In 
most  of  the  southern  counties  the  monthly  total  amounts  ranged 
from  5  to  over  9  inches,  while  in  the  northwej^tern  and  north- 
eastern counties,  the  amounts  were  gencrallj'  below  3  inches, 
with  less  than  2  inches  in  southern  Florence  County  and  less 
than  1  inch  in  portions  of  Dillon  Covmty.  The  greatest  amount 
localh'  was  i). 90  inches  at  Rimini,  Clarendon  County;  least,  0.78 
inch  at  Dillon,  Dillon  Count}".  The  greatest  24-hovir  amount 
was  3.91  inches  at  Cheraw,  Chesterfield  County,  on  the  4th  and 
5tli.  Th.(>  average  number  of  daj'S  with  0.01  inch  or  more  of 
precijiitation  was  somewhat  below  the  normal. 


WIND. 

The  prevailing  winds  were  from  the  soutliwest.  The  average 
hourly  velocity,  determined  from  7  anemometer  records,  was 
7.0  miles.  The  highest  local  average  velocitj"  in  the  district 
covered  by  re])orts  was  9.9  miles  per  hour  at  Savannah,  Ga.; 
lowest,  5.3  miles  per  hour  at  Augusta,  Ga.  The  highest  velocity 
for  anj"  5-minute  period  was  59  miles  per  hour  from  the  south- 
west at  Columbia  on  the  9th;  lowest  maximum  velocity,  28 
miles  per  hour  from  the  southwest  at  Wilmington,  N.  C,  on 
the  28th;  at  Charleston  the  maximum  velocity  was  38  miles 
\)cr  liour  from  the  soutli  on  the  23d. 


SUNSHINE   AND    CLOUDINESS. 


The  total  hours  of  sunshine,  determined  from  7  automatic 
records,  was  307.2,  or  70  per  cent,  of  the  possible  amount. 
The  average  number  of  clear  days  was  14;  partly-  cloud}*,  13;  and 
cloudy,  4;  as  against  normals  of  12,  12,  and  7  days,  respectively. 


RIVER   CONDITIONS. 


Tile  rivers  of  the  section  continued  at  low  stages  during  the 
month,  exce[)t  a  mo(l(Mate  freshet  in  the  Catawba-^A'ateree  on 
the  8th  and  9t]i,  followed  liy  stages  near  flood  in  the  upper  San- 
tee  from  the  10th  to  the  13th. 


HUMIDITY. 

1  lie  mean   n-lative  humidity,  delermined  from   records  of  7 
rigular  Weather  Bureau  stations  in  and  surrounding  the  seetio.n. 


MISCELLANEOUS    PHENOMENA. 

Eudlnjtuihcx  {Dntca) . — SumuKu-ville,  13,  8:53  p.  m.;  14,  verj'^ 
slight,  2:03  a.  m. 

Fog  (/M/f).— Cheraw,  9. 

Hail  (/A//('.s).— ClenK^on  College,  9,  28;  Liberty,  10;  Rock 
Hill,  6.      (See  special  article  on  another  page). 

Hdlos  {Dr.tes) . — Lunar:  Charleston,  1;  Columbia,  3.  Solar: 
Liberty,  5,  21,  28. 

Tim iiderxtorms  {Dutrx) . — Batesliurg,  7,  11,  29;  Beaufort,  5; 
Blackville,  3,  10,  19;  Bowman,  2,  3,  4,  7,  9,  10,  16,  17,  19.  28, 
29;  Charleston,  2,  3,  4,  5,  7,  10,  11,  i6,  19,  20,  28;  Cheraw,  2, 
4,  7,  16,  28;  Clemson  College,  28;  Columbia,  2,  3,  4,  6,  7,  8,  9, 
11 ,  1 5 ,  1 6 .  1 8 ,  26 ,  28 ;  (ji  aston  Shoal  s ,  1 ,  6 ,  1 2 ,  1 4 ;  G  eorgetown , 
3;  Greenville,  4,  5,  6,  7,  8,  9,  14,  15,  18,  28;  Liberty,  1,  2.  4,  6, 
6,  9.  10,  14,  15,  18,  26:  Little  ?iIountain,  7;  ]\Ionetta,  2,  3,  7,  9, 
11,16,19,28;  Newberry,  2,  7,  15,28;  Rimini,  9,  16;  Winthrop 
College,  Rock  Hill,  6;  Santuck,  4,  5,  7,  9,  15,  28;  Society  Hill. 
2,  28;  Summerville,  I,  2.  3,  10,  15,  16,  17,  19,  28:  Trenton,  2, 
3,5,6,9,  10,15,16,  19,27,28. 

(C-OXTl-NTKn   ox    PAOK  ITFTY-SIX.) 
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Climatolog'ical  Data  for  July,    1914, 
Tempprature.  in  degrco?  Fahr.  I'rccipitiilioii.  in  incln's.  N',iiiil)erol' day? 


()i)>i-rv«is. 


Kastern  Portion. 


.\!leiirt,nle 

KeiiiU'ort 

Blackvillc 

Bouman. 

Chai'k'.-itui 


Choiaw ... 
Conway 

Darlinjilun 

Dilldu 

E(ii>to  IJ.... 


Eillnsjliani. . . 

I'erffiison 

Floreni-e  . .  . 
G"i)rgr<'Vo\vn  , 
Kinjfsiret'  — 


Pinopolis  "    . . 

Rimini 

St.  (ieorpro 

St.  .Matthews.. 
Smith.s -Mills... 


Society  Hill  . 

Sumnierville 
Walterboro.. 
Yeina.-^see 


Barnwell  .. 
lieanfort  .. 
liarnwell... 
OnuiTebiirs 
Charleston 


Cliesterfiel.i 
lloriy  ...... 

r)arliiv,'t(ni  . 

Dillon 

Bamberg  . . . 


Kloreiipo   

Oraimebnrg . 
Kloienee  .... 
(Jeorjjetown  . 
William.sburs 

Berkeley 

Clarendon.. . 
Dorchester  . . 

Calhoun 

Cieorgelowii  . 


DarliiiKton 
Dorchester.. 
Colleton    ... 
Hamirton  .. 


Division  mean.~  and  ex  n-eni.-s 


\i'este>'ii  I'ortion. 


Aiken  

Anderson  

Batesburg 

Blairs  

Calhoun  J^'alls. 


Camden 

Catavsba 

Chappells 

Clemson  College 
Columbia  


Edgefield 

Gaston  Shoals  XX. 

Greenville 

Greenwood 

Heath  Springs. . . 


Liberty 

Little  Mountain . 

-Meriwether  

Monetta 

Newberry 

Pelzer 


-Viken 

Anderson  . 
Lexington. 
Kairiield... 
Abbeville. . 


Ker.'iliaw.. 

York  

Xeu  berry 
Oconee  . . . 
Richland  . 


Edgefield... 
C/ieroUee  .. . 
(ireenville  .. 
Greenwood. 
Lancaster.. . 


Pickens. . . 
Kewberry  . 
Edgelield  , 
.Saluda  .... 
New  berry  , 
.\nderson. 


Saluda 

Santuck 

Spartanburg 

Trenton 

Winiisboro 

Winthrop  College  XX- 


Saluda 

I'nion 

Spartanburg 
E(K'elield.... 
Fairfield  .... 
York 


Division  means  and  exitremes 


186  I  25  I  81.8    +  0.5  104 

21  27  I  so.a'i-  l.l  on 

2'.)r.  '  25     81.3    -  0.4  lliT 

li;i)  11      79.0  t-  1.5  102 

4S  43      81.0    -  0.3  lie. 


144 

24 

25 

28 

175 

18 

TOO 

10 

143 

2fi 

lOfi 

21 

(13 

28 

13fi 

25 

12 

19 

54 

25 

,54 

20 

97 

4 

8^4 
79.9 
80.1 
80.6 


+  0.5 

0.0 

(-0.3 

I-  0.1 


104 
102 
1«6" 
104 


26 
26 
26 
26 


26 
251 
24' 
•26 


80.4 
80.  6 


1.1 
0.8 


80.6 


100 
106 
103 
103 

93 


26 
26 
25 
26 

25 


62 
6(i 
.59 
.59 

69 : 

60  1 

53 ; 

55 

56" 


23  38  I  6.54  ;4    1.11  1.47 

31  22«|  5.99  -   0.09  2.  ,54 

30  35  :  7.  15  -    1.92  1..55 

23  39  7.20  f  1.80  l.:il 

30  19  '  7.14  -  0.12  2.^7 


211' 

22 

31 

30  I 


61  ) 
57  ! 


59 

64  i 


23 
31 


30il  34 
31  I.... 


5.  75 
3.  .55 
i.  04 
0.78 
8.84 

1.35 
5.35 
3.31 
7.40 
4.24 


1  1  II  -f- 

3.91 
0. 99  1 
1.35 
0..58 
1.82 

0 
0 
0 
0 
0 

-  3.28 

-  (1.49 

-  2.  18 
-r  0.65 

-  I.. 50 

0.  ,55 
1.15 
0.  96 
3.  ,55 
1.04 

0 
0 
0 
0 
0 

-  0.33 

1.90 
2.95 

0 
0 

109 

269 

62 

ISO 
75 
69 
24 


527 
7t;4 
656 
293 
508 

222 
562 
402 
8.50 
351 


680 
989 
671 
568 

900 
711 


80.6 
80.0 


0.3 
0.0 


105  i 


59 
59 


6.01 

...i !     9.1.0 

.•JO  34  8.63  +  2.70  3.  "20  I  0 
30  33  5.03  -  (>..55  1.25  I  0 
3.84    -  ^^.21      1.60       0  1 


80.2  j+  0.8  i  105  23 r  56  30  42  4.60  -    1.66  3.00  0 

79.8  I-  0.1  I  100  ,  26  61  ,  30  31  7.76  f  2.51  2.14  !  0 

80.6"i+  0.6  j  102'';  26  61   i  23'  36  6.01  -  0. 70  2.  UO  0 

79.2  I-  1.9  I  101  26  59  I  2:',  38  4.00  -  2.86  1.21  0 


80.2 

-  0.2 

1U7 

26 

53 

■22 

43 

80.4 

-0.9 

ll« 

26 

60 

31 

32 

80.4' 

+  1.4 

H!3 

25 

60 

31 

36' 

78.4 

-  1.4 

101 

26 

5s 

31 

32 

79.  S 

1(^5 

-'■' 



60 

31 

40 

6.  .56 


0.6s      3.91 


4.  .56  1-  0.03 
5.41  ,+  0.43 
8.82  ;+  3. .50 

5.  76  ' 

2.68  -  ^2.73 

2.01  -  3.^28 


7,S.4 
80.2 


400 
502 
850 

536 
512 
875 
620 
.545 
690 


78.2 
79.2 
78.1 

79.6 

.SO.  7 
79.  8 
80.2 
80.8 


-0.1 
-  0.9 


+  1.9 
-0.9 
-2.5 

+  0.6 
+  0.3 
-0.5 

+  0.4' 


9ti 
102 


63, 
61 


31  !  30 

31  1  30 


3.  U5    -    1.28 
4.41     -    1.60 


81.1 
80.7 
79.8 
79.0 
79. 2 
81.4 


1+  0.7 
1+  1.2 
+  0.4 

-  1.5 

-  0.4 
+   1.7 


99 

103 
101 

101 
105 
105 
103 
104 


105  I 
105  i 
105  I 
102 
102 
107 


State  means  and  extre.nies. 


.  .1  79.8    -  0.1       107 
.  .|  80.0    -i-  0.1        107 


25 

26 
26 

27 
26 
26 
26 
26 


•24t' 
•251 
26 
26 

2(;  i 

25 1'; 
•25t 
25+ 


5« 

60 


.58 
61 
62 
56 

56 

53 


31  '  34 

30t  ;!8 
31  '  32 

31     39 

281;  35 

30  !  38 

31  37 
31      40 

I 

30  44 

31  ,  37 
31  \  38 
16+  33 
14  33 

7      1(1 

7'    11 


9.19 
2.75 
3.64 
3.80 

4.46 

2. 24 
3.88 
6. 33 
6.28 
■2.59 
6.92 


-  2.06 

-  1.33 
1+  ('.•23 

-  3.71 

-  0.91 
+   1.58 

-'2.46' 

+  0.62 


1.80 
l.:iS 
3.  36 
1.51 
1.01 

H.52 
2.  30 

1.  30 
1. 11 
1.35 

2.  30 
0.85 
1.00 
1.48 
0.83 

1.02 
1.00 
1.83 
2.34 
0.77 
1.  18 


0 


4.28  +  0.02 
4.32  -  (J.  66 
•2.^27  -  2.21 
7.79  '+  2. -23 
5.  10  -t-  0.  39 
9.03     I-   4. '29 


1.01 

11 

2.10 

7 

0.65 

10 

L24 

11 

L98 

6 

■2,^25 

10 

4.81 
5. 16 


0.  43 
0.  40 


S.  B.  Rouse. 

Miss  Lillian  H.  Rice. 

Mrs.  D.B.. ■Sanders. 

B.  O.  Evans. 

r.  S.  Weather  Bureau. 


■I- 


S       8  !  12 


.1.  H.  Powe. 
Paul  (iuattlebaiun. 
D.  C.  .McCall. 
A.  K.  Howell. 
Nathan  .lenUins. 


9     22 


II.  B.  McCall. 
:ose)>'i  P.  Simons. 
II.  K.Cilbert. 
A.  P.  llaz;ird. 
.\.().  .Mat! hews. 


16  ,  14  1  sw. 
5  ^26  '  0  sw. 
13      15  I     3      . . . 


Miss  E.  P.  Ravenel. 
.    William  B.  Wolfe. 
.    Geo.  N.SnfUiiig,  -M.D. 
.   .1.  s.  Wannamaker. 
.    W.G.Walker.    . 

\ii'\.  T.  Elli.-.on  Simpson. 

Miss  E.  II.  Ga.lsden. 
.1  .1.  A.  W.-tcrberg. 
.!  .1.  (i.  llul>on. 


9      12      14  '     5 


1      sw. 
1 1     w. 


W.  .M,  Brown. 
II.  11.  Russell. 
E.  1.  llile. 
.1.  N.  Owens. 
L.  M.Parker. 


11  \  17 


12       2     se. 


I     ^i 


9  : 


12 ;  3 

5  !     4 


W.  C.  Brown. 

.lames  C.  I'aris. 

.1.  .1.  Murrau. 

Proi.  V.  II.  II.  Calhoun. 

V .  S.  Weather  Bureau. 

'1'.  L.  Tinnuerman. 
Harry  A.  Parshall. 
Spartan  (ioodletle. 
M.  M.  Cal.ioun. 
.1.  Marvin  Bowers. 


8     16 
5  i  23 


28  I     3 
10  >■  '20 


sw. 


9  I  19       3  '  s. 

20  I     9  1     2  i 

4     26       1  ;  sw. 


.John  T.  Bogg--. 

.1.  M.Sease.  .M.  I). 
.    Williams.  Mi<ldletun. 
;  -Uiseph  M.  .iohnson. 

Warren  G.  Pener.ron. 
. ,  .loshua  Y.  .tones. 

Mrs.  F.  v.. I. -Maxwell 

E.  W.  .leter. 
. ,  F.  P.  Robinson. 

C.  A.  Long. 
.:  .1.  W.Seiglcr. 

W.  P.  Goodman. 


3.91 


15  !  13  1     3 
U  I   13       4 


The  departtires  from  the  noi-mal  temperature  and  precipitation  are  comptited  for  such  stations  as  have  tenor  more  years  of  record,  hut  all  complete  reports  are  used  ii 
detemiining  section  or  division  means. 

Reference  letters,  a,  li,  '■,  appearing  in  the  table  indicate  number  of  days  missing:  for  example,  b  represents  two  days  mi.ssing,  etc. 

1  Al.vo  on  other  <lates.  ■• '  Received  too  late  to  be  included  in  means  and  snnnnaries.  *'  Temperature  readings  are  computed  from  observe<l  readings  of  thedry  bulb  :  mean 
are  computed  from  observed  readings.     XX  Postottice  addresses  of  thesw  stalioii*  are  as  folluu*'     Of  Ediito.  Euibree;  of  Gaiton  Slioal.,  GatVnev:  of  Winthrop  College,  Rock  Hill 

T.  Pretipitatiou  i>  less  than  0.01  inch  rain  ur  melted  »nou  . 


■-<'»S'. 


.Inv.    !!IM. 


i-LlMATOLOOlCAF.    DATA:    SOITII    CAROLINA    SKCTION. 
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Daily 

Precipitat 

ion 

for  July, 

1914. 

\Val."r>he(l. 

Day  of  month. 

Slaliiins. 

^   ,   '^ 

3 

4156 

!       1       1       1       1       1       :             :       1       ;       '       !             ■ 

7    ;    S    !    9   .  10  '  11  !  12     13  !  14  !  15  !  16  '  17  1  18  .  19  1  20  '  21      22     23     24     25 

1         '         ■■         ■         i         1         '         :         '         1         1         '         '         : 

1 

26  '  27 

28  j  29 

30 

31 

03 

K'lflfi'ii  Pm-tion. 

A11«'Iu1hU'    II 

H.-iiufort 

lllilrkvilU'li    

..    Savannah 

..    Coast 

.  .1  Edisto 

..     ,    .   ilo 

05i              17 

I 

i    1 

1    1 

1.00  1.00      -  -    .98 

i.'i5 

.92   .26 

' 

i                 i 

;    .06 

! 

.51  1.47 

i  • 

.65 

....1  .17 

6  54 

.  -3'. . . . 
.24[.... 

1.31 

T    t  .  16 

....;  .17 

.20 
.L-5 

2.  7^ 

..34 
T. 
.55 
T. 
1.07 

.55 
.22 

.fJO 

T. 

..30 

.43 
■'  311 

2. 21.  .... 

1.5.5  1.00 

.47   T. 

2.24    .35 

....'3.91 
.99   .45 

15 

.  03  . . . . 

T.     T.  !  .321.... 

9  ,54 

5  99 

'tV 

.50 
.41 
.02 

T. 

.36 

i.62 
.72 

.16 
.75 
.10 

i.'82 

T. 

'.'io 

T 

.45 

.50.  ...|....|  .80 
1.03i....j....i  .45 

.40: 

'.'30|!!!!  '.'.'.. 

! 

. .  .  . 

;!!! 

.... 

.70 
.21 

.64 
.24 
T. 

44 

T.  '  T. 

7.15 
7.20 

ChiirU'Ston  ♦" 

Clii'raw  11  : 

(.'oiuyay  "J.. 

. .    Coast 

.  .|  I'l'dce 

.  .1  Waccaniau  .. . 
;  I'eilee 

.01    .18 

.67 

.18 
.15 
.80 

. . . . 

T. 

7.14 
5  75 

T. 

.79 

....!.... 



49 

3.55 

95 

.04 

1.35 
.14 

i.'is 

;V,5,^ 

.20 

3.04 

Pillnll 

IClisto  nil  

Efliir-'^iam  Jir. 

F<>n.'iisoii  !,l, 

MiirciiC'c;!!! 

^;pllWto\vn 

Kiii!?>tn'c  III 

T»i<Kiiioli.<  

..    ]-ittle  Pedee  .. 
. .    K(li.<to 

.  .1  Lyne!ios 

..    Sanlce 

..|  I'edee 

..1  Coa.st 

..    Ulack 

..    Cooper 

i.'so 

.5.8 

.22 

T. 

t.     T. 

.03 

'.'75 
.54 

0  78 

....!  .40 

T.  2.01 
...      .62 
T.      .70 
.95   T. 
1.04    .83 

1.90.... 

1.80  1.64 
.  52  I.  30 
.404.25 

1.60|  .40 

3  001 

1.21 
T. 

.26 

'.'16 
.96 

T. 

T. 

.31 

1.58 

T. 

.45 

.20 

.03 

.92 

2."  66 

80 

1.10|.... 

! 

'.'65;'.!!! 
1 

't.' 

.48 

.35 
.3f 

8.84 

1.35 
5.35 
3.31 
7  40 

.04    .80 

'.'63 

'".03 
'.'36 

.... 
■.'65 

.70 
T 

.63 

.20 

.  16; . . . . 

1 

.38   .10 

.33 

.12 
.23 
.20 
.27 

.60 



4.  24 
F  01 

>  45 

1 

.20            .10 



.65 
.9(1 

9C 

9.  90 

.iwl!'! 

.,t;Mn\-s''l| 

. .    l-Mislo 

. 12  . . . . 

1.55 
.14 
.08 

.'76 
.41 
.08 

3. 2(1 

1.20 

.85 

•■■•!:::: 

— 

....i  .23 
1 

.28 



.30 
.57 
.03 

.... 

8.63 
5.03 

-i,llli.^  Mills  nil 

Sooicty  Hill  r,|l 

s^iiinmcrvilU! 

. .    Pedee 

..' do 

..    .\shloy 

.l.-S    .47 
.01    .14 
....    .05 
.21  .... 

i 

....!....!  .33 

i 

50 

3.84 

05 

i , 

1        ■        1 

.90 
.49 
.42 

i.'ofe 
.oe: 
34 

.03 

4  60 

.59|  .04 

2.00i  .05 

.e.")  1.21 

.  85  . . . . 
1.38   .03 
....:  .23 
....4.51 
12 

.08    .06 
....  1.09 

....'  .15 
1.08   .38 
.  04  . . . . 

2.30   .25 
T.  '  T. 

83 

42 

....1  .78 

".W.... 



T. 
T. 

2.14 

1.74 

.85 

. . . . 

.  13!  .06   .56 

.06 
.28 

i.'75 
"36 

j [ 

7.76 



.... 
.08 

.70 
.9b 

.95 
.». 

.... 

.02'  .76.  ...i  .06 

.16 

6.01 

Yuma-st'o!'!!! 

HV.«/mi   Portion. 

Aiken 

.\ii<l(»rson 

Uil<->burg,lii 

hl!iii-s;;'| 

Calhoun  I'silL-^  1,"  — 

Oamiliii    

CaUiwba      

chapiK'U.-.  Ill 

('liiiiMiii  ('ollpjfe 

. .'  Combahee  .... 
Kdi-to 

.22 

05 

4.00 

■23 

.70 

" 

1 
.20!  .11 

1 
i 



'.'33 
T. 

.52 

1.80 
1.20 

.ic 

.05 

4.56 

. .    .Savannali 

..    Kdi>lo 

..    livoad 

. .    Savannah  .... 

..    Waterc.. 

. .    Cata\\l)a   

..    SaUala  

. .    Savannah 

.08'  .12 

.'.'..  '.'ii 
....!. 12 

40 

....    .82 

1 

.34 

1.04 
.29 
1.01 

.17 
.10 
.10 

.... 

.'ih 

'.'■24 

i.'ii 

.17 

'.'si 
'tV 

.84 

".a 

.57    .15!  .02 

i... 

5.41 

.12 
'.'69 
.52 



3.66 

.28,  .74 
.83   .34 

1  80 

T. 

8.82 

■'66 

'.'64 

........ 

....!.!!. 

.... 

. . . . 

'.'"gi 

'.'22 
i.'4i 

.80 

70 

1.25 
.33 

.46 

5.76 

'    m 



T. 

2.68 

99 

1 
.02   .0.<? 

.03 

.... 

.... 

'.'is 

2.01 

51 

2.30 

i  30 

.osi  .43 

03 

5.75 

.30i  .18.... 

....!  .05   .01 

1  .43 

.... 

.... 

.... 

.23 



2  74 



'.'ot, 
't.' 

.44 



.02 

i.'29 

.34 
.85 
.03 
1.48 
.48 

T. 

.23 

.62 

.70 
.43 

.62 
.13 
,15 
.65 

.35 
l.Ot 
2.25 

....  i-02 

3.95 

13 

1  •>: 

.28   .19 

.03 

60 

.02 

T 

T. 

.01 

1.60 

.20 

1.00 

1.46 

T. 

.40 

.25 
'.'65 

4.41 

IMffclield  !|!j 

. .    Savannah 

. .:  lii'oad 

1.1c 

1.75 

9.19 

....'  .0?, 
....    .31 

....1  .08 
...    '  .83 

.lo    .02 

.01 

I'J 

.51 

T. 

.51 

.13 

OH 

.02 
T. 

.20 

2.75 

cirpfiivillc  111! 

.47 

.07 

.22'  .181....!  .04 

3.64 

(.recinvooci  lill 

lleutli  .Springs 

Libeii  V 

do 

. .]  Waleree 

. . '  Savannali  . 

.12 

03 

I 

3.80 

.75 

.11 

.a 
'.'63 

15 

.54 

i 

.79 

.50 

4,46 

.3( 

'.'24 

.4t 

'tV 

.S3 

T. 

'.'is 

.02 

.06   .14 

.  02  1. 02 

'.'12 

T. 

'.'88 '.'96 

T. 

.07 

T. 

T. 
T. 
.75 

'.'14 
.02 

2.24 

I.iul'"  Nlovuitaiii 

Saluda 

1.0( 
T. 

.  :]'.■ 

.68 

.a 

.21      .50:..--i.-.- 

3.88 

N[enw(-t.ier 

. .    Savannah 

..     i;di^lo 

Sahida 

1.83  .... 
.27  .... 

T. 

.15;  .04 
.25,  .70 
.401  .04 

.181  .62 

T. 
.01 
.02 

.10 

T. 
01 

1.10 
2.34 

.77 

i.'oi 
2.10 

1.18 

'.'6i 

6.33 
6.28 

\e\\  berry 

.10 

1 
.   ..]  .32 

'.'39  '.'i» 

....;  .15 

1.24  .... 

.48 
.44 
T. 

T. 

.75 

.... 

1.32 

■f.' 
T. 

.64 

.10 

2.00 

.01 
'.'is 

.45 
.03 

T. 



19 

! 

2.69 

Pelzerllll 

do       

.40 
.10 

.041  T. 

1 

.26 

1.48 

S.92 

Salmla 

do 

.48 



.07 

.77,  .71 
.751  T. 

. 

....j.... 

.11 
'.'is 

4.28 

."^aniufk 

IJroai) 

2<. 

...:■  .06 

....!  .85 
.  75  1 .  iiS 

T. 

T. 

..I""!"': 

T. 

".46 

.87 

'.'22 

T. 
.12 

4.32 

Spartanburg  'Ijj 

..'          do 

.20 

T.  !  .40:  T.  ,  .62 

.... 

T 

.... 

2.27 

Trenton 

..'  Kiii.sto 

98 

.66 

.06 



7.79 

Winuiboro 

..I  Broad 

.52 

5.10 

.65 

.51 

.55   .15 

.40 

1.30 

9.03 

IIII  Precipitation  mpasined  in  tlic  morning:  amount  then  reeorded  is  for  the  precedinR-24  hours.    Exeept  as  otherwise  indicated  observations  are  generally  made  late  in  the 
afternoon,  near  >ujiSit.  anrl  pr^'ciiiitation  rec.  11  ded  is  for  li.e  2lli()urs  ending  at  the  time  of  observation,    *  Precipitation  included  in  the  next  following  measurement. 
'  *  *  Keifular  Wciithcr  liurcau  station  :  pri'cipitalion  is  for  iUi-  24  hour  period,  midnislit  to  midinifhl. 
*  S.'parate  .lates  (jf  falls  not  i.^CDi-dcd.     T.  Trace  or  less  than  U.ni  inch. 
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CLIMATOLOGICAL     DATA:    SOUTH    CAROLINA    SECTION. 


July,   IIM 


Daily  Temperatures  for  July,  1914. 


Stations. 


Eastern  Pcyrtion. 


Allendalp^?  .... 

Beaufort 

Black  villC^S.... 

Bowman 

Charleston 

Cheraw  % 

Conway  54 

Darlington  %. . 

Dillon 

Ferausou  <yi  ... 

Florence  ^^§ 

Georgetown  . . . 
KingstrecJ?... 
St.  George  W.. 
St.  Matthews  55 

Society  Hill  55. 
SummervlUe  . . 
Walterboro  — 
Yemassee  55  . .  • 


)  Maximum  .. 
(  Minimum.., 
)  .Maximum  . , 
(  Minimum... 
j  Nlaximuni . 
\  Minimum., 
i  Maximum  . 
I  Minimum.. 
S  Maximum  . 
i  Minimum.. 

(  Maximum  . 

'  (  Minimum. . 

\  JIaxiiMum  . 

■  (  Minimum. , 
*  Maximum  . 

•  )  Minimum.. 
S  .Vhixinuim  . 

■  (  Minhnum. . 
)  Maxinnim  . 

■  (  Minimum.. 

S  Maximum  . 

■  )  Mininmm. . 
>  Maxinuun  . 

•  (  Minimum.. 
)  Maximmn  . 

■  (  Minimum. . 
)  Maxinunn  . 

•  (  Miuinunn.. 
1  Maximum  . 

■  i  Minimum. . 

j  Maximum  . 
)  Minimum.. 
)  Maximum  . 

•  (  Minimum., 
j  Maxinunn  . 

"  (  JUnimuni. . 
j  Maxinunn  . 

■  )  Miuinunn.. 


li'es/era  Portion. 


Aiken  

Anderson 

Batesburg55 

Camclen55 

Clemson  CoUouc  . 

Columbia. . . 

Greenville  55 

Greenwood  55 

Heath  Springs  — 
Liberty 

Little  Mountain  ... 

Merivetlier 

Monctta 

Newberry 

Saluda 

Santuck  

Spartanburg  55 — 

Trenton 

Winnsboro 

Winthrop  College  . 


)  Maxinunn  . 
1  Minimum. . 
i  Maximum  . 
I  Mininunn.. 
)  Maxinunn  . 
(  Minimum. . 
)  Maxinunn  . 
(  Mininunn. . 

*  >laxinunn  . 

*  Miuinunn.. 

\  Maximum  . 

(  Jvliuimum. . 
J  Maxinunn  . 
(  Mininunn. . 
)  TiSaximum  . 
'  (  Jiininunn. . 
)  Maximum  . 

■  I  Minimum. . 
(  Maximum  . 

■  i  Minimum. . 

)  Jlaximnm  . 

■  (  -Minimum.. 
\  Maximum  . 

■  )  Mininunn. . 
)  .Maxinunn  . 

•  '  Mininunn. . 
\  Maxinunn  . 

■  *  Mininunn. . 
1  Maximum  . 

■  )  Minimum.. 

S  Maximum  . 

■  (  Mininunn. . 
)  Maximum  . 

■  (  Minimum. . 
j  ^h^xinunn  . 

■  (  Minimum. . 
(  .Maxinunn  . 

■  (  -Miiiinuim. , 
)  Maxinunn  . 

■  /  Mininunn. . 


4       5 


10    n 


i)-i  98 

67  (17 

f>»l  (IB 

95;  94 

661  68 


86 
69l  71 
86|  88 
69l  69 
85  85 
69      69 


95 
71 
94 
71 
95 
69;  6' 
80l  82 
7!  70 
89  SK) 
72      70 


85  8« 
70  65 
92     90 


90  gr 

65  65 

89j  »<.: 

m  68 

89'  iU 

67i  68 

8'Ji  BO 

63  65 


86 
62 

ss 

6-11 
84, 
66|  62 
87|  «5l 
72;  ()7' 
Srt     s;i' 


82     86 


92(    82 


99  91 

671  67 

97  87 

68|  70 

93|  93 
67 


95 


88   85 
75  63 


13  I  14  ■  15  i  16  '  17  I  18  I  19  '  20  ,  21  i  22 


23 


24  25 


26  27  28  29  I  30  I  31  ;  M. 


92  9\\    98  94  93 
67i  70  74  75 
92  94  98  96 


92!  941  Vm 

681  69;  72 

92!  ys  97 

69  6S|  70 

89  9-1  95;  96 

67  68  72  74 


90  95 
75| 
95  93 

73 


99  99  96 

69  70  72 

89i  921  94 

70'  70i  72 

901  94 

69i  (i9 

W)i  94| 

65]  64! 


96;  95 


94 
68 

92 
65 
92 
66 
91 
70 
85 
66 

91 

65 

84 
66 
88 
6,S 
881 
671 
89 
67 

8'.! 
70 
96 
69 
93 
69 
93i 
69i 
951 
67 

90 
66 
82 
65 
90 
67 
921 
70i 
90 
67 


69 


93 


97 


66|  7C] 
87  91 
6S|  68| 
I  i 
90|  9o| 
701  71 
91' 
62 
91i 
67 
S8 
6' 


97  91; 

68  73| 

96  971 

921  90 

69|  76 

I 

96!  93 

75!  76 


94 

671 
95 
70 
94 
68 
94  95 
67     6h! 


97! 
70 
99 
69 
9(i 

6i; 

95;   110!  102 

69i     69'  73' 

951   100  101 

671 ... .  73 


93 


89  i  90 

69|  (i8i 

92i  S'.' 

73  73 

83  83 

V2  73 


89 

73 

85 

67     66 


90 

86 

69 

69 

88 

8( 

72 

7( 

85 

h,s 

67 

70 

95      92| 

75l    70: 
96)     93: 


71 
90; 

94 

"1 
92, 
701 


gr.!    901  88 

74;     69,  70 

95     891  86 

70l     67!  69 

931    90  83 

72'     69  Oil 

881  89: 

70l  6fi 


92; 
62! 


96!   102;     99.     95;     89 
71!     73i     73'     70     70 


89 
73 
92 

'87 

71' i 

I 

72 

90 
7(i 
8S 
70 
92 
71 
90 
71 
90 
70 

9-: 

7U! 
'.Ml 
74 

88; 

74I 

741 
90 
63 

91 
73 
94 

1^\ 
72 
90 
72! 
100' 
73 


891 
67j 
83 
74 
92 
65 
90 
65 
82 
72 

91 

60 
87 

64  5S 

99  100 

591  60 

91;  96 

59;  61 

89'  93 

67;  60 


102;  104! 

73l  75; 

92,  96  91]     92|  \r. 

75i  75  781     71  72; 

102'  107|  H12I  101  8Si 

7''  71  T:'.      7J  6> 


95      9;) 
62'     69 

>*' 

69 

95'  10(1 

(;2|     6^ 

9(i 

59     I 

86 


101  10:'.,  IIM; 
63i  65  70;  74 
94     9i.    1021  102| 

101;   1" 

6(;|      - 


9S!   lOlPi     SC 
74'     731 


85 


7(il  62 
82 
68 
8' 
59 
85 


86 
64I 
82! 
661 
87| 
611 
83i 


68l  66, 

81  8li 

09  70 

801  84; 


7-i.  1 
01,6 


98    lOOl     V5| 
70      71      71 


901  94  95  103  105  106  U!2| 
6;V  I  «'.i:  67!  6S  70|  721 
K^  :>■    103    10(i    100| 


9<i 
64, 
91i 
651 
87! 
06, 
i 
9*! 
65i 
871 
661 


9(1 
67 

94j 

'871 
651 
91! 


9.1'  99 

601  67 

93  100 

63!  70 


99!  105'  105!  105    10 


5S'    <>S'     6-!]     ("J 


9;; 

9^l 

'91  ' 
66 
96 


90;    9-1 


9X1     99    1(11, 
68      (i9 


95  1(1  1 

65  (,;,! 

110'  1(1-' 

....j  67: 

92;  9-.  I 

60,  6,-ii 

9!li  97: 


971 
721 
99! 

■''i 
98i 


98| 
731 
95i 
73| 
96 

I 


9f| 
72j 

9S 

96 

'98 
7:i 
9' 
72 
98 
73 

85 
69 
94 
73 
95 
72 
96 
70 


62 

85 

69 

88 

71 

84 
7C,  56 
S4'  83 
72!    02 

i 
8H     89 
701    59     57; 


60 
83, 
58' 
86! 
551 
86 
58, 
841 

"1 
90 


881    86 


861    85 
7t)l    59 


83j 
si! 

59i 


85, 

86 

87: 

701 

59 

62 

S3, 

83 

84, 

69 

59 

60! 

1 

85- 

87 

88 

57! 

56 

57 

83j 

84 

82 

^' 

61 

63 

86] 

85 

851 

71  61  63 
86!  .Sri  8Bi 
70     60     61) 


70 

71 

66| 

(54; 

6^1 

88 

85 

9(1 

9l'l  9;; 

6-1 

70 

6t 

65'  C4 

1 

8S 

89 

93 

92  100 

72 

(is 

68 

67  7( 

90 

SS 

"< 

95  s; 

7( 

62 

(.0 

6i  6:1 

H5 

K7 

S3 

,  9.1 

91 1 

7(' 

C'S 

Ui 

66 

(.'.{ 

86 

88 

91 

96 

99 

(W 

63 

66 

67 

70 

89 

89 

95 

95 

99 

71 

64 

(>4 

64 

61 

»i 

91 

96 

96 

101 

70 

68 

68 

7(1 

7(' 

8S 

91 

95 

97 

W\ 

69 

64 

63 

63 

C-o 

87 

88 

93 

94 

99 

71 

74 

64 

65 

«« 

8i, 

9i 

95 

96 

W2 

7! 

61) 

Cc 

64 

65 

95 

95 

103 

1(>3 

105 

61 

61 

t»-J 

61 

9(' 

94 

9,-. 

100 

103 

((I 

6:> 

ti'.i 

(;'.) 

69 

91 

9;i 

9'.i 

Hid 

101 

(>;. 

62 

C4 

ti;! 

63 

8-, 

9( 

9. 

9;j 

96 

7( 

(ii 

66 

()6 

69 

«.■ 

i'4 

91. 

95 

98 

':'. 

(■.'. 

(.'■. 

67 

67 

9-.' 

91 

Id:-' 

101 

K',) 

6( 

6,' 

1 

iu 

68 

67 

0 

10" 

(i-. 

i'4 

64 

100 
71 

'.I'.; 

67 
10(1 

69 
10(' 

7(1 
10( 

6! 

103 
7( 
10:: 

o: 
ii.n 

61 
idi 

61 
103 
61 

105 
69 

10:; 
6' 
9' 

7; 

100 
69 


74 
U,2 

101 
71 

105 
(.5 

70 

102 

7: 

9' 

OS 
1(13 

7t 
101 

71 


IfCi 

"i; 

98; 
C'jl 
Kill 
7C| 

9;< 

71 

68 
73 
96 

7(.| 
991 

''ll 
10(1 
71 


97  S3 

69i  68 

941  S3 

68!  fiS! 

»;i  82' 

70  67 
S4; 

92i  81 1 

72,  67, 

95!  83 

70  70 

9s!  S7i 

7*,  66' 

98,  82i 


^ 


IOC    101 

68    m 


S3;  8:51 

62  6('l 

Sll  Sal 

64  60' 
83 
62 
83 

61'  (I 

811  79j 

651  03 

821  84 

6il  61 

8(il  82 

60i  58 

78!  80 

60  6(1 

83  75 

60|  56 

82  86] 


68     66,    63     60 


90; 
6(1! 
100  . 
701. 
961 

/^l 
98) 

7(1' 

100; 

70j 

971 

osl 

92i 
72 

9:i| 
68 
8(1; 
70; 
951 
6t:! 


SS  86 

6O1  62 

...  1  SB 

. . .  i  60 

821  84 

70,  62 


86 
62 
86 
62 
821 
601 


S4i    84;    8f. 

^ri       an       ui 


69l      60 

94     85 
C9i    57 


83  84 

66!  (50 

85,  82 

66l  61 

83|  81 

6*  61 

751  80|     82 

68'  70i    72 

81'  87!    81 

()6i  02;    581 


«.  I),  c,  etc..  indicate  rc.spi»ctively  1.  2.  3,  etc..  day: 
preceding  day,  on  which  it  almo.'it  always  occurs. 


mis.-iu?  Irniu  record.    ^VS  Instruments  avi' 


,1  ii,  ihr.  iiKirniiiK;  tin-  m;iximum  leiapcra 


lure  then  rea<l  is  charged  U 
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July,  1914. 


MISCELLANEOUS  PHENOMNA.-Coiitiimed. 
(CONTINUED  FKOJI  PAGE  FIFTY-ONE.) 

lightning,  Deatlis  and  Damage. — At  Greenville  on  the  9th,  a 
negro  was  killed  by  lightning  during  a  thunderstorm;  on  the 
28th,  a  young  lady  and  a  negro  were  terribly  shocked  by  light- 
ning, and  100  telephones  were  put  out  of  order. 

Rainbow  (Date). — Columbia,  16. 


DESTRtrCTIVE  HAILSTORMS  ON  JULY  6-7,    1914. 

Probaljly  the  most  extensive  series  of  disastrous  thunder- 
showers  and  hailstorms  that  ever  visited  the  plantations  of 
South  Carolina  occurred  in  the  upper  Piedmont  of  the  State  on 
Julj'  6-7,  1914.  These  disturbances  were  incident  to  a  moder- 
ate barometric  depression  that  appeared  off  the  south  Atlantic 
coast  during  the  night  of  July  45,  and  disappeared  over  the 
the  Gulf  of  St.  Lawrence  l)y  the  morning  of  the  9th. 

The  series  of  hailstorms  appear  to  have  l)egun  over  Anderson 
and  Newl)erry  C(umties;  the  centers  of  disturl)ances  then  ad- 
vanced northward  over  Laurens  and  S[)artanljurg  counties  and 
eastward  over  Cherokee  County,  culminating  in  extreme  violence 
over  an  extensive  area  of  York  Count j',  estimated  at  80  to  100 
square  miles,  of  which  approximately  one-half  was  planted  to 
staple  crops.  In  the  latter  section  the  fall  of  hail  continued 
about  one-half  hour,  wliile  in  other  portions  of  the  stricken  dis- 
tricts the  time  limit  ranged  from  10  to  20  juinutes. 

The  damage  was  caus(>d  principally  by  immense  quantities  of 
of  hailstones  al)out  the  size  of  ordinary  marbles.  In  Cherokee 
County  there  were  many  stones  the  size  of  guinea  eggs,  while  in 
Spartanburg  County  some  stones  as  large  as  goose  eggs  were  re- 
ported. It  might  be  well  to  remark,  however,  that  such  sizes 
as  the  latter  are  verj''  lare.  The  writer  some  years  ago  was  able 
to  obtain  a  number  of  immense  hailstones  from  two  violent 
storms  that  occurred  in  another  part  of  the  country,  and  the 
measurements  of  the  two  laigest  of  these  ranged  from  9.25  to 
9.50  inches  in  circunjfcrence.  Such  stones  fall  ratlier  loosely, 
or  only  here  and  there  in  widely  scattered  areas;  tlieir  construc- 
tion shows  much  more  snow  and  considerably  less  ice  than  those 
of  the  smaller  round,  gnarled  tj'pes,  and  the  damage  is  never  so 
great  from  these  as  from  the  smaller  sizes,  which  often  fall  in 
countless  numbers.  In  York  County,  in  the  heavy  wash  inci- 
dent to  excessive  rains,  accumlations  of  hailstones  were  noted 
that  measured  in  depth  from  2  to  4  feet  in  some  of  the  pockets, 
and  manj'  banks  of  liail  or  ice  were  still  visible  until  the  late 
afternoon  of  the  7th. 

Before  reaching  the  vicinity  of  greatest  destruction  the  .storms 
seemed  to  dip  and  rise  after  the  manner  of  a  bounding  tornado. 
In  Laurens,  Spartanburg  and  Cherokee  counties  the  paths 
ranged  in  area  from  1  ))y  6  miles  and  2  by  5  miles  to  2  by  8 
miles,  and  the  first-named  county  there  wx^re  two  distinct  hail 
belts  ranging  from  2,600  to  3,500  acres  in  extent.  In  York 
County  the  area  ranged  from  1  1-2  to  5  bj-  25  miles  in  a  ])road 
belt  extending  from  near  Catawba,  S.  C,  to  near  Stanlej',  N.  C. 
The  center  of  maximum  (>Tiergy  appears  to  have  been  a  few  miles 
north  of  Reck  Hill.  In  this  area  the  losses  of  34  planters  are 
estimated  at  94  per  cent  of  the  planted  crops,  while  in  adjoin- 
ing areas  the  losses  taper  oft"  to  90  per  cent  and  thence  down  to 
50  per  cent  or  less  in  a  region  approximating  40,000  acres,  con- 
trolled by  2,000  or  more  ])lantcrs. 

Cultivation  of  damaged  lields  l)egan  as  soon  as  possible  after 
tiie  storms,  but  where  cotton  was  strong  in  stalk  or  corn  well  in 
ear,  the  plants  tliat  had  l)een  cut  to  within  a  few  inches  of  the 
ground  could  not  recover.  Coming  in  mid-season  as  these  storms 
did.  when  tlie  staple  crojjs  were  developing  to  fruitage,  the  losses 
have  fallen  with  especial  severity  on  the  planters  of  the  affected 
areas.  And  in  consequence  of  the  late  season  they  can  only  re- 
sort to  fodder  corn,  cane,  millet,  peas,  beans,  vegetables  and 
forage  crops  that  can  mature  before  autmnn  frosts  in  order  to  stay 
demands  until  anotlier  growing  season  returns. 


An  average  that  has  been  drawn  from  careful  estimates  of  gen- 
eral losses  made  by  a  number  of  conservative  lousiness  men,  plant- 
ers and  agricultural  experts  shows  the  following  values: 

Cherokee  County:  $85,000,  or  about  50 per  cent  loss  on  crops] 
of  2,500  acres. 

Laurens  County :  $150,000,  or  about  60  per  cent  to  90  per  cent] 
loss  on  crops  of  6,000  acres. 

Spartanburg  County:  $40,000,  or  about  75  per  cent  loss  onj 
crops  of  2,500  acres. 

York  County :  $730,000,  or  90  per  cent  to  94  per  cent  on  crops! 
of  about  20,000  acres,  and  90  per  cent  scaling  down  to  50  per  cent  J 
loss  or  less  on  crops  of  about  20,000  acres  additional. 

Of  the  $955,000  approximate  losses  in  the  above  counties,  as  I 
indicated  at  the  close  of  July,  cotton  is  estimated  to  comprise 
67  per  cent;   corn,  23  per  cent;   truck  and  forage,  10  per  cent.' 

R.  H.  S. 


Errata— June,  1914. 


Bkavfokt. — Xuml)er  of  rainy  days  'page  44)  should  be  7. 
Walterboro.— Total  precipitation  (pages  44.  45)  sliould  be  4.34. 
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Year. 


8S7 

82.0 

888 

78.9 

889 

79.5 

890 

78.4 

891 

77.9 

892 

78.9 

S!)3 

894     

82.0 
77.  7 

S95 

89r) 

79.5 
80.7 

897 

80.  2 

L898 

80.  0 

899 

80.0 

900 

81.2 

901 

81.4 

iKVJ 

80.8 

903 

80.4 

904 

79.4 

905 

80.4 

90fi 

78.4 

iK)7 

81.4 

1108 

79.8 

909 

78.6 

910 

79.4 

911 

79.8 

912, . 

79.6 

913 

914 

81.9 
80.0 

Averages  . 


Temperature. 


79.9 


110 

108 
102 
104 
93 
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104 
100 
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105 
104 
102 
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101 
100 
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100 
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45 


Precipitation. 


7.49 
3.  68 
7.13 
6.  8S 
5.95 
7.44 
3.87 
8.24 
4.17 
8.17 
5.01 
7.81 
4.03 
4.08 
4.52 
3.79 
3.59 
5.96 
6.16 
8.40 
5.06 
5.43 
4.92 
5.83 
3.79 
5.22 
4.78 
5.56 

5.16 
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days— 


avr. 

sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
«w. 
sw. 
sw. 
sw. 
sw. 
sw. 
»w. 
sw. 
sw. 
sw. 
sw. 
sw. 


sw. 
sw. 
sw. 
sw. 
sw. 
sw. 

sw 


MISCELLANEOUS  DATA  FOR  JULY.  1914. 


Stations. 


Asheville,  N.C.... 

An.?nsta,(ia 

Charleston,  S.  C. . 
Charlotte,  N.C  ... 

Colninbia.  S.  C 

Savannali.Ga 

Wilmington,  N.C. 

Averages 


■5  > 


Temperature,  de- 
grees Fahr. 


30.03 
30.02 
30.  02 
30.02 
30.01 
30. 03 
30.01 

30.02 


72.3 

80.8 
81.0 
78.4 
80.2 
81.0 
79.4 

79.0 


90 
102 

96 
U)0 
102 
100 

99 

102a 


S3 
64 
69 
56 
61 
69 
60 

53a 


Precipita- 
tion,inches 


3.31 
6.39 
7.14 
4.83 
4.41 
1.85 
2.38 

4.33 


s  ^ 


OS 


0.98 
1.62 
2.88 
1.46 
1.35 
0.59 
1.46 

2. 8Sl) 


■sg 

c 
w 


328.0 
297.0 
328. 1 
322.  6 
273. 1 
292.  9 
308. 8 

307.2 


go. 


Wind. 


5.4 
5.3 
9.5 
5.4 
6.1 
9.9 


«  Kxtreraes. 


1)  Greatest. 


.oS' 
5C 
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Columbia,  S.  C,  August,  1914. 


No.  8 


GENERAL  SUMMARY. 

The  weather  was  j^enerally  seasonable  during  August,  except 
excessive  rains  during  tlie  first  half  of  the  montli  at  many  points 
on  the  coastal  plain  and  considerably  less  than  the  normal 
amount  of  rainfall  in  the  upper  drainage  areas  of  the  Santee  and 
Savannah  river  systems.  In  consequence  of  plentiful  rains  dur- 
ing the  early  part  of  the  month  much  of  the  damage  resulting 
from  excessive  heat  during  the  latter  part  of  July  was  repaired, 
and  the  condition  of  all  crops  showed  much  improvement.  As 
the  month  progressed  drenching  rains  in  practically  the  whole 
Section  still  further  improved  the  crop  situation,  although  com- 
plaints of  shedding  in  cotton  increased  in  numl)er.  Early  and 
late  plants  were  fruiting  well,  and  picking  began  in  the  more 
southern  counties  toward  the  middle  of  the  month.  Late  corn, 
truck,  forage  and  pastures  advanced  rapidly,  and  watermelons 
were  especially  al)undant.  However,  there  was  local  damage  to 
forage  crops  of  Cliarleston  County  from  a  visitation  of  the  army 
worm.  Continued  heavy  rains  locally  on  the  coastal  plain  were 
detrimental  to  cotton  and  interfered  with  haying,  while  many 
truck  fields  could  not  ])e  plowed;  but  late  corn,  forage  and  pas- 
tures showed  additional  improvement.  On  account  of  previous 
drought,  n)uch  of  the  early  upland  corn  had  passed  beyond  re- 
covery. Toward  the  close  of  the  month  cotton  was  opening 
rapidly,  and  picking  became  general;  but  there  was  still  con- 
siderate complaint  of  shedding,  due  principally  to  local  rains 
followed  1)}'  excessive  heat.  The  month  closed  with  very  good 
prospects  for  late  corn  and  cotton,  and  fall  truck,  forage  and 
pastures  were  in  good  condition. 


the  eastern  portion,  and  between  the  19th  and  27th  over  the 
western  portion.  The  lowest  temperature  was  56"  at  Heath 
Springs,  Lancaster  County,  on  the  1st.  Contrary  to  the  usual 
seasonal  advance,  the  coolest  weather  of  the  month  occurred 
generally  over  the  Section  on  the  first,  and  the  cool  period  lasted 
nearly  a  week  over  much  of  the  western  portion. 


PRESSURE. 

The  mean  sea-level  pressure,  determined  from  reports  of  7 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30.07  inches.  The  highest  pressure  in  the  region 
covered  by  reports  was  30.21  inches  at  Charleston,  S.  C,  and 
Wilmington,  N.  C,  on  the  11  th;  lowest,  29.90  inches  at  Colum- 
bia, S.  C,  on  the  3d  and  at  Augusta  and  Savannah,  Ga.,  on 
the  4th.  

TEMPERATURE. 

The  monthly  mean  for  tlic  Section,  determined  from  reports 
of  38  stations,  was  79.0°,  or  0.2°  above  the  established  normal. 
The  highest  temperature  of  the  current  month  was  101°  at 
All(Midale,  Barnwell  County,  on  tli(>  28th,  30th  and  31st.  The 
wannest  periods  of  the   nmnth  were  on   the  2Sth  mid  2'.ltli  over 


HUMIDITY. 

The  mean  relative  humidity,  determined  from  records  of  7 
regular  Weather  Bureau  stations  in  and  surrounding  the  Section, 
was  as  follows:  8  a.  m.,  87  per  cent;  8  p.  m.,  80  per  cent. 
The  highest  average  percentages  occurred  over  the  extreme  east- 
ern counties,  and  the  lowest,  over  the  central  coast  region,  in 
the  middle  Savannah  drainage  area  and  in  the  north-central 
counties.  

PRECIPITATION. 

The  average  for  the  Section,  50  stations  reporting,  was  5.88 
inches,  or  0.44  inch  below  the  established  normal.  As  a  whole, 
the  precipitation  was  w'ell  distributed  over  the  Section,  especially 
during  tlie  first  half  of  the  month;  during  the  latter  half,  how- 
ever, the  showers  were  less  copious  and  more  widely  scattered  as 
to  time  and  area.  Heavy  rains  were  by  far  the  most  numerous 
on  the  coastal  plain,  where  the  amounts  ranged  generally  be- 
tween 8  and  13  inches  or  over;  in  an  extensive  area  comprising 
large  portions  of  the  Broad,  Congaree,  Saluda,  and  upper  Savan- 
nah drainage  basins  the  monthly  amounts  ranged  below  4  inches, 
with  conditions  bordering  on  drought  at  intervals.  The  greatest 
amount  locally  was  13.70  inches  at  Smiths  Mills,  Geoi-getown 
County;  least  monthly  amount,  2.52  inches  at  Gaston  Shoals, 
Cherokee  County.  The  greatest  rainfall  during  any  24  hours 
was  3.84  inches  at  Smiths  Mills,  Georgetown  County,  on  the  1st 
and  2d.  The  average  numl)er  of  days  with  appreciable  amounts 
of  precipitation  was  somewhat  above  the  normal. 


WIND. 

The  prevailing  winds  were  from  the  southwest.  The  average 
hourly  velocity,  determined  from  7  anemometer  records,  was  6.2 
miles.  The  highest  average  velocity  in  the  region  covered  by 
reports  was  8.6  miles  per  hov;r  at  Savannah,  Ga.,  and  the  lowest, 
4.9  miles  per  hour  at  Augusta,  Ga.  In  the  Section  proper  the 
averages  ranged  from  7.7  miles  per  hour  at  Charleston  down  to 
6.0  miles  per  hour  at  Colum1)ia.  The  highest  velocity  for  any 
5-minute  period  was  40  miles  per  hour  from  the  southwest  at 
Augusta,  Ga.,  on  the  2d.  In  the  Section  proper  the  maximum 
winds  ranged  from  28  miles  per  hour  from  the  southwest  at 
Columbia  on  the  29th  down  to  26  miles  per  hour  from  the  north- 
west at  Charleston  on  the  2d. 


Th( 


SUNSHINE    AND    CLOUDINESS. 

total  hours  of   sunshine,  determined   from  7  automatic 


records,  was  228.1,  or  55  per  cent  of  the  possil)le  amount.  The 
average  number  of  clear  days  was  9;  partlj'  cloudy,  15;  cloudy, 
7;   as  against  normals  of  12,  11,  and  8  days,  respectively. 

(COXTINI'Kn   ox    PA(JK  64.) 
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CLllMATOl.OGlCAL  DATA:    SOUTH   CAUOLINA  SECTION. 
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Climatolog-ical  Data  for  Augrust,    1914. 


o* 


Temperature,  in  desrrees  Fahr. 


G     ;: 


Piec'ipitiitioii,  in  inches. 


i:  g 


Number  of  days. 


- 

jr^ 

1.20 

0 

2.70 

0 

1.76 

0 

0.f)4 

0 

1.73 

0 

2.23 

0 

2.42 

0 

1.85 

0 

1.09 

0 

1.17 

0 

1.50 

0 

1.80 

0 

0.73 

0 

1.10 

0 

2.24 

0 

1.18 

0 

2.  08 

0 

1.10 

0 

1.85 

0 

3.84 

0 

1.90 

0 

1.29 

0 

1.90 

0 

1.13 

0 

3.84 

0 

1.70 

0 

0.  99 

0 

1.33 

0 

1.20 

0 

1.37 

0 

1.41 

0 

1.8(> 

(1 

2.00 

0 

0.75 

0 

1.10 

0 

0.80 

0 

0.83 

0 

1.41 

0 

1.53 

0 

1.60 

0 

1.18 

0 

0.83 

0 

2.38 

0 

1.10 

0 

0.88 

0 

0.96 

0 

0.85 

0 

0.65 

0 

2.26 

0 

1.75 

0 

1.00 

0 

1.60 

0 

2.38 

0 

3.84 

0 

OhsorviTs. 


E(\!stern  Portion. 
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Charleston. 


Cheraw 
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Eli'msham. . . 
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Georgetown  , 
Kingstree 


Pinopolis  ** 

Rimini 

St.  (Jeorge 

St.  Matthews... 
Smiths  Mills. . . . 


Society  Hill  . 
Summerville 
Walterborc. 
Yemassee 


Division  means  and  e.\ 
Wedern  Pmiion. 


Aiken  

Anderson  

Batesburg 

Blairs  

Callioun  Falls. 


Camden 

Cataw  ba 

(ihnppells 

Clemson  College  . 
Columbia 


Edgefield 

Gaston  Shoals  tt. 

Greenville 

Greenwood 

Heath  Springs. . . 


Liberty 

Little  Mountain  . 

Meriwether 

Monetta 

Newberry 

Pelzer 


Saluda  

Santuek 

Spartanhin'g 

Trenton 
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Winthrop  College  tt. 
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State  means  and  extre 
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Berkeley 

Clarendon. .. 
Dorchester  . , 

Calhoun 
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Edgefield  . . . 
Cherokee . . . 
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21 
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48 

144 
25 
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63 
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12 
54 

54 
97 
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269 
62 
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75 
69 
24 
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764 
656 
293 

508 
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562 
4ir2 
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671 
568 
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711 
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78.0 
79.4 
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-0.4 
-0.7 
+  1.0 

+0.9 
-0.1 
+  0.6 
-0.4 


+-1.0 
-0.8 


+0.4 
-0.5 


-0.4 
-0.6 


+  1.5 
-0.1 
-0.1 
-1.5 

-2.3 


-1.9 
+  1.6 
-1.5 


+0.2 
-0.1 


+  1.3 
-1.2 
-2.7 

+0.7 
-0.2 
+2.5 


+  1.0 


+  0.7 
+  0.9 
+  0.4 
-1.0 
-0.2 
+0.7 

+  1.8 

-0.2 


101 
91 
98 
96 
95 

97 
94 
97 
97 


97 
100 
98 
95 

92 


98 
94 
96 
95 
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94 
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t  28 

t  26 

13 

27 

27 

25 
27 
26 
26 


27 

27 

26 

t  24 


27 
t  26 


24 
27 
27 
27 

t  28 


28 

22 

t  23 


t  12 


t  21 
26 


t  12 

t  25 

24 

t  19 

t  22 

27 

23 

24 


26 
t  19 
t  14 

31 
t  12 

21 

t  22 

■f  28 


1 
t  1 
1 
3 
5 

1 

1 

t  2 

1 


t  1 
6 


t  1 


30 

1 

t  1 

1 


t  1 
1 

1 

6 

t  3 
t  6 
t  1 
t  1 


t  1 
1 
1 
1 

t  5 
1 


29 


4.56 
10.37 
6.69 
5.69 
4.43 

6.18 
13. 19 
4.90 
4.94 
6.09 

4.29 
9.74 
4.19 
8.05 
10.38 

7.09 
6.66 
5.35 
6.59 
13.70 

6.72 
5.87 
9.  .34 
6.76 

7.16 


6.80 
3.68 
5.89 
4.79 
2.83 

8.84 
5.65 
7.81 
4.47 
3.44 

3.40 
2.52 
5.55 
4.72 
5.46 

3.52 
3.89 
5.72 
3.86 
3.91 
4.62 

4.20 
3.62 
4.92 
6.04 
4.11 
4.62 

4.69 

5.88 


-1.26 
+3.  33 
+0. 95 
-0.25 
-2.54 

-0.55 
+0.41 
-0. 23 
-0.23 
-0.24 

-2.21 
+2.  .52 
-1.39 
+  1.20 
t-4.  06 

+0.51 


-1.16 

+0.89 
+6.92 

+0.80 
-2. 22 
+2.56 
+0.08 

+0.78 


+0.98 
-1.94 
-0. 13 


-2. 73 
+3.  .39 


-1.01 
-3.34 


-0.51 
-0.67 
-0.97 

-2.58 
-1.03 
+0.94 


-1.86 
+0.13 

-1.80 
-2.  31 
+1.03 
-0.46 
-1.88 
-1.50 

-0.  96 

-0.44 


30 


S.  B.  Rouse. 

Miss  Lillian  H.  Rice. 

Mrs.  D.li.  Sanders. 

B.  O.  Evans. 

V.  S.  Weather  Bureau. 


.1.  H.  I'owe. 
Paul  Quattlebaum. 
D.  C.  McCall. 
A.  E.  Rowell. 
Nathan  .Jenkins. 

H.  B.  McCall. 
.loseph  P.  Simons. 
H.  K.Gilhr.rt. 
A.  P.  Hazard. 
A.O.  Maltliews. 

MissE.  P.  Riivenel. 
William  B.  Wolfe. 
Geo.  N.Snelling,  .M.D. 
,1.  S.  Wannamaker. 
W.  G.  Walker. 


Rev.  T.  Ellison  Simp.son. 
Mi.ss  E.  II.  Gadsden. 
.J.  A.  Westorborg. 
.1.  G.  Hutson. 


W.  M.  Brown. 
II.  II.  Russell. 
E..I.  llite. 
.1.  N.  Owens. 
L.  M.  Parker. 


W.  C.  Brown. 

Jam(>s  C.  Faris. 

.1.  .1.  Murran. 

Prof.  F.  II.  II.  Calhoun. 

U.  S.  Weather  Bureau. 

T.  L.  Tinimerman. 
Harry  A.  Parshall. 
Spartan  Goodlette. 
M.  M.Calhoun. 
.1.  Marvin  Bowers. 

John  T.  Boggs. 
.1.  M.Sease.  M.  D. 
Williams.  Middleton. 
.loseph  M.  Johnson. 
Warren  G.  Pelterson. 
Jo.shua  Y.  Jones. 

Mrs.F.  V.J.Maxwell. 

E.  W..leter. 

F.  P.  Robinson. 
C.  A.  Long. 

J.  W.  Seigler. 
W.  P.  (ioodman. 


The  departures  from  the  normal  temperature  and  precipitation  are  computed  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  arc  used  in 
determining  .section  or  division  means. 

Reference  letters,  »,  I'.  '■,  appearing  in  the  table  indicate  number  of  days  missing:  for  example,  b  represents  two  days  missing,  etc. 

t  Also  on  other  dates.  11  Received  too  late  to  be  included  in  means  and  summaries.  •'  Temperature  data  are  from  observed  readings  of  the  dry  hnlb:  means  are  com- 
puted from  observed  readings,     tt  Postotlice  addresses  of  these  stations  are  us  follows-     Of  Ediito.  Enibrec;  of  Gaiton  Sboali.  (iafi'ney ;  of  Winthrop  College,  Rock  Hill. 

T.  Precipitation  is  less  than  0.01  inch  rain  »r  melted  snow. 


>>M^\ 


i.\';-;«'-- 


ArcasT,    11114. 


CLl.MATOLOdlCAL    DATA:    SOUTH    CAROLLNA    SECTION. 


HI 


Daily  Precipitation  for  Augrust,    1914. 


Watershed. 

Day  of  month. 

Stations. 

1 

2 

3 

4 

5       6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

d 
g 

Enslern  Pm-tion. 
Allondrtlo  ii  II 

Savannah  

Coast 
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do 

Coast 

90 

08 

■in 

1    90      R3 

87 

.20 
.20 
.17 
.28 

.02 

.  77 

.'04 
.37 

T. 

.12 

T. 

T. 

.26 

1.04 
.28 
.63 
.09 
73 

1.05 
.17 
.10 
.17 
.54 

.04 
.56 
.05 
1.09 
1.17 

■.■55 

.(ti 

.21 
.45 
.20 
.20 
.15 

.20 
.57 
.50 
.58 

.43 

4  56 

2.  70t   ... 

.10  .4i'2.o6i.8oL.. 

.... 

.75 
.09 
.46 
T. 

't.' 

.66 
.07 
.12 
.14 

.28 
.14 
.39 
.58 
.14 

65 

.33 
.45 
.24 
.53 

.80 

'.'ie 

.15 

.45 
.18 
.10 
.02 

10.37 

Blackvilloll 

Udu  lua  n 

Chailoston  **• 

.39 
.08 
T. 

.40 
.34 
.56 

.54    .151.23 
.28    .29,  .64 
.23     7.^1  (U 

.19 
.40 
.14 

.26 

1.10 
.12 
.12 
.08 

T. 
.23 
.35 
.55 
.63 

.01 
.22 
T. 

'.'so 

".01 
.08 

'.'49 

'.'65 
IS 

'.'26 

2.23 
.61 

1.85 
T. 
.22 

1.50 
.20 
.52 
.65 
.13 

".'35 

.05 
.40 
T. 

.01 

.04 

.61 
.99 
.55 

.30 
.33 
.30 
1.10 
.17 

'.'66 
.12 

i.'75 

'.'33 

.  77 
.72 

.10 

'.'37 
.69 

.'is 

'.'26 
.19 

'.'21 

'.'ii 

.55 

.04 

'.'io 

.15 
.42 

L76 

't.' 

6.69 
5.69 
4  43 

.33 

2. 27 
.22 
.62 
.45 

.15 
.66 
.12 
.75 

08 

.06  .59 
.97  1.59 
.25,  .85 
.121  .51 
.12   .75 

.65   .69 
1.48  1.42 
.43!  .42 
.901  .95 
2.24  I.W 

.03 

'.'os 

T. 

'.'95 

.05 

.12 

1.55 

L97 

.54 

.04 

?5 

6.18 

C'on\ya5'  II 11.^ 

Waccaniaw .. . 

.15 
.05 
1.18 
.04 

.11 

13.19 
4  90 

Little  Pedoe  . . 
Edisto 

T. 
.06 

'.'is 

.18 
.10 

T. 

'.'so 

.65 

.01 
.16 

.12 

.07 

.22 

T. 

.10 

.02 
'.'65 

T. 
.90 

.06 

.03 
.65 

T. 
.60 

4.94 

Fr!i>;Io  11 H            

6.09 

4. '29 

Santee  . 

.56 
.42 

'.'14 

.23 
.54 
.20 
.04 

1.90 
.02 

'.'32 

1.22 

'.'34 

.80 
.23 

L80 

't" 

L06 

.02 

.25 

i.'oo 

.40 
T. 
.52 
.13 

1.18 

't'.' 
'.'87 

'.'26 
'.'46 

'.'06 
.15 
.42 

.30 

.41 

■.'73 
T. 
1.44 

'.'•25 
.10 
.90 

1.67 

't.' 
.05 

.17 

".'06 
.03 
T. 

.68 
'f.' 
'.'62 
'.'08 

'.'67 
','67 

9.74 

Pedee      

.20 

4. 19 

Oeorpretowu 

Coast 

liUick 

.95 

.20 

8.05 
10  38 

Cooper 

Santee 

.24 

'.'65 

■.■33 

1.10 

.30 

3.84 

.42 
.07 
1.17 
.17 

.15 

.16 

1.39 
.14 
1.85 
1.10 

.37 
1.10 

.59 
1.13 

.75 
.07 
.52 
.25 
.03 

1.15 

.62    .18 

.08 

.09 
.02 

7.09 

Riiniiii 

2.08    .20L... 
.53,  .22    .36 

.34 

.08 
.30 
.28 

'.'16 
'.'37 

.42 

't'.' 

'.'25 

'.'62 
.55 

6.66 
5.35 

St.  Matthows"!! 

Sraitlis  Mills  nil 

Soeii'ty  Hill  UU 

.30 
.63 

1.00 
.31 
.13 
.22 

1.70 

.90    .35 

.02 
.75 

T. 

.47 

1.62 
.17 
.04 

'.'65 
1.90 

.65 
.20 

'.'65 
.01 
.14 

1.25 

■'66 

.15 

■.'67 
'.'ie 

6.59 

l>(.ilce          

1.55 

.05 
1.29 
1.65 

.70 

.60 
.05 
.64 
.55 

1.26 

.30 

T. 
.74 

.78 
.93 

.05 

't.' 

.05 
.03 
.73 
.83 
1.37 

i.'i2 

.89 
.19 
.09 

.80 
.83 
.04 
.60 
.68 

T. 

.10 

.85 

.43 

.35 

.le 

.2( 
.54 
.36 

.60 

.83 

13.70 

.do 

.03 
.03 
.10 
T. 

.95 

.02!  T. 
.021  .83 
.01    .89 

6.72 

SunniHTville 

Ashley 

Ashrpoo 

Conibahee  .... 

Edisto 

Suvuniiiih    . . . 

5.87 
9.34 

Yenia>st'e,i  il 

Wmtrrn  Porlinn. 

.15 
.60 

.15 
.05 

.02 

6.76 
6.80 

90 

.07 
.15 
.07 
1.09 

.65 
.17 
.27 
.10 
T. 

'.'6i 
"is 

'.'63 

.99 

.49 
1.33 

.28 

■'29 

't.' 

'.'5i 

.15 

.23 

.70 

'.'S2 
.23 

.03 

3.68 

'iiitosbiirg  ilii 

Hlairsilll 

Calhoun  Falls  J 11 

Eili.sto 

Hroad 

'.'is 

i.'os 

.47 

.33 
.10 
.02 

.24 

.40 

.12 

5  89 

4.79 

.03 

.06 
.06 

2.  S3 

Watereo 

Catawba  

SaUida  

Savannah  

CouKaree 

Savannah  

Broad 

Saluda 

do 

'.'64 
'.'26 

.09 

.40 
.23 
.41 
.11 

1.10 
.16 
.70 
.11 
.02 

.15 
.01 
.07 
.37 
1.60 

1.18 
.03 
.98 
.14 
.13 

i.'i9 

'.■40 
.73 

.10 

T. 

.27 

.04 
.03 

.18 
.20 
.14 
.55 
.09 

.84 

'.'26 

'.'06 

.40 
.01 
.31 
1   03 

.40 

'.'62 

1.41 
.05 
.60 
.75 

1.07 

.40 
T. 
.52 
.93 

.28 
.27 
1.85 
.30 

.02 

.35 

'.'64 

'.'23 
T. 

.98 
.05 

'.'45 

.'is 

.90 
L86 

'.'•ii 

8.84 

5.65 

ChapppllslHI 

(!oUniibia  *** 

2.00 
.31 
.25 

.15 
.11 
.55 

.12 
'.'33 
.05 

'.'6i 

't.' 

'.'4i 

'.'65 

1.00 
'f.' 

'.'60 
T. 

05 

.04 

7.81 

't'.' 

.10 

'f.' 
.20 

'.'56 
.15 

.11 

.03 

.45 

T. 

.75 

4.47 

3.44 

EdRefieldljII 

Gaston  .Shoals  II II 

Groenvill.'  Illl  

3.40 

.46 
.08 
1.53 

'.'63 

.38 

.27 
.65 

.01 
.44 

.01 

.19 
L41 

2.52 

.01 

5.55 

4.72 

AV'ateree 

.06 

.30 

.02 
.10 

'.'23 

.20 
.04 

'.'3i 

T. 

.26 

.02 
.50 
.38 
.32 
.30 

.80 
.10 
.30 
.04 

.60 
T. 
L60 

.25 

't.' 

.06 
.20 

.66 

'.'47 
.05 

.18 

i.'oi 

.04 

1.13 
.03 

.25 

.92 

.40 

.Of 
.02 

5  46 

Liberty 

Savannah  

Salnda  

Savannah  

K<listo 

Saluda 

.50 
.65 
T. 
T. 
.15 

.06 

.08 
.46 

■f.' 

.88 

.24 
.85 
T. 
.03 

T. 
.25 

.04 
.83 
2.38 
.65 
.34 

.34 
.35 
.45 
.28 

1.75 
.25 
1.00 

.84 

.04 

.02 

T. 

T. 
.62 

".Xi 

".Ti 


3.52 

.50 

.25 

1.10 

.05 

.34 
.14 
.13 
.30 

.48 
.50 

.10 
.08 
.17 

't.' 

.14 

3.89 

Meriwether 

T. 

.02 

'.'62 

'.'ic 

.33 

.72 

'.'64 
1.16 

.OS 

.17 
.24 

'.'45 

T. 

T. 

'.'62 
.06 

't.' 

".'w 

T. 

.96 

■f.' 
.35 

.14 

'.'35 

.06 

'.'65 
T. 

.32 
■.'34 

'.'io 

't.' 

.05 
.08 

't'.' 

5.72 
3.86 

Newberry 

T. 

3  91 

Pelzorll'i 

do 

..   .do 

4.62 

Saluda 

.11 
.03 
T. 

.19 



.54 

.10 

.03 
.01 

.82 
T. 
T. 

4.20 

Santuck  

Broad 

do 

Edi.sto 

Broad 

.56 
.86 

1.52 
.38 
.78 

.02 
1.4( 

.44 

3.62 

Spartanburg  l\\ 

4.92 

Trenton 

.06 
T. 

.02 

.20 

.15 
T 

6.04 

Winnsboro 



.70 

LOO 

4. 11 

Winthrop  College 

( atawba 

.23 

4.62 

Except  as  otherwise  indiealed,  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  '24  hours  ending  at  the  time  of 
observation.  ||||  Precipitation  measureil  in  the  morninsj :  amount  then  recorded  is  for  the  preceding  '24  hours.  ***  Regular  Weatlier  Bureau  station ;  precipitation  is  for  the 
24-hour  period,  midnight  to  niidniglit.    *  Precipitation  includeii  in  the  next  following  measurement.    X  Separate  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  0.01  inch. 


62 


CLIMATOLOGICAL    DATA:    SOUTH    CAROLINA    SECTION. 


August,   1914. 


Daily 

Temperatures  for  August, 

1914. 

stations. 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

Mean. 

Eastern  Portion. 

\  Maximum  . . . 

H6 

88 

90 

80 

78 

86 

87 

88 

90 

91 

95 

96 

97 

97 

91 

90 

88 

95 

89 

90 

94 

91 

97 

99 

100 

100 

100 

101 

100 

101 

101 

89.5 

Allendale  $$ 

••  (  Minimum 

(;5 

67 

71 

70 

70 

69 

67 

09 

71 

71 

72 

72 

72 

70 

70 

71 

69 

68 

70 

69 

70 

72 

78 

71 

08 

71 

72 

73 

71 

70 

09 

67.9 

)  Miiximum  . . . 

80 

83 

84 

80 

83 

85 

85 

84 

83 

85 

85 

88 

88 

88 

85 

87 

85 

85 

80 

84 

87 

88 

80 

89 

91 

91 

90 

90 

90 

89 

*  8.5.7 

Beaufort 

•  •  (  Miiiinuuii 

05 

64 

75 

70 

70 

70 

(0 

71 

74 

74 

73 

72 

72 

76 

72 

72 

72 

72 

72 

72 

69 

08 

75 

76 

70 

75 

74 

74 

74 

74 

*  72.1 

Blackville^'S 

j  Maximum  . . . 

85 

87 

90 

82 

79 

86 

93 

90 

90 

93 

93 

96 

98 

96 

93 

88 

"93 

90 

92 

90 

90 

93 

94 

93 

97 

96 

96 

96 

80 

91 

95 

91.8 

■ '  1  Minimiun 

G3 

67 

69 

70 

68 

68 

66 

67 

71 

71 

69 

71 

71 

68 

70 

70 

67 

08 

70 

69 

09 

70 

09 

72 

71 

72 

70 

71 

69 

08 

60 

69.0 

Rrvn'iTintl                      .... 

j  Maximum  . . . 

82 
G5 

81 
64 

90 
63 

77 
65 

80 
69 

84 
70 

89 
70 

88 
69 

90 
66 

91 
67 

92 

68 

91 
69 

92 
69 

91 
70 

90 
69 

88 
68 

90 
69 

92 
OS 

85 
06 

86 
67 

89 
08 

90 
69 

93 
70 

93 

94 
71 

95 

96 
71 

95 
71 

89 
70 

90 
69 

92 
68 

89.2 

DO \>  Illfvll    ..•■••••■• 

■ '  I  Minimum 

71 

71 

68.4 

j  Maximum  . . . 

80 

85 

88 

78 

82 

85 

87 

85 

86 

86 

86 

91 

91 

89 

89 

88 

89 

80 

82 

83 

87 

89 

90 

91 

90 

95 

95 

94 

87 

90 

89 

87.5 

Charleston 

■  ■  /  Minimum 

73 

72 

72 

71 

71 

74 

77 

74 

75 

78 

76 

77 

78 

72 

73 

74 

76 

75 

73 

73 

75 

76 

78 

78 

78 

79 

78 

78 

75 

75 

74 

75.1 

Cheraw  % 

)  Maximum  . . . 

86 

87 

91 

85 

76 

82 

90 

88 

85 

88 

88 

92 

91 

90 

89 

92 

92 

93 

93 

88 

90 

93 

84 

90 

97 

90 

80 

91 

88 

87 

90 

89.6 

■■  (  Minimum 

<J2 

67 

67 

69 

67 

66 

67 

68 

70 

70 

70 

72 

71 

72 

69 

68 

69 

68 

71 

71 

68 

70 

72 

74 

74 

72 

72 

69 

72 

71 

64 

69.4 

j  Maximum  . . . 

85 

83 

90 

78 

79 

78 

87 

80 

85 

88 

89 

92 

88 

90 

91 

87 

90 

91 

88 

87 

89 

91 

90 

93 

92 

94 

91 

93 

80 

87 

89 

88.0 

ConwayJ^ 

•■  i  Minimum 

57 

69 

68 

68 

69 

69 

70 

08 

73 

71 

69 

70 

74 

72 

73 

70 

68 

69 

70 

70 

69 

72 

74 

74 

74 

75 

73 

70 

73 

71 

68 

70.3 

Darlington  W 

J  Maxinunn  ... 

87 

90 

96 

85 

75 

81 

89 

90 

89 

90 

90 

92 

94 

89 

90 

94 

93 

95 

93 

89 

89 

94 

95 

90 

90 

97 

93 

93 

88 

88 

93 

90.7 

•  ■  )  Minimum 

57 

63 

65 

68 

66 

07 

67 

66 

69 

69 

69 

72 

70 

68 

69 

68 

67 

67 

71 

67 

67 

70 

73 

73 

74 

74 

68 

68 

71 

63 

63 

68.0 

Dillon *  • 

j  Maximum  . .. 

88 
57 

84 

90 
63 

85 

90 
67 

88 

81 
69 

78 

75 
68 

78 

82 
08 
84 

90 

08 
89 

91 
67 

87 

84 
70 

88 

88 

9^2 
69 
92 

93 
72 
94 

85 
73 
95 

90 
70 
90 

89 
70 
91 

91 
67 
89 

95 

68 
92 

94 
69 

84 

91 

72 

84 

90 
68 
88 

94 
72 
9'2 

93 
74 
94 

94 
74 
93 

93 
75 
94 

97 
74 
90 

88 
70 
97 

95 
69 
95 

87 
73 
90 

89 
64 

87 

91 
63 
92 

"  89.0 

Ferguson  ^'i 

■ "  i  Minimum  — 
)  Maximum  . . . 

71 
90 

"91 

"  69.  1 
89.2 

••  (  Minimum 

66 

66 

68 

08 

70 

70 

69 

68 

68 

70 

69 

69 

70 

04 

71 

65 

62 

{» 

68 

70 

69 

69 

71 

73 

73 

73 

73 

73 

73 

73 

68 

69.2 

j  Maximum  . . . 

85 

88 

90 

85 

86 

85 

92 

88 

88 

90 

93 

94 

91 

90 

92 

84 

86 

93 

92 

90 

89 

93 

94 

93 

96 

100 

90 

89 

88 

87 

86 

89.9 

Klorence  % 

••  1  Minimum  — 

58 

63 

05 

68 

68 

68 

08 

60 

68 

71 

09 

72 

72 

69 

69 

71 

67 

68 

68 

68 

69 

71 

73 

73 

76 

75 

71 

71 

71 

70 

71 

69.3 

Georgetown 

)  Maxinuim  . . , 
■  ■  (  Minimum. . . . 

91 

86 

91 

82 

82 

85 

90 

90 

91 

90 

90 

91 

95 

94 

90 

86 

90 

92 

93 

92 

92 

90 

92 

94 

96 

98 

96 

97 

92 

88 

92 

90.9 

Kingstree'J'J 

Maximum  . . . 

"85 

"96 

'  iVi 

"si 

"85 

"80 

"96 

"89 

"88 

"96 

"93 

"94 

"93 

"93 

"gi 

"85 

"89 

"93 

■91 

"8.8 

"96 

"94 

"94 

"95 

"94 

"9.5 

"94 

"95 

"90 

"89 

"gi 

""ixVs 

•  ■  )  Miniminn 

61 

61 

09 

06 

64 

09 

68 

08 

70 

71 

08 

71 

73 

71 

70 

71 

68 

68 

71 

69 

09 

71 

73 

74 

73 

74 

74 

69 

73 

71 

68 

09.  7 

St.  George  % 

)  Maximum  . . . 

79 

85 

90 

82 

80 

80 

92 

89 

89 

90 

93 

94 

93 

95 

93 

91 

89 

96 

84 

86 

90 

93 

94 

<)4 

95 

90 

98 

96 

94 

92 

93 

90.7 

■■  /  Minimum 

64 

67 

08 

09 

69 

68 

68 

66 

69 

69 

07 

70 

71 

68 

69 

69 

67 

68 

09 

68 

07 

69 

70 

71 

70 

70 

71 

70 

69 

67 

66 

OS.  5 

St.  Matthews  $'5... 

J  Maximum  . . . 

77 

85 

91 

77 

73 

80 

90 

87 

90 

91 

92 

9^2 

93 

93 

91 

89 

89 

91 

89 

87 

89 

90 

94 

93 

95 

96 

96 

94 

88 

89 

90 

89.1 

•■  1  Minimum 

61 

61 

08 

67 

63 

68 

67 

07 

69 

69 

70 

71 

71 

70 

69 

70 

67 

67 

71 

68 

69 

70 

70 

72 

72 

73 

70 

72 

70 

68 

66 

OS.  0 

(  Maximum  . . . 

89 

92 

84 

80 

80 

93 

91 

93 

93 

91 

90 

93 

90 

91 

92 

92 

93 

92 

90 

90 

91 

95 

98 

95 

95 

92 

94 

92 

90 

90 

92 

91.3 

Society  Hill'J'5 

••  (  Minimum  — 

63 

68 

00 

06 

67 

66 

65 

69 

71 

69 

71 

71 

69 

68 

67 

68 

66 

70 

68 

68 

70 

74 

72 

73 

73 

70 

67 

71 

70 

62 

66 

08.5 

\  Maxinunn  . . . 

77 

84 

85 

79 

80 

87 

89 

83 

83 

88 

89 

91 

91 

89 

88 

89 

88 

87 

82 

82 

88 

90 

92 

91 

92 

93 

94 

93 

85 

89 

90 

87.  4 

Sinnmcrville 

•"  (  Minimum 

()4 

70 

71 

09 

71 

71 

69 

69 

72 

71 

69 

71 

70 

71 

70 

70 

70 

70 

72 

70 

70 

72 

72 

73 

73 

73 

74 

74 

73 

72 

69 

70  S 

)  Maxinunn  . .. 

77 

87 

88 

78 

82 

86 

90 

88 

85 

91 

93 

94 

94 

94 

9^2 

91 

89 

93 

84 

90 

93 

92 

93 

94 

95 

96 

95 

88 

91 

92 

"  S9.  s 

Walterboro 

■  •  i  Jlinimum 

66 

70 

70 

09 

71 

70 

69 

67 

71 

70 

70 

70 

73 

71 

70 

70 

74 

69 

70 

70 

71 

72 

72 

73 

73 

73 

72 

72 

71 

66 

»  70.1 

Maximum  . . . 

75 

88 

88 

78 

81 

86 

89 

89 

88 

89 

91 

93 

91 

93 

93 

90 

87 

91 

"80 

85 

89 

93 

91 

93 

93 

94 

95 

94 

89 

<K) 

92 

89.1 

Yemassee  §5 

■•  /  Mininunn 

(12 

66 

70 

09 

69 

70 

66 

67 

67 

68 

68 

()8 

71 

70 

09 

06 

68 

68 

68 

69 

68 

69 

69 

71 

70 

70 

71 

71 

69 

68 

05 

08.  1 

M'estern 

Portion. 

Ailfen  

)  Maximum  . . . 
■ '  \  Minimum. . . . 

81 
65 
85 

84 
67 
85 

89 
68 
93 

78 
68 
83 

75 
67 
80 

80 
07 
83 

87 
68 
93 

86 
66 

40 

88 
69 
84 

90 

•-1 

89 
69 

88 

93 
70 
93 

94 

71 

91 
07 

89 

88 
07 
89 

89 
69 
91 

.    89 
67 
93 

92 
69 
96 

89 
09 
91 

87 
08 
90 

87 
67 
92 

91 
70 
98 

9'2 

70 
9( 

94 
72 
94 

92 

70 
92 

94 

70 
94 

95 
72 
92 

8( 
69 
89 

89 
08 
85 

90 
67 
91 

°  S8.  1 

"  08.  r 
90.  :i 

)  Maximum  . . . 

/  1 

83 

93 

"97 

Anderson 

•  (  Mininunn 

60 

68 

68 

67 

67 

64 

07 

68 

69 

09 

68 

69 

69 

09 

70 

67 

69 

70 

71 

71 

69 

69 

70 

7( 

71 

71 

71 

70 

69 

70 

69 

OS.  7 

Batesbm•gV^'5 

j  Maximum  , . . 

80 

84 

88 

77 

75 

77 

83 

84 

81 

83 

85 

89 

90 

88 

85 

88 

90 

90 

9( 

87 

88 

90 

92 

91 

91 

91 

92 

91 

89 

87 

92 

so.  7 

■■  (  Mininunn 

62 

64 

(i7 

66 

65 

65 

06 

05 

69 

70 

68 

69 

71 

07 

67 

67 

69 

68 

70 

67 

68 

70 

70 

71 

70 

72 

70 

70 

69 

68 

6C 

(■]7. ; 

Camden  ^'s'i 

j  Maxinunn  . . . 

84 

87 

83 

83 

76 

79 

90 

90 

86 

90 

87 

94 

92 

90 

88 

91 

92 

92 

93 

90 

91 

93 

93 

93 

94 

93 

94 

93 

93 

93 

92 

80.  .s 

•  •  1  Minimum 

61 

62 

69 

70 

69 

69 

69 

70 

71 

71 

72 

72 

72 

71 

70 

70 

68 

68 

71 

71 

70 

70 

71 

71 

72 

73 

72 

70 

70 

09 

70 

07.5 

*  Maxinunn  .. . 

82 

81 

85 

81 

81 

82 

83 

86 

82 

84 

83 

87 

87 

84 

84 

87 

88 

80 

87 

88 

89 

88 

88 

89 

83 

88 

87 

88 

80 

82 

85 

85.2 

Clenison  College  . 

■  ■  \  Mininunn 

66 

65 

07 

67 

66 

62 

65 

70 

70 

70 

70 

69 

69 

70 

70 

70 

70 

69 

08 

71 

70 

67 

70 

70 

71 

71 

71 

72 

70 

69 

67 

08.7 

j  Maximum  . . . 

78 

84 

91 

81 

74 

78 

89 

85 

86 

89 

86 

91 

93 

90 

88 

91 

90 

92 

90 

88 

88 

87 

90 

93 

93 

94 

92 

93 

88 

88 

89 

88.0 

Columbia 

■•  i  Mininunn 

67 

69 

09 

69 

08 

68 

68 

70 

71 

72 

72 

72 

73 

71 

70 

71 

68 

71 

73 

70 

71 

71 

72 

73 

74 

74 

73 

73 

71 

71 

70 

70.  s 

Greenville  % 

<  Maximum  . . . 

81 

83 

86 

82 

83 

84 

87 

83 

81 

82 

86 

iC2 

88 

86 

85 

87 

88 

91 

92 

89 

80 

91 

92 

90 

89 

87 

88 

90 

87 

88 

88 

80.  h 

•  •  (  Minimum 

61 

66 

66 

01 

06 

62 

64 

67 

69 

70 

09 

08 

68 

69 

68 

65 

68 

07 

68 

70 

09 

69 

70 

71 

70 

70 

()8 

70 

70 

68 

66 

67.  :j 

Greenwood  ^^ 

\  Maximum  . . . 

81 

80 

88 

80 

76 

83 

85 

86 

80 

82 

85 

89 

90 

86 

84 

87 

87 

90 

88 

87 

87 

90 

91 

92 

92 

91 

91 

91 

87 

87 

90 

86.  ."i 

■  ■  1  Minimum 

60 

06 

70 

07 

67 

67 

05 

67 

69 

68 

08 

69 

71 

69 

69 

69 

69 

70 

71 

71 

70 

70 

71 

72 

73 

73 

71 

70 

71 

70 

09 

68.  il 

S  Maximum  . . . 

75 

85 

85 

81 

83 

77 

87 

90 

84 

77 

76 

90 

83 

85 

87 

87 

88 

90 

89 

88 

88 

92 

91 

93 

91 

89 

80 

90 

85 

86 

87 

80.11 

Heath  Springs  .... 

••  )  Minimum  — 

56 

63 

63 

00 

67 

66 

68 

67 

69 

70 

70 

70 

71 

70 

69 

68 

67 

68 

67 

09 

09 

70 

72 

71 

71 

72 

69 

68 

71 

68 

65 

68.1 

Liberty 

j  Maximum  . . . 

86 
66 

85 
65 

89 
(>6 

83 
67 

83 
60 

87 
62 

89 
64 

88 
69 

81 
69 

88 
08 

87 
69 

94 
60 

89 
68 

87 
09 

91 
09 

89 
65 

90 
68 

93 
66 

95 
09 

95 

70 

87 
67 

94 
69 

94 
67 

94 
73 

93 
72 

91 

90 
09 

90 
71 

87 

86 
68 

90 
67 

88.7 
68.  (1 

■  ■  (  Mininunn  — 

71 

71 

*  Maximum  . . . 

86 

83 

90 

81 

70 

86 

86 

85 

80 

80 

86 

80 

90 

87 

90 

90 

SX) 

92 

92 

90 

89 

94 

94 

94 

94 

93 

94 

94 

92 

87 

91 

8S.  1' 

Little  Mountain  . . . 

•■  )  Mininunn  — 

68 

68 

67 

68 

07 

68 

69 

70 

69 

72 

69 

08 

07 

70 

70 

70 

09 

69 

71 

71 

71 

72 

72 

74 

72 

74 

72 

72 

70 

70 

69 

09.  '.1 

j  Maximum  . . . 

85 

88 

88 

76 

76 

80 

91 

90 

92 

92 

92 

96 

96 

95 

89 

91 

92 

94 

91 

91 

93 

95 

95 

90 

90 

95 

97 

95 

95 

89 

94 

91.2 

Meriwether 

•■  )  Mininunn 

67 

68 

08 

69 

09 

66 

60 

08 

69 

69 

69 

70 

70 

(18 

68 

69 

68 

69 

69 

09 

70 

70 

71 

72 

72 

71 

70 

70 

70 

68 

66 

69. 11 

j  Maximum  . . . 

81 

80 

90 

77 

74 

76 

88 

84 

84 

89 

85 

91 

92 

88 

87 

89 

91 

93 

90 

87 

88 

92 

96 

92 

92 

92 

94 

92 

88 

88 

93 

SS.d 

Monetta 

••  )  Minimum 

66 

69 

70 

69 

08 

67 

07 

07 

72 

72 

69 

70 

73 

09 

08 

70 

67 

70 

70 

69 

09 

70 

71 

72 

72 

72 

71 

70 

70 

69 

06 

69. 5 

)  Maximum  . . . 

84 

80 

94 

82 

78 

80 

89 

90 

88 

85 

91 

95 

94 

90 

90 

9'2 

92 

95 

94 

93 

90 

96 

90 

98 

97 

94 

90 

95 

91 

88 

93 

90.7 

Newberry 

■  ■  )  Minimum 

66 

08 

08 

67 

68 

68 

06 

09 

72 

70 

69 

70 

73 

09 

09 

09 

68 

70 

71 

71 

69 

71 

72 

73 

74 

73 

70 

69 

71 

71 

66 

69. 7 

Saluda  

\  Maximum  . . . 

82 

87 

93 

90 

80 

80 

90 

90 

81; 

88 

92 

95 

96 

93 

90 

91 

94 

95 

94 

91 

91 

96 

97 

96 

96 

98 

97 

92 

91 

90 

91 

91.1 

■  ■  1  Minimum 

65 

08 

69 

68 

68 

67 

65 

08 

71 

68 

68 

70 

71 

09 

66 

66 

07 

68 

69 

68 

70 

71 

73 

72 

69 

09 

71 

69 

70 

71 

"  tw.s 

Santuck  

)  Maximum  . . . 

80 

86 

93 

84 

78 

84 

91 

91 

89 

83 

88 

91 

92 

90 

90 

93 

91 

95 

97 

93 

90 

95 

90 

97 

97 

95 

92 

93 

89 

87 

90 

90.3 

•  •  j  Minimum 

64 

65 

67 

07 

67 

66 

05 

09 

70 

70 

67 

70 

71 

69 

69 

68 

67 

08 

70 

71 

69 

70 

71 

72 

70 

72 

69 

69 

70 

09 

60 

68. 11 

Spartanburg  5$.... 

j  Maximmn  . . . 

83 

85 

91 

84 

83 

87 

90 

90 

89 

87 

87 

94 

85 

95 

87 

91 

91 

94 

95 

93 

92 

93 

95 

95 

95 

!12 

88 

91 

89 

86 

89 

89.  9 

■  ■  1  Mininunn 

60 

65 

65 

07 

07 

64 

64 

04 

69 

69 

68 

70 

70 

69 

71 

65 

68 

07 

69 

69 

71 

08 

09 

72 

71 

70 

08 

69 

69 

09 

66 

07.  K 

)  Maximum  . . . 

80 

83 

87 

78 

74 

78 

88 

80 

86 

87 

80 

88 

90 

84 

86 

90 

89 

91 

91 

90 

88 

92 

92 

92 

93 

92 

92 

91 

87 

88 

94 

S7..') 

Trenton 

■  ■  i  Mininunn 

65 

69 

70 

69 

08 

07 

66 

69 

08 

71 

69 

70 

71 

69 

67 

69 

08 

70 

70 

69 

68 

71 

71 

72 

72 

74 

74 

73 

71 

70 

68 

09.0 

VVinnsboro 

j  Maxinuim  . , . 

82 

82 

82 

80 

75 

85 

90 

85 

86 

85 

87 

9^2 

90 

86 

86 

87 

80 

92 

88 

88 

80 

90 

92 

90 

90 

92 

92 

90 

88 

90 

88 

86.  ^ 

■  ■  )  Minimum 

69 

70 

70 

66 

65 

65 

60 

09 

08 

70 

70 

72 

71 

70 

68 

69 

08 

70 

71 

70 

70 

70 

72 

76 

70 

72 

70 

70 

68 

70 

65 

09.2 

Winthrop  College  . 

S  JIaximum  . . . 

82 

85 

92 

85 

79 

90 

94 

92 

90 

86 

86 

91 

87 

88 

87 

SO 

95 

94 

95 

95 

98 

94 

95 

94 

95 

93 

90 

89 

89 

82 

91 

89. 8 

••  (  Minimum 

63 

65 

67 

68 

66 

66 

06 

09 

70 

71 

68 

71 

71 

68 

68 

67 

08 

70 

71 

71 

70 

70 

72 

72 

'1 

71 

70 

09 

71 

70 

64 

GS.K 

«,  •),  >:,  etc.,  indicate  respectively  1,  2,  3,  eto..  days  missing  from  record.    %  Instruments  are  read  in  the  morning;  the  maxinuim  temperature  then  rearl  is  cliargeil  to  the 
preceding  day,  on  which  it  almost  always  occurs. 


CA 


CLIMATOLOGICAL  DATA:     SOUTH  CAROLINA  SECTION. 


August,  1914. 


(CONTINUED  FROM  PAGE  59.) 


RIVER   CONDITIONS. 

The  rivers  of  the  Section  continued  unifoniil.y  low,  except 
moderate  stages  of  navigable  water  in  tlie  Santee  River  lietween 
tlie  13th  and  21st,  wlien  tlie  readings  ranged  between  9.0  and 
10.8  feet.  

MISCELLANEOUS    PHENOMENA. 

Fog,  dense  (dates).-  Camden,  7,  8,  9,  10,  19;  Catawba,  20; 
Cheraw,  20;  Coliiml)ia,  20;  (Jaston  Shoals,  17,  22;  Liliertj',  17, 
28;    Rhnini,  7,  10,  17. 

Hail  (rfrife.s).— Smiths  IMills,  2;  Greenville,  damaging  hail- 
storm in  Gauth  Township,  Greenville  County,  12. 

Halos  (dates).— Lmmr:   Charleston,  10,  11,  30;   Columi)ia,  8. 

Thunderstorms  (dates). — Bowman,  1,  2,  3,  4,  5,  6,  7,  8,  9,  10, 
11,  12,  13,  14,  16,  17,  18,  19,  27,  28,  29;  Charleston,  2,  3,  5,  6, 
7,  8,  9,  13,  14,  15,  17,  18,  20,  29;  Cheraw,  2,  7,  9,  13,  14,  25, 
27;  Clemson  College,  10,  14,  15,  20;  Columbia,  1,  2,  3,  7,  8,  9, 
11,  12,  13,  14,  Ifi,  20,  22,  23,  24,  25,  27,  29;  Gaston  Shoals,  15, 
21,  24,  26;  Georgetown,  15;  Greenville,  2,  12,  13,  15,  24,  27; 
Liberty,  2,  9, 10,  13,  14,  20,  21,  25,  27;  I\Ionetta,  9,  14,  29;  New- 
l)erry,"3,9,  10,  11,  13,  14,  27,  29;  Pinopolis,  1,  5,  6,  8,  14,  16, 
17,  24;  Santuck,  1,3,  10,  11,  14,  21,  27,  29;  Summerville,  2,  5, 
6,  8,  9,  13,  14,  18,  29;    Trenton,  7,  8,  10,  14,  20,  29. 

IJgJitiring,  Deaths  and  Damage. — Greenville:  On  the  2d  a  12- 
year-old  girl  was  killed  by  lightning;  oil  the  12t]i  three  dwell- 
ings were  set  on  fire  l)y  lightning,  one  l)eing  destroyed  and  the 
otiiers  badly  damaged.  Manning:  During  the  night  of  the  28th 
a  barn  belonging  to  .John  W.  Ridgill,  living  4  miles  south,  was 
struck  by  ligiitning  and  destroyed,  together  with  contents;  loss 
estimated  at  $1,000.  Laurens:  Marshall  Whittle  was  instantly 
killed  by  ligiitning  while  repairing  telephone  lines  2  iinles  south 
of  tlie  city  during  the  afternoon  of  the  22d. 

Rainhoir  (date). — Columliia,  27. 


COMPARATIVE  DATA  FOR  AUGUST. 


Teiiipi'raturc. 

Precipitation. 

AveraRo     number    of 
days- 

5?i 
T-r  o 

Oh 

Year. 

i 

a; 

"5 

s 

1 

i 

> 

< 

Average 
days  with 
0.01  inch 
or  more. 

s 

5 

J8S7 

77.8 
77.8 
74.4 
77.1 
78.9 
79.5 
77.5 
77.9 
79.4 
80.4 
78.0 
78.7 
81.2 
83.0 
78.6 
78.6 
80.6 
77.6 
77.9 
80.6 
79.4 
78.6 
78.8 
79.0 
80.0 
79.  2 
78.9 
79.0 

78.8 

101 
102 
97 
96 
98 
96 
97 
102 
101 
105 
102 
99 
103 
106 
97 
104 
105 
102 
107 
100 
101 
100 
104 
101 
104 
104 
109 
101 

109 

49 
50 
45 
51 
55 
59 
57 
55 
55 
52 
57 
57 
59 
60 
57 
.55 
60 
.54 
46 
60 
54 
49 
53 
60 
51 
54 
.56 
56 

45 

6.  54 
4.  .53 
6.  37 
4. 25 
8.79 
4.42 
12.  45 
7.28 
7.95 
4.14 
5.16 
9.81 
6.26 
2.13 
9.01 
5.07 
7.15 
8.47 
5.69 
6.  62 
5.41 
9.11 
4.83 
6.00 
6.  05 
3.  m 
3.  76 
5.88 

6.32 

11 
10 
12 
9 

i888 

aw. 

1889 

se. 

1890 

s. 

1891    

s\v. 

1892 

sw. 

1SU3   ..'. 

13 
U 
13 

9 
18 
10 

5 
15 
12 
12 
14 
11 
15 

9 
1(1 

8 
10 
12 

9 

9 
13 

11 

10 
10 

9 
11 
13 

8 
12 

-] 
14 
15 
12 
15 

7 
13 
12 
15 
11 
10 
16 
15 

9 

12 

9 
13 
14 
12 
9 
11 
11 
9 
14 
10 
9 
9 
s 
17 
13 
11 
12 
12 
15 

8 

9 
15 

11 

12 
8 
8 
5 
9 

12 
8 
1 

10 

7 
10 
8 
7 
5 
8 
4 
8 
0 

7 

8 

ne. 

1894             

sw 

1895 

sw. 

1896 

sw. 

1897 

1898 

sw. 
sw 

1899     

1 900 

sw 

1901 

1902               .    . 

1903  

sw. 

1904 

1905 

sw. 

1906 

1907 

sw. 

1908             

1909 

1910             

no 

1911 

sw. 
sw. 
sw. 
sw. 

sw 

1912           

1913 

1914             

Averages 

MISCELLANEOUS  DATA  FOR  AUGUST.  1914. 


Temperature,  de- 

Precipita- 

3 

"^■J. 

Wind. 

1 

;-•    - 

s 

m 

grees  Fahr. 

tion  .inches. 

o 

la 

c 
=1 

1% 

>  O. 
1- 

Stations. 

3 

0) 

Si 

be 

s 

> 
3 

3 

o 

II 

Average 
hourly  ve- 
locity- 
miles. 

£=3 

Asheville,  N.C 

30.07 

72.2 

88 

57 

5.48 

1.91 

266.4 

84 

5.0 

s. 

Aufru.<ta,  (Ja 

30.07 

79.7 

94 

68 

4.93 

1.43 

208.0 

82 

4.9 

s. 

Charle.^ton,  S.  C 

30.08 

81.3 

95 

71 

4.43 

1.73 

227.9 

80 

7. 7 

s. 

Charlotte,  N.  C 

30.07 

/  /.  / 

93 

65 

2.25 

0.79 

265.4 

82 

5.5 

sw. 

Columbia,  S.  C 

30.06- 

79.4 

94 

67 

3.44 

1.10 

209.1 

84 

6.0 

s. 

Savannah,  Ga 

30.08 

81.0 

94 

69 

4.91 

1.18 

190.7 

84 

8.6 

sw. 

Wilmington,  N.C. .. 

30.07 

79.0 

92 

65 

7.67 

1.80 

229. 5 

86 

5.9 

sw. 

Averages 

30.07 

78.6 

»  95 

a  57 

4.73 

1)1.91 

228. 1 

83 

6.2 

s. 

»  Extremes. 


•)  Greatest. 


Errata— March,   1914. 

Walterbouo.— Temperature  departure  from  normal  (page  20),  should  be  —8.1. 


Errata -July,  1914. 

Ch.\rlf.ston.— Grpate.st  precipitation  in  24  hours  (page  52),  should  be  2.88. 
Wai.terboro.— Precipitation  departure  from  norma!  (page  52),  should  be  —1.47. 
Summerville.— Precipitation  departure  from  normal  (page  52),  should  be  -t-1.86. 


mm 
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No.  9 


GENERAL  SUMMAKY. 

Tlie  weatlior  during  Septcniljer  was  conpidpral)ly  cooler  tlian 
usual  as  a  result  of  low  temperatures  during  the  periods,  9th  to 
Ifitli  and  2oth  to  29th,  when  the  dail.v  means  ranged  6°  to  13° 
below  normal.  A  noteworthy  feature  of  the  month  was  the 
sustained  semi-drought  over  the  Piedmont  as  against  abundant 
rainfall  on  the  coastal  plain,  particularly  in  tlie  northern  coast 
districts.  The  comparatively  light  precipitation  during  the  first 
decade  was  generally  favorable  for  the  development  of  early 
cotton  bolls,  for  growth  of  the  late-planted  crop  and  for  haying, 
l)Ut  was  generally  detrimental  to  late  corn  and  truck.  The 
army  worm  caused  some  damage  to  forage  in  Greenvilb^  County. 
Toward  the  middle  of  the  month  the  weather  was  much  too 
cool  for  tiie  proper  advancement  of  cotton,  corn  and  ti'uck,  but 
cow-pea  and  corn-fodder  haying  progressed  favorably.  Near 
tlie  close  of  the  second  decade  the  weather  l)ecame  showery,  and 
much  of  the  late  cotton  crop  was  in  vigorous  growing  condition. 
Picking  of  the  early  crop  continued  wlierever  possilile,  but  there 
was  considerable  complaint  of  sliedding  in  localities,  incident 
to  locally  h(>avy  rains.  Showers  became  copious  to  heavy 
throughout  the  Section  toward  the  middle  of  the  last  decade, 
except  over  the  northwestern  counties,  wliere  the  drought  con- 
tinued and  the  rains  were  light  or  in.sutficient.  The  month 
closed  with  tlie  weather  generally  too  coo]  for  good  cotton  de- 
velopment, but  lat(>  corn,  truck  and  forage  were  rei)oi-ted  gener- 
nllv  as  in  favorable  condition. 


Saluda  County,  on  the  27th;  and  at  Society  Hill,  Darlington 
Count\%  on  the  28th.  The  coolest  periods  of  the  month  were 
from  the  9tli  to  the  16th  and  from  the  25th  to  the  29tli. 


PRESSURE. 

The  mean  sea-level  pressure,  determined  from  reports  of  7 
regular  Weather  Bureau  stations  in  and  surrounding  the  Section, 
was  HO. 12  inches.  The  liigliest  pressure  in  tlie  region  covered 
by  reports  was  30.40  inches  at  Asheville,  N.  C,  on  the  27th 
and  at  Charlotte  and  Wilmington,  N.  C,  on  tlie  29tli;  lowest, 
29.71  inches  at  Charleston  on  the  2r)tli. 


HUMIDITY. 

The  mean  relative  humidity,  determined  from  records  of  7 
regular  Weather  Bureau  stations  in  and  surrounding  the  Section, 
was  as  follows:  8  a.  m.,  84  percent;  8  p.  m.,  72  percent.  The 
highest  average  percentages  occurred  over  the  extreme  north- 
eastern and  extreme  southern  coast  districts  and  over  the  extreme 
northwestern  portion  of  the  Section. 


PRECIPITATION. 

Tlie  average  for  the  Section,  51  stations  reporting,  was  3.fi3 
inches,  or  0.41  inch  below  the  established  normal.  There  were 
four  distinct  periods  of  rain,  namely:  1st  to  4th,  8th  to  12tli, 
Ifith  to  19th  and  24th  to  26th.  However,  the  bulk  of  the 
month's  rainfall  was  recorded  during  the  latter  two  periods, 
with  l)ut  few  local  exceptions.  The  precipitation  was  unequally 
distributed  as  to  area;  on  the  middle  and  northern  portions  of  the 
coastal  plain  the  amounts  ranged  from  5  to  over  7  inches,  while 
over  the  northwestern  counties  tlie  rainfall  ranged  generally 
from  3  down  to  less  than  2  inches.  The  greatest  local  amount 
was  7.55  inches  at  Georgetown,  Georgetown  County;  least 
amount,  1.45  inches  at  Liberty,  Pickens  County.  The  greatest 
amount  during  any  24  hours  was  4.10  incho>s  on  the  25th,  also 
at  Georgetown.  The  average  number  of  days  with  ap]n'ecialile 
amounts  of  rainfall  was  normal. 


TEMPERATURE. 

Tlie  monthly  mean  for  the  Section,  determined  from  reports 
ijof  39  stations,  was  71.3°,  or  2.9°  below  the  estalilislied  normal. 
Tlie  bighrst  temperature  was  lOT"  at  Blackville,  ]!arnwell  Coun- 
|ty,  on  the  !Sth.  The  warmest  period  of  the  montli  was  on  the 
i<th  and  SlJi,  but  a  few  stations  show  maximum  tenipc-ratures 
|i>Ptw(>en  the  1st  and  3d.  The  lowest  temperature  was  43°  at 
iDarlington.  Darlington  County,  on  the  lltli  and  27tli;  at  Clie- 
iraw.  Che.-lcrlicld  County,   i.ilicrty.  Pickens  County,  and  Saluda, 


WIND. 

The  prevailing  winds  were  from  the  northeast.  Tin-  average 
hourly  velocity,  determined  from  7  anemometer  records,  was  7.7 
miles.  The  highest  average  velocity  in  the  region  covered  by  re- 
ports M'as  11.1  miles  per  hour  at  Charleston,  and  the  lowest 
average,  6.2  miles  per  hour  at  Augusta,  Ga.,  and  Charlotte,  N.  C. 
In  the  Section  proper  the  averages  were  6.6  miles  per  hour  at 
Colundiia  and  11 .1  miles  per  hour  at  Charleston.  The  highest 
velocity  for  any  5-minute  period  was  45  miles  per  hour  from  the 
east  at  Charleston  on  the  17th. 

SUNSHINE   AND    CLOUDINESS. 

The  total  hours  of  suiishine,  determined  from  7  automatic 
records,  w(>re  22'.). 4,  or  ()2  percent  of  the  possible-  amount. 
The  average  number  of  clear  days  was  14;  partly  cloudy,  0; 
cloudy,  7,  as  against  normals  of  15,  9  and  (i  days,  respectively. 


RIVER    CONDITIONS. 

Tlie  rivers  continual  unusually  low  throughout  the  nioiith. 
At  Calhoun  Falls.  S.  C.,  the  Savannah  Uiver  was  the  lowest  of 
record  dm-ing  [naetically  tlu-  entire  i)(>riod  after  the  (itii. 
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Clim 

atological 

Data  for 

September,    1914. 

Counties. 

■c 
g 

Temperature 

in  degrees  Fahr. 

Precipitation,  in  ine 

'les. 

Num))ei 

of  days. 

.N 

Stntions. 

"5 
> 

1 

s 

Hi 

li 

=  2 

li 

■J. 

a 

s 

C 

1 

6 
1    C 

'  a,"  5 

i 

li 

^  s 

5  o 

5  — 

■„  0 

0 

i" 

X 

Observers. 

Knittern  Portion. 
Allendale  

186 
21 
296 
160 

48 

144 
25 
175 
100 
143 

106 
63 

136 
12 
54 

54 
97 
109 
269 
82 

192 
75 
69 

24 

25 
27 
25 
11 
43 

24 
28 
18 
10 
26 

21 
28 
25 
19 
25 

20 
4 
25 
25 
18 

22 
16 

11 

18 

4.75 
4.03 
6.72 
2.77 
4.69 

3.08 
7.24 
2.49 
5.  .31 
4.64 

5.87 
3.74 
2.99 
7.55 
2.27 

5.05 
3,73 
4.27 
3.43 
4.83 

2.53 
5.03 

4.84 
4.16 

4.42 

4.65 
2.17 
3.49 
3. 24 

+0.83 
-1.24 
+2. 43 
-0.75 
-0.77 

-0. 56 
+2.51 

-1.48 
-0.89 
+  1.15 

+2. 53 
-0.10 
-1.17 
+3.41 
-1.54 

+0.49 

+6.' 22' 

-0.22 

+0.84 

-1.60 
+0.76 
-0.02 
-0.09 

+0.21 

+  1.32 
-1.47 
-0.41 

'-2.' 67' 

-0.81 

'-6.'44' 
-0.85 

-iie' 

-0.94 
-0.23 

-3.11 

+0. 82 
-1.17 

'-1.04' 
-1.29 

+  1.06 
-1.15 
-2. 26 
+0.  48 
+0.03 
-0.53 

-0.72 

-0.41 

2.35 
1.17 
2.05 
1.40 
2.38 

1.10 
3. 19 
1.02 
2.  09 
1.95 

1.73 
1.24 
1.00 
4.10 
0.63 

2.75 
1.16 
1.43 

1.38 
1.50 

i.a=> 

3.08 
2.a5 
1.70 

4.10 

2.20 
0.87 
2.07 
2.  .30 
1.82 

1.18 
1.80 
1.12 
2.80 
1.09 

0.55 
1,31 
1.29 
1.51 

1.14 

0.90 
1.50 
0.79 
2.00 
2.06 
0.90 

1.44 
0.88 
0.94 
1.75 
1.00 
0.85 

2.80 

4.10 

0 
0 
0 
0 
0 

0 
0 

0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 

0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 

0 

0 

5 
5 
7 
7 
7 

9 

7 
6 

8 

t 
6 
6 
5 
7 

8 
6 
8 
9 
6 

7 
8 
7 
6 

7 

6 
6 
6 

4 
5 

9 

8 
5 
8 
9 

5 
9 
9 
8 
4 

6 
6 
5 
12 
8 
6 

6 
6 
5 

7 
5 

4 

H.  B.  Harris. 

Beaufort 

"73. 2 
73.4 
71.2 
74.4 

68.3 
70.8 
71.0 
70.7 

-4.2 
-2.4 
-3.9 

-1.8 

-5.2 
-4.5 
-3.9 
-4.4 

»  90 
101 
95 
92 

96 
94 

*  98 
»  97 

3 

8 
8 
8 

8 
8 
8 
8 

»  58 
46 
44 
57 

43 
48 
43 

44 

t  11 

28 
28 
26 

27 

U 

t  11 

27 

21 
35 
34 

18 

33 
44 
38 
34 

12 

'ie' 

13 

14 

"9' 

7 

4 

"5' 

10 

Me. 
ne. 

Miss  Lillian  H.Kice. 

Blaclvville 

Mrs.  D.B.Sanders. 

Bowman 

Charleston 

Orangeburg 

Charleston 

Chestertiekl 

B.  0.  Lvans. 

('.  S.  \Veati;er  Bureau. 

.1.  H.  Powe. 

Paul  Qnattlebanni. 

Darlington 

Dillon                .   . 

19 

4 

■ 

D.  C.  McCall. 

I)ill()ii 

A.  K.  Rowcll. 

Fdisto  tt 

Bainl)erg 

Nathan  .Jenkins. 

H.  B.  McCall. 

Orangeburg 

-73. 6 
71.2 
73.6 
72.0 

70.6 

-0.6 
-3.8 
-2.4 
-3.3 

-3.7 

elOO 
100 
95 
95 

90 

8 

8 

t  3 

8 

8 

47 
47 
51 
46 

56 

11 

27 

t  11 

11 

t  26 

38 
37 
37 
32 

.lo.sepli  P.  Simons. 

H.  K.Gilbert. 

Ueorfjetowii 

Kiuffstree 

Pinopolis  ** 

Georgetown 

Williamsburg 

Berl<eley 

Clarendon 

Dorchester 

14 
13 

11 
6 

5 

1' 

ne. 

ne. 

A.  P.  Hazard. 
A.O.Mattln'WS. 

Miss  K.  P.  Ravenel. 
William  B.  Wolfe. 

■"72.0 
71.0 

-3.3 
-3.7 

"  97 
97 

8 
8 

«  44 
46 

t  11 

28 

36 
31 

Geo.  N.SucUing.  M.  f). 

St    MatUiPws     

.1.  S.  Wanuamaker. 

Smiths  Slill-i 

Georgetown 

Darlington 

Dorchester 

Colleton   

W.  (i.  Walker. 

Society  Hill 

70.6 
72.2 

■=73.8 
71.4 

71.8 

71.2 
72.4 
69.8 

-2.7 
-3.0 
-3.4 

-4.4 

-3.4 

-5.8 
-1.0 
-4.2 

99 
93 

'■  96 
94 

101 

96 
98 
95 

1 

t  7 

8 

8 

8 
2 

1 

43 

5(1 

-  51 

44 

43 

50 
50 
50 

28 
t  11 
T26 

U 

t  U 

t    9 

26 

t  26 

36 
28 
32 
36 

44 

46 
33 
31 

14 
2 

14 

11 
25 
10 

5 
3 
6 

n. 
e. 

Rev.  T.  Elli.son  Siinfison. 

Sumiiu'iville 

Miss  E.  H.tiadsdcn. 
.1.  A.  WestertxTg. 

Yemas.see 

Hampton  

.1.  G    llutson 

13 

13 

17 

11 

14 
0 

6 

3 
13 

lie. 

ne. 
e. 

U'eiitern  Portion. 
Aiken                

Aiken  

527 
764 

666 
293 
508 

222 
562 
402 
850 
351 

19 
12 
25 

8 
21 

47 

S 

9 

22 

27 

W.  M.  Brown. 

Andor'ion     

Anderson  

Lexington 

Fairlield 

H.  H.  Russell. 

E..I.  Hite. 

Blairs  

.).  N.  Ott^ens. 

2.09 

3.14 
4.08 
L89 
4.43 
2.60 

1.60 
2.64 
2.40 
2.88 
2.97 

1.45 
3.74 
2.00 
4.27 
3.00 
2.  04 

4.28 
2.37 
L54 
3.83 
3.52 
2.62 

2.92 

3.63 

L.  M.  Parker. 

Kershaw 

71.4 

-4.0 

92 

t  1 

50 

11 

29 

14 

13 

3 

ne. 

W.  C.  Brown.                              1 

York  

Newberry 

Oconee        

.J.  .1.  Murran.                             i 

Clenison  College 

CoUinibia      

70.4 
71.0 

-2.5 
-2.7 

89 
94 

2 

7 

47 
51 

t  26 
26 

27 
24 

16 

12 

8 
9 

6 
9 

w. 
ne. 

Prof.  F.  H.  H.Calhoun             \ 

Ricliland 

r.  S.  Weather  Bureau.              ' 

Eflgetield 

Edgelield 

T.  L.  Timmerman. 

680 
989 
671 
568 

900 
711 

1 
21 
25 

12 

19 
20 
10 
7 
26 

Harry  A.  Parshall. 

Greenville 

Greenwood 

Lancaster. 

69.7 
69.4 
68.4 

71.5 
71.8 
71.6 
71.6 
71.2 

-1.1 
-4.1 

-5.8 

-1.5 
-3.3 
-3.6 

'-3.i' 

91 
94 
93 

96 
96 

98 
94 
97 

7 
8 
7 

8 
t  7 
t  7 

T  2 

44 
47 

48 

43 

50 
47 
50 
46 

27 

27 

t  10 

27 
26 

27 
27 
27 

35 
32 

30 

37 
39 
38 
30 
34 

14 

4 

12 

w. 

Spartan  Cioodlette. 

Greenwood 

M.  iM.  Calhoun. 

Heath  Springs 

14 

12 
16 

15 
10 
12 

4 

11 
3 
5 

14 
8 

12 

7 
11 
10 

6 
10 

w. 

a. 
e. 

ne. 
sw. 

.(.  Marvin  Bowers. 

Pickens 

.lohn  T.  Boggs.                          1 

Little  Mountain 

Newberry 

Kdgerteld  

.I.M.Sease,  M.  D. 
William  S.  Middleton. 

Monetta 

Saluda 

4()6 
502 

.'oseph  M.  .lohnson. 

Newberry 

Newberry 

Anderson 

Warren  (i.  Petterson. 

850      10  1 

Saluda 

Saluda 

536 
512 
875 

11 
19 
22 

71.9 
70.7 
70.0 
71.6 
69.8 
70.2 

70.8 

71.3 

-2.7 
-2.8 
-2.6 
-3.9 
-3.6 
-3.2 

-3.2 

-2.9 

100 
97 
97 
96 
93 
96 

100 

101 

7 
t  2 
7 
7 
7 
7 

7 

8 

43 
46 
46 
51 
50 
46 

43 

43 

27 
27 
27 
27 
t  13 
27 

27 

t  11 

41 
38 
32 
32 
32 
34 

46 

46 

17 
11 

12  1 

5 

s. 
ne. 

Mrs.  F.  V  .1  Maxwell 

Santuclv 

Union 

E  W  .leter. 

Trenton  .           

Edgefield  .       ... 

620     50  1 

13 
22 
11 

14 

14 

12 
6 
14 

9 

9 

5 
2 
5 

7 

e. 
se. 

s  w . 

ne. 
ne. 

C    \  Long 

Winnsboro 

Fairfield   

545 
690 

24 
13 

.1.  W.  Seigler. 

Winthrop  College  tt- . . 

York 

Division  means  and  ex 

tremes  

State  means  and  extre 

mes 

The  departures  from  the  normal  temperature  and  precipitation  are  computed  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
determining  section  or  division  means. 

Reference  letters.  ",  •>,  i^,  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  ^  represents  two  days  missing,  etc. 

t  Also  on  other  dates.  +1  Received  too  late  to  be  included  in  means  and  sunnnaries.  **  Temperature  data  are  from  ob.served  readings  of  the  dry  bulb:  means  are  com- 
puted from  observed  readings,     tt  Postothce  addresses  of  these  stations  are  as  follows:     C)f  Kdisto.  Embree:  of  Gaston  Slioals.  Gafl'ney;  of  Winthrop  College.  Rock  Hill. 

T.  Pr(>cipitafion  is  less  than  0.01  inch  rain  or  melted  snow. 
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Daily  Precipitation  for  September,    1914. 


Wiitorshod. 

Day 

if  month 

SliilioMS. 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22     23 

24 

25 

26 

27 

28 

29 

30 

31 

1 

Ktiittn-n  P(rt-tion. 

.20 

1.50 
1.17 
1.22 
.51 
1.03 

1.10 
1.57 
.80 
2.09 
1.10 

1.65 
1.24 
1.00 
1.75 
.59 

.10 

65 

tV 

.22 

.28 

.50 

T. 

.50 

2.35 
.92 
1.70 
1.40 
2.36 

.78 

.20 

4.75 
4  03 

Const 

.82 
.80 
.03 
.12 

.12 

1.00 

Bhiclcvilloll 

Edisto 

1.70 

.20 

.35 

.03 

6  72 

do 

.07 

.12 

.40 

.08 
T. 

2  77 

Const 

T. 

.03 

2.10 

T. 

T. 

.07 

.09 

.03 

T. 

.14 

.22 

.23 

.10 

T. 

.39 

.03 
.25 

.... 

T. 

1.03 

.02 

.01 

4  69 

pedee 

.14 

.46 

18 

.14 

18 

3  08 

T. 

.07 

.08    .14 

2. 13  1.  06 

7  24 

Podoo 

.14 

i."i6 

.20 
.06 
.15 

.24 
.32 
T. 

.18 

.03 

?4 

T. 
T. 

1.02 
1.82 
1.70 

1.15 
1.20 

.80 
4.10 

.15 

2.75 
.95 
1.43 
1.25 
1.50 

.20 
3.08 
2.65 

.76 

2.20 

.58 

1.79 

2.30 

1.82 

1.03 
1.80 
1.12 
.18 
.95 

.30 
.01 
.25 

.23 
.62 
.50 

2.49 
5  31 

niiiMti 

Little  Pedee 

T. 
.04 

.07 

T. 

T. 

.16 

T. 

.06 

1.20 

1.73 
.09 
.44 

4  64 

.65 

5.87 
3  74 

.04 
.15 
.40 

ppdi'P 

T. 

.70 

.25 

2.99 
7.55 
2.27 

5.05 
3  73 

T. 

T. 
.11 

T. 

.60 
1.22 

. . . . 

T. 

Kitij^stn'p  !1I! 

liUit'k 

.63 

.08 

Cooper  

.71 

'.'42 
.88 
.70 

.10 

1.01 
.20 
.25 
.83 

.... 

.21 
.13 
.13 

.75 

St.ficorKcll'! 

St.  Miitl.ipws'"! 

Smiths  Mills  i:ii 

«r%<>ii.tv   Hill   nil 

Kdisto 

.05 
.22 

1  08 

.40 
40 

.10 

4.27 
3.43 
4.83 

2  53 

.26 
.22 

.22 

T. 

Pedeo 

do 

.50 

T. 

.48 

.10 

T. 

T. 

.08 

.43 

T. 

T. 

1.15   .30 
.lOi  .15 

1.05 



Sinnniorvillc 

Walt(M*bf)!o 

S'enmssin'liy 

Wenin'ii  Pint  ion. 

Ashley 

Ashepoo  

Conibivhee  . 

.04 
'.'79 

.17 
.01 

.04 

T. 

.05 
.15 
T. 

10 

1.52 
.99 
1.70 

1.30 
.05 
.39 
.46 
09 

.09 
■65 

'.'55 
.71 
.30 
05 

.55 
.87 

'  .52 

.04 
.04 
T. 

5.03 
4  84 

.49 

.37 

4.16 

4.65 
2  17 

EdMo 

45 

.05 

Saviiiiuiih  .... 

.10 

.02 
.28 

Rnti^shursrliii 

Edisto 

T. 

T. 

T. 

.23 
.18 

T. 

.09 

3  49 

3  24 

Siiviiniiiih 

.04 

.09 

.15 
.07 

2.09 
3  14 

.37 

35 

.35 
.10 
.10 

.07 
.47 
.10 

.74 
.37 

.08 
4ft 

Catawba  111! 

ChaiMx^lls  311 

<'lcms(iii  Collose 

Ciitawba 

.12 

.70 

4.08 
1  89 

Saluda    ....... 

.28   .29 
2.80   .80 

.03 
.02 

.06 
.25 

.10 
.82 

.16 
.15 

.30 
T. 

'.'i4 

4.43 
2  60 

Couffiiree 

Savaiiuab 

.01 

.20 
.45 
.22 
.18 

.01 
.30 

.25 

.35 
.11 
.14 
.15 

.87 

.10 
.15 
.79 

T. 

.20 
.24 
1.29 
.71 

T. 

KdgeKol.l  llll 

.55 
.02 
.01 

1  60 

Broad  

Saluda      

.22 
T. 

T. 
.03 

.31 
.31 
.22 

T. 

1.29 
.33 
1.51 
1.14 

2  64 

(ireeiivillc  111! 

<;rrf'n\vo{Hl  I1|| 

.05 
.11 

.02 

2  40 

do 

2  88 

.70 
T. 

.26 

.04 
.19 

.37 
.15 
.20 

2  97 

Libortv 

Savannah  . . . 

T. 

.06 
1.50 

* 

.05 

T. 

T. 

T. 

.10 

.90 
.55 

.30 
.20 
.09 
.01 
.93 

T. 

1  45 

Liltlt^  Mouiitiiin 

Saluda 

1.15 

.40 

2.00 

1.13 

.62 
1.44 
.88 
.92 

1.75 

1.00 

.61 

3  74 

.35 
.02 
.07 

.04 

2  00 

^fo^ettll 

Edisto 

Saluda 

.01 

.80 

.17 

.01 

.05 
.22 

.30 

T. 

.781  .22 

.05 

4  27 

NowViiTry 

.17 

.06 
1.01 
.41 
.12 

.49 

.18 

.90 
.62 
.02 
.25 

.25 

3  00 

Pol/.erll!! 

do 

.04 

.08 

2.04 

Saluda  . 

do    

.47 

.16 
.30 

.58 
.75 

4  28 

Santuok                 

Broad 

.01 

2  37 

do 

T. 

.23 

n'> 

J 

1  54 

Tronton 

Kdisto 

T 

.22 

.50 
.85 

.30 

.77 
.75 
.61 

.05 

3  83 

Broad 

.52 

.75 

3  52 

Wintlirop  College 

Catauba  

.55 

2.62 

E:n'ppt  as  otherwise  indicated,  observations  are  frenerally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observation.  I|||  Precipitation  measured  in  the  morning;  amount  then  recorded  is  for  the  preceding  24  hours.  ***  Regular  Weather  Bureau  station ;  precipitation  is  for  the 
24-hour  period,  midnight  to  nndnight.    *  Precipitation  included  in  the  next  following  measurement,    t  Separate  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  0.01  inch. 
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Daily  Temperatures 

for 

September,  1914. 

stations.                           j    1 

2 

3 

4 

6 

6 

7 

' 

9 

10 

n 

12 

13 

14 

15 

16 

17  i  18 

1 

19  !  20 

1 

21  !  22 

23 

24 

25 

26 

27 

28 

29 

30  ,  31 

Mi'au. 

Enntern  Piniion. 

Allendale  sSvS 

\  Maximum  . . . 

.... 

.... 

' ' "  '  Minimum. . . . 

""60 
78 

"'f.i 

76 

"58 
78 

57 

78 

"62 
74 

"64 
80 

71 
80 

"76 
82 

64 

83 

■"f.4 
79 

58 
79 

"61 

80 

"62 

80 

"ei 

69 

"53 
72 

.... 
56 
74 

"52 
75 

■59 
73 

Beaufort  

\  Maximum  . . . 

"si. 

"SH 

90 

"87 

"85 

"'86 

"87 

"89 

■■75 

"72 

"78 

........ 

"  79.9 

■  "  (  .Minimum 

7C 

74 

69 

70 

74 

73 

73 

74 

74 

60 

58 

63 

64 

60 

61 

66 

70 

71 

71 

71 

66 

66 

66 

65 

60 

62 

60 

59 

5S  . . . . 

"  66.  6 

BlaokvilleSW 

\  .Maximum  . . . 

ft-i 

96 

91 

91 

93 

94 

98 

101 

85 

83 

79 

82 

81 

85 

85 

73 

86 

90 

93 

94 

87 

SKI 

89 

88 

70 

79 

81 

81 

"76 

78  ... . 

SC.  5 

■  ■  •  /  Jlinimum 

7( 

69 

69 

66 

61 

66 

67 

68 

68 

53 

47 

57 

58 

55 

64 

61 

62 

69 

(>9 

62 

66 

57 

a.) 

62 

60 

50 

47 

46 

53 

57  ... . 

60.3 

liow'inan 

\  Maximum  . . . 

92 

93 

90 

80 

911 

93 

94 

95 

81 

76 

73 

75 

76 

77 

79 

80 

82 

85 

85 

87 

86 

87 

86 

80 

74 

75 

77 

78 

73 

80  ... . 

82.  9 

■  ■ '  /  Minimum 

t)7 

67 

65 

65 

60 

62 

62 

63 

62 

52 

45 

57 

58 

57 

58 

62 

63 

63 

70 

(is 

65 

68 

58 

60 

58 

50 

45 

44 

54 

57 

.59.  5 

Clinrleston 

>  .Maximum  . . . 

K8 

89 

90 

90 

84 

55 

89 

92 

81 

75 

75 

76 

78 

78 

80 

75 

79 

82 

82'     83 

79 

SO 

82 

83 

76 

75 

74 

75 

71 

74 

SO,  7 

••■  (  Minimiuii 

78 

77 

74 

75 

76 

76 

74 

75 

67 

62 

60 

65 

f)4 

60 

62 

66 

72 

72 

72 

70 

68 

66 

69 

70 

61 

57 

61 

63 

63 

66 

68.0 

Cheraw  % 

(  Maximum  . . . 

91 

93 

91 

86 

87 

91 

94 

96 

74 

76 

66 

73 

77 

80 

80 

69 

80 

82 

84 

80 

87 

87 

88 

87 

62 

73 

76 

76 

75 

78 

79.0 

■  ■  ■  (  .Mininunn 

68 

70 

70 

67 

58 

60 

63 

68 

64 

48 

46 

58 

57 

53 

55 

60 

65 

70 

70 

64 

60 

60 

68 

60 

62 

50 

43 

48 

48 

53 

57.6 

Conway  ^'S 

\  Maxinunu  . . . 

91 

91 

91 

86 

85 

88 

9^2 

94 

80 

76 

72 

77 

77 

80 

80 

74 

82 

80 

79 

85 

85 

85 

87 

86 

65 

73 

75 

77 

75 

72 

.SI.  3 

■  ■  ■  /  Minimum 

69 

70 

71 

67 

61 

60 

62 

69 

50 

50 

48 

60 

59 

57 

57 

64 

66 

69 

69l     66 

61 

59 

59 

62 

64 

62 

49 

49 

51 

56 

liO.  2 

Darlington  S'iS'i 

;  Maxinunu  . . . 

94 

95 

93 

92 

92 

93 

97 

98 

78 

81 

71 

78 

80 

83 

83 

70 

82 

84 

88      90 

88 

88 

88 

86 

64 

76 

78 

78 

77 

"  S4.0 

'  "  1  .Mininunn 

66 

67 

72 

68 

59 

58 

62 

68 

63 

47 

43 

55 

5b 

53 

52 

62 

62 

69 

68      63 

5'1 

55 

56 

60 

60 

49 

43 

'"46 

46 

52 

.w.o 

j)il\()n 

\  Maxinunu  . . . 

93 

96 

94 

86 

86 

71 

94 

97 

76 

75 

69 

76 

80 

80 

71 

83 

82 

85,    84 

85 

88 

87 

87 

71 

72 

55 

76 

73 

77 

»  Sl.O 

■  ■  ■  (  Minimum 

67 

68 

69 

68 

60 

60 

63 

70 

63 

49 

61 

60 

55 

57 

57 

64 

68 

70 

68     63 

69 

67 

59 

62 

58 

51 

44 

51 

49 

52 

60.4 

KerKiisonsW 

\  .Maxinmm  . . . 

9i 

95 

93 

93 

95 

91) 

99 

100 

83 

82 

78 

80 

82 

55 

88 

72 

85 

68 

78 

87 

84 

SO 

76 

f  S.5.8 

"  '  (  Minimum 

7-2 

70 

70 

69 

()5 

f)5 

66 

66 

70 

54 

47 

47 

61 

58 

60 

60 

6t> 

"n 

"72'   "65 

"65 

"'59 

"59 

"6(i 

64 

52 

52 

50 

50 

56 

61.4 

Florence  S^\^ 

)  Maximum  . . . 

89 

90 

9^2 

86 

88 

91 

98 

100 

78 

76 

74 

80 

76 

80 

80 

79 

88 

88 

91 1     89 

SO 

81 

80 

82 

72 

75 

76 

77 

76 

80 

s;i.  1 

"  "  (  Minimum 

68 

6H 

79 

68 

(iO 

60 

61 

67 

64 

51 

49 

48 

57 

55 

55 

56 

64 

70 

70 

6S 

67 

61 

63 

57 

60 

51 

47 

49 

49 

50 

5;  1.4 

(iporgptown 

\  Maxinunu  . . . 

<):i 

94 

95 

90 

91 

91 

92 

95 

81 

79 

81 

80 

78 

85 

85 

78 

86 

80 

85 

al 

84 

81 

88 

88 

84 

76 

76 

76 

74 

73 

S4.  I 

■  •  ■  '  Mininunn. . . . 

so 

SO 

72 

72 

62 

62 

68 

G5 

58 

52 

51 

61 

62 

58 

59 

58 

61 

70 

70 

68 

60 

52 

61 

63 

68 

64 

68 

51 

54 

61 

63. 0 

Kinsstree'^iJ 

\  .Maximum  . . . 

9:i 

93 

93 

88 

89 

90 

94 

95 

80 

77 

77 

78 

78 

81 

81 

82 

84 

88 

83 

91 

8(i 

87 

88 

89 

73 

75 

67 

79 

75 

76 

S3. 7 

■  ■  ■  '  Minimum 

69 

69 

"1 

68 

62 

60 

64 

67 

66 

52 

46 

53 

58 

56 

57 

60 

63 

62 

70 

66 

64 

66 

58 

61 

64 

51 

48 

47 

55 

57 

60.3 

St.  Heorge  % 

\  Maxinunu  . . . 

9.5 

94 

92 

93 

92 

93 

95 

97 

79 

78 

80 

80 

79 

81 

84 

74 

84 

SO 

...,!     92 

88 

89 

88 

8S 

69 

77 

80 

SO 

72 

76 
66 

»  S4.S 

■  •  ■  /  .Mininunn 

68 

67 

70 

67 

62 

63 

64 

67 

67 

57 

44 

57 

57 

55 

55 

69 

i'3 

69 

68' 

61 

5.5 

67 

59 

61 

47 

46 

44 

50 

"  .59. 1 

St.  Matthews SS*,.. 

i|  .Maxinunu  . . . 

94 

91 

92 

89 

86 

90 

95 

97 

78 

76 

74 

76 

75 

80 

80 

71 

81 

85 

83|     87 

84 

86 

87 

87 

69 

74 

75 

77 

72 

75 

82. 2 

•  ■  ■  *  Miniuuna 

7(1 

69 

70 

68 

60 

(>2 

67 

68 

67 

51 

47 

57 

57 

54 

54 

61 

62 

69 

69 

66 

59 

57 

69 

62 

60 

49 

47 

46 

53 

53 

.59.8 

■Society  HillijSvS.... 

\  Maximum  . . . 

92 

93 

88 

88 

93 

97 

99 

82 

78 

67 

76 

76 

81 

81 

71 

84 

77 

87 

88 

88 

88 

88 

88 

89 

88 

67 

74 

76 

76 

83 

S3. 4 

•  ■  (  Minimum 

67 

71 

67 

58 

59 

64 

67 

63 

48 

44 

55 

57 

53 

53 

61 

63 

69 

68 

65 

57 

57 

56 

56 

56 

56 

60 

49 

43 

46 

48 

.57.9 

Snnimerville 

\  .Maxinuim  . . . 

93 

90 

91 

90 

89 

89 

91 

92 

80 

75 

78 

76 

77 

76 

80 

74 

80 

84 

80 

85 

83 

84 

84 

86 

75 

73 

75 

75 

69 

71 

SI. 5 

■  ■ "  '  Minimum. . . . 

71 

70 

70 

69 

67 

65 

66 

70 

69 

54 

50 

61 

60 

58 

59 

66 

70 

72 

71!     69 

62 

58 

60 

62 

63 

52 

53 

50 

56 

62 

62.  S 

Walterboro 

\  Maxinunu  . . . 

94 

92 

92 

9'2 

91 

92 

96 

96 

77 

"/7 

79 

79 

79 

79 

81 

75 

86 

82 

....!     84 

90 

88 

87 

87 

75 

76 

78 

79 

92 

'•  S4.S 

'"  1  .Miuinuim 

7(1 

(>9 

71 

70 

66 

67 

66 

68 

5.3 

47 

63 

61 

58 

58 

65 

68 

71 

....|     70 

70 

72 

59 

61 

62 

51 

51 

48 

57 

■■  62.7 

Yeniasseei^'J 

\  Maxinunu  . . . 

92 

91 

92 

92 

89 

91 

92 

"94 

76 

76 

811 

80 

79 

•SO 

HI 

73 

84 

86 

84      89 

85 

86 

86 

87 

69 

76 

"79 

79 

70 

70 

82.  9 

•  ■  1  Mininunn 

65 

68 

68 

68 

67 

68 

64 

65 

65 

55 

44 

45 

60 

55 

57 

58 

64 

67 

69      ()7 

62 

55 

57 

61 

(U 

50 

53 

48 

60 

59 

nil.  9 

Wniffni 

Port  i  lilt. 

Aiken 

\  Maximum  . . . 

94 

93 

91 

90 

88 
62 

91 

95 

96 

85 

80 

75 

77 

75 

78 

78 

78 

83 

86 

83 

88 

85 

S6 

86 

79 

71 

73 

75 
51 

77 

73 
56 

78 
57 

82.  9 
59.5 

' ' '  t  Mininunn. . . . 

71) 

69 

67 

66 

67 

55 

60 

50 

50 

52 

5(i 

58 

55 

54 

54 

63 

69 

69 

66 

62 

60 

61 

(i4 

59 

52 

52 

AiKlerson 

\  Maxinunu  .  . . 

96 

98 

92 

91 

91 

92 

97 

96 

80 

80 

69 

65 

71 

75 

78 

79 

77 

83 

83 

90 

96 

92 

91 

78 

72 

77 

75 

71 

71 

S4 

S3.0 

■  •  ■  )  -Miniuuna 

67 

71 

70 

63 

64 

64 

6:5 

68 

65 

58 

5H 

59 

58 

54 

64 

59 

64 

69 

69 

6t> 

66 

64 

64 

64 

56 

50 

51 

55 

56 

57 

61. » 

Balc^liurg^S'J 

)  .Maxiauna  . . . 

95 

91 

90 

88 

87 

90 

90 

89 

84 

76 

70 

75 

73 

77 

74 

70 

78 

85 

86 

86 

86 

80 

84 

75 

65 

71 

75 

72 

74 

78 

8n.4 

■  ■  ■  '  Miuinuim 

66 

67 

67 

65 

59 

62 

67 

68 

65 

53 

53 

54 

58 

53 

52 

55 

59 

66 

65 

62 

60 

67 

611 

(iO 

57 

50 

54 

50 

56 

66 

.... 

.59.2 

Camden  $4 

\  Maximum  . . . 

92 

92 

91 

90 

88 

90 

89 

84 

74 

75 

67 

69 

72 

78 

78 

71 

80 

85 

83 

87 

86 

87 

87 

87 

65 

73 

75 

75 

75 

.   79 



S0.» 

'  ■  ■  '  .Minimum 

71 

71 

70 

70 

(i5 

65 

66 

67 

67 

53 

50 

51 

61 

55 

55 

62 

62 

71 

71 

67 

()0 

60 

58 

68 

61 

51 

60 

61 

61 

57 

.... 

61.9 

Clenison  College  . 

',  Maxinunu  . . . 

87 

89 

85 

83 

81 

87 

87 

87 

84 

74 

72 

70 

72 

72 

75 

77 

76 

80 

79 

83 

S3 

83 

83 

82 

72 

73 

72 

72 

71 

75 

. . . . 

1K» 

■  •  •  (  .Mininunn 

67 

68 

72 

65 

60 

61 

60 

68 

68 

60 

62 

58 

59 

62 

67 

61 

65 

69 

70 

65 

67 

63 

61 

63 

59 

47 

47 

52 

53 

57 

61.9 

('i)lnii)bia 

\  Maxinuuii  . . . 

91 

91 

89 

87 

86 

88 

94 

94 

75 

75 

69 

73 

71 

76 

77 

69 

78 

82 

80 

88 

84 

86 

85 

81 

63 

73 

75 

75 

72 

75 

SO.  1 

■  ■ '  '  Minimum 

73 

71 

69 

69 

63 

66 

70 

71 

62 

55 

55 

58 

59 

56 

56 

61 

66 

71 

70 

68 

62 

62 

62 

63 

55 

51 

51 

52 

56 

59 

62.0 

(irecnville  % 

\  Maximum  . . . 

9(1 

90 

86 

87 

86 

88 

91 

90 

80 

79 

62 

69 

75 

77 

81 

80 

75 

83 

81 

88 

84 

85 

84 

76 

77 

79 

77 

76 

'■' 

81 

Sl.l 

■  ■  /  Miaimvua . . . . 

()(> 

67 

68 

59 

58 

59 

60 

64 

63 

56 

56 

57 

57 

53 

53 

54 

57 

60 

68 

fH 

(13 

64 

59 

59 

55 

51 

44 

49 

62 

55  ... . 

58.  S 

Greenwood  % 

)  .Maxiaunn  . . . 

93 

!)2 

89 

85 

85 

89 

93 

94 

78 

75 

68 

68 

72 

76 

76 

73 

77 

8.3 

78 

84 

83 

83 

84 

72 

67 

71 

72 

71 

71 

74  ... . 

79.^ 

■  ■  /  Miniuuna 

70 

70 

70 

64 

59 

(i2 

62 

67 

66 

54 

55 

57 

57 

53 

52 

53 

58 

65 

68      65 

61 

63 

62 

62 

57 

50 

47 

51 

62 

54 

59.5 

Heath  Springs  . . . 

\  Maxiaaua  . . . 

92 

87 

78 

86 

82 

89 

93 

87 

78 

75 

62 

67 

67 

74 

75 

66 

75 

74 

831     86 

85 

85 

87 

75 

67 

73 

73 

74 

70 

76 

77. » 

■ '  '  .Minimum 

69 

69 

65 

65 

61 

63 

69 

69 

62 

48 

51 

55 

55 

51 

52 

58 

62 

63 

68!     66 

69 

60 

62 

62 

58 

48 

49 

52 

50 

53 

.59.1 

Liberty 

\  Maximum  . . . 

93 

»1 

89 

88 

89 

91 

94 

96 

77 

77 

71 

72 

74 

78 

SO 

79 

74 

82 

861    89 

89 

87 

88 

77 

74 

77 

78 

74 

76 

80 

82.3 

■  ■  (  Mininunn 

65 

69 

71 

63 

57 

57 

64 

67 

67 

67 

60 

59 

57 

56 

85 

56 

64 

69 

68 

63 

66 

63 

6(1 

64 

56 

55 

43 

49 

53 

57 

60.7 

Little  Mountain  , . 

)  Maximum  . . . 

94 

95 

93 

91 

90 

89 

96 

96 

76 

75 

67 

70 

70 

73 

77 

70 

78 

84 

86 

86 

87 

87 

88 

78 

75 

73 

72 

71 

75 

78 

82.  J 

■  '  .Minimum 

70 

70 

70 

69 

70 

75 

69 

68 

57 

54 

56 

56 

54 

53 

53 

59 

64 

70 

67 

65 

64 

67 

68 

66 

60 

50 

51 

61 

52 

55 

6L» 

M(?ri  wether 

\  Maxinunu  . . . 

97 

93 

92 

90 

91 

95 

98 

98 

80 

79 

78 

79 

76 

79 

79 

71 

83 

88 

86 

89 

88 

88 

80 

78 

67 

75 

76 

77 

78 

78 

83. 5 

•  •  '  Miuiaunu 

6H 

68 

()9 

66 

56 

63 

67 

67 

60 

56 

51 

56 

59 

54 

52 

60 

64 

66 

68 

65 

62 

67 

58 

M 

5S 

49 

57 

49 

54 

frl 

.59.7 

Monotta 

)  JIaxiauua  . . . 

93 

93 

89 

86 

88 

90 

91 

92 

81 

7(i 

71 

76 

72 

77 

77 

73 

80 

84 

83 

88 

87 

87 

86 

78 

68 

72 

75 

75 

76 

78 

SI.  5 

■  ■  '  Mininunn, . . . 

69 

70 

69 

67 

60 

64 

68 

68 

65 

54 

52 

57 

69 

54 

54 

60 

63 

71 

71      71 

71 

68 

61 

64 

60 

61 

50 

53 

55 

57 

61.7 

Newberry 

\  .Maxiauna  . . . 

96 

97 

94 

90 

89 

92 

96 

97 

85 

76 

70 

68 

72 

76 

78 

70 

80 

85 

80'     88 

87 

89 

89 

79 

67 

73 

75 

74 

74 

77 

,S2.  1 

•  ■  '  Mininunn 

68 

70 

71 

68 

60 

62 

66 

67 

63 

54 

53 

57 

58 

53 

53 

()0 

63 

70 

69      65 

(iO 

60 

58 

62 

59 

49 

46 

50 

54 

57 

(HI.  2 

Saluda  

)  Maxinunu  . . . 

99 

97 

94 

90 

92 

93 

100 

98 

95 

85 

72 

77 

76 

80 

80 

70 

80 

87 

95      90 

87 

88 

90 

78 

75 

76 

79 

78 

74 

SO 

85. 2 

■  ■  '  .Minimum 

63 

68 

69 

66 

52 

59 

64 

66 

66 

53 

49 

56 

58 

53 

52 

59 

63 

70 

69;     68 

58 

56 

57 

64 

58 

45 

43 

46 

53 

5(5 

.58.6 

Santuok  

S  Maxinunu  . . . 

91) 

97 

92 

88 

88 

93 

97 

95 

76 

77 

68 

66 

70 

76 

77 

71 

79 

85 

87 

90 

90 

90 

90 

77 

70 

74 

76 

73 

74 

80 

82.1 

•  ■  '  Miniuuna 

68 

69 

70 

65 

60 

59 

67 

65 

63 

53 

51 

55 

57 

52 

53 

59 

64 

69 

67 

66 

61 

60 

5S 

63 

56 

48 

46 

50 

51 

55 

.59.3 

Spartanburg 'J'J. .. 

\  Maxinunu  . . . 

95 

96 

90 

86 

87 

91 

97 

91 

75 

78 

63 

69 

71 

75 

77 

75 

76 

82 

84 

89 

90 

91 

90 

78 

71 

75 

78 

74 

75 

81 

SI. 7 

'  ■  '  Minimum 

60 

70 

70 

60 

59 

59 

65 

65 

60 

55 

56 

57 

57 

52 

52 

53 

58 

64 

67      M 

61 

62 

63 

63 

55 

47 

46 

60 

51 

52 

.58. 4 

Trenton 

\  .Maxinunu  . . . 

95 

66 

94 

70 

90 
69 

90 
67 

91 
62 

93 

64 

96 
69 

94 

70 

80 
67 

55 

72 
55 

78 
54 

74 
58 

78 
54 

70 
53 

SO 
5!) 

86 
64 

79 
70 

81;       89 

70|     68 

87 
62 

8S 
61 

87 
63 

75 
64 

(;7 

58 

6:', 
52 

7(; 
51 

75 

53 

76 
55 

75 

57 

SI.  9 

•  ■  '  .Miuiaunu 

61.3 

Winnsboro 

\  .Maxiauna  . . . 

90 

90 

87 

88 

85 

86 

93 

90 

75 

72 

65 

66 

70 

75 

74 

78 

80 

82 

sol     80 

86 

85 

88 

80 

72 

70 

75      72 

70 

75  ... . 

79.3 

■  ■  *  Miuiaunu. . . . 

72 

70 

70 

70 

65 

61 

70 

68 

60 

54 

54 

51 

50 

51 

51 

57 

60 

69 

67!     66 

68 

62 

62 

62 

56 

50 

51      56 

52 

56  ... . 

6(1. 3 

Winthrop  College 

\  .Maxinunu  . . . 

94 

96 

90 

90 

89 

90 

95 

93 

81 

71 

70 

68 

72 

75 

75 

71 

80 

82 

8(>,     86 

82 

89 

89 

S3 

67 

72 

75      74 

73 

79  ... . 

81.2 

■  ■  (  Mininunn 

71 

70 

69 

64 

60 

61 

67 

67 

61 

50 

53 

54 

56 

52 

51 

57 

63 

62 

66 

69 

()2 

62 

(i2 

62 

57 

49 

46 

51 

51 

55 

59.3 

",  l".  <:.  etc..  indicate  respectively  1,  2.  3,  etc..  days  missing  from  record.    S'**  Instruments  are  read  in  the  nuu-ning:  the  maximum  temperature  then  read  is  charged  to   llie 
preceding  day.  ou  which  it  almost  alu  ays  occurs. 


CLIMATOLOGICAL  DATA:     SOl'TII  CAROLiXA  SECTION 


Sei'tp:mbkr,  li)14 


(CONTINUED  FROM  PAGE  67.) 


MISCELLANEOTTS    PHENOMENA. 

EdrtlKjiKike  {date).  —  22:  Colniiil)ia,  2:07  a.  iii.,  noted  hy  a 
icw  persons  only;  Pinopolis,  a))Oiit  2  a.  in.;  Sinnniervillo,  2:04 
a.  in.,  (l(Tifl('d  shock;  Sumter,  runililing,  followed  l>y  a  slight 
tremor  of  a  tew  seconds,  causing  windoAVS  to  rattle,  2:10  a.  m.; 
Walterlioro,  2:10  a.  in.,  motion  from  west  to  northwest,  lasting 
only  two  or  three  seconds. 

Fog,  dcn^c  (dr/ff.s)  .-Blackville.  21,  28;  Cheraw,  21,  24; 
C(^Iumbia,  4;    Libert^',  12. 

Ilolos  (elates).  —  Lunar:  Charleston,  4,  27,  29;  Columbia,  3, 
27,28,29;  (iast on  Shoals,  29;  Greenville,  27.  Solar:  Colum- 
bia, 28,  29,  30;   Santuck,  24,  28,  29,  30. 

Tlnntdciyformti  {dntea) . — Bowman,  9,  18;  Charleston,  3,  4,  5, 
17,18;  Cheraw,  3,  8,  18,  19;  Columbia,  2,  3,  8,  17;  Effingham, 
3;  (iastonShoals,  3,  24;  Greenville,  3,  18;  Liberty,  2,  3,  7,  17, 
18;  iSbuietta,  3;  Newlierry,  3,  4;  Santuck,  18,  24;  Summer- 
ville,  1,  3;    Trenton,  8. 


COMPARATIVE  DATA  FOK  SEPTEMBER. 


•l\ 

iiipcmture. 

Precipitation. 

Average    number    of 
days— 

c  S 

S-Ps 

Ycur. 

£ 

101 

93 

98 

9H 

92 

93 

98 

100 

106 

195 

100 

96 

102 

100 

98 

9H 

100 

101 

98 

98 

99 

94 

98 

103 

100 

109 

99 

101 

109 

5 

34 
31 
40 
49 
.50 
40 
46 
52 
:i5 
39 
42 
48 
34 
45 
40 
43 
41 
44 
49 
55 
45 
40 
39 
46 
50 
47 
40 
43 

31 

i 
< 

1.12 
9.86 
3.34 

7.84 
2.  06 
6.41 
4.42 
6.51 
1.29 
2. 94 
2.91 
4.06 
2.55 

2.  h;j 

4.66 
3.74 
3. 62 
2.46 
1.91 
4.85 
5.91 
2.86 
3.74 
3. 10 
3.33 
5.91 
4.00 
3-63 

4.04 

Ills 

4 
13 

5 
16 

S 

1S,S7   

72.2 
69.  (i 
72. 1 
72. 9 
74.3 
72.5 
74.7 
75.0 
76.9 
75.0 
73.3 
76.0 
72.8 
77.1 
73.1 
72.1 
72.7 
75.8 
70.2 
78.0 
76.0 
72.4 
72.0 
75.8 
78.9 

7l'7 
71.3 

74.2 

e. 

IrtSs 

iio.-e.-s. 

).SS9 

se. 

1S9U 

ne. 

1S91 

ne. 

1 S9-2         

ne. 

IS^I3 

7 
12 
4 
5 
4 
7 
ti 
5 
6 
8 
5 
4 
4 
9 
9 
4 

7 
8 
11 
9 

7 

14 
12 
17 
17 
17 
12 
17 
19 
15 
13 
17 
19 
10 
10 
13 
15 
13 
15 
13 
10 
14 
14 

15 

10 

8 
8 

10 

8 
S 
S 
9 
7 

8 
12 
11 

9 

9 
12 
13 

7 

<> 
9 

9 

8 
5 
5 
0 
8 
5 
3 

8 
6 
4 
0 
s 
0 
6 
8 
3 
4 
13 
9 

6 

S\\'. 

1H94 

■1S95 

ne. 

ne. 

1890 

ne. 

1897 

ne. 

1898 

ne. 

1899 

ne. 

)900  

ne. 

1901 

ne. 

ne. 
ne. 
ne. 
ne. 
ne. 
w. 

1908 

ne. 

J909 

ne. 

1910 

ne. 

1911 

sw. 

1912 

e. 

J913 

(914 

ne. 
ne. 

Avoratre.s 

ne. 

MISCELLANEOUS  DATA  FOR  SEPTEMBER,  1914. 


I     I 


Temperature,  fle- 
grees  Fahr. 


-itiitions. 


Ashevinc,.N.C.... 

.\usiista.(ia 

Cliarlfslon,  S.C... 
Clmrlotte,  N.C... 

Cohunbia.S.O 

Savannah. Ga 

Wihnington,  N.C. 


30..  15 
30.12 
30. 09 
30.15 
30. 13 
30.08 
30. 12 


65.1 
72.6 
74.4 
09.2 
71.0 
74.5 
70.8 


Average.? 30. 12     71. 1 


40 


Pipptpita- 
tion  .inches, 


2.09 
2.48 
4.09 
2.02 
2.  00 
3.07 
5.39 


0.96 
1.74 
2.  .38 
1.16 
1.09 
l.()8 
2.09 


243.4 
220.0 
258.1 
237.  7 
239.9 
155.3 
251.1 


IS 


3.19  |t>2.38-j    229.4 


Wind. 


01  b.   , 

^P 

>  0) 

<^^e 

se. 

0.6 

6.2 

ne. 

11.1 

lie. 

6.2 

ne. 

6.0 

ne. 

9.5 

7.4 


"  I'^xlrcmi' 


^  Greatest. 


'i.KM^ns  rVii.l.E.i; 


Ei-rata    Aug-ust,   1914. 

\\\  ll'l]ll,il-!:ll,liri'  (  \>i\ar  Hill  .slliilllii   111 
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GENERAL  SUMMARY. 

Ideal  weather  prevailed  during  October,  except  the  periods 
10th  to  U>tli,  when  tlie  daily  mean  temperatures  ranged  5°  to 
10°  aliove  tlie  normal,  and  28th  to  31st,  when  the  daily  means 
were  5°  to  15°  below  the  seasonal  average.  Field  operations 
were  delayed  by  surplus  rainfall  during  the  first  week  of  the 
mouth,  and  tlie  prevailing  cool  weather  and  cloudiness  were  not 
favorable  for  the  proper  development  of  early  cotton  and  more 
than  slow  growth  of  the  late-planted  crop.  INIeantime  rain  was 
still  needed  over  the  northwestern  counties.  Higher  tempera- 
tures toward  the  close  of  the  second  week  materially  improved 
general  crop  conditions  on  the  coastal  plain,  and  much  land  on 
the  Piedmont  was  put  to  oats.  Showery  weather  during  the 
third  week  caused  considerable  damage  to  pea-hay  and  corn  fod- 
der that  were  down,  delayed  cotton  picking  and  injured  opening 
bolls  to  some  extent.  However,  much  needed  rains  in  the  north- 
Avestern  counties  were  especially  l)eneticial,  while  the  crop  situ- 
ation throughout  the  section  showed  additional  improvement. 
Heavy  rainfall  in  the  upper  Catawba  watershed  on  the  16th  was 
followed  l)y  moderate  Hoods  in  the  lower  CataAvba,  ^Vateree  and 
Santee  rivers  during  the  period,  17th  to  23d;  losses  due  to  sus- 
pension of  business  were  nominal,  while  the  value  of  movable 
propertj'  saved  by  warnings  of  the  Weather  Bureau  was  esti- 
mated at  $(),G0O.  Aside  from  a  wet  period  on  the  23d  and  24th, 
the  succeeding  week  was  generally  favorable  for  cotton  picking, 
harvesting  of  staple  crops,  growth  of  fall  truck  and  preparing  an 
increased  acreage  for  grain  and  general  farming  next  season. 
The  last  four  days  of  the  month  were  marked  l)y  light  to  killing 
frosts  throughout  the  Section,  which  checked  all  growth,  with 
late-i)lanted  cotton  fairly  matured. 


PRESSURE. 


The  mean  sea-level  pressure,  determined  from  reports  of  7 
regular  Weather  Bureau  stations  in  and  surrounding  the  Section, 
was  30.08  inches.  The  highest  pressure  in  the  region  covered 
by  reports  was  30.35  inches  at  Asheville,  N.  C,  on  the  31st; 
lowest,  29.73  inches  at  Charleston  and  Columljia,  S.  C,  and 
Wilmington,  N.  C,  on  the  26th. 


TEMPERATURE. 


HUMIDITY. 

The  mean  relative  humidity,  determined  from  records  of  7 
regular  Weather  Bureau  stations  in  and  surrounding  the  Section, 
was  as  follows:  8  a.  m.,  85  percent;  8  p.  m.,  77  percent.  The 
highest  average  percentages  occurred  over  the  Savannah  River 
w^atershed  and  the  extreme  southern  coast  districts. 


PRECIPITATION. 

The  average  for  the  Section,  51  stations  reporting,  was  3.44 
inches,  or  0.31  inch  above  the  estal)lished  normal.  The  rainy 
periods  were  from  the  2d  to  the  6th,  from  the  14th  to  16th  and 
on  the  23d  and  24th.  While  the  precipitation  was  unequally 
distributed  as  a  whole,  the  northwestern  counties,  which  have 
suffered  a  prolonged  semi-drought,  were  favored  with  more  than 
the  usual  amount  for  the  season,  the  measurements  in  this  dis- 
trict and  in  the  coast  counties  ranging  from  4  to  over  6  inches. 
In  a  large  area  of  the  interior,  however,  the  average  rainfall  was 
below  3  inches.  The  greatest  local  amount  was  6.51  inches  at 
Liberty,  Pickens  Co.;  least  local  amount,  1.17  inches  at  St. 
]\Iatthews,  Orangeburg  Co.  The  greatest  amount  during  any  24 
hours  was  5.05  inches  at  Liberty,  Pickens  Co.,  on  the  15th.  The 
average  number  of  days  with  appreciable  amounts  of  precipita- 
tion was  somewhat  above  normal. 


WIND. 

The  prevailing  winds  were  from  the  northeast.  The  average 
hourly  velocity,  determined  from  7  anemometer  records,  was  7.1 
miles.  The  highest  average  velocity  in  the  region  covered  by 
reports  was  9.7  miles  per  hour  at  Savannah,  Ga.,  and  the  low- 
est average,  5.2  miles  per  hour  at  Augusta,  Ga.  In  the  Section 
proper  the  averages  were  6.2  miles  per  hour  at  Columbia  and 
9.1  miles  per  hour  at  Charleston.  The  highest  velocity  for  any 
5-minute  period  was  36  miles  per  hour  from  the  east  at  Charles- 
ton on  the  3d. 


SUNSHINE    AND    CLOUDINESS. 

The  average  total  hours  of  sunshine,  determined  from  7  auto- 
matic records,  was  186.2,  or  53  percent  of  the  possible  amount. 
The  average  number  of  clear  days  was  1 3 ;  partly  cloudy,  7 ;  and 
cloudy,  11,  as  against  normals  of  17,  7  and  7  days,  respectively. 


The  monlhly  mean  tor  the  Section,  determined  from  reports 
of  40  stations  was  64.7  degrees,  or  1.6  degrees  above  the  t'stab- 
lished  normal.  The  highest  temperature  was  92°  at  Blackville, 
Barnwell  Co.,  on  the  11th.  The  warmest  period  of  the  month 
was  l)etween  the  lOtli  and  13th,  when  practically  all  the  higliest 
temperatures  at  tbe  several  stations  were  recorded.  The  lowest 
teiniK'rnture  was  26°  at  Liberty,  Pickens  Co.,  on  the  2Sth.  The 
coolest  period  was  the  last  four  days  of  the  month,  when  light  to 
killing  frosts  were  general  throughout  tbe  Section. 


RIVER    CONDITIONS. 

Heavy  rains  in  the  upper  Catawba  drainage  area  on  the  16th 
were  followed  by  moderate  floods  in  the  lower  Catawba,  Wateree 
and  Santee  rivers  between  the  17th  and  23d.  At  Catawlia  the 
river  rose  to  13.0  feet  by  the  17th,  or  2.0  feet  above  flood.  The 
crest  of  the  flood  in  the  Wateree  at  Camden  was  26.7  feet  at  11 
a.  m.  on  the  18th,  or  2.6  feet  above  flood.  At  Rimini,  the  San- 
tee River  rose  to  a  crest  of  12.7  feet  on  the  20th,  or  0.7  feet 
a))ove  flood,  and  the  water  was  above  flood  stage  from  the  19th 
to  the  close  of  the  22d.  At  Ferguson  the  Santee  River  was 
above  flood  from  the  21st  to  the  23d,  with  a  crest  of  12.4  feet, 
or  0.4  feet  above  flood.  The  losses  due  to  suspension  of  busi- 
ness are  estimated  at  1110,  and  the  value  of  movable  property 
saved  I)y  warnings  of  the  Weather  Bureou  is  estimated  at  $6,600. 

(pox'i'ixrKn  ox  paoe  ho.) 
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CLIMATO LOGICAL  DATA:   SOUTH  CAROLLN'A  SPXTION. 
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Clituatolog'ical  Data  for  October,   1914. 


1 

Temperature,  in  degrees  Fahr. 

Precipitation, 

in  inches. 

Number  of  days. 
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Eastern  Portion. 


Allendale  . 
Beaufort  .. 
Blackville  . 
Bowman.. . 
Charleston. 


Cheraw 

Conway 

Darlington  . 

Dillon 

Edisto  tt.... 


Effingham... 

Ferguson 

Florence 

Georgetown  . 
Kingstree 


Pinopolis  •*  . . 

Kiniini 

St.  George 

St.  Matthews. 
Smiths  Mills.. 


Society  Hill  . 
Snmmerville 
Walterboro . . 
Yeraassee 


Division  moans  and  ex 
Western  I'orlion. 


Aiken  

Anderson  

Batesbuig 

Blairs  

Calhoun  Falls. 


Camden 

Catawba  

Chappells 

Clemson  College  . 
Columbia 


i;dgelield 

Gaston  Shoals  tt. 

Greenville 

Greenwood 

Heath  Springs. .. 


Liberty 

Little  Mountain  . 

Meriwether    

Monetta 

Newberry 

Pelzer 


Saluda 

Santuck 

Spartanburg 

Tronton 

Winnsboro 

Winthrop  College  tt. 

Division  means  and  ex 


Barnwell 

Beaufort  . . . . 

Barnwell 

Orangeburg  . 
Charleston  . . 


Chestcrtield 

Horry 

Darlington  . 

Dillon 

Bamberg  . , . 


Florence  

Orangeburg . . 

Florence  

Georgetown  . . 
Williamsburg 


Berkeley 

Clarendon. .. 
Dorchester  . , 

Callioun 

Georgetown  . 


Darlington 
Dorcliester.. 
Colleton   . . . 
Hampton  . . 


tremes 


Aiken 

Anderson  . 
Lexington. 
Fairfield. . . 
Abbeville. . 


Kershaw.. 

York  

Newberry 

Oconee 

Richland  . 


Edgefield  . . . 
Cherokee  . . . 
(jreenville  ., 
Greenwood. 
Lancaster. . . 


Pickens. . . 

Newberry 
Edgefield  , 
Saluda  ... 
Newberry 
Anderson. 


Saluda 

Union 

Spartanburg 

E(lgeflel<l 

Fairfield  

York  


State  means  and  extra  mes 


tremes 


186 

25 

21 

27 

296 

25 

160 

11 

48 

43 

144 

24 

25 

28 

175 

18 

100 

10 

143 

26 

lOfi 

21 

63 

28 

136 

■25 

12 

19 

54  j  25 


54 

97 

109 

269 


192 
75 
69 

24 


527 
764 
656 
293 
508 

222 
562 
402 
850 
351 


680 
989 
671 
568 

900 
711 


400 
502 
850 

536 

512 
875 
620 
545 
690 


66.0 

+  1.2 

87 

11 

33 

29 

37 

1.70 

-0.72 

1^67.  6 

0.0 

"  84 

13 

•>  40 

28 

"33 

4.65 

+  1.38 

66.4 

+0.9 

92 

11 

31 

28 

41 

4.04 

+  1.07 

65.2 

+  1.1 

89 

12 

30 

t  28 

39 

4.92 

+2.33 

68.4 

+  1.3 

84 

11 

40 

28 

22 

4.14 

+0.21 

63.9 

+2.5 

85 

t  10 

28 

29 

38 

2.58 

-0.28 

64.6 

+0.7 

86 

11 

32 

28 

36 

3.08 

-0.44 

64.4 

+1.1 

86 

11 

28 

28 

43 

2.40 

-0.57 

62.4 

+  1.5 

86 

11 

30 

28 

38 

4.76 
1.96 

2.75 

+  1.30 
-0.32 

-0.31 

66.8 

+3.7 

87 

11 

32 

t  29 

36 

3.69 

+0.73 

65.8 

+2.5 

88 

13 

31 

28 

38 

2.66 

-0.48 

68.2 

+2.9 

88 

11 

33 

t  28 

43 

4.25 

+0.66 

66.4 

+0.9 

89 

10 

32 

128 

38 

5.72 

+2.99 

66.3 

+2.  3 

82 

12 

36 

t  27 

4.38 
2.40 
3.43 

+  1.33 

'+i.'ii' 

66.4 

+2.1 

89 

11 

30 

29 

43 

65.0 

+  1.2 

88 

t  U 

30 

28 

39 

1.17 
3.93 

2.63 

-1.56 
+0.30 

-0.52 

»64.3 

+2.6 

88 

t  10 

28 

28 

'42 

66.0 

+1.1 

83 

13 

34 

28 

31 

4.14 

+0.22 

'■67.0 

+0.5 

•>  89 

11 

''  32 

28 

39 

2.98 

-0.30 

65.6 

fO.9 

87 

t  U 

29 

29 

42 

3.22 

+0.73 

65.8 

+1.6 

92 

11 

28 

t  28 

43 

3.40 

+0.39 

64.9 

-0.6 

87 

11 

32 

28 

45 

2.82 

-0.13 

64.8 

+2.8 

87 

11 

31 

28 

.38 

3.44 

+0.51 

63.8 

+0.8 

86 

11 

30 

28 

33 

3.09 
L90 
3.44 

2.64 

-0.16 
-0.  72 
+0.61 

-0.13 

64.7 

86 

11 

32 

29 

27 

3.29 
3.00 
4.57 

-6.' 72' 
+1.22 

62.2 

+0.9 

80 

11 

29 

28 

.32 

64.4 

+0.4 

86 

11 

34 

28 

33 

2.70 

3.72 
3.98 
4.63 

-0.15 

■+i.'76' 

62.2 

+  1.9 

84 

11 

27 

28 

39 

61.4 

-0.6 

83 

11 

29 

28 

35 

4.07 

+1.29 

62.4 

+  1.0 

83 

t    9 

28 

t  28 

43 

2.52 

-0. 12 

63.2 

+2.5 

84 

11 

26 

28 

42 

6.51 

+3.11 

64.1 

0.0 

85 

11 

,S2 

28 

36 

2.46 

-0.58 

'63. 6 

+0.3 

'■  89 

11 

i-  29 

28 

".38 

3.20 

+0.93 

65.4 

85 

t     8 

31 

28 

36 

3.24 

63.6 

+  1.2 

87 

11 

29 

28 

37 

2.33 
4.32 

4.34 

-0.69 
+1.11 

+1.43 

63.4 

+0.7 

88 

11 

28 

28 

42 

63.4 

+2.0 

85 

11 

28 

28 

.38 

2.71 

-0.57 

62.0 

+  1.1 

86 

11 

28 

t  28 

37 

4.71 

+2.00 

65.3 

+  1.0 

J  85 

13 

J   32 

28 

31 

3.98 

+0. 68 

63.0 

-0.4 

82 

t  10 

30 

28 

40 

2.30 

-0.81 

63.0 

+1.2 

84 

11 

28 

28 

38 

3.85 

+  1.14 

63.5 

+0.9 

89 

11 

26 

28 

45 

3.47 

+0.48 

64.7 

+  1.6 

92 

U 

26 

28 

45 

3.44 

+  0.31 

0.80 
1.47 
0.82 
1.35 
2.77 

0.56 
0.U3 
0.75 
2.95 
0.68 

0.77 
L95 

1.05 
2.85 
2.90 

1.84 
0.90 
1.20 
0.27 
1.63 

0.95 
1.66 
0.92 
1.27 

2.95 


0.68 
1.46 
0.82 
0.70 
1.32 

0.68 
1.78 
0.70 
2.97 
0.80 

0.95 
1.61 
2.21 
1.20 
1.00 

5.05 
0.98 
0.96 
1.38 
0.48 
1.32 

1.56 
0.65 
1.85 
1.00 
0.75 
1.50 

5.05 

5.05 


4     14 
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se. 
»w. 


H.  B.  Harris. 

Miss  Lillian  H.Rice. 

Mrs.  D.  B.Sanders. 

B.  O.  Evans. 

U.  S.  Weather  Bureau. 


.1.  H.  Powe. 
Paul  Quattlebanni. 
n.  C.  McCall. 
A.  E.  Rowell. 
Nathan  .lenkins. 

H.B.  McCall. 
.loseph  P.  Simons. 
H.  K.  (,'ilbert. 
A.  P.  Hazard. 
A.O.Matthews. 

Miss  E.  P.  Ravenel. 
William  B.Wulfe. 
Geo.  X.  Snelling,  M.  D. 
.1.  S.  Wannamaker. 
W.G.Walker. 

Rev.  T.  Ellison  Simpson. 
Miss  E.  H.  Gad.sden. 
.J.  A.  Westerberg. 
J.  G.  Hutson. 


W.  M.  Brown. 
H.  H.  Russell. 
E.,I.  Hite. 
.I.N.Owens. 
L.  M.  Parker. 


W.  C.  Brow  n. 

James  C.  Faris. 

.I.J.  Murran. 

Prof.  F.  H.  H.Calhoun. 

U.S.  Weather  Bureau. 

T.  L.  Tiinmermnn. 
Harry  A.  Parshall. 
Spartan  Goodlette. 
M.  M.  Caliioun. 
J.  Marvin  Bowers. 

John  T.  Boggs. 
J.  M.Sease,  M.  D. 
William  S.  Middleton. 
.loseph  JI.  Johnson. 
Warren  (J.  Petterson. 
Joshua  Y.  Jones. 

Mrs.  F.V.J.  Maxwell. 

E.  W.  Jeter. 

F.  P.  Robinson. 
C.  A.  Long. 

J.  W.  Seigler. 
W.  P.  Goodman. 


The  departures  from  the  normal  temperature  and  precipitation  are  computed  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
determining  section  or  division  means. 

Reference  letters  ",  b.  c  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  ^  represents  two  days  missing,  etc. 

J  ?  °"  other  dates,    tt  Received  too  late  to  be  included  in  means  and  summaries.    *»  Temperature  data  are  from  observed  readings  of  the  dry  bulb:  means  are  com- 
^^1.*,'^^'''°.™.  ob.served  readings,     tt  Postoffice  addresses  of  these  stations  are  as  follows:    Of  Kdisto.  Embree;  of  Gaston  .Slioals,  Gaft'ney ;  of  Winthrop  College.  Rock  Hill. 

r.  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow 


October,    1914. 


CLLMATOLOGICAL    DATA:    SOUTH    CAIIOLINA    SECTIOxN. 


Daily  Precipitation 

for 

October,    1914. 

Watershed . 

Day  of  month. 

Stations. 

1 

2 

3 

4 

5 

6 

7 

8       9 

10 

11 

12 

13 

14 

15     16 

17 

18     19 

20 

21 

22     23 

24 

25 

26 

27 

28 

29 

30 

31 

1 

Eastern  Portion. 

Savannah 

.40 

.80 

.30 
1.40 

.82 
1.35 

.10 

.06 

T. 

.08 

.31 

.30 

.06 

'.'i2 
T. 
.07 

.51 
.09 
.16 
.15 
.03 

.83 
.20 
.92 
.31 

.35 
1.46 
.24 
.28 
.91 

.18 
13 

.20 

1  70 

Coast 

1.47 

1.18 

'.'07 
.19 

.10 

i.'so 

.25 
'.'93 

.50 
.27 
.27 
.32 

.44 

.11 

.27 

2.95 

4  65 

Kdisto 

.68 

.01 

.01 
.10 
.10 

.76 

.29 

.25 
.08 
T. 

.39 
.17 
.75 
.29 
.16 

.18 
.34 
.45 
.15 
.50 

.75 
LIO 
.26 

.03 
.25 
T. 
.30 

T. 

.70 

.20 
.05 
.08 

.25 
.42 
.10 
.12 
.06 

.30 
.05 
.20 

4  04 

do     

.20 

.40 
2.36 

4  92 

Coast 

.41 

.52 
.44 
.70 
.65 

.68 

.  77 
.65 
.65 
2.85 
.50 

.02 

.22 
.26 
.18 
.02 

T. 

.56 
.47 
.12 

".'is 

.07 

.05 

T. 

4  14 

.11 

2.58 

Waccaraaw . . . 

T. 

T. 

.05 

T. 

.03 
.10 
T. 

T. 

T. 

3  08 

.05 

'.'is 

2  40 

Little  Pedee  . . 
Edisto 

.02 

.06 

.... 

.03 

.40 

.01 

4.76 

1  96 

.03 

.67 

.07 

.60 
1.95 
1.05 

T. 
2.  90 

.47 
.10 

2.75 

Santee 

3  69 

.19 

T. 

T. 
T. 

2.  66 

Coast 

1.25 

T. 

'.'27 

4.25 

Black      

T. 
.05 

.08 

1.40 

5  72 

1.84 

.06 

.67 

.78 

4.38 

Santee 

Edisto    

.03 

.49 
1.20 
.20 
.72 

.13 
1.66 

.48 
1.27 

.68 
.50 
.66 
.30 
1.32 

.25 
.13 
.70 
1.03 
.05 

.95 
.23 

.03 

.90 
L03 
.12 
.53 

.39 
.93 
.20 
.38 

.95 
.61 
.14 
.09 

.30 
.28 
.42 
.04 

.37 

.05 

.25 

1.25 

2  40 

.03 

.03 
.20 
T. 

3.43 

St.  Matt  hows  1  1 

Smiths  Mills  II    

Sr>pii>fv  Hill  III!       

Santee 

.05 

1.17 

.20 
.05 

.05 

.07 
.13 

.07 
.05 

.05 

.43 

.13 

.25 

.02 
.11 

.30 

.04 

3.93 

do 

.50 
.30 
.54 
T. 

.37 
.40 

2.63 

Ashley 

Ashepoo 

T. 

.13 
.27 
.01 

.47 

.02 

.26 

.13 

.26 
.26 

T. 

.59 

4.14 

2  98 

Combahee 

Edisto 

.25 

.96 

.01 

.20 
.06 

.28 

3. 22 

W'eMeri)  Ptn'Hon. 

.40 
.70 

2.82 

Savannah  

.04 
.17 
.70 
.45 

.60 

66 

3.44 

Edisto 

.22 
.28 
.08 

.16 
1.78 
.20 
.04 

.10 
1   19 

T. 
.05 

.68 
.26 

.28 
'.'43 
.14 

.82 
.25 

T. 

3.09 

Kliiiis  III! 

Broad 

1.90 

Calhoun  Falls  nil 

Savannah  .... 

.25 

3.44 

Wateree 

.17 

.22 
.07 
.22 
.22 
.80 

.20 
.22 
.15 
.21 
.05 

.18 
.25 
.15 
.61 

.21 

.28 
1.56 
.49 
.19 

.64 
.25 
.30 

.24 
.26 
.45 
.24 
T. 

.27 
.30 
.43 
.25 

2.64 

Catawba  nil . 

("happi'lU  nil        

T. 

3.29 

Saluda 

.35 

.22 

.27 

2.97 

.32 

.70 
.24 
.64 
.81 
.28 

5.05 

98 

.59 

3.00 

Savannah  

Congaree 

Savannah  

■.'23 

.07 

4.57 

Columhia  *** 

.11 

.05 
.11 
.01 

.10 
.02 
.09 
.03 
.02 

.52 
.95 

.12 

.55 

T. 

.50 
1.61 
2.21 
1.20 

T. 

2.70 

EcteetieM  nil 

3.72 

Broad 

Saluda 

T. 

.04 

.02 
.15 

.09 
.03 

3.98 

(Jreenville  llll          

.50   .51 
.82:  .25 
.621.00 

.30  .40 
.27,  .05 
.51    .02 
.42    .01 
.43   .04 

T. 

4.63 

do 

.53 
.07 

4.07 

Heatli  Spring* 

Wateree 

.05 
.06 

2.52 

Liberty 

Savannah  

.24 
.16 
fiO 

.06 

.02 

T. 

.10 
.33 
.10 

.08 
.45 

.18 
.30 
.14 
.67 

T. 

6.51 

Little  Mountain 

Saluda 

.40 
.57 
1.35 
.41 

2.46 

Savannah  ....  j ... . 

T. 

.04 

.20 
.18 
.05 

.36 
.10 
.34 
.20 

.70 
.15 

.96 

.21 

.48 

.92 
.60 
.65 

.28 

.42 
.35 
.80 

3.20 

Edisto 1 

Saluda : 

■f. 

.09 
.03 

1.32 

.08 

.20 

1.85 

3.24 

.01 
.06 

2.33 

Pelzerllll 

do - 

.94 

.47 
.49 
.45 

.26 
.05 
.19 
.90 

17 

4.32 

Salurla 

do 

.48 
.18 

'.'6i 

.02 

.12 

■^8 

.70 
.02 

4.34 

Sautuclv 

Broad 

T. 

2.77 

Spartanburg  |||| 

do 

15 

4.71 

Trenton 

Edisto 

.38 

1.00 
T 

T. 

3.98 

Winnsboro 

Broad 

.  75i  .  32'    .    . 

.20 

T. 

2.30 

Winthrop  College 

Catawba 

1.501  .85 

.40 

3.85 

Except  as  otherwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  Is  for  the  24  hours  ending  at  the  time  of 
observation.  ||||  Precipitation  measured  in  the  morning:  amount  then  recorded  is  for  the  preceding  24  hours.  ***  Regular  Weather  Bureau  station;  precipitation  is  for  the 
24-liour  period,  midnight  to  midnight.    *  Precipitation  included  in  the  next  following  measurement,    t  Separate  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  0.01  inch. 
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CLIMATOLOGICAL    DATA:    SOUTH    CAROLINA    SKCTION. 


OcTOBEi;.    1<)H. 


Daily  Temperatures  for  October,  1914. 


Stations. 


Eastern  Portion. 


J 


AllciKkilo'S'J 

Ucaufort 

BliickvUlesW 

Bowman 

Charleston 

Cheraw  % 

("onwayji^ 

DarUuglon'S^.... 

Dillon 

I'>rsiison  'JSN 

I'lorcuce  % 

Georgetown 

Kingstree'5'5 

St.  (iporgo  %.... 
St.  Matthews S^V. 


Society  llill>S^.... 

Smnnierville 

\Valterl)or<) 

Yeniassee'S'J 

llV.'.'/n-)/ 


/>() 


Aiken  

Anilerson 

Batesbnrg^'5 

Camrien  W 

Clenison  College  . 

(JoUnnbia 

Greenville  isSsS 

Greenwood  M 

Heath  Springs  . .. 
Liberty 

Lillle  Monntiiin  . . 

Meriwether 

-Monetta 

Newberry 

Saluda 

Santnek 

Spartanbnrg'S'S.. . 

■('renton 

Winnsboro 

Winthrop  College 


».  ''.  '^.  etc..  iudi 
precfiling  day.  on  v 


Maximum 
Minimum. 
Maximum 
Minimum. 
.Maxinnnn 
MinimiMu. 
Ma.xinunn 
Mininnnn, 
Maxinnnn 
Minimum. 

Maximum 
Mininnnn. 
.Maxinnnn 
Minimum. 
Maxinnnn 
Minimum. 
Maximum 
Mininnnn. 
Maxinnnn 
Mininnnn. 

Maxinnnn 
Minimum. 
Maxinnnn 
Mininnnn. 
Maxinnnn 
.Mininnnn. 
JIaxinunn 
Mininnnn. 
.Maximum 
Mininnnn. 

Maxinnnn 
.Mininnnn. 
Maxinnnn 
Mininnnji. 
Maxinnnn 
Mininnnn. 
Maximum 
Mininnnji. 

ion. 

Maxinnnn 
Mininnnn. 
Maxinnnn 
.Mininnnn. 
Maximum 
^(inilnum. 
.Maxiuumi 
Minimum. 
Maxinnnn 
.Minimum. 

Ma.ximnm 
.Minimum. 
M:ixinnmi 
.Minimum. 
Maxinnnn 
Minimum. 
Maxinnnn 
Minimum. 
.M.i.xinnnii 
.Minimum. 

Maxinnnn 
Miniimnn. 
Ma.xinnnn 
Mininnnn. 
Maxinnnn 
Minimum. 
Maxinnnn 
Mininnnn. 
Maxinnnn 
Mininnnn. 

Maxinnnn 
Mininnnn. 
Maxinnnn 
Mininnnn. 
Maxinnnn 
Mininnnn. 
Maxinnnn 
Jlinimum. 
Ma.xinnim 
Mininnnn. 


1 

2 

3 

79 

66 

74 

65 

64 

.59 

74 

75 

/  / 

59 

63 

66 

SO 

65 

72 

ra 

62 

59 

1 1 

70 

72 

fi'2 

58 

58 

■TT 

7> 

77 

68 

67 

69 

H2 

72 

70 

52 

56 

58 

80 

68 

74 

58 

59 

62 

84 

72 

69 

50 

55 

57 

68 

70 

68 

51 

57 

59 

84 

66 

75 

61 

63 

63 

81 

72 

66 

57 

56 

5S 

74 

73 

73 

62 

61 

63 

81 

79 

70 

50 

60 

61 

81 

70 

79 

55 

56 

64 

80 

65 

71 

57 

60 

57 

73 

70 

74 

56 

57 

61 

78 

72 

73 

64 

62 

64 

81 

74 

76 

65 

60 

64 

80 

68 

78 

61 

66 

59 

81 

72 

65 

61 

56 

56 

80 

73 

61 

55 

55 

54 

SO 

65 

74 

50 

59 

57 

82 

68 

66 

55 

(iO 

60 

// 

76 

62 

52 

62 

56 

80 

66 

65 

5S 

59 

5S 

82 

65 

62 

51 

56 

54 

78 

61 

60 

55 

55 

55 

76 

72 

72 

52i  57 

56 

81 

70 

60 

50 

60 

54 

81 

73 

68 

60 

60 

57 

82 

'  '56 

81 

73 

63 

58 

5. 

57 

80 

69 

(i3 

56 

56 

57 

84 

73 

65 

54 

57 

5t: 

79 

70 

62 

53 

57 

56 

79 

67 

62 

54 

55 

5:i 

79 

69 

70 

60 

56 

57 

79 

70 

70 

59 

58 

58 

72 

62 

54 

57 

57 

71 


65  64 


53 
65 
74 
65 
74 
64 
68 
64 
81 
68  66 


7 

8 

9 

81 

82 

84 

61 

58 

61 

78 

78 

80 

65 

64 

64 

85 

89 

88 

59 

58 

61 

80 

82 

85 

66 

67 

66 

79 

78 

n 

66 

67 

65 

82 

83 

84 

57 

60 

58 

83 

82 

85 

55 

62 

63 

85 

S5 

85 

56 

56 

51 

68 

67 

69 

61 

57 

58 

85 

85 

86 

62 

61 

61 

82 

80 

85 

60 

58 

58 

81 

82 

85 

62 

63 

67 

84 

85 

86 

62 

58 

60 

85 

87 

87 

60 

56 

60 

82 

85 

86 

58 

56 

57 

R4 

86 

87 

55 

58^  59 

8(1 

79 

81 

64 

61 

62 

84 

84 

64 

60 

82 

8.3 

85 

63 

58 

59 

80 

84 

83 

58 

60 

60 

84 

85 

85 

54 

(i5 

60 

80 

83 

82 

57 

58 

62 

82 

85 

84 

57 

57 

57 

57 

59 

57 

81 

83 

84 

56 

61 

62 

81 

80 

78 

55 

56 

56 

// 

80 

80 

57 

60 

60 

78 

81 

83 

58 

57 

64 

82 

82 

83 

63 

67 

66 

79 

82 

82 

59 

62 

63 

80 

85 

86 

56 

56 

58 

81 

85 

83 

59 

58 

60 

80 

84 

84 

57 

58 

58 

83 

75 

85 

53 

64 

54 

82 

83 

84 

55 

58 

57 

82 

83 

83 

56 

59 

59 

80 

83 

82 

58 

59 

62 

75 

81 

81 

58 

60 

62 

80 

83 

83 

57 

.59 

68 

13  1  14  15  i  16  17 


19  ;  20  I  21 


22 


84 

87 

62 

65 

83 

87 

62 

66 

82 

86 

61 

64 

85 

86 

58 

62 

// 

80 

61 

64 

85 

86 

()3 

67 

81 

84 

57 

63 

80 

83 

62 

63 

83 

81 

64 

64 

79 

84 

63 

62 

83 

85 

60 

63 

86 

89 

58 

65 

81 

85 

72 

66 

84 

87 

62 

67 

85 

88 

58 

as 

84 

85 

62 

64 

82 

86 

59 

64 

82 

84 

62 

67 

82 

82 

63 

62 

83 
63 

84 
5-1 

75!  78 
50|  50 
75  76 
60 


78 
4' 
75 
53 
80 
49 
76 
49  48 


69  71 

47|  51 

68  72 

54!  5(i 


50  50 
72  76 
46|  52 


45,  52 

72|  76 

44  49 

70i  70|  75 

57 1  461  53 

67'  6-J:  70 

5"j  45:  45 

79  691  73 

57  49  54 

65!  65|  70 

56;  48  52 

71 1  68  72 

47  62 


60 


76 
52 
79 
56 
71 
53 

7i; 

49 
69! 
50  55 


23 


75'  75 

52;  52i 

72i  75: 

53'  54 


54 

75 
68 
81   68 


65 


24 


72 
53 
78  65 

501  50 

73  60 

50  50 

69l  62 

48! 

75 

52  58 


56]  61 


25  26 


27  28  !  29 


65  67: 
57  60l 
74 
56 
61' 
57, 
70 
56 
61 
5.5 

64' 
60 
69 
49] 
68l 
611 
65 
60' 
68 
60| 

63! 

58 
65 
56 


5' 

72 
61 
79 
56 

78  i  72 
58  55 
72|  72 
61 1  62 


56  54 
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ate  respectively  1,  2.  3,  etc.,  <lays  missing  from  record.    %  Instrunnnits  are  reail  in  the  nnn-ning;  the  maxinniin  lcmi>"rature  tiieii  read  is  charged  to   tlie 
liich  it  almost  alu ays  occurs. 
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No.  11. 


GENKRAL,  SUMMARY. 

On  the  wholo,  November,  191 4,  was  cooler  than  usual,  with  con- 
siderable sunshine  and  precipitation  above  normal.  However, 
the  month  was  one  of  quite  rapid  temperature  changes  after  the 
8th,  tlie  dailj'  means  averaging  about  8°  l)elow  normal  on  the 
9tli  and  10th,  about  10°  above  normal  on  the  14th  and  15th, 
about  12°  below  normal  from  the  iTtli  to  tlie  2.5tli  and  about  11° 
above  from  the  28th  to  the  80th;  from  the  17th  to  the  21st  tiie 
dail.v  means  ranged  about  1()°  below  the  seasonal  average.  A 
marked  cold  wave  on  the  Kith  and  17th  was  followed  by  another 
decided  change  to  colder  weather  on  tlie  20tli  and  21st,  accom- 
panied by  the  first  snow  of  the  season  over  the  more  elevated 
districts  and  over  scattered  localities  of  tlie  eastern  portion. 
During  the  latter  period  the  temperatures  fell  to  near  the  lowest 
of  record  at  a  number  of  stations,  with  freezing  to  the  coast. 
There  were  three  well  defined  periods  of  precipitation,  and  tlie 
northwestern  counties  were  again  favored  with  abundant  rains, 
while  the  rainfall  was  delicient  in  a  large  area  of  the  eastern 
portion.  Fall  plowing  and  planting  progressed  without  much 
interruption,  with  indications  pointing  to  increased  grain  acre- 
age.    Much  oats  and  rye  are  being  pastured. 


PRECIPITATION. 

The  average  for  the  Section,  50  stations  reporting,  was  3.88 
inches,  or  0.99  inch  above  the  established  normal.  There  were 
three  distinct  rainy  periods,  namely:  9th,  14th  to  16th  and  29t]i 
and  30th,  with  numerous  light  local  showers  over  the  eastern 
portion  on  the  19th.  Precipitation  was  unequally  distributed, 
the  greatest  monthly  amounts  of  4  to  over  5  inches  being  con- 
fined to  the  Savannah  watershed  and  the  northwestern  counties. 
In  a  broad  belt  extending  from  the  middle  coast  northward  over 
the  north-central  counties  the  amounts  were  less  than  3  inches 
and  ranged  downward  to  less  than  2  inches  in  portions  of  Berke- 
ley, Darlington  and  Kershaw  counties.  The  greatest  local 
monthly  amount  was  5.89  inches  at  Meriwether,  Edgefield 
County;  least  amount,  1.63  inches  at  Darlington,  Darlington 
County.  The  greatest  amount  during  any  24  hours  was  2.10 
inches,  also  at  Meriwether,  on  the  29th.  The  average  number 
of  days  with  appreciable  amounts  of  precipitation  was  somewhat 
above  normal. 

Snowfall  occurred  in  measurable  quantities  on  the  20tli  in 
York,  Lancaster  and  Chester  counties,  while  traces  of  snoAv  were 
recorded  at  15  stations  in  the  northern  and  eastern  portions 
l)etween  the  19th  and  21st. 


PRESSURE. 

The  mean  sea-level  pressure^,  determined  from  reports  of  7 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30.16  inches.  The  highest  [)ressure  in  the  region  cov- 
ered by  reports  was  30.71  inches  at  Asheville  and  Charlotte, 
N.  C,  on  the  24th,  and  in  the  Section  proper,  30.69  inches  at 
Columbia  on  the  same  date;  lowest,  29.66  inches  at  Asheville 
and  Charlotte,  N.  C,  on  the  15th,  and  in  the  Section  proper, 
29.68  inches  at  Charleston  and  Columbia  on  the  same  date. 


TEMPERATURE. 


WIND. 

The  prevailing  winds  were  from  the  west.  Tiie  average  hourly 
velocity,  determined  from  7  anemometer  records,  was  8.0  miles. 
The  highest  average  velocit.y  in  the  region  covered  V)y  reports 
was  12.5  miles  per  hour  at  Savannah,  Ga.,  and  the  lowest  aver- 
age, 5.5  miles  per  hour  at  Augusta,  Ga.  In  the  Section  proper 
the  averages  were  6.8  miles  per  hour  at  Columbia  and  10.7  miles 
per  hour  at  Charleston.  The  highest  velocity  for  any  5-minute 
p(M-iod  was  48  miles  per  hour  from  the  northwest  at  Savannah,  Ga. 

SUNSHINE    AND    CLOUDINESS. 

The  average  of  the  total  hours  of  sunshine,  determined  from 
7  automatic  records,  was  217.2,  or  70  percent  of  the  possible 
amount.  The  average  number  of  clear  days  was  19;  partly 
cloudy,  4,  and  cloudy,  7,  as  against  normals  of  16.  7  and  7  days, 
respectively.  

RIVER    CONDITIONS. 


The  monthly  mean  for  the  Section,  determined  from  reimrts  '1 '"'  'ivcrs  of  tiie  Section  continued  low  througlu.ut  the  moiitJi, 
of  39  stations,  was  52.4°,  or  1.4°  below  the  established  normal,  except  a  moderate  freshet  of  19.7  feet  in  the  Wateree  River  at 
The  highest  temperature  was  86°  at  Blackville,  Barnwell  County,  !<^amden  on  the  16th,  followed  by  stages  of  11.8  to  12.0  feet  in 
and  St.  George,  Dorchester  County,  on  the  oth.     The  warmest  i  the  Santee  at  Rimini  from  the  18tli  to  the  20th  and  1 1 .3  to  1 1  ,,s 


period  of  the  month  was  from  the  2d  to  the  8th,  but  much  the 
greater  number  of  the  highest  temperatures  occurred  on  the  5th. 
The  lowest  temperature  was  17°  at  Greenville,  Greenville  County, 
and  Liberty,  Pickens  County,  on  the  21st.  Tlie  coldest  period 
of  the  month  was  on  the  20tli  and  21st,  when  temperatures  at  a 
number  of  stations  fell  to  near  the  November  record  minimum. 


feet  at  Ferguson  from  the  19th  to  22d. 


HUMIDITY. 

Tiie  luean  relative  liiiinidity,  determined  from  records  of  7 
regular  \\'eatlier  P)ureau  stations  in  and  surrounding  the  Section, 
was  as  follow<:  S  a.  m..  76  percent;  S  p.  m..  61  |)ercent.  The 
liigliesi  average  pereentag<'s  oeenrre(l  over  the  up])er  .Savannah 
di-aiM;iy;e   ;i  ri  n  .  and   tlie   lowest,  over  the  iioil  h-eeni  ral  counties. 


MISCELLANEOUS    PHENOMENA. 

Fogs,  dense  (dates).  —  Bowman,  7,  S;  Catawba,  15;  Kdisto,  15; 
Gaston  Shoals,  2,  11. 

Frosts  {dates;  number  of  killiug  frosts  or  freezing  temperatures  for 
(dl  stations  not  previoudii  reported) . — Western  portion:  1  on  17th. 
Eastern  portion:   2  on  11th,  2  on  20th,  1  on  21st. 

rialos  (dales) . —  Lunar:  Charleston.  1;  Columbia,  1,  8;  l,ii)- 
erty,  4,  24,  25;    Santuck,  2.     Sahir:  Columbia,  19. 

Thiiuderdorni.-i  (dates ) .  —  ^owm&n,  28;  Cheraw,  15;  Darling- 
ton. 16;  Lilieity,  8;  Newberry,  15;  Rimini,  15;  Santuck,  8,  15. 
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...      H.B.  McCall. 
.lo.spi)  I  P.  Simons. 

4    H.K.Cilbert. 

3      10       7       7     n.      •  A.  P.  Hazard. 

5  19       2       9     lie.       .V.O.Matthews. 

2  17       0  ;  13  ,  nw.  -Miss  !■:.  P.  Kavenel. 

7  19       4        7  '    ....  William  B.  Wolle. 

5  23       3,    4  :  nw.  (ieo.  .V.  Snellinjr.  M.  H. 

0       s      12      10     .s.  .1.  S.  Wannamaker. 

0  W  .  <i.  Walker. 


12 


Key.  '1'.  Kllison  Simpson. 
Miss  !•;.  II.  (iails<|eii. 
I.  -V.  Westerbcrfi 
.1.  (i.  Uutson. 


L  0.  79 

1.  10       T 

4 

14 

10 

hi.  35 

2.  Ill       T 

0 

19 

4 

-0.  99 

2. 10       T 

0 

19 

4 

5  1....; W  .  .M.  Krowii. 

6  I  20  I     1        9  I  w.      ,  11.  11.  Uussell. 

7  21  !     3       6  '  SP.     i  K..I.  llite. 

C !  .1.  N.Owens. 

7  : >  L.M.  Parker. 

7     14       4     12     ne.      W.  C.  Brown. 

6  ; '  .lames  C.  Faris. 

9    .1.  .1 .  Murrau. 

7  19       2       9     s.  Prol.  F.  11.  H.  Calhoun 
0     20       2       S     ne.        r.  S.  Weather  Bureau. 

4    '1.  L.  Timmerman. 

6    llariy  .V.  Paishall. 

6     19       :!       s     e.  Spartan  (iooillette. 

0  ,  20       11      10     w.  M.  M.  Calhoun. 

0     IS       0      0     w.     '  .1.  Marvin  Bowers. 

0     22       1        7     sw.      .lohn  T.  BogKS. 

5  !  20      5  i    5  I  n.        .1.  M.Soase,  M.  D. 

5  |....i....  ....[ I  Williams.  Middleton. 

6  I  18  j    8  i    4  i  ne.      .loseph  M.  .lohnson. 

6  I  17  !    5       8     w.     :  Warren  O.  Petter.son. 
6  < i i I !  .loshua  Y.,lones. 

i        I        i 
6  '  22       2'     6     w.      I  Mrs.  F.  v.. I.  Maxwell. 
6     19       5       6  '  sw.    '  K.  W..IPter. 
9    :  F.  P.  Robinson . 

4     23      "iV      4     ne.       .1.  W.  SeiKler. 

sw.      W.  P.  (ioodmaii. 


w. 


and  precipitation  are  computed  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  use<l  in 


The  departures  from  the  normal  temperatnr 
determining  section  or  dlyision  means. 

Keferenee  letler.s  «,  h,  c  appearing  in  the  table  indicate  number  of  days  missing:  for  example,  I'  represents  two  days  missing,  etc. 

Also  on  other  dates.    +1  Received  too  late  to  be  inclu<led  in  means  and  summaries.    •*  Temperature  data  are  from  observed  readings  of  the  dry  bulb 

puted  from  observed  readings,     tt  Postoffice  addresses  of  these  stations  are  as  follow--     Of  Edisto.  Kmbree;  of  flaston  shoals.  Calfnev :  of  Winthrop  d 

I .  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow 


means  are 


Koek   Hill. 


N.iMMi'i  i:.    I'.M  1 


Cl.l.MA  rol/XilCAi 


DAIA:     SOI    Til    CAlJnMNA 


:('ri()N. 


S.) 


Daily  Precipitation  for  November,    1914. 


Wat'T-lii-il. 


Diiy  of  month. 

;)     10    n    V2    ::!    u    i.t    u;    it 


il      L'o      'Jfi      27      28      29      3(1      :',! 


Allendale  |||| 

Beaufort 

Bhu-kville  nil 

Sa  va  iniali  . . . 

.07 

.(13 
I.OC 

..55    .S2'....!....i....l.... 

1 

. ...  1 ...  .1-  -  -  - 

.  55    .  4.')                 •>   47 

Coast 

1 

.50 
.32 
1.75 
1.68 

.26 
1.10 
.47 
.80 
.44 

.70 
.30 
1.20 
1.85 
1.10 

1.27 
.18 
.15 
.23 

1.52 

.62 

1.28 

1.05 

5q 

..    .i...   1---- 

1 

1.50 
.59 
.62 
.17 

.56         i     -^  ^*'^ 

Edisto 

, 

.45 

15 

t 

.86 

.53 

. . . .  i . . . 

....  i ... . 

.61 
.28 
T. 

.19 

3  36 

An 

....  ....j....^.... 

1 

T. 
.04 

T. 

1.03 

3  83 

Charleston  "' 1  Coast 

rhpniw  111!                          ..     Pefini> 

'"'■'i'"" 

.... 

T. 

..  .1 

05 

...\.... 

.37 

.... 

03 

i 

.   ..'    2.34 

1.30 

.10 
.47 

f.' ;]]; 

T. 

1.14 

96 

T. 
T. 
T 



'.'.'.'. 

a  1.-1 

Conway  llil 

ParlinKtonllll 

Waccamaw  .. . 
Pedee 

. . . . 

1.50,  .10 
.30|  .42 



1 

.18 

'.'og 

.10 
.05 
.03 

T. 
T 

.  321 ... .      3. 30 

.02              ]  63 

.61i.          --.   - 



97 

T.  1             2  71; 

l-Misto||||  

Ertinsham  |ll 

Ferguson   ||i 

K.li.sto 

IS 

.85!  .37 
.65 

T.     T. 

.... 

.... 

..3fi 

.  55  . . . .      2.  75 
.09              2  04 

Santee 

......... 

!!!!!  .62 

.35 

■f.' 
.33 

;;;;!;;;; 

.... 

l.Bl 
.45 
.25 

1.35 

.82 
1.71 
1.60 
1.70 
1.32 

.35 
.12 

.03 



.  03  ....  1     2.  37 
; . .         2. 30 

::::!.... 





.23....      2.33 

Kins.-itree  nil 

Pinopolis  

Black 

....!.... 

.32 

.... 

T. 

.... 

3.10 

....I.... 

2.09 

Santee 

.27 

".'50 
.11 

85 

3:::. 

I 

T.    .... 

.19 
.10 

.02i 

.05: 

1 

.... 

.26 

".Z\ 
T. 

.20 
.27 
.94 
.92 

1.(10 
1.57 
.29 

.11  ....      2.79 

St.GPOi-KeJllJ 

St.  .Matt'news   || 

Smiths  Mills  1  I 

Society  Hill  nil 

Summerville 

Walterboro 

Yemasseellll 

Weslrrii   Piirtiiiii. 
Aiken                

Edisto 



.63 2. 53 

.37         1     -ill 

.'...'■.'..    .osi  T.  L... 

.... 

••■■■ 

.06 

.18 
.10 
.68 

1    3.10 

do 

1 

65 

.85 

.     1     3. 70 

Ashley 

.08 
.04 
T. 

.35 
.79 
.23 
.61 
.47 

34 



.05  T. 

...        1.90 

Aslif'poo 

.04 

.  45  . . . . 
.91    .22 

.07 
.10 

.... 

3.97 

1 

T. 

•  •  *  • 



.... 

'.Ofi 

.  53'        i    3  27 

Edisto 

Savannah  

Edisto 

Broad 

—  1  — 

.... 

.... 

".12.'.'.'. 

.65 

.  77 
.21 
.20 
.42 

.27 
.13 

.48 

.80 ' 1 

....!.... 

.851             3  66 

ATiflerson 

BatesburKJIII 

Hlairsjill 

........    .08 

.57 
1.02 
.78 
.86 

1.11 

.53 
35 

....'.... 

.  55; . . . .      4.  39 
.  53  . . . .      2.  93 
.96.            2.9(1 

.... 

■•••1 

1.21 
09 

........ 

.... 



1.60 

.04 

.12 

74 

.  48  . . .  ,      5.  (14 
.10               1.95 

Catawba  ||l| 

(•happens  nil 

Catawba 



.70 
.63 
.35 
.22 

.05 
.70 
.51 
.46 
.44 

.80 
.28 

.48 
.38 
.62 

.64 





1.98   .19 
.74I  .45 

...\.... 



.01 

T. 

30              3. 43 

Saluda  

1   10 

....      4.14 
....      4.17 
1     3. 48 

17 

1.65 
.18 

.96 
1.38 

2.00 
1  16 

Columbia  *" 

KdRelield  nil 

Gaston  Shoals  II II 

Greenville  JHI 

(ireenvvood  |||| 

Congaree 

....    .05 

—  1 

T. 

1.21 

66 

Savannah  

. 

1.21 
.35 
.50 

.67 
.10 

1.65 
1.07 
2.10 
1.30 
1.27 

.60 
1.32 
1.12 

.78 

.80 
1.59 
1.50 

t    3.02 

Broad  

T.    .     . 

.10 

06 

T. 
T. 



:::: 

1    4. 18 

Saluda  



1.251  .19 
I.25I  .40 

3.  95 

do 

.27 
1.63 

.90 
.90 
.75 
.90 
Q6 

1. 50'             4. 55 

Wateree 

1 

.70 

.20 

.  60  .           3. 07 

Liberty 

Little  Mountain 

Monetta 

Savannah  .... 

1 

.10 

.20         \    4.35 

Saluda  

.70 
1.33 
.33 

.... 

.  57  ...   1     3. 52 

Savannah i ' 

f. 

.... 

T. 

1. 23i . . . .      5. 89 

Kdisto 

1 

01 



.  42j        '    3. 34 

19 



1  .35! 



70i             5  02 

PelzerllJI 

Saluda 

do 

.14 

1.62,  ..12 

1. 16  . . . .      4. 48 

do 

'  .45 

1.03   .50 
1.07    .58 
.12)1.05 

.04 

.  64  . .         3. 98 

Santuek  

Broad 

.03 

.37 
.60 

i 



T. 
T. 

1. 18  ... .      4. 35 

SpartanburK  II 11 

do 

07 

T. 

1. 82  . . .       4. 44 

Trenton 

Edisto 

...I 

1 

....i.    ..i..-. 

1 

Winnsboro 

Broad 

::::r.::  :    :::; 

.451  .20 

.75 

LOO 
.65 

....'    2.40 

Wiuthrop  College 

Catawba 

.... 

.40 

.951-10 

T 

....      3.10 

■■■■]•■■■ 

Except  as  otherw-ise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observation.  ||||  Precipitation  measured  in  the  morning;  amount  then  recorded  is  for  the  preceding  24  hours.  ***  Regular  Weather  Bureau  station:  precipitation  is  for  the 
24-hour  period,  midnight  to  midnight,    *  Precipitation  inchided  in  (he  next  following  measurement,    t  Separate  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  0.01  inch. 


xr, 


CLlMAroiAHJlCAL    DA'IW:     SUlTlI    CAIU  )l.l.\  A    SiaTJO.N. 


X()\K.\ii!h;ii.    11)14. 


Daily  Temperatures  for  November,   1914. 


Stations. 


Kii.<tern  I'oHuin. 


4,5 


7   !    8       9    ,  10     U     12  i  13     14     15  ,  16      17      18     19  I  20  I  21  I  22  i  23  ;  24  ,  25     26     27     28     29     30     31  ,  Mean 

I        ;        i        I        ,        i        I         :  i         ,         :         I        I        I        I        ,        !        i         :         ;        1        ,        I        1 


.\llen(lalin^«  •■■■ 

Beaufort 

Black  villeiJiS.... 

Bowman 

cliarli'stoii 

('lu'l■a\v*S^ 

Conway  S^S^ 

Darlington  &vV . . 

Dillon 

Ferguson  SW 

Klorenee  % 

Georgetown 

KingstreeiJiJ 

St.  George  'i'i  — 
St.  Matthews ^. 

Society  HillsSsS.... 

Sinninerville 

Wallerboro 

YeniasseCsSs^ 


.\iken  

.Anderson 

Batosburg'iSsS. 
CiundenvN^. . . 
C'leiiison  Colli 


Columbia 

(Jreenville  ij^ 

Gi-eenwooil  %  . . . 
Heath  Springs  . 
Liberty 

I, lull'  .Mountiiiu 

Meliwelhel- 

Monetla 

Newberry 

Saluda  


)  Maximum 
■  ■■  (  Minimum. 

)  Maximum 
"■  i  Minimum. 

)  Maximmn 
"  ■  (  Minimum. 

j  Maximum 
'  ■  ■  !  Minimum. 

s  Maxinunn 
■ '  '  Mininunn. 

\  Maxinunn 
•  ■  (  .Mininunn. 

\  Maximum 
"  (  Minimum. 

>  .Maxinunn 
■  ■  )  Minimum. 

)  Maxinunn 
" '  I  Minimum. 

s  Maximum 
"I  Minimum. 

)  Maximum 
(  Minimum. 
\  Maximum 
(  Miniinura. 
\  Maximum 
(  Minimum. 
)  .Maxinunn 
(  .Minimum. 
)  Maxinunn 
'  Mininunn. 

*  .Maximum 
(  Minimum. 
I  Maxinunn 
'  Minimum. 
S  Maxinunn 
'  Mininunn. 
j  .Maximum 
)  Minimum. 


IIV.v^i-//  I'ortiii 


Santuck 

Spartanb\irg  ^i. . . . 

Trenton 

Winn.sboro 

Winthrop  College  . 


\  .Maxinunn 

*  Mininunn. 
\  Maxinunn 
(  Mininunn, 
\  Maximum 
I  Mininunn. 
)  Maxinunn 
/  Mininunn. 
S  Maximum 
(  Minimum. 

\  Maximum 
I  Mininunn. 
S  Maximum 
I  Minimum. 

*  Maximum 
/  Mininuim. 
)  Maxinunn 
/  Mininunn. 
\  Maximum 
'  Mininuim. 

\  .Maxinuim 
'  Minimum. 
1  .>ia,\mnnn 
'  Mininunn. 
\  Maxinunn 
'  Mininumi. 
\  Ma.xinunn 
'  Mininunn. 
)  .Maxinutni 
'  Minimum. 

\  Maxinunn 
/  Mininunn . 
\  Maxinunn 
'  -Mininuim. 

*  Maxinunn 
'  .Mininunn. 
\  Maximum 
)  Minimum. 
\  Maximum 
)  Minimum. 


75 

78 

39 

48 

43 

75 

80 

38 

46 

72 

74 

35 

36 

74 

76 

53 

57 

80 

80 

83 

77 

72 

80 

45  52 

51 

45 

41 

49 

80;  78 

79 

73 

// 

77 

56.  47 

60 

51 

50 

50 

851  80 

86 

81 

82 

85 

451  50 

49 

42 

42 

48 

76  80 

84 

85 

83 

SO 

40 

48 

50 

55 

40 

45 

78 

79 

79 

72 

73 

76 

54 

60 

58 

56 

55 

60 

62|  55 

50i  34 

60'  57 

45|  38 

56;  57 

50  32 

70  72 

43l  30 

691  55 

47  38 


781  78]  78 

46j  oOl  48 

81  77i  80 

43!  48  46 

811  75!  84 

40:  411  44 

821  76|  80 

42!  481 

SO!  75 

43  44 


72|     76 
42      44 


46 


72 
41' 


771  8O1 

38l  461 

76;  80: 

36  54; 

75  791 

36  45! 

78|  811 

36'  44l 


/  / 

82 

83 

30 

45 

44 

80 

83 

78 

43 

40 

46 

72 

74 

76 

42 

52 

46 

77 

83 

38 

42 

76 

79 

81 

33 

47 

41 

47 

79!     8O!  76i 

44,    461  48! 

80]     84  76; 

46:     48  44 

82,     78:  80i 

42!    461  451 

831     82'  861 

41!    46  431 

79I  85i 

57  48 


371.... 
74 1  77 
38'  38 
741  77 
43 


76,  501  52 
52  44'  32 
76,  48;  56 
48  32 
51!  58 
30 


471 
781 

361  441 
79  491 
481    41' 


67 

70 

76 

68 

31 

37 

44 

00 

65 

69 

75 

74 

38 

46 

00 

63 

68 

73 

79 

70 

32 

89 

45 

55 

70 

72 

78 

65 

27 

33 

40 

55 

64 

66 

71 

■  67 

42 

49 

59 

65 

66 

68 

66:  64 

34 

40 

42'  56 

66 

71 

76;  70 

30 

32 

39 

57 

74: 


50 
34 

66 
40 
52 
31 
60 
30 
52 
65|  521  41 


62:  61 

731  75 

65  62 

78!  74 

64 '  59 
78! 

62!  60 

75  75 


70i  64,  46;  4' 

62!  5S'  321  26 


801  61!  55,  (J- 
39  40  47   34   .30'  30  37 


..  721  74! 
2Si  35  35: 
66  69!  75 
29;  351  37 

78 1 


62!     61i 

75! 


75;    511  5S 

34'  29 

52  54 

59|     601     29  24 

791     73!     51:  50 

6OI     49,1     31*  26 

791     751     50;  52 

62      621     35;  32 


76  SO 

411  40 

75  76 

44  45 

74  79 

42  40 

78  81 


39! 
79; 


41 

38 

41 

76 

78 

80 

42 

39 

48 

80 

80 

64 

35 

49 

44 

71 

74 

76 

541  52; 

7S;  85 

5o;  49 

78'  82' 

43'  50! 


461  44: 

781  81 

41i  39 

77;  78 

43:  38, 


81  48 
50i  451 
78  75 
45:  45 
SO  56 
43I  55 
82;  80 
33 
50 
46 

54 

29 
64 

521     46 
81|     71 


72  761 

43  45 

721  81 

40|  39 

71  77 


79  761 

48|  52, 

8II  8I; 

49  52, 

801  75 

52|  50; 

81!  71; 

42:  43 

70!     721     72'  73! 

361     36:    441  47; 


81!  80 

491  48, 

84;  781 

521  52 


76; 
40 


52|    53: 


80 
51 

82!  75 
43  39 
75'  74 
50 


441 


73 

-- 

45 

48 

34 

36 

70 

77 

37 

44 

70 

78 

46 

47 

71 

78 

37 

38 

81]     74! 
49     54, 

781     80 

44 
77 
47; 
74; 
49 
78! 
46: 


70  76, 
60;  49i 
74'  80: 
35  41 
71:  78 
44  45 
75  78 
40:  36, 
721  80 
32'  39! 

70:  7/1 

351  40 

71  78 
34  361 


79:  '=! 

52:  551 

80  81' 

44'  49 

79;  78 

49  50; 

78'  74; 

461  54 

81:  79i 

401  451 

I 

78j  79 

43,  46 

79  81 

39  43 


701  76 

45!  461 

72  77 

41  42 


81]  75, 

50!  46| 

81!  "Oi 

43  44 

79  74 

53I  46 

781  73 

//  (41 

45;  38; 

80i  73[ 

54!  48' 


48!  40 

81;  76: 

53:  50' 

82  77, 

43;  40' 

82'  771 

41 1  35 

79!  74I 

49!  46; 

78'  76 

431  41 


78  75, 
50  53; 

79  79 
46l  43 


78  70 

56:  46 

77  73 

55  48! 


79; 
55: 
69! 

54: 
76! 
52! 
791 
41 
67: 
491 


52      65 

31'  30; 
60  69 
33;  31 
56;     60i 

33!     29| 

58!  71 
271 
69; 

31! 

69 
33 
65 
31 
70 
28 


50 
22 
48 
28 ' 
55 
20 
50 
18 
48 
27 


34i  48, 

26'  18| 

34j  40| 

32!  23, 

34;  48i 

281  20| 

3S  4Si 

28  201 

38'  48 

271  23! 


31 


70 

74 

31 

41 

76 

79 

37 

40 

71 

80 

35 

40 

73 

79 

32 

31 

501     61 
76      78, 


62 1 
"6, 
521 
67: 


69 


53:    •''■^1 

67!     761 


37;     41      50;     61 


'1 


29 
57 
33 
60 
33 
59     68' 


:?4:    48: 
69      75! 
391 
74: 


66'  68 
59 
67 


49;     61 
78'     75 


64  521 

47|  331 

61I  5ll 

48;  341 

56i  54 

54!  32: 

52  55: 

52,  47' 

60'  51; 

54j  341 

60!  54| 

39'  34; 

59  54i 
49  30 
51  53 
50l  32! 
741  591 
43  30; 

60  541 
45!  31; 


271 


351  •*' 
73'  75 
33  32 


73; 

441 


69 
43: 
65' 
47 
68 
42 
68 
30 
64' 
36 

68, 
431 

70; 
33; 

66; 

371 
631 
37' 
64 


69  66 

48  56 

61,  66 

48,  52 

68  67 

451  47 

721  70 

36.  44; 

62  62: 

42  52; 

! 

69:  64 

451  57 


76,  681 

65!  45! 

80!  70| 

49!  40; 

72  651 

54  47! 

77;  (54 

49  401 

76  62! 

46'  46! 

75;  61 ; 

49  44; 

68;  54 

45;  47; 


54;  661  67 

321  3S!  40 

57;  69l  70 

32;  31;  36 

54  66'  68 

32  35!  43 

52,  66:  66 

32,  311  35 

561  68  68 

29;  29  31 


60,  30; 

78  60, 

55,  45; 

60,  60: 

601  34: 

75|  53 

581  32 

75!  52 

58l  30 

70!  68! 

28;  26 

75!  60 

59!  35 

76;  60 

60  33 

75  54 

60|  34 


691  53 

531  28 

64;  52 

50  -27 

67  50' 

59!  28, 

70!  501 

59'  29! 

611  561 

54!  30' 


52  40 


51;  3 
32;  20 


50!  60 


65;  60 

29  34 

...  I  68 

. . . !  38 

67  63 

28]  32 

60  64 

30;  31 

62!  58 

36!  42 


60,  52 

23]  32 

61  56 

25  32 

61  59 

24!  27 

61 ;  54 

25  30 

64  58 

25!  28 

64!  56 

25:  25 

521  65 

28;  38 

63  58 

25  30 

66  60 

22  24! 


65 

25 


48  62 

18;  22 

441  49 


25 

56;  50 
40|  24 
55  37 
311  22 


571  52 
28:  25 


52 
31 
51 
31 
51 
271  26 
49;  57 
27'  29; 
45!  51; 
251  32I 


43 

65 
52  50 

62;  61 
53!  57 
701  fi'' 
59'  58 
60;  49 
47  26 


52; 

33 

54! 
25| 
53 
26l 
56! 
25; 
44| 
34! 


44 
18 

4 

20 
40 
19 

52; 
32 

51 
22: 

41! 
24' 

38; 

21' 
35, 
20; 
41' 
23 
46 
21 


56 

28 

61 

33 

48 

25  30; 

69  661 

25;  33 

551  55' 

261  2fi' 

64!  55! 

30|  34 

58,  60 

18  28 

60;  57 

241  30 

391  43 

20;  27' 

59;  57 

251  23! 


51;  66 

31!  34 

53;  68 

31  33 


68  631 

44  54! 

69'  67; 

43'  55! 

691  64 

461  56 

65  63 

411  53  61 

68  65:  73| 

37  i  53!  61 1 


70; 
60 
74 

58: 
73 
61 
6S 


6.5  51 

5(1:  291 

6S  611 

50'  29! 

66:  57 

571  29' 

65  52i 


49!  52 

28l  30 

49i  56 

26!  29 

48,  53 

29!  30 


66 

36i 
67' 
37, 


62'  63 

51 

60  60 


401  421  52 


76  75  63  51:  52;  65:  66;  72 

45'  55,  38:  30!  36;  40,  46;  53 

76  74  62  51;  65  65l  63;  62 

48  51  44  32!  36l  37|  36;  51 


53;  261 

62;  50: 

49  29; 

57;  48! 

531  27; 


45,  47  60! 

24,  22!  31! 

46  50;  65! 

19  26!  27' 

49  49:  63 

21;  33! 

47;  61 

20;  25; 

45!  49  64; 

21'  20I  25l 


63| 

28 


52 

64 

26 

26 

54 

63 

27 

23 

54 

64 

25 

20 

5b 

?s 

63 

56  (•)2 


581  64! 
25  23 
6I!  62 
31;  26 
54;  62 
23 
70 
23 
65] 


68 

68 

36 

44 

70 

71 

31 

51 

71 

70 

23 

22 

71 

70 

31 

34 

42 

74 

26 

31 

68 

70 

34 

34 

72 

75 

29 
58 
28 
52 

26;  22! 

60|  72! 
19  19: 

55  61] 


271 
65l 
26; 

66! 

24! 


68  71 
28  36 


601 
25! 


70 
30 

56!  62l  70 
48;  24|  25 
53  55!  63 
251  20J  25 

53'  62!  70 
32  26!  38 


521  70! 

28 

51 

25 

47 

32 

50 


70 

24;  27 
65  68 
26  31 
50]  60 


191 ... . 
66i  68 
26;'  32 


51]  51 

30i  28 

61:  57 

271  27 

59|  53! 


21 
42 

24| 


311 
56j 
271 


431  46'  601 

22:  18:  24i 

32;  46l  59I 

191  191  231 


58  541 

23;  211 

55!  49 

27:  26 

58i  51 

271  25 


63  69 

23]  30l 

65  71 

20!  27' 

631  68] 

22;  33' 

681  69' 

241  26- 


661  65 

48  54 

74!  67 

62 

66 

54 

70 

48 

63l  65 

5S  58 

58'  60 

50;  50 

. . . !  69 
42! .... 

63l  64 

38'  51 

(iO:  62 

451  53 

65!  65 

37'  55 


62! 

43 

70 

32!  35j  32; 


63 

27i  33 

73!  76 

28]  30 

721  73 

34i  36 


72 

64 

19 

34 

69 

71 

33 

33 

75 

77 

29 

34 

73 

75 

29 

35 

64 
53 
70 
32 
70 
44 
64 
52 
631 
50!  551 


55 


581  66 


44!  53! 

63 

34 

65 

31 


47 
59 

50 
58 
49 

5Sl  60 
48!  48 
59i  57 
45I  48 


57!  54  68 

46  45  54 

63  56  64 

37  43  44 


65:  60; 

501  28; 

641    63!  53! 

54!    421  28] 


43i  50!  35;  35  38;  53 
24,  31  221  20;  28!  32 
45     49:    42     45i    69'     55 


50!  go  67 
281  38:  40 
48!     65',     67! 


25-    29i    22!     19;    29     28,    26     27 


631  65!  68|  70 

40  42!  55:  56 

651  58;  55  57 

43,  48  45  54 


66.  6 
41.3 
66.3 
46.0 
69.3 
40.7 
69.1 
38.5 
65.3 
48.8 

62.9 

40.2 
65.6 
39.7 
65.8 
35.6 
65.3 
38.2 
67.3 
38.8 

66.8 
38.6 
69.2 
40.0 
66.9 
3S.  2 
70.1 
36.7 
67.0 
38.  7 

67.9 
35. 3 

66.  4 
42.8 
70. 0 
40.7 
6S.5 
38.8 


65.  S 
42.5 
64.1 
41.1 
63.4 
39. 0 
66.0 
39.4 
60.9 
37.8 

64.0 
42.  0 
62.8 
.34.7 
61.9 
38.1 
61.5 
39.0 
61.2 
36.7 

63.7 
43.1 
67.0 
.38.2 
65.1 
12.2 
63.9 
38.3 

a5.6 

35.4 

62.5 
37.4 
62.1 
35.2 


62.0 
41.0 
62.5 
:».9 


«.  6.  c,  etc..  Indicate  respectively  1.  2.  3.  etc..  days  missins  from  record.    **  In-^trnment^  are  reml  \u  the  moniinjf :  tlie  in.ixinuiin  lemivnUnre  then  reiul  is  charged  to   the 
lireceding  day.  on  which  it  iilmn-it  »l\vay<occur> 
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COMPARATIVE   DATA  FOB   NOVEMBEE. 


MISCELLANEOUS  DATA  FOB  NOVEMBER,  1914. 


Veiir. 

Tonipoi-ati 

?            .If 

ire. 

1SS7 

52.3 
52.7 
54.8 
58.4 
51.9 
53.9 
52.9 
.52.3 
54.4 
59.1 
55.3 
51.0 
55.0 
55.6 
48.2 

78 
82 
84 

18 

1888 

1889 

1890  .; 

22 
18 

1891 

82 
86 

87 
83 
88 
90 
88 
82 
86 
92 
85 

15 
14 
15 
17 
21 
26 
23 
14 
22 
22 
17 
22 
10 
22 
21 
20 
24 
24 
20 
24 
19 
17 
18 
17 

10  1 

1892        

1893 

1894 

1895 

1896 

1897 

1898 

1899 

1900 

1901  .    . 

1902 

59. 2             89 
.50. 9             86 
51.  C             80 

.54. 5             90 
.53. 8           s;i 
.52. 2              87 

1903 

1904 

1906 

19()r> 

HX)7 

1908 

1909 

1910 

1911 

1912 

56.  C 
58.3 
51.1 
51.2 
52.1 
53.6 
52.4 

.53.  8 

88 
88 
85 
83 
84 
89 
86 

92 

1913 

1914 

Period 

Prppipitation. 


Avorage    numbPr    of      ?f  i 
days-  !    ~k 


0.82 
2.77 
3.84 
0.64 
2.48 
1.96 
2.11 
2.02 
2.35 
4.00 
1.99 
4.72 
2.41 
3.32 
1.01 
3.80 
1.40 
2.78 
1.31 
II.  % 
4.1:; 

i.r.11 

0. 117 
1.04 
3.30 
2.71 
1.79 

3.;« 

2.  .34 


7 

5 

8 

10 

8 

10 

6 

10 

6 

8 

8 

9 

4 

5 

7 

10 

8 

8 

6 

7 

fi 

7 

ne. 
sw. 
ne. 

nw. 
ne. 
ne. 

8W. 

ne. 


w. 
»w. 

4  '  ne. 
1      ne. 

4  sw. 
:!  9VV. 
4  I   w. 


Asheville,  X.C.. 

Augusta,  <Ja 

Cliarlcston,  S.  C. 
Charlotte,  N.  C  . 
Columbia,  S.  C. . 
Savannah,  Ga... 
Wilmington,  N.  C 

Period 


s: 

Temperature,  de- 

1 

grees  Fahr. 

2-'" 

1 

^  " ■ 

^ 

i 

tf.          1 

i; 

be 

<s 

S 

iS 

9 

30.20 

44.1 

72 

9 

30.17 

53.4 

81 

21 

30.14 

67.0 

79 

27 

30.18 

50.5 

1  i 

19 

30.16 

53.3 

81 

22 

,30. 14 

58.0 

80 

24 

30.16 

54.4 

79 

24 

30.16 

53.0 

81. 

9 

tion.i 

iicnes. 

S 

j  Greatest 
!  24  hours. 

4.06 

1.87  J 

4.92 

2.00  : 

2.  34 

1.72 

2.45 

1.24 

3.48 

1.23  i 

5.  .55 

2.55  ! 

3.30 

2.91  j 

3.73 

2.91 

•5  5 


3)  O 

>  a  I 


X 

s  >) 

2 

"i.t: 

tB 

us, 

197.1 

70 

230.0 

76 

241.6 

70 

210.0 

m 

204.9 

60 

214. 7 

70 

221.9 

70 

217.2 

68 

Wind. 

..' 

bt    ■ 

a^ 

^ 

t 

■&£?« 

'?t 

> 
< 

3o  = 

55  S 

£•0 

1 

7.4 

nw. 

1 

5.5 

nw. 

10.7 

n. 

ti.  5 

sw. 

6.3 

ne. 

12.  5 

ue. 

7.0 

w. 

8.0 

ne. 
nw. 

Errata— October,  1914. 

B.4TESBURG.— Mean  temperature  (page  76)  should  be  63.6. 

Conway.— Mean  temperature  (page  76)  should  be  65.8;  mean  maximum  temperature 
(pnge  78)  should  be  75.2. 
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U.  S.  DEPARTMENT  OF  AGRICULTURE,  WEATHER  BUREAU. 


SOUTH    CA^OLil^Jfl   SECTION. 
BICHARD  H.  SULLIVAN,  Section  Director. 


\'oi,.  XVII.      Columbia,  S.  C,  December,  1914. 


No.  12. 


GENERAL  SUMMARY. 

Sustained  cold  weather  after  the  tirst  few  days,  accompanied 
\)y  record-l)reaking  cloudiness^,  with  frequent  cold  rains  and 
C(tn)paratively  little  sunshine,  places  the  month  well  down  in 
the  group  of  unseasonahle,  disagreeable  and  gloomy  Decembers. 
During  the  period,  (ith  to  28th,  the  daily  mean  temperatures 
ranged  below  normal,  witli  decided  nnnus  dei)artures  between 
the  14th  and  liJth  and  from  the  2Hth  to  2Sth.  Precipitation  was 
much  above  the  average  over  the  iiigher  elevations  of  the  Sec- 
tion, particularly  over  the  northwestern  tier  of  counties,  Clem- 
son  College  reporting  the  highest  total  of  record  for  December. 
Heavy  rains  during  the  tirst  week  and  last  decade  were  followed 
by  fresiiets  in  the  several  rivers,  entailing  unavoidable  losses 
estimated  at  .$10, n;^-")  during  the  two  series  of  Hoods,  but  mova- 
ble property  valued  approximately  at  $53,200  is  reported  as 
having  be(>n  saved  by  timely  warnings  of  the  Weather  l>ur(^au. 
In  consequence  of  unseasonable  weather  during  tiie  month,  win- 
ter crops  and  outdoor  work  have  made  but  little  progress. 


the  13th  and  14th  and  during  the  last  decade.  As  to  quantity, 
the  rainfall  was  l)adly  distributed.  Over  the  northwestern  tier 
of  counties  the  monthly  amounts  ranged  from  7  to  11  inches, 
while  over  the  coast  districts  and  an  extensive  area  of  the  eastern 
portion  the  measurements  ranged  from  less  than  3  down  to  less 
than  2  inches.  The  greatest  local  monthly  amount  was  11 
inches  at  Clemson  Colk>ge,  Oconee  County,  breaking  the  Decem- 
ber record  for  that  station;  least  amount,  1.51  inches  at  George- 
town, Georgetown  County.  The  greatest  amount  during  any  24 
hours  was  3.25  inches  at  Liberty,  Pickens  County,  on  the  25th. 
The  average  nundier  of  days  with  ineasurnl)le  preci|)itation  was 
considerably  in  excess  of  the  normal. 

Snowfall  in  measurable  quantities  was  recorded  at  Greenville, 
Greenville  County,  and  Liberty,  Pickens  County,  on  the  13th. 
Snow  flurries  occurred  at  a  number  of  stations  of  the  more  ele- 
vated counties  between  the  12th  and  the  2r)th. 


PRESSURE 

The  mean  sea-level  pressure,  determined  from  reports  of  7 
regular  \\'eather  I'ureau  stations  in  and  surrouiiding  the  Section, 
was  30.1;')  inches.  The  highest  pressure  in  the  region  covered 
by  reports  was  30.()-l  inches  at  Asheville.  X.  C.,  on  the  17th,  and 
in  the  Section  proijcr,  30. .5()  inches  at  Cohnnliia  on  the  same 
(late;  ]<iwest,  29.55  inches  at  \\'ilmington.  X.  ('.,  on  tiie  13th, 
aii<l  in  the  Section  i)ro|)er.  29. (i2  inches  at  Charleston  on  the 
same  date.  

TEMPERATURE. 

The  monthly  mean  for  the  Section,  determinc-d  from  reports  of 
38  stations,  was  43.9°,  or  2.()°  below  theestabjished  normal.  The 
highest  tenip(M-aUn-e  wasSO°  at  (ieorgetown.  (ieorgetown  County, 
on  the  1st.  The  lowest  temi)erature  was  1 1°  at  Clemson  College 
on  the  loth.  The  warmest  periods  of  the  month  were  on  the 
1st  and  2d  throughout  the  Section  and  at  a  few  stations  in  the 
southern  counties  of  the  eastern  portion  on  the  25th.  The  coldest 
7)erio(l  was  from  the  15th  to  17th. 

HUMIDITY. 

The  mean  relative  huniidit.v,  detei'mined  from  records  of  7 
regular  Weatlier  lUu-eau  stations  in  and  surrounding  the  .S'ction. 
was  as  follows:  8  a.  m.,  80%;  8  j).  m.,  78%.  The  highest 
average  percentages  occurred  over  the  upper  Savannah  wat(M-sh(>d 
and  the  northi'.-istern  counties,  and  the  lowest,  over  the  central 
Counties. 

PRECIPITATION. 

The  avei'nge  for  the  Section,  I'.l  sliilioiis  report  in.n',  \\:is  J.7S 
inches.  o|-  I  .:'>5  inches  ;ibo\c   the   eslablishecl    hoi'iiial.       I'reeipi- 

tMlioli   was  genel-:ll   over  the  Section    (hu-iug  the   lir-t    week,    ilbont 


WIND. 

The  prevailing  Avinds  were  from  the  northeast.  The  average 
hourly  velocity,  determined  from  7  anemometer  records,  was  8.0 
miles.  The  highest  average  velocity  in  the  region  covered  by 
reports  was  10.9  miles  per  hour  at  Savannah,  Ga.,  and  the  lowest 
average,  6.2  miles  per  hour  at  Augusta,  Ga.  In  the  Section 
proper  the  averages  were  6.4  miles  per  iiour  at  Columbia  and 
10.6  miles  per  hour  at  Charleston.  The  liighest  velocity  for  any 
5-minute  period  was  40  miles  j)er  hour  from  the  west  at  Savan- 
nah, Ga.,  on  the  29th. 


SUNSHINE   AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  7  automatic 
records,  was  90.3  hours,  or  but  29  percent  of  the  poss^ible  amount . 
The  sustained  cloudiness  of  the  month  exceeds  all  previous 
Dccendoer  records  and  shows  remarkal)ly  sul)normal  conditions 
as  between  the  averages  of  6  clear,  6  partly  cloudy  and  19  cloudy 
daj's  and  the  normals  of  14,  7  and  10  days,  respectively. 


RIVER   CONDITIONS. 

Heavy  rains  over  the  u])])er  drainage  areas  of  the  Santee  and 
Pee  Dee  river  systems  between  the  1st  and  5tii  were  followed  bv 
progressive  floods  in  the  several  rivers  between  the  3d  and  8th. 
Another  series  of  freshets  followed  the  heavj^  rains  of  the  25th, 
26th  and  27th  in  the  upper  reaches  of  the  Section.  As  a  conse- 
quence, the  Santee  River  was  in  flood  practically  the  entire 
month.  The  waters  were  at  or  above  flood  on  the  following 
dates:  P>lairs,  Broad  IWxcr  (flood  stage  14  feet),  3d,  6th,  2()tli 
and  27th,  with  a  maximum  stage  of  16.9  feet  on  the  27th; 
Camden,  Wateree  River  (flood  stage  24  feet),  3d,  4th,  .5th,  6th, 
7th,  8th,  26th.  27th  and  28th,  with  a  maxinuun  of  30.5  feet  on 
the  27th;  Catawl)a,  Catawba  River  (flood  stage  11  feet),  3d,  4th, 
5th,  6th,  7th,  26th  and  27th,  with  a  maximmn  f)f  17.0  feet  on 
the  6th;  Cliaiipells,  Saluda  River  (Hood  stage  14  feet),  2d,  7th, 
27th  and  2Sth.  with  a  maximum  of  15. (>  feet  on  the  28th; 
Cheraw.  Pee  Dee  River  (Hood  stage  27  feet),  6th,  7th,  26th, 
27tli  and  2Sth,  with  a  maximum  of  ;!;'). 2  feet  on  the  27th; 
Columbia,  Congaree  River  (Hood  stage   15  feet),  3d  and  27th, 

((•oN'i'iNii':ii  ox  I'aop:  ik;.) 


92 


CIJ.MATOIiKilC'AL   DATA:    SOlTll   CAKOlJXA   Sl^'TloX, 


])j;<EMnr:i!.  1914. 


Climatolog-ical  Data  for  December,    1914. 


Tomperaturp,  ill  degree?  Fall r.  I    Preeipitation.in  inclies,     Xnmher  of  days. 


(■(luiilii' 


OUscrv.'is 


<^  — 


Kaderii  Portion. 

.\ll(nidalo  

Beaufort  

Klaekville 

liowinau 

(■liiirleslon 


Barmvoll 180 

Beaufort  'il 

Barnwell 29fi 

OrangeburK I(i0 

Cliarlestoii 48 


Cheraw i  Chesterfield 144 

Conway I  Horry 25 

Darlington Darlington ;  1"' 

Dillon Dillon ;  100 

iMlisto  tt Bamberg I  14.3 


Effingham. 
Ferguson. . 

Florence  . . 
(ieorgelown  . 


Floreliee  

Orangebnig . 

Florenee  

Georgetown  . 


Kingstree '  Williamsburg 

I'inopolis  *• I  Berkeley 

l{imini \  Clarendon  — 

St.  (ieorge I  Dorehester  . . , 

St.  Matthews i  Calhoun 

Sniitlis  Mills !  Georgetown  .. 


Society  Hill  Darlington  , 

Sninmerville Dorehester. . 

Walterboro Colleton   . . . 

Vemassee Hampton  .. 


lOfi 
B3 

136 
12 
54 


Division  means  and  ex  trenies 
Wcfler]^  I'ortioi). 


.\iken 

.\nderson  

Batesburg 

Hlairs  

Callionn  Falls. 


Aiken  

Ander.son  . 
Le.vingtoii . 
Fairfield.. . 
Abbeville.. 


Camden ■  Kershaw. . 

Catawba  !  York  

Chappells j  Newberry 

Clem.son  College |  Oeoiiee 

Coluinl)ia  i  Richland. 


527 
764 
656 
293 
508 

222 
562 

402 


Fdgefield ;  Edgefield  . 

(iastoii  Shoals  tt |  Cherokee  . 

Cireenville Greenville  . 


54 

20 

97 

4 

109 

25 

269 

25 

6> 

IS 

192 

22 

75 

10 

69 

U 

24 

18 

850  i  22 
351      27 


Greenwood 

Heath  Springs. 


680  I     1 
Q«Q  !  21 


Greenwood 1    671  I  25 

Lancaster 508  1  12 


46.8 
49.0 
46.2 
47.0 
48.8 


46.9 
42.8 
47.6 
45.8 

46.6 


43.2 

41.8 
40.6 


44.0 


43.5 
43.4 


Liberty Pickens I    900 

Little  Mountain '  Newberry I    711 

Meriwether     ;  Edgefield   i 

Monetta I  SaUula '    400 

Newberry 1  Ne^^•ber^y 502 

I'elzer Anderson 850 


Saluda  

Santuck 

Spartanburg 

Trenton 

Winn.sboro 

Winthrop  College  tt. . 


Saluda 636 

rnion 512 

Spartanburg 875 

Edgelield 020 

Fairlield   545 

York  mil 


19 
20 
10 

26 

10 

11 
19 
22 
20 
24 
13 


40.0 
40.1 
40.1 

40.6 
42.6 
44.0 
43.6 
42.2 


-O.S 
-2.8 
-1.2 
-0.  1 


41.8 

-2.  4  i 

46.0 

-2.  1  1 

4.^1 

-1.9  1 

44.2 

-2.3 

72 
71 
73 
73 

68 

65 
69 
67 
69 


1 
1 
1  I 

1  I 


22  10  32 

2i;  17  30 

19  10  ,  33 

15  t  16  i  40 
2S  17  24 

16  16  ,  26 
19  16  I  »32 
14  i  16  37 
19  j  16  30 


-1.4 
-2.2 
-1.6 
-1.4 


72  I  25 

70  ,  2 

80  1 

77  1 

70  i  t  1 


25 
19 

21 


19      t   16 
25         Ifi 


43.7 

-2.4 

41.7 

-2.6 

48.4 

-0.3 

48.8 

-1.6 

47  2 

-0.5 

45.9 

-1.6 

69 


16  I    28 


62 
75 


76 
80 


1 
25 
25 
25 


13 
21 


15 

17 


22  !  t  16 


-4.7 
-2.3 
-5.4 


09  1 

09  I         2 

67  I         1  i 


19 
16 
18 


11      19  I  t  16 


-1-0.8 
-0.5 


68 
68 


11 
20 


—  2.  / 
-2.1 

—2.2 
-3!  I 
-2.4 

-2.' 8' 


73 
00 
05 

71 
69 
70 
68 


I      1 
1 

2 

2 

t     1 

2 


71  !  t     1 


43. 2 
4L4 
39.3 

'46.4' 
40.6 


-2.7 
-L9 
-2.9  ! 

-5.'2''' 


THvision  means  and  ex  tremes  j    41.8     —2.0 

Slate  means  and  extrolmes ' I    43.  9  1  —2.6 


70 
70 
68 

08 
05 

73 

SO 


15 
16 
15 

i-V 

15 

11 
11 


16 
10 
15 

io' 

10 
15 
15 


3.28 
3.79 
3. 63 
3.67 
2.35 

4.61 
2.26 
1.71 
4.17 
4.30 

5.26  i 
2.24 
3.09 
1.51  t 
2.25 

2.98 
2.  95 


+0. 1'.i 
+  1.00 
+0.  13 
+0.  10 
-0.80 


n.  90 
1.(10 
1..50 
1.40 
0.65 


+  1.40  I   1.10 

-0.98  I  0.45 

-1.10  '  0.35 

+0.  S5  I   l.Ol 

-h0.61  '  1.45 


-1-2.04 
-0.80 
+0.07 
-2.  14 
-0.  42 

+0.  04 


1.80 
0.75 
1.06 
0.  85 
0.  75 

1.00 
0.  88 


(1 

12 

II 

13 

0 

14 

0 

10 

0 

13 

n 

16 

0 

14 

0 

15 

0 

13 

n 

9 
3 

0 

I) 

6 

0 

7 

0 

14 

21 


6  I  20  I  ne. 


10  :    30 

15  I     29 

16  29 


25 


31 
23 


t  15  ' 
10 
10 

t  15  1 
16  ! 
16  I 
10 
16 


29 

25 
24 

27 
27 
30 
24 

24 


30 
26 

28 

'32' 
20 

32 

45 


3.00 
2.31 

3. 20 
3.42 
2.87 
3.44 


-0.2H     0.88 
-1.36     0.50 


15  '     45  1    3.14 


-0.07 
-0. 14 
-0.53 
+0.10 

I 


0.82 
0.67 
0. 52 
1.02 


0.08  '   1.8(1 


+0.86 
+2.  87 
+  1.88 
+  1.94 
+  0.  16 

+  1.41 


4.60 
6.99 
5.65 
6.54 
4.2; 

4.73 
6.20 
5.80 

n.oo 

3.13 

3.57 
9.23 

9.45  +4.95 
4.71  +0.24 
5.58  1   +1.44 


+0.  77 
+  6.14 
+0. 23 


10.  32 
4.14 
3.86 
4.44 
6.02 
9.86 

3.97 
7.02 
10.69 

"3.'7(V 
0.  50 

6.  23 

4.78 


+5.56 
+0.84 
-0.23 


+2. 25 

+4.84 

-0.05 
+2.87 
+6. 52 

'+f).'4,V 

+2.  17 

-■'2.  19 
+  1.:!5 


0.65 
1.59 
0.92 
2.  13 

0.  72 

1.02 
1.30 
1.34 
2.  !2 
0.75 

0.  70 
1.50 
2. 00 
0.79 

1.  33 

3.25 
L23 

0.75 
1.17 
L40 
1.48 

0.63 
1.78 
L97 

'i.'('KV 

2.  3S 

3. 25 
3. 25 


0  I  12 
0     12 


1  I    9     21 


0  .  14  I  5  8  :  18  ,  n. 

0  <  15  5  11  !  15  ,  e. 

0  :  15  7  5  I  19  j.... 

0  13  6  I  4  i  21  .... . 


0  I  12 


0     16 

0  I  14 
0  12 
0  12 
I)      14 


lie. 


10  I  17  I  lie 

0  I  23  I  e. 

1  I  22  I  s. 


0  ,  14       3 

0  I  14    .... 

0  1  16  I ... . 

0  11  ,  14 

0  I  13  I     6 


0  I  12 
0     16 


0.5 
0 
0 


1.0     13 
0     15 

0  '  11 


0 

17 

16 

0 

14 

0 

12 

17 

13 

0 

13 

II 

10 

25 


12     ne. 
20     ne. 


8  15     ne. 
0  21     w. 

4  23     w. 

5  18  i  e. 

9  16  !  ne. 

3  23  ] 

8  19  !  w. 
7  ;  21  ,  e. 


H.(i.  Harris. 

Miss  Lillian  H.  Kiei\ 

Mrs.  D.B.  Sanders. 

B.  ().  Evan.-. 

r.  S.  Weather  Bureau. 


.1.   H.    I'OH.'. 

I'aul  (Jualllehauni. 
D.  C.  McCall. 
A.  E.  Uowell. 
Nathan  .lenkins. 

H.  B.  McCall. 
.Joseph  P.  Simons. 
U.K.  Gilbert. 
.\.  1'.  Hazard. 
.\.0.  .Matthews. 

Miss  E.  P.  Kavenel. 
William  B.Wolfe. 
Geo.  N.Snelliug.  .\[.  D. 
,J.  S.  Wannaiiuiker. 
W.  (i.  Walker. 

Kev.  T.  Ellison  Simp.son 
Miss  E.  H.Ciadsden. 
.1.  ,\.  Westerberg. 
.1.  (i.  llutsou. 


W.  .\I.  Brown. 

H.  H.Kussell. 

E..I.  llite. 
.1  .L  N.  Owens. 
.1  L.  M.  Parker. 


5     18 

8  I  18 


0. 1      14  ,     7 
T.       13       6 


4  :  19  ■  se. 
11      10      lie. 


5  19      lie. 

6  19     ne. 


\V.  C.  Brown. 
.  I  James  C.  I'"aris. 
.    .1.  .1.  Murran. 

Prof.F.  H.  II.  Calhoun. 

r.  S.  \V(>ather  Bureau. 

.  I  T.  L.  Timmermaii. 
.    Harry  .\.  Parshall. 

I  Spartan  (ioodlette. 

1  M.  iM.  Ciilhoun. 
.1.  Marvin  Houers. 

.loliii  T.  Boggs. 
I  .1.  M.  Sease.  M.  D. 
.    Williams.  .Middletoii. 
I  Joseph  M.  .lohiison. 

Warren  G.  I'ettersoii. 
. I  Joshua  Y.  .loiies. 

!  Mrs.F.  V.J.Ma.xwell. 
j  E.  W.Jeter. 
. I  F.  P.  Kobinson. 

J.W.Seigler. 
W.  I',  (ioodiiiiin. 


The  departures  from  the  normal  temperature  and  precipitation  are  computed  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in] 
determining  section  or  division  means. 

Reference  letters.  ",  '',  <■,  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  b  represents  two  days  mi.ssing.  etc. 

t  Also  on  other  dates.    +t  Received  too  late  to  be  included  in  means  and  summaries.    **  Temperature  data  are  from  observed  readings  of  tlie  dry  bulb :  means  are  com- 
puted from  observed  readings,     n  Postoffice  addresses  of  these  stations  are  as  follows:    Of  Edisto.  Embree:  of  Gaston  Shoals,  (iaffney:  of  Winthmp  College.  Kock  Hill. 

1 .  Precipitation  is  less  than  0.01  inch  rain  or  melted  snow. 
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Daily  Precipitation  for  December,    1914. 


WatiT-lic'.l. 


4        5       6       7    i    8 


Ihiy  of  niontli. 


10     11     12      13      14      15      16     17     18     19     20     21     22     23     24     25     26  I  27  I  28     29  I  30  I  31 


lji.<trni  I'orfi'ni. 

.Vlli'ii.lill.'llll 

B-iUilort 

Bbu'kvilli'llll 

Howiiian 

Clmrli'ston  "' 

Savannah  .... 

Coast 

Edisto 

<lo 

Coast 

Pedee 

Waccamaw  ... 
I*e(lee 

.48    .14 

'.'57  '.'65 
.08)   .16 
T.  ;  .02 

.261  .09 

....;  T. 

.15   .02 

'f.' 

'.'64 
.20 

■'i'V 

T 

.11 
.80 
.11 
.12 
T. 

.20 

'.'62 
.50 
.11 

.05 
.05 
.10 
T. 

.05 

'.'26 
.22 
.01 

1.10 
T. 
.32 
.14 

.12 

.14 

.15 

T. 

.27 

.04 

T. 

.03 

T.' 

'.'io 



.18 
.70 
.25 
.48 
.65 

.08 
.20 
.05 
.86 
.20 

T. 

.40 

.12 

.31 

'.'60 
.03 

■■56 

.10 
.16 
.30 
.52 
.01 

.24 
.07 
.05 
.03 
.15 

T. 
.03 

'.'26 

'.'46 

.25 
.30 

i.'oi 

.14 

.10 
.03 

.90 

'.'65 

.86 
.20 
.35 

■'so 

1.80 
.75 

L06 
.45 

.25 
.12 
.12 
.19 

'.'38 
■.■56 

.05 
.02 
.35 
T. 

.05 
.08 
.65 

'.'08 

.16 
.37 
.10 
.19 
.09 

.70 

.20 

.10 

T. 

.75 

'.'is 

.10 
1.00 

.91 
1.40 

.14 

.12 

.10 

T. 

.36 

.09 

.40 
.02 

.86 

3.28 
3.79 

.20 

.59 
.25 
.25 

'.'58 

.63 

.10 
T. 

.20 

'.'06 

■."69 

.06 
03 

'.'ie 
■.'i8 

.02 

'.'26 

.06 
T. 
.11 

'.'69 

.05 

.10 

T. 

T. 

t'.' 

3.63 

.17 

.01 
T. 
.03 

m 

T. 
T. 

.... 



.... 

'.'6i 

.39 
.22 
.18 
.15 

.68 

.92 
.45 

3.67 
2.35 

4.61 

Coii^yay  11 1... 

.05   .12 

....;  .02 

.... 

2.26 

.... 

'.'08 

1.71 

|)illoll             

Little  Pedee  . . 
Kdisto 

Lynches 

Santee 

Pedee 

.00   .02    .04 

.... 

T. 
.03 

4.17 

K.li-t.illll  

Ktliiidliain  INI 

1.  45  . . . . 

.19   T. 

. . . . ,  .04 
.251  T. 

.  36  . . . . 

....    .11 

:: 

.08 

4.;!U 

5.26 
2.24 

VlnrciH'O  111! 

T.  !.... 


.... 

T. 
.21 

.86 

.10 

3.  09 

(ii'orsrctown 

KiiiKstiwIIII 

Pinopolis   

Kiiiiiiii  nil.. 

St.  (ii'orsellll 

St.  Mattliews  III 

Sinitlis  Mills  111 

Society  Hill  llll 

Suiiiiiii'rville 

Wnltcrboro 

T. 

.10 

T. 
.12 

.85 

1.51 

Black 

....'    (ifi 

.02 

1.00 

.56 

|. . . . 

.74 
.05 

.39 

.... 

2.25 

.11 
.09 

.11 

'tV 

i 

.25 

'.'88 

.75 
T. 

2.98 

Santee 

Edisto 

.07 

.15 

.10 

.03 

.60 

.... 

.06 

.07 

.09 

.03 

.55 

2.95 

Santee 

Pedee 

do 

Ashley 

Ashepoo  

Coiiibahee  .... 

Edisto 

Savannah  

Edisto 

Broad 

Savannah  

Wateree 

Catawba 

Saluda 

Savannah  

Congaree 

Savannah. 

Broad  . . . ." 

Saluda  . .'. 

do 

Wateree    

.2»|.... 
.  lOl  T. 

.02.... 
T.     T. 

.02'.... 
1.02    .08 

.42|  .40 
.43;  .09 
.92    .79 
2.13|  .20 
.72   .12 



.05 

.07 
.15 
.05 
.02 

.10 
.03 

.'22 

'.'65 
.03 

■f.' 

.20 

.09 

'.82 
.13 
.48 
.03 

.10 
1.47 
.23 
.08 
.U 

..31 
.48 
.09 
2.12 
.21 
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1.12 
.12 
1.00 

1.80 
.18 
.08 
.36 
.75 

1.02 
.21 
.53 

.78 

.39 
T. 

.02 
.07 
.10 
.42 

.65 
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.59 
.35 
.70 
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.67 
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.15 
..37 
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L18 
1.13 

.25 
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.20 
.12 

.70 
.50 
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.21 

.65 
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.29 
.18 
.16 

.09 
.12 
.38 
1.05 
.57 
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.07 
.05 
.22 
.65 

1.20 
.44 
.70 
.59 
.82 

.20 
.63 
.86 
.04 

.25 
.38 

.11 
.05 

.10 
.04 
.03 
.28 

.10 
.16 
.27 
.22 
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.25 

.08 
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.67 
.52 

.88 
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'.'is 

.17 
.42 

.10 
.10 

.42 
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.08 
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.04 
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.37 
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.23 

'.'i.5 

.13 

.51 

.12 
.04 
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.41 
.31 
.63 
.22 

.11 
.65 

'.'68 
.12 

'.■73 
.75 
.10 

.60 
.24 

'.'27 
.40 

.78 
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3.86 
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.68 

.10 
.30 

7.02 
10.69 

Trenton 

Winnsboro 

Broad 

Catawba 

.20 
.55 

.15 

.25 

.30 
L31 

.15 
.27 

.18 
1.00 

.10 
.25 

.15 
.16 

.22 
.39 

.25 

't.' 

.25 

.15 

LOO 
2.38 

■••• 

.50 
LOO 

•••• 

3.70 

Wliithrop  College 

.... 

6.56 

Except  as  otherwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observation.  III!  Precipitation  measured  in  the  morning;  amount  then  recorded  is  for  the  preceding  24  hours.  ***  Regular  Weather  Bureau  station:  precipitation  is  for  the 
2J-liour  period,  midnight  to  midnight.    *  Precipitation  included  in  the  next  following  measurement,    t  Separate  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  0.01  inch. 
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('IJ.MA'l()IX)(il(\\L    DATA:    SOITII    CAROLINA    Sl-X"|-|().\. 


1)K(  KMnKli.     1!)14. 


Daily  Temperatures  for  December,  1914. 


Stations. 


Eimfrrn  Poiiinii . 


All.MiaiiU'«v\ 

Beaufort  

BlaokvilleS^'J 

liowiiinn 

Charleston 


*  Maximuni  . 
(  Minimum. . 
<  Maximum  , 
(  Minimum. . 
J  Maximum  . 
(  jMinimum. . 
\  Maxinuini  . 
/  Minimum. . 
\  .Maximum  . 
(  Miniminn. . 


,,  \  Maximum  . 

Clieraw** ,  Miuinunn.. 

,,.  \  .MaxiiHUm  . 

Conway  W j  Miuinnmi.. 

,,,,  >  Maximum  , 

DarlinetonSS* )  Mininnim., 

\  .Maximmn  . 

'''1'"" I  Minimum.. 

.,  )  .Maximum  . 

I'crfrusonSN* i  Minimum.. 


72 

67 

63 

6:i 

69 

6H 

60 

63 

73 

6H 

63 

61 

73 

6H 

S4 

60 

68 

67 

m 

60 

f« 

59 

61 

55 

Florence  vW 

GeorgPtoun 

KiiigstroP'SS^ 

St.  Oeorge  % 

St.  Matthews  SSSV... 

Society  liillvVS 
Summerville  . 
Walterhoro. . . 
Yemasseo*<i.. 

Wrsltr 


)  Maximum  . 
I  Jfinimum. . 

*  .Maxinnnu  . 
(  .Minimum. . 

*  Maxinunn  . 
'  MininnU]). . 
\  Maxinumi  . 
/  Minimum. . 
)  Maxinunn  . 
/  Minimum. . 

\  Maximum  . 
(  Miuinnmi. . 
<i  .Maximum  . 
I  Mininunu. . 
)  .Maxinunn  . 
I  .Mininujni. . 
)  .Maximum  . 
(  Miuinunn. . 


II  I'lirlioii. 


Aiken  

Anilerson 

BatesburssW 

Canulen^Jv* 

Clemson  College  . . . 

Columbia 

(ireenville  **  . . . 
Greenwood  ^'^  . . 
Heath  Springs  . 
Liljcrly 

Little  Miiunlain  . . 

Meriwether 

Monetta 

Newberry 

Saluda   

Santuck 

.■^partanbin's:  vW. . . 

Trenton 

Winnshoro 

Winthrop  Collefre 


)  Maxinuim  . 
/  Mininnnn. . 
)  .Maxhiuuii  . 
I  .Miuinunn. . 
)  Maximum  . 
/  .Mininunu. . 
\  Maxinunn  . 
I  .Mininunu. . 
S  Maximum  . 
}  .Miniminn. . 

\  .Maximum  . 

*  .Mininunu. . 
\  Maxinunn  . 
I  Miniunnu. . 

*  Maximu)n  . 
I  Miuinunn. . 
\  .Maximum  . 
I  .Miuinunn. . 

*  Maximum  . 
I  Mininunu. . 

\  Maxinuim  . 
)  Mininmm. . 
\  aiaxininm  . 
'  .Minimum. . 
\  Maximum  . 
'  Minimum. . 
\  Maximum  . 
'  Minimum. . 
\  Maximum  . 
'  Minimum. . 

s  Maximuni  . 
'  Mininunu. . 
s  Maximum  . 
'  .Minimum. . 
s  Maxinunn  . 
'  .Minimum. . 
)  Maximum  . 
I  .Miniminn. . 
\  Maximum  . 
I  Miuinunn. . 


()9l  65! 
5')!  591 


67! 
60! 
69i 
62 
71 
62 


68  70 

60  58 

HU  68 

56,  56 

77|  71 

57!  50 


10  11  I  12  I  13  I  14  !  15  ;  16  :  17  ;  18  ;  19  20  I  21  22 


23  24  25  I  26  I  27  28  29  30  !  31  Mean. 


67!     62! 

581     571 
70i     59' 


49'  50! 
47!  421  42 
56l  54 
45  45! 
51!  50 1 
45l  42 
55I     56 

4'J 

49 

43 


56  51, 

52  50| 

62'....! 

56!  57'. 

58i  521 

53!  50| 

61]  60 

53I  52| 

62  601 

58l  60!  i: 


45 
...I  42 
42  46 
42!  40 
5:3|  44 
40]  40 
48  48 

43 


46  52i  58 
40  40l  40 


56 

54 


60 

54 

60  62! 

56i  60 

71!  671 

551  56! 


44  48 

44'  40 

50!  48 

42;  40!  4H  42 

67!  59!  56,  66] 

461  45  ;59  40! 


551  59 

43!  45 

57  i  63 

40!  41 

57;  61 

40l  44 

57  64 

43  45 

55  64 

41  45 

56'  581 


45 
31 

48 
35 
50 
29 
55 
25 
47 
34 

42 
34 
48 
37 
45 
35 
46 
34 
47 
31 

46 
38l 
50' 
32! 

52 


47 

60 

29 

30 

50 

62 

32 

41 

56 

59 

23 

33 

58 

(iO 

20 

45 

47 

64 

36i  46 

48 

46 

23 
49' 

26' 
50! 
23 

50, 

25 
4!<! 
32! 

501 
30! 
50 
26 
50, 
25 


321 
63, 
31 
59] 
29 
61! 
31! 
62' 
34i 

47i 
40' 
52 
32 
6O1 

3;5i 


46! 

36 
58l 
37' 
.551 
29] 
55 
40 
491 
35, 

1 
48! 
32! 
49! 
39' 
49 
34 
49< 
34j 
48 
37 

50 
35 
56! 
38 
501 
31' 


40 
26 
41 
31 
44 
22 
50 
22 
41 
32 

37! 
221 


32 


:}8i  38, 

27'  19' 


.37 

14! 
351 

19 
37| 
25I 


44  44 

I9I  26 

46l  46 

21!  28 


50  55 


31 
65 
49 
53 
32 
53 
38 
54 
47 
i 
441 
38! 


601 

I^ 
47 
58! 
34 
55 
37! 
66 
51 

oOi 
37 


431  42 


39  38 

25  191 

43!  37! 

30'  21 

29  29| 

29  19 


44  42 
22'  22 


60!  66l 

43  45 

49!  54 

351  38 

51  56 

41!  41 

55  62 

40  45 


69  62] 

61 1  58! 

62 1  60 

54!  55 

70,  67 

621  62 

701  69 

62|  59 


61|  60     54 

56!  561    531 

i        1 

57;  53      48 

53  50     4ll 

63  63 

60  58 

70 


461    47|    55 
44     40     40 


64 
39! 


67 
60 
69 
60 
64 
52 
61 
58 
68 
59 

64 
57 
73 
59 
66 
61 
571 
56 
71 
59 


65 

■59 
65      68 

59!     58 


62' 

58 

71 

59|     59] 

0 


50  48 

40  40 

58  49 

44|  42 

61  49 

47i  43 

53!  49 

48'  41 


39l  33 

56'  64l 

41]  48| 

56]  66 

43]  44' 

551  64' 

43  43: 


431    47i    58     48|     37 
261    23!    30     33!    25 


65,  65 

57  .5(); 

64',  601 

56!  52: 

60j  6()] 

57  55 


61 

57 

57 

55 

67 

59 

58 

55 

61 

59 

56 

56 

59 

54 

56 

54 

59 

59 

55 

55 

.58]    57t 


66     5S: 
561    52, 


62  49 

47  43 

56  49; 

45  40! 

51  46, 

50  41 

58,  581 

52,  50] 

58!  50, 

48]  441 
I 

561  49] 

49!  41 

46]  47] 

44;  41 

48i  44| 

46!  41! 

52]  48] 

46'  45! 

54]  47, 

45;  41 


53|  61 

41  37 

51  61 

41  34 

50i  60 

40 1  36 


361 

54' 
351 
56i 
391 
58, 
37! 
.551 
36] 


52     49     45 


48 

51 

48 

42 

23 

29 

32 

22 

49 

49 

63 

62 

28 

26 

M 

35 

52 

51 

62 

62 

29 

24 

36 

36 

47 

50 

61 

50 

26 

22 

23 

35 

441 
28, 

50!  49  52 
24  26,  39! 
361  49  48] 
19!    24!     32' 


63' 
42, 
59' 
43' 
55, 
351 
60 
36l 
591 
45 

461 

36i 
55 

48 
54 
39 

54! 
40i 
55: 

44] 

47 
43 
70' 
47 
54, 
45] 


61 
45 

58 
411  41 
651  55 
341  45 
65  67 
33     36 

51  53 
42|     47 

53'  45 

30!  34 

52  50 
34!  38 
55  50 
30! 
53 


63  39l  45 

43  31:  24 

71  54]  36 

50'  33!  30 


35 

45 

40 

22 

70 

55 

38 

34 

68 

44 

44 

30 

45 

33 

43 

25 

52 

29 

45 

28 

331     41] 
48,    48! 


39     25 

72     33 

47!     30 


50 
30 
40 
26 
35 
2S 

37 
20 
37 
25 
33!  36 
24  20 
35 
22 
36 
28 


48     44|     29 
26 


33  30 

74!  72' 

52'  52, 

54!  49] 

36'  34! 


551 


53  54 

421  41 

57  60|     581 

42  47: 
62'  51' 

42;  44, 

55,  6O] 

40  40] 

62  60| 

43  47| 


51,     58' 
36!     38 


61 
37 
60 
34 

52  6:? 
36l  39 
62|  61 
37i  42 
I 

50J  58 
25]  39 
42'     58      64 


63,     54! 

36]  31 
531 
33 
561 
371 

52| 
32 1 


33  33| 
62'  62] 
35i    40! 


36     44,     441     451     52 
17     20I     22I     28!     35 


:35!  27  25 

531  44!  47 

32!  28'  22 

51'  41!  49 

37'  29,  22 

63i     53|  43,  48 

411     45  "  " 


51     441  37 

35!     31!  20 

37|     43,  ;34: 

301     301  16 

50l     42|  38 

:50!  20 


42'  44 

251  25 

48  52 

21 1  28 

49,  54 

221     22]  29, 

371    46:  55' 

23     20  27 


49]  52 

34]  33 

501  54 

351  45 

54  53      56 

36  46;     50 

51  54'     65 

38  38     44, 


35  44 

19  22' 

39  43 

I8i  21 


42!     42 


57: 
34] 


52 
44 
52 

38 

49     58 


60  52 
38  36 
58  54 
33,  33 
49 
36]     .36 


42 

52]  ,50]    49 

4(l|  42| 

56;  49 


36]     25 
52      42 


261 

48]     48; 
25      33! 


25 


33     21:    32     31 


40]     42,     39I     36 


46! 
26' 
451 
21; 
43, 
23 
431 


11!     15 


35]    ;$4 


33     34!     30' 


42| 
39' 


47  46 
36l  30 
35!  44 
22i  261 
36]  40! 
32 
44i 
32 
41 
29, 


28  28 

40:  39! 

201  25, 

43,  43 

21  361 

41;  44, 


67' 

69 

65 

60 

.58 

60| 

60 

56 

55 

46 

70l 

70 

64 

(i5 

62 

62 

57 

57 

61 

18 

67 

68 

66 

60 

60 

62 

60 

56 

57 

48 

71 

71 

64 

59 

58 

62, 

60 

0( 

56 

45 

68 

70 

66 

61 

60 

61 

60 

55 

57 

56 

66! 

70 

65 

,58 

55 

61 

59 

56 

53 

45 

49,     49]     51 

41      40     43 
49!    5l|    53 
43 
48 

41 


64      68 
54!    591 


60]    55]    46! 
•55'    53'    44' 


60'  58, 
65i  62! 
60     58 


60]  60  48 

51  .53  40 

60,  58,  ,5;l, 

56  52  44! 


42!     42] 
49;     51 


42| 

501  51 

411  42! 

51 !  50! 

411  40[ 

51'  .52 

41  41 

50,  53. 

40  41] 


48 
37 

45]    49 
39!    39 


34  35 

,58  50 

32I  35 

48]  47, 

34I  35' 


45!  45! 

331  25| 

48!  4s! 

28]  22' 

46i  46; 

30]  24 

42I  45 

31 1  24 

48|  46 

29I  21 

45;  44. 

34  23' 

37]  45 

32  23] 


37l  35 

25]  21 

37  37 

15  16 

.35'  34]     42 

18!  16!     1' 

381  34S     39 

20'  17;     20, 


38!     .38 
14      14' 


28 

33 

38 

.39 

41 

50 

29 

35 

40 

42 

40 

44 

18 

27 

31 

40 

38 

44 

20 

27 

31 

34 

41 

42 

25 

32 

33 

40 

38 

45 

431 

31] 
45'  43! 
33:  33' 
501  43' 
32;  33! 
44' 
301 
45| 
321 


38      .34!  43: 

22]     18l  20 

39'     37]  46 

21<     17!  18 

38l     34'  44 

23|     20]  22 

37'    :J4!  43! 

36  44' 
15 


37,  44 

30  29 

35;  40 

24  30 


52 
40: 
.521 

40l 


50  451 

39I  35! 

56]  51 

37'  34 


46'  40 

34!  24 

43:  43 

35  25 


45,  44 

35  34 

40]  43 

33]  29 


16 


36'  35,  41 

l.s  16  18 

36  36  45 

15  16  1 


28'  28 

40;  39] 

271  37 

43!  43 

21'  31 

40!  39 

29'  32 

41  39 

26  32 

45  40 
24 


41  38  45  53 

25  29  35  36 

40'  41,  43  52 

22  27  21|  36 


51 
31 
53 

29i 
411 

31' 
52: 

39! 

55 
29 

48! 
3til 
39| 
29! 

42| 
■iV 
45] 
.35 
53 
29! 

soj 

33! 
54! 
39! 
50! 
33 
48 
31 
50 
30 


55,    54     45 

36l    39     2 


45  40 

39  24 

60  75 

46]  49 


38     48, 
21I     24! 


43]     34| 


61  53 

40]  33! 

54I  52) 

31  261 

61 !  59 

49  36! 


64!  51 

50]  38' 

63!     62'  611 

;35     41  33 


60!    55  35 

301     30;  29: 

45]  381     35 

:»'  26     22 


28  30l 
50  48 
38      35 


50'     46      36     35 


62!     52      54      m     37 


42      44 


32     27      20 
40     35     50 

341     251     25 


46  56' 

28  39 

49!  49] 

32]  36! 

45]  58; 

24]  30 

44!  58, 


60:  51 

411  30! 

.59'  50| 

36;  M\ 

59!  48 

37  30 

61,  oOl 


4(>     26.     26! 


47 
41 
43]     43!     33 


36 
36     28 


29'  38'  29 

44]  451  ;!4 

291  38  30 

47  41  32 

34!  37  24 

42!  44]  40 

42  40]  28 


50  49 
30]  •  28 
42  51 
33  28 


35  38  .35  40;  42,  42  45 

19'  15;  19'  25  31,  32'  33 

37  33  40  39I  38!  44  50 

17'  15  19  26'  301  341  35 


46!  47'  45  36 

40]  41'  27  20 

49!  52'  45|  39 

38  43]  :32  24 

48'  48;  43I  35 


26 

48 
30 

44 
33 
51 
21 

42  46 

31!  31 

491  46 

28;  28 


38 

47] 
38, 

.9! 
39! 
47 
33 
46 
34 


351 
531 

33, 

50! 
35' 
49' 
33' 
50] 
35 
43 
31 


55!     46 
36;     35 


43,     29,     21 

47'     46!     35 
20 


33  28 
46!    5(1 

34  22 


44  45 

38  40 

42  41 

28'  .39 


42 
32: 

.  49! 
34! 

43] 
34' 
42| 
32| 
47 
33 


52!  58 

311  41 

53!  60 

41:  41 

,551  60 


35  40 
56  60 
.39     40 


47,  43 

31]  36 

51!  47 

23,  32 


44  45  45  41!  .34  36|  49;  48  55,  53  46.6 

30!  40!  40!  24!  15!  17  32!  35  40]  32]  34.1 

50  4S:  44!  4»1  39  33  40  44  55  49  46.8 

30  26]  38'  38l  251  1"!  301  35;  38  33,  .UA 


50' 
39 

30! 
55, 
33- 

48! 
34 

52' 
32 


55  49! 

40l  34' 

53;  45 

35  34! 


.54.3 
.39.2 
55.7 
42.2 
54.7 
37.7 

56. 5 
37.5 
.54.6 
42.9 

47.7 
3,5.8 
53.1 
38.8 
51.2 

35. 0 
51.5 
37.0 
5.3.6 
40.2 

49.4 
36.  3 

55. 1 
40.2 
55.1 

36. 6 


51.8 
.35.6 

50.0 
33.4 
.56.2 
40.5 
57.1 
40.6 
56.2 
:ks.l 


.50.  9 

35.  S 
49.  S 
U.i 
48.,1 
33. 
50.j 
37J 
50.] 
36.} 

49.1 

37. 

47.1 

32J 

46.1 

33.1 

45, 

34.' 

47.1 

:34. 

48.1 
36.1 

,51.1 

36.  ' 
50. 1 
37.1 
48.7 
3.5.7 
31.7 
34.7 

47.9 

:34.8 
45.8 
32. 8 


».  ''.  <^.  etc.,  iudieate  respectively  1.  2,  3.  etc..  days  missinar  from  record.     'S'S  Instrumi'Uts  are  rend  in  the  niornins;:  t!ip  maxiinuin  temperature  tlien  read  is  charged  to   the 
preceiling  day.  on  w  hii'h  it  nhn(i>l  ;ilways  ciccuis. 


yfi 


(LLMA'l'Ol.iXilCAl-   1).\'IA:     SOl'I'lI   C.MiOlJN.V   SIXTlOX 


Dki  i:mki-;i;.  1914. 


RIVEK    CONDITIONS.     r„„li„u,;l. 
(coxTrxrED  i'i;oM  i'ack  <n.i 

uilli  a  iDa.xiiiiuiii  of  l().l  feet  on  tlic  27tli;  Pclzer,  Saluda  RivcM' 
(flood  stage  7  feet),  otli,  6th  and  "iSth,  with  a  maximum  of  8.6 
feet  on  the  5th;  Rimini,  Santee  River  (flood  stage  12  feet),  3d 
to  19th  and  24th  to  Slst,  inclusive,  with  a  maximum  of  18.3 
feet  on  the  lOth;  Ferguson,  Santee  River  (flood  stage  12  feet), 
oth  to  22d  and  24th  to  31st,  inclusive,  with  a  njaximum  of  14.3 
feet  on  the  11th  and  12th.  Timely  warnings  were  issued  in 
advance  of  the  fresliets.  and  rej)orts  of  the  two  series  of  floods 
indicate  an  approximate  unavoidahle  loss  of  $10,835,  while  mova- 
l>le  property  saved  hy  the  warnings  of  the  Weather  Bureau  is 
valued  at  i«53.2()(). 

MISCELLANEOUS    PHENOMENA. 

EdrlhijiKiLf  (date) .-  Summervillc.  23.  very  shglit  tremor,  6:55 
a.  11). 

Fogs,  dense  {dates) .  —  (Jamdan,  23;  Catawba,  8,  22;  Charles- 
ton, 1,  2,  19,  20,  21;  Cheraw,  1,  2,  10,  23;  Columbia,  2,  4,  9, 
13;  Efiingham,  2.  4,  9,  10,  23;  Georgetown,  2,  4,  10,  18,  19, 
20,  21;  Liberty,  2,  23;  Monetta,  5.  13;  Smiths  Mills.  10. 

Hail  (da^f-s).  — Liberty,  13,  22. 

Hal  OS  (dates) . — Lunar:  Charleston,  30,31;  Columbia,  21,  23, 
30;  Gaston  Shoals,  23.  Solar:  Charleston,  17;  Columbia,  17; 
Santuck,  16.     Lunar  corona:  Columbia,  31. 

Sleet  (dates). — Beaufort,  27;  Bowman,  27;  Catawba,  23; 
Charleston,  26;  Cheraw,  22;  Columbia,  27;  Edisto,  27;  Fergu- 
son, 27;  Gaston  Shoals,  13,  22;  Georgetown  28;  Greenville,  22; 
Liberty,  13,  19;  Pinopolis,  27;  Spartanburg,  12,  22. 

Thvnder^torm    (date).  —  Summerville,  4. 

Errata    November,    1914. 
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1 

Vfiir. 

TO 

1 

mp<>i'ature. 

Precipitation. 

Average    number    of 
dnys- 

to 

1 

9 
< 

Average 
days  with 
0.01  inch 
or  more. 

5 

2 

>  z.  ^ 

IS87 

1888 

44.9 

42.7 
55.4 
45.9 
49.9 
47.1 
47.2 
48.1 
46.1 
44.0 
47.6 
45.9 
44.6 
45.5 
44.0 
46.8 
41.0 
45.5 
45.2 
48.0 
46.2 
50.6 
42.8 
42.0 
49.8 
48.8 
47.8 
43.9 

46.5 

71 
79 

18 
13 
17 

4.65 
3.56 
0.53 
2.25 
1.91 
2.45 
3.05 
2.56 
3.04 
3.55 
2.40 
2.84 
2.33 
5.64 
5.01 
4.26 
1.95 
2.79 
7.25 
3.25 
5.81 
2.84 
2.81 
2.36 
4.94 
2.88 
4.25 
4.78 

3.43 

10 

7 

1 

ne.-e. 

1889 





1890 

1891    

1892 

76 
79 
85 
80 
83 
82 
77 
79 
79 
80 
85 
72 
78 
77 
89 
75 
83 
84 
76 
85 
79 

80 

89 

6 

17 

-  1 
15 

8 
21 

1? 
18 
2 
10 
10 
16 
16 
11 
12 
23 

12 
18 
18 
16 
11 

-  1 

1893 

6 

7 
6 
7 
8 
8 
7 
8 

11 
7 
6 
9 

10 

10 

7 
5 
9 
8 
9 
13 

8 

17 
15 
16 

17 
U 
12 
15 
14 
13 
14 
20 
14 
12 
14 
14 
13 
17 
18 
11 
12 
10 
6 

7 
8 

\ 
7 
8 
7 
6 
6 
5 

\ 

9 

( 
7 
7 
5 
7 
6 

7 

7 
8 
8 
8 
12 
12 
8 

10 

13 

11 

6 

12 

15 

9 

10 

9 

7 

6 

13 

14 

14 

19 

10 

sw 

1894 

nw 

1895 

1896       

TIP 

1897 

ne. 

1898 

1899 

nw 

1900 

n. 

1901 

1902 

nw 

1903 

w. 

1904 

1905 

ne. 

1906 

sw. 

1907 

1908        

w. 

1909 

1910 

w. 

1911 

ne. 

1912 

sw. 

1913 

1914 

ne. 

Period 

ne.-w- 
nw. 

l.lliKiiiv.— Mean  temperature  (paKeS4).  >houkl  bo  4>.  ^ 
(page  86),  should  be  36.4". 

SPAItT.VMtl'l 
shniilrl  he  6. 


Mean  minimum  temperature 
Number  of  days  with  o.  01  inch  or  more  of  precipitation  (page  84), 
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Stations. 


Asheville,  X.C... 

Augusta,  (ia 

Charleston,  S.  C. 
Charlotte,  X.C  .. 
Columbia,  S.  C... 

Savannah,  (ia 

Wilmington,  N.C 


30.16 
30.14 
30. 10 
30.15 
30.14 
30.10 
30.12 


Temperature,  de- 
grees Fahr, 


36.2 
4.5.4 

48.8 
38.4 
43.4 
49.8 
45.6 


Period I    30. 13     43. 9 


Precipita- 
tion .inches. 


CD  ^ 

So 
OS 


6.  51  '  2. 13 
2.76  [  0.67 
2.35  I  0.65 


6.53 
3.13 
2.49 
2.39 


2.52 
0.75 
0.80 
0.72 


3.74     2.13 


77.6 
86.0 
108.5 
77.5 


>  ft 
B  I 


Wind. 


^^'    .    --2 


2s 
ft.'g 


68.6 
117.5 
96.2 

90.3 

81 

85    : 

81 
81 
80  I 
81 
83 

82 


7.9 
6.2 

10.6 
6.6 
6.4 

10.9 


nw. 

nw. 

n. 

ne 

ne. 

n  w . 


8.0  ,  nw 


\ 


6 
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Com  .MHiA,  S.  ('.,  Vkai!  U)14. 


GENERAL    SUMMARY. 


No.   13. 


The  year  as  a  whole  was  near  normal  as  to  temperature,  but 
precipitation  was  eonsideral^ly  below  the  average,  due  largely  to 
marked  deficiencies  during  March,  May  and  June.  Abnormal, 
thermal  and  moisture  conditions  during  March,  followed  liy  badly 
distributed  rains  during  April,  resulted  in  irregular  seeding  of 
spring  crops,  and  vegetation  began  the  growing  season  in  various 
stages  of  advancement.  The  growing  situation  was  further 
intensified  by  drought  and  much  sunshine  during  May,  with  the 
result  that  the  spring  season  closed  3.90  inches  short  of  the  usual 
amount  of  rainfall.  With  continued  lack  of  sufficient  and  well 
distributed  rains  and  the  hottest  weather  of  record  during  June, 
together  with  desiccating  heat  toward  the  close  of  July,  vegeta- 
tion advanced  to  midseason  with  irregular  growth. 

Probably  the  most  serious  and  destructive  thundershowers and 
hailstorms  that  ever  visited  the  plantations  of  South  Carolina 
occurred  in  the  Piedmont  districts  on  July  6  and  7,  cover- 
ing large  portions  of  Anderson,  Laurens,  Spartanlmrg,  Cherokee 
and  York  counties  and  entailing  a  general  loss  conservatively 
estimated  at  $955,000  on  about  51,000  acres  of  land.  Of  this 
amount,  York  County  is  estimated  to  have  lost  $730,000  on 
al)out  40.000  acres.  In  this  district  the  hail  l»elt  embraced  an 
area  of  5  by  25  miles  to  the  northward  of  Rock  Hill. 

.\side  from  local  drouglit  and  abnormal  temperature  changes 
covering  short  periods  of  time,  the  late  summer  and  autumn 
nKMitlis  were  near  the  seasonal  average. 

44ie  year  closed  with  one  of  the  most  disagreeable  Decembers 
of  record,  the  month  l)eing  one  of  sustained  low  temperatures 
and  almost  ma.ximum  cloudiness,  witli  frequent  cold  rains. 

The  last  general  spring  killing  frost  occurred  on  ^larch  23, 
and  at  a  few  U[)land  stations  as  late  as  the  25th.  The  first 
autumn  killing  frosts  f>ccurred  generally  during  the  last  four  days 
of  October.  The  average  latest  spring  killing  frost  date  of  the 
Section  for  1914  was  March  24,  or  two  days  later  than  usual; 
average  earliest  autumn  killing  frost  date  for  1914.  October  31, 
or  10  days  earliei'  than  normal.  T\\v  growing  season  of  1914 
for  the  Sectif)!!  as  a  whole  was  221  days  in  length,  or  12  days 
less  than  the  average  and  three  days  shorter  than  in  1913. 

In  the  growing  season  of  1914,  .March  to  September,  inclusive, 
the  total  rainfall  was  24.75  inches,  or  (i.OO  inciies  below  the  2S- 
year  average  and  nearly  R  ineh(>s  below  tli(>  amount  for  the  same 
period  last  year. 

During  .January,  Mair-li.  ,\pril.  October  ami  l)(>cember,  when 
freshets  occurred  in  one  oi-  more  of  the  rivers  of  the  Section,  the 
unavoidable  loss  aj^tproximated  $31,480.  while  the  value  of 
movable  property  saved  by  timely  warnings  of  th(>  Weather 
Bureau  has  l»een  estimated  at  about  sllO,''^(l(). 

Annual  nu^an  tem])eratur(',  ()2.5''',  or  0.4'^  below  the  2S-year 
normal.  The  warmest  month  was  June,  with  a  mean  of  SI.]°, 
or  3.4    above  normal ;    coldest    month,    Deermbci-.  with  a  mean 


of  43.9°,  or  2.6°  below  normal.  Highest  annual  mean  tempera- 
ture, fi4.9°  at  Cliarleston;  lowest,  59.4°  at  Heath  Springs,  Lan- 
caster County.  Highest  temperature,  108°  at  Blackville,  Barn- 
well County,  on  -lune  25.  or  1°  above  the  highest  -June  record, 
in  L887.  i>owest  lempcvature.  1 1°  above  zero  at  Clemsoii  Col- 
lege, Oconee  County,  on  December  15. 

The  average  annual  precipitation  was  43.37  inches,  oi-  1.54 
inches  below  the  28-year  nonnal.  Greatest  annual  amount  at 
any  single  station,  54.32  inches  at  Georgetown,  Georgetown 
County;  least  annual  amount,  30.00  inches  at  Darlington,  Dar- 
lington County,  (ireatest  monthly  amount  at  any  single  sta- 
tion, 13.70  inches  at  Smiths  Mills,  W'illianislmrg  Coimty,  in 
August;  least  monthly  amount.  0.10  inch  at  .MeriwetluM-,  lulge- 
field  County,  in  ]May.  Average  annual  number  of  days  with 
measurable  precipitation,  9();  greatest  annual  number  at  any 
single  station,  120  at  Cheraw,  Chesterfield  County;  least  aimual 
number,  59  at  (Georgetown,  Georgetown  County. 

The  total  annual  amounts  of  snowfall  ranged  from  2.1  to  IS.O 
inches,  with  an  annual  average  for  the  Section  of  S.S  inches. 
Practically  all  of  this  snowfall  was  recorded  during  the  great 
snowstorm  of  February  25-2(). 

Average  annual  atmospheric  pressure,  determined  fiom  reports 
of  7  regular  Weather  Bureau  stations  in  and  suri'ounding  the 
Section,  30.09  inches.  Highest  pressure  in  the  region  covered 
by  reports,  30.71  inches  at  Ash(>ville  and  Charlotte  on  November 
24;  highest  in  the  Section  proper,  30. ()9  inches  at  Charleston 
and  Columbia  on  the  same  date.  Lowest  pressure,  29.43  inches 
at  \\41mington,  N.  C.,  on  Jainiary  4;  lowest  in  the  Se<'ti(jn  proper, 
29.54  inches  at  Colund)ia  on  the  same  date. 

Average  annual  number  of  clear  days,  1(53;  partly-  cloudy.  110; 
cloudy,  92.  The  average"  annual  sunshine,  determined  from  7 
automatic  records,  was  ()2  per  cent  of  the  |)ossible  amoiml. 

Average  annual  relative  hmnidity:  S  a.  m..  SO  ])er  cent; 
8  p.  m.,  (i9  per  ceiit ;    for  the  year,  74  per  cent. 

The  prevailing  winds  were  from  the  west,  .\imual  average 
hourly  velocity,  determined  from  7  anemometer  records,  8.2 
miles.  Highest  velocity  for  any  5-minute  i)eriod  during  tlie 
year  in  the  region  covered  by  re])orts,  70  miles  i)er  hour  from 
the  west  at  Savannah,  (la.,  on  May  7;  highest  5-minute 
velocity  in  the  Section  proper,  59  miles  ])(>r  hour  from  the  south- 
west at  Columbia  on  July  9. 

Earthquakes  were  reported  from  stations  in  the  Section  on 
March  5.  May  31,  .lune  19,  .Inly  13  and  14,  September  22  and 
December  23. 

WEATHER   BY   MONTHS. 

,A///((a/7/.-- January  was  unusually  mild  and  o[)en,  with  no 
marked  extremes  of  tem|)erature  and  precipitation  fairly  (list  rih- 
uted.  Heavy  rains  in  the  upper  drainage  areas  of  th(>  Pee  Dee 
anil  Santee  river  di.striets  about  the  beginning  of  the  year,  with 
r(>su]tant  Hoods,  caused  an  unavoidable  loss  of  property  estimated 
at  !p3,200,  while  approximately  $17,000  worth  of  movable 
|)roi)erty  was  sa\'ed  by  the  flood  warnings  of  tlie  ^^Vather  Bureau . 

F/'hriKtri/.  —  Feliruary  was  a  typical  w'inter  month,  with  marked 
cold  waves  on  the  12tli  and  13tb  and  from  tlic  24th  to  the  2()tli. 
44ie  former  change  was  accompanied  by  cold  rains  and  sleel.  and 
record-breaking  snowstorms  occurre<l  during  the  latter,  with  10 
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to  18  inches  of  snow  over  a  large  portion  of  the  Seetinn .  Theniial 
ciiMrlitions  were  helnw  the  seasonal  averaj^'c 

W'iii/cr. — .Mean  tciiiiici'at  urc  4(i.4%  or  {^'2°  alinvc  the  minua] 
(Ictcniiineil  Fur  2S  ycai'S.  Avd'age  total  iirceipitatidii,  1  1  .82 
inches,  or  0.07  incli  alxive  the  '2S-ycar  normal. 

}[(tirh. — March  was  tlie  coldest  month  of  tlie  name,  witli  one 
exception,  since  the  organization  of  the  clinuitological  service  in 
1SS7.  Wintry,  generally  disagrei'ahle  weatiicr  jirevailed  nntil 
th(>  last  week,  followed  liy  a  prononnced  warm  period  at  the 
close  of  the  month.  'I'hc  last  general  fi-eezing  tem))eratnres 
occurred  on  tiie  28d,  and  in  the  more  el(>vated  districts  freezes 
w(>re  recorded  as  late  as  the  24tli  and  2-')th.  Precipitation  was 
considerahly  lielow  normal,  Init  was  well  di-trilmted.  The  pro- 
gressive freshet  in  the  Pee  Dee  River  during  the  period,  Fehru- 
ary  21  to  ^farch  10,  was  attended  hy  vmavoidahle  loss  of  pro]iert.Y 
estimated  at  isS.OOO,  while  the  value  of  property  saved  hy 
Weatiier  Bureau  warnings  was  eonsidera))ly  ahove  this  tigure. 

April.  —  April  was  warmer  than  usual.  While  tiie  precipita- 
tion was  near  the  norniiil,  there  was  complaint  of  too  much  rain 
in  the  northwestern  counties  during  the  first  half  of  the  month 
as  again.st  insutHci(>nt  rainfall  along  the  lower  Piedmont,  on  the 
upper  coastal  j)lain  and  in  tlie  extreme  southei'ii  districts,  re- 
sulting in  very  irregular  seeding  of  crops.  Heavy  rains  in  the 
U|)per  hasins  of  the  Pee  Dee  and  Santee  river  districts  on  the 
1-lth  nnd  lolh  were  followed  hy  moderate  Hoods  in  the  lower 
rivers  hetween  the  l(5th  and  2Stli,  resulting  in  unavoidalile  loss 
of  property  estimated  at  i!^9,2S."),  while  movahle  jiroperty  saved 
at  the  instance  of  Weather  P>m'eau  warnings  wa:^  estimatinl  at  a 
value  of  .<;14.000. 

Mdji. —  Drought  and  ahiiormal  sunshine  marked  the  weather 
of  .May.  The  rivei's  of  the  Section  reached  or  I'el!  to  near  lh(> 
lowest  known  water  mark  at  many  points  during  the  month. 
Conditions  were  materially  improved  hy  showers  over  the  north- 
ern and  eastern  ])()rtions  of  theSection  toward  .)une.  .Mternating 
p(M'iods  of  high  and  low  temperatun^s  r(-sulted  in  a  mean  some- 
what ahove  the  seasonal  average. 
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'reiiiiieraturc 


i'recipitation. 


Vi'ar. 


-Average  n  u  m  b  p  r  of 
days- 


1887 

62.3 
(11.  9 
62 .0 
M.i 
63.0 
62.4 
63.  0 
63.5 
61.9 
63.9 
63.3 
63.2 
62.8 
63.2 
61.1 
62.6 
62.2 
61.7 
62.6 
63.3 
63.  3 

63.  7 
63.4 
62.7 

64.  9 
62.  5 
63.8 
62.  .5 

62.  9 

110 
108 
102 
104 



102 
104 
105 
105 
104 
107 
106 
105 
106 
102 
107 
105 
105 
107 
102 
106 

iik; 

105 
103 
106 
109 
109 
108 

110 

5 
13 
10 
11 
13 
6 
3 
-1 
-6 
5 
3 
8 

2 
10 
10 
8 
0 
11 
12 

'7 
U 
16 

6 

1? 
-11 

43.  43 
54.63 
46.  76 
42.29 

101 

104 
86 

i 

1888 

1889 

se     ■•■ 

18911 

1891 



47.  52 
47.36 

53.  68 
50.  49 
48.99 
44.  95 
46.40 
49. 26 
46.76 
49.79 
54.98 
46.43 
50.  87 
40.  98 
45.10 
54.81 
47.79 
53.33 
44.61 
45.31 
39.  80 

54.  32 
47.57 
43. 37 

47.91 



189-2 

1893 



98 

105 
88 
86 
99 

1117 
95 
96 

106 
98 

103 
95 
92 

1(17 
99 
94 
91 
91 
91 

102 
93 
96 

97 

s\v. 

1S9J 

1895 

154 
154 

163 
loS 
143 
158 
167 
167 
172 
166 
188 
169 
159 
157 
169 
178 
181 
161 
177 
181 
163 

166 

123 

116 

119 

102 

111 

104 

99 

102 

99 

95 

87 

85 

103 

123 

114 

113 

111 

12(1 

70 

81 

110 

105 

88 
95 
84 
105 
111 
103 
99 
96 
94 
104 
91 

in 

93 

75 
83 
73 
73 
84 
119 
103 
92 

94 

s\v. 

1896 

1897 

sw 

1X98 

1899 

sw. 

sw 

19U0 

19111 

sw. 
sw. 

U102 

1903 

1904 

sw. 

1905 

I'.Kll) 

sw.   + 
sw. 

H)07 

1908 

1!K)9 

1910 

sw. 

1911 

1912 

1913 

I9I4 

sw . 
sw. 
sw. 

Period 

sw. 

t  .\Iso  otlier  directions. 
KILLING  FROSTS  AND  GROWING  DAYS. 


1914. 


Last  in 
spring. 


First  in 
autumn. 


Averages— all  records. 


Last 
spring 
date. 


First     io>jj£,f 
autumn  L;  p  c  S 

date.      i5  E("''3  ' 


H.vsrr.HN  Portion'. 

.Mlendale ,  5Ich . 

Ucaiilort Mch. 

lilacUville i  Mch. 

liowiiian  ;  Mch. 

Clmrlestou  I  Mch. 

Clu-raw .Mch. 

Conway  j  Mch. 

Darlington  1  Mch. 


24  I  Nov. 

22  '  Nov. 

24  ,  Oct. 

24  I  Oct. 

13  I  Nov. 
24 


Dillon 
Ferguson 


Mch. 
Mch, 
Mch. 
Mch, 
Mel  I, 
Mch, 
.Mch, 


Oct. 
Oct. 
Oct. 
Oct. 
Oct. 
Oct. 
Nov, 
Oct. 
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(ii'orgi-town 
Kiiig>trc'e. .. 

Pinoiiolis Mch.  21  i  Nov 

St.Ci.'orge .Mch.  24  !  Oct. 

St.  Matthews ]  Mcli.  24  I  Oct. 

Society  Hill Apr.     9  I  Oct. 

Suiiimerville i  Mch.  23  |  Nov, 

W'alterboro i  Mch.  24  Oct. 

Vemassi'e !  .\hdl.  25  !  Oct. 

Normal i 

-Vverages  for  1914 Mch. 

Wi:sri:ii.s  I'op.tu 


Mch.  13 
Feb.  28 
.Mch.  19 
Mch.  23 
Feb.  19 
Apr.  1 
Mch.  25 
Mch.  29 
Apr.  2 
Mcli.  25 


Nov 
Nov 
Nov 
Nov 
Dec. 
Nov 
Nov.  8 
Nov.  1 
Nov.  1 
Nov.    7 


24   Nov. 


Mch. 

22 

Nov 

9 

Mch. 

10 

Nov 

21 

Mch. 

13 

Nov. 

19 

Mch. 

4 

Nov 

29 

Mch. 

9 

Nov. 

15 

Mch. 

13 

Nov. 

14 

Mch. 

19 

Nov 

10 

Mch. 

15 

Nov. 

14 

Mch. 

15 

Nov. 

9 

.Mcli. 

11 

Nov. 

14 

Mch. 

16 

Nov. 

14 

240 
227 
295 
21H 
228 
217 
213 

232 
256 
251 
270 
251 
216 
236 
244 
239 
248 

243 
224 


rriiilicratiin 


I'l-eciiiitatinn. 


Number 
of  ilays. 


Wind. 


St 

1    " 

Mouths. 

|i  Si 

'T 

>. 

'r. 

■J_ 

■/. 

""  =     y-     cc 

s 

- 

r 

i 

■s  =     1  , 

C- 

c 

—          =c    . 

1 

1 

a 

^1  1 1 

■J. 

1 

5 

5 

1 

.Tanuary  — 

46.7     I-L3   81    IS 

2.66 

-0.66 

1 
2.05,:  SO   65 

196.9 

5    1  (i      9      (1    9.  Ci    w 

February . . . 

44.6    -2.1    78    14 

4.41 

-0.091 

2.90!  79    68 

161.  5 

9    12      (■>    1(1    9.3    11. 

.March 

50.2    -4.7    91    12 

2. 59 

-I.37I 

4.051  76    62 

263.  2 

s    14      9     8    9. 9,  w 

.Vpril 

t;3. 7 

-fl.4    98    30 

2.86 

+o.or 

5.  .581  75    67 

272.  6 

7    14    10      (i    9.3I  w. 

May 

72.1 

+  0.6  105  42 

0.  83 

-2.54, 

2.301  70   .55 

:!4S.  2 

3    IS,  10,     3    8.8    sw. 

.lune 

81.1 

+3.  4  108 

50 

3. 80' 

-1.2.51 

3.30|  79    69 

295.  5 

8    141  12     4    7.4'  sw 

July 

80.0 

+  0. 1  107 

o3 

.5.16 

-(1.40 

3.9l!  80    70 

307. 2 

9    14    13     4    7.0    sw. 

.Viifrust 

79.0 

+0.2  101    56 

5.88 

-0.44' 

3.84!  87    80 

228.  1 

13     9    15      7    6.2    sw. 

September  . 

71.3 

-2.9  101    43 

3. 63 

-0.41 

4.101  84    72 

229.  4 

7:  14     9     7   7. 7    lie. 

October  — 

64.7    +1.6    92   26 

3.44 

+O.3I1 

5.O5I  85    77 

18(i.2 

8    13     7    11    7.1    ne 

November . . 

52.4    -1.4    86    17 

3.  33 

-+  0.  99i 

5.891  76    61 

217.2 

6    19     4      7    8.0    w. 

December  . . 

43.9    -2.6    80    11 

4.78 

+  1.35 

ll.OOl  86    78 

90.3 

13     6     6   19J  8.0'  ne. 

,\iiiiual . . . 

62.5'-O.4  10s    11 

4:;.  37 

»-4..54 

11..  Oj  8(1    69 

233.  0 

96  163110   92'  S.2    w. 

.Mch.  23 
.Mch.  23 

Oct.    28 
Oct.    28 

i   .Mch.  30 
\  Mch.  28 

Nov.  10 
Nov.    4 

225 

.\iidersou 

221 

Mdi.  24 
Mch.  15 
Mch.  24 

Oct.    28 
Oct.    29 
Oct.    28 

1   Mch.  29 

,  .Mch.  22 

Apr.     3 

Nov.  n 
Nov.    8 
Oct.    31 

227 

( 'anideii    .          . .        .... 

■'31 

elenisuii  College 

211 

Columbia 

.Mch.  23 

Nov.  17  1 

1  .Mch.  20 

Nov.  18 

243 

ilreeiiville 

Mch.  25 

Oct.    28 

Apr.     6 

Nov.    1 

209 

Oreouwood 

Mch.  24 

Oct.    28 

'  Mch.  23 

Nov.    9 

231 

lleath  Springs 

.Vpr.   10 

Oct.    28 

.Mch.  27 

Oct.    31 

218 

Liberty 

.Mch.  24 

Oct.    28 

Apr.     1 

Nov.     1 

214 

Little  Mountai u 

Mch.  23 

Oct.    28 

Mch.  24 

Nov.  12 

2.53 

Meriwether 

Mch.  24 

Oct.    28 

Mch.  23 

Nov.    2 

224 

Monetta 

M<'h.  23 

Oct.    28 

Mch.  25 

Nov.    4 

224 

Newberry 

Mch.  24 
Mch.  24 

Oct.    28 
Oct.    28 

Mch.  30 
.\pr.     3 

Nov.    1 
Nov.    2 

216 

Saluda 

213 

Santuclc  

Mch.  24 

Oct.    28  ■ 

.\pr.     4 

Oct.    29 

208 

Spartanburg  

.Mcli.  25 

f)ct.    28  1 

Mch.  25 

Nov.     1 

221 

Trenton  

Mch.  23 

Oct.    28 

Mch.  17 

Nov.  16 

244 

Winusboro 

Jlch.  23 

Oct.  28 : 

Mch.  27 

Nov.  14 

232 

■\Vinthrop  College 

Mch.  23 

Oct.    28 

Mch.  28 

N  0  v .    7 

224 

Normal 

Mch.  27 

Nov.    6 

224 

.Averages  for  1914 

Mch.  24 

Oct.    29  \ 

219 

Section  Nonnal 

Mch.  22 

Nov.  10 

233 

Section  averages  for  1914 

.Mch.  24 

Oct.    31 



221 

*  From  2S-year  averages 


Note.— Killing  frost  data  in  above  table  determined  according  to  the  followiiigr 
standard :  Last  or  fir.st  clear  or  partly  cloudy  day  with  teraiierature  of  32°  or  lower  and 
last  or  first  cloudy  day  with  31'  or  lower,  but  without  rain,  sleet  or  snow;  in  case  of 
precipitation,  then  the  next  succeeding  day  with  proiier  temperature  and  weather  was 
used.  The  average  number  of  growing  days  is  the  dilTeren<e  between  the  average 
■spring  and  autumn  killing  frost  dates. 


Year,  1914. 


CLIMATOLOGICAL  DATA:  SOUTH  CAROLINA  SECTION. 
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Climatological  Data  for  the  Tear  1914. 


Counties.          ' 

« 

s 

> 

186 
21 
296 
160 

4S 

144 
25 
175 
100 
143 

106 
63 

136 
12 
54 

54 
97 
109 
269 
62 

192 
75 
69 
24 

527 
764 
656 
293 

Temperature  (degrees  Fahrenheit). 

Precipitation  (inches). 

t 

IS 

■e 
>, 

c 

u 

V 

XI 

E 

3 

Sky. 

0 

c 

Stations. 

1 

V 

^  J. 

"trS    1 
•  a) 
ja>.  ■ 

B 
V 

c 

1 

3 
C 
C 

V 

3 

1 
P 

=-  r. 

-  S 
"  V 
JZ  >■ 

■5 

c 

3 

a; 

I 

£ 

1 

c 
0 

July 

a 
0 

e 
1 

<a 
1.18 

a 
0 

1 

I    1 
c 

I 

u 
Z  . 

g 

3 
'A 

It 

0 

uS  ■ 

qj  - 

.c 

E 

3 
(5 

t> 
.fc-o 

3 
P. 

KASTKRX  PORTION. 

Allpndale  

Barnwell 

28 
27 
27 
14 
44 

28 
18 
17 
18 

'64.' 8' 

63.  3 

64.  9 

61.4 
62.6 
61.6 
62.0 

105 
99 
108 
104 
101 

KM 
103 
106 
104 

June  24 
June  24 
June  25 
June  24+ 
June  24 

July  26 
June  24 
July   24+ 
July  26 

21 

Nov. 

20 

33 
29 
31 
14 
44 

32 
27 
20 
16 
27 

24 
29 
33 
22 
33 

68 
4 
33 
33 
19 

24 
17 
12 
26 

49 
31 
31 
10 
23 

49 
9 
10 
23 
28 

2 
2 
31 
31 
13 

22 
22 
12 
8 
28 

11 
13 
22 
33 

22 

28 

40. 37 

6.54 

May 

8.5 
3.0 
7.0 
7.1 
2.1 

16.0 
7.0 
1.3.8 
10.0 
9.0 

14.7 
7.5 

12.0 
5.0 
6.0 

5.5 

87 

Beaufort 

Beaufort     

Blackville        

Barnwell 

19 
18 
24 

16 
19 
14 
19 

Feb. 
Nov. 
Mar. 

Dec. 
Dec. 
Feb. 
Dec. 

26+ 
21+ 
2 

16 
16 
271' 
16 

46.93 
51.70 
44.32 

43.  13 

42.80 
30.00 
40.83 
40.76 

38.35 
52.09 
34.34 
54. 32 
41.52 

50.53 

7.15 
7.20 
7.14 

6.18 
13.19 
4.90 
5.31 

8.84 

5.87 
9.74 
4.19 
8.05 
10.38 

7.  .31 

July 
July 
July 

Aug. 
Aug. 
Aug. 

Sept. 
July 

Sept. 
Aug. 
Aug. 
Aug. 
Aug. 

June 

0. 19 
1.81 
0.82 

0.67 
1.44 
1.44 
0.48 
0.77 

0.87 
2.24 
1.70 
1.51 
1.10 

1.76 

May 
May 
May 

May 
May 
Apr. 
May 
May 

May 
Dec. 
May 
Dec. 
May 

Jan. 

99 

108 
106 

114 
89 
91 

107 
91 

89 

92 
77 
59 
90 

87 

BowiJiaii    

Oranfrebnrg 

Charleston 

Chesterfield 

Horry 

Darlington 

Dillon 

213 

1.55 

88 
101 

64 
109 

W 

Chrraw 

Conway 

Parluifftoii 

Dillon          

Bambiirg  

Florence 



Fergxisoii 

Orangeburg 

Florence  

27 
28 
22 
28 

18 

63.7 
62.3 

'63.' 3' 

100 
106 
103 
103 

96 

June  24+ 
July   26 
July  25 
June  25+ 

June  24 

23 
19 
21 
19 

Mar. 
Dec. 
Dec. 
Dec. 

2 
16 
16 
16 

(^leorgctown       

Georgetown 

Williamsburg 

Berkeley 

Clarendon 

Dorchester 

Calhoun 

Georgetown 

Darlington 

Dorchester 

Colleton  

140 

180 

45 

Pinopolis**      

28 
28 

Si.  Matthews 

62.7 

106 

June  24+ 

17 

Dec. 

16 

39.03 
48.83 

85.26 
51.78 

6.59 
13.70 

6.72 
7.76 

Aug. 
Aug. 

Aug. 
July 

0.55 
0.30 

1.05 
1.66 

May 
May 

May 
May 

7.0 
6.0 

18.0 
4.0 

93 
104 

91 

118 

Smiths  Mills        

Society  Hill 

24 
17 
12 
21 

25 
27 
27 

62.0 
63.9 

'62.' 9' 
63.0 

'ei.'s' 

105 
102 
104 
102 

104 
106 
101 

July   23+ 
June  25 
June  24 
June  24 

June  24t 
June  25 
June  24+ 

13 
21 

Dec. 
Dec. 

15 
17 

136 
73 

168 
247 

61 
45 

Suniuierville       

S\v 

Yeniassee  

Hampton 

Aiken  

20 

18 
16 
17 

Jan. 

Mar. 
Dec. 
Mar. 

14+ 

2 
15 

2 

36.88 

41.60 
40.15 
44. 24 
41. 12 
34.96 

35.12 
43.68 
39.00 
40.22 
37.95 

6.76 

6.80 
6.99 
8.82 
6.  .54 
5.04 

8.84 
6.20 
7.81 
11.00 
6.31 

Aug. 

•Vug. 
Dec. 
July 
Dec. 
Nov. 

Aug. 
Dec. 
Aug. 
Dec. 

June 

0.52 

0.59 
0.62 
0. 22 
0.15 
0.80 

0.91 

0..38 
0.25 
0.26 

0.55 

May 

May 
May 
May 
May 
Mar. 

May 
Jlay 
May 
June 

May 

4.0 

7.5 
5.5 
7.1 
13.0 
7.0 

12.0 
11.3 
7.5 
6.0 

11.7 
7.0 
7.5 

10.2 
8.0 

11.5 

14.2 
14.0 
7.0 
8.0 
10.5 

6.0 
8.0 
11.7 
6.0 

95 

89 
98 
90 
81 
85 

117 
107 
93 

80 

114 

WE.STEUN'  PonrioN. 

Vnder^on     

Anderson 

Batesburg 

Lexington 

Fairfield 

Abbeville 

Kershaw 

Calhoun  Falls 

508 

222 
562 
402 
850 
351 



1 



Camden 

9 

62.4 

105 

July  2G 

19 

Dec. 

16+ 

177 

98 

90 



Catawba 

York 



Newberry 

CU'mson  College 

Columbia 

Oconee   

20 
28 

61.0 
62.8 

98 
103 

June  25+ 
June  24 

11 
20 

Dec. 
Dec. 

15 

17 

191 
144 

95 
126 

!-   79 
95 

Richland  

K(-l|^t'ti(?l(l 

Edgefield        

ue. 

(ia'itou  shoal^tt 

Cherokee 

680 
989 
671 
568 

900 
711 

42. 97 
45.23 
32.85 
40.92 

44.28 
39.84 
40.19 
39.93 
39.12 

45.27 
39.58 
39. 82 
36.77 

9.23 
9.45 
4.72 
5.58 

10.32 
4.48 
6.33 
6.28 
6.02 

9.86 
4.62 
7.02 
10.  69 

Dec. 
Dec. 
Aug. 
Dec. 

Dec. 
Feb. 
July 
July 
Dec. 

Dec. 
Feb. 
Dec. 
Dec. 

0.94 
0.86 
0.29 
0.89 

0.90 
0.82 
0.10 
0.37 
0.17 

0.58 
0.35 
0.47 
0.65 

May 
June 
May 
May 

May 
May 
May 
May 
May 

May 
May 
May 
May 

116 
110 

77 
85 

108 
96 
85 
120 
112 

98 

96 

103 

98 



1 

Greenville 

Greenwood 

Lancaster 

23 
28 
13 

22 
22 
12 
8 
23 

59.7 
60.9 
59.4 

61.2 
6.3.0 
63. 0 
63.0 
62. 2 

ioo 

105 
101 

103 
105 
105 
104 
106 

June  25 
June  25 
July  26 

June  25 
July   26 
June  24+ 
June  25 
June  24+ 

15 
16 

17 

14 

18 
17 
19 
18 

Dee. 
Dec. 
Mar. 

Dec. 
Dec. 
Dec. 
Mar. 
Dec. 

15t 
16 

2t 

15t 
16t 
16 
2 
16 

tJreeuwood 

Heath  Springs 

Lib<Ttv 

160 

190 
238 

91 

86 
38 

114 

89 
89 

w 

Pickeus  

Newberry 

Edgefield 

sw. 

l.ittle  Mountain 

sw. 

Monet  ta 

Saluda 

400 
502 

850 
536 
512 
875 

620 
545 
680 

147 
115 

122 
149 

96 

102 

1 

w 

Newberry 

Anderson 

Saluda 

e 

Saluda  

13 
22 
27 

22 
26 
15 

62.7 
61.6 
60.0 

'ei.'e' 

61.1 

106 
106 
105 

106 
102 
107 

June  25 
June  25 
June  2.5+ 

June  25 
July  26 
July  25t 

15 
16 
12 

Dec. 
Dec. 
Mar. 

16 
16 
2 

w. 

123 

165 

77 

Spartanburg 

.Spartanburg 

Edgefield    . .    . 

Trenton 

Winnsboro 

Fairfield 

15 
15 

Dec. 
Dec. 

16 
16 

40. 96 
39.49 

6.05 
9.83 

June 
July 

0.63 
1.06 

May 
May 

10.5 
14.0 

73 
72 

224 
80 

85 
231 

56 
64 

Wiuthrop  College  tt  . 

York     

SAV. 

+  On  other  dates  also. 

**  Temperature  data  are  from  observed  readings  of  the  dry  bulb;  means  are  computed  from  obseved  readings. 
II  Po.stoffice  addresses  of  these  stations  are  as  follows:  Of  Edisto.  Embree;  of  Gaston  Shoals,  Gaffney  ;  of  \^'inthrop  College,  Rock  Hill. 
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CLIMATOLOGICAL  DATA :    SOUTH  CAROLINA  SECTION. 


Year,  1914. 


I 


Monthly  and  Annual  Precipitation  for 

the 
Ju 

Year  1914.  with  Departures  1 

rom  1 
ml.er. 

-he  Normal. 

.January.  1  February. 

March. 

April.     1      May. 

ne.  ' 

July. 

August. 

Septe 

Oetober.  j November. 

December.     Annual. 

Stations. 

c 

0 

■3. 
"3 

1 

6 

ca 

0. 

a 

3 

'S 

i 

e 
P 

_S 
s 
■5. 

'0 

5 
t 

Hi 

■5. 

1 
0 

1 
a 

*5 

C 

0 

'S. 
0. 

i 
0 

s 
"0. 

£ 

6 
u 
s 
u 
a 
c 
v 
P 

c 

0 

"a. 
■3 
® 

1 

t 

0. 
<o 

P 

a 
.£ 

'5 

u 

s 

1 

Hi 

R 

■6 
S 

1 

1      . 

e 

U     '    * 

t:      ■£ 
s.      " 

P          PU 

c 

Qi 

c 

EASTERN  POKTTON. 

Allendale 

3.01 

+0.17 

3.88 
9.49 

3.46 
5.23 
6.87 

4.96 
5.81 
3.33 
4.03 
4.18 

5.48 
4.78 
3.73 
7.63 
4.13 

4.95 

-0.28 
+.5.  71 
-0.91 
+  1.11 
+3.46 

+0.66 
+  1.30 
-1..33 
-0.69 
-0.83 

+0.06 
+0. 77 
-0.70 
+3. 32 
-0.10 

+  1.43 

2.23 
2.40 
2.69 
3.52 
2.34 

2.60 
3.53 
1.66 
3.55 
2.85 

3.16 
3.02 
1.93 
1.77 
4.03 

3.46 
3. 25 

-1.63 
-1.08 
-0.  98 
-0.73 
-1.38 

-1.16 
-0.17 
-1.59 
-0.13 
-L29 

-0.95 
-0.44 
-1.18 
-1.80 
-0.39 

-0.16 

-6.' 28 
-0.67 
-0.58 

-0. 16 
-0.66 
-0.47 
-0.41 

-2.  87 
-2. 66 
-3.10 

-3.' 87 

-0.90 

-.3.' 53 
-1.62 



-3.'2i 
-1.95 
-0.76 

-2.13 
-0.88 
-2. 91 

-i.'2i 

-i.'62 
-2.42 
-.3.42 

-2.21 
-2.47 
-2. 33 

2.31 
1.25 
2.61 
3.66 
2.77 

2.  37 
3.39 
1.44 
3.42 
2.47 

2.44 

3.  23 
2.37 
2.30 
3.87 

3.06 
2.37 
4.91 
2.  .50 
.3.23 

2.20 
2.89 
2.48 
2.  31 

1.77 
3.10 
2.43 
3.72 
3.76 

3.71 
2.79 
2.92 
5.58 
1.88 

L50 
3.44 

5.08 
3.47 
3.00 

5.29 

2.80 
1.97 
1.98 
2.  86 

3.34 
1.75 
2.85 
3.42 

2.08 
0.65 
3.08 

-0.25 
-1.20 
-0.66 
+0. 20 
-0.22 

-0.  42 
+  0.50 
-L86 
+0.  25 
-0.80 

-0.77 
+0.45 
-0.4S 
-0.87 
+0.94 

+0.11 

+  i."85 
-0.78 
-0.04 

-1.16 
-0.63 
-0.78 
-0.69 

-1.36 
-0.19 
-0.51 

+6.' 26 

+0.77 

+i.'66 

-0.98 

+  {'.44 
+0.47 
+0.09 

+  1.06 
-0.39 
-1.06 

-6.' {5 

-6.78 
-0.45 
+0.16 

-1.25 
-2.35 

+0.07 

1.18 
1.55 
0.  19 
L81 
0.82 

0.67 
1.44 
L73 
0.48 
0.77 

0.87 
2.72 
1.70 
1.80 
1.10 

2.  .39 
0.35 
0.75 
0.55 
0.30 

1.05 
1.66 
0.88 
0.52 

0.59 
0.62 
0.  22 
0.15 
0.92 

0.91 
0.38 
0.25 
0..33 
0.55 

0.00 
0.94 
L36 
0.29 
0.89 

0.90 
0.82 
0. 10 
0.37 
0.17 

0.58 
0.35 
0.47 
0.65 

T. 

0.63 
1.06 

-2.26 
-1.66 
-3.38 
-L73 
-2.65 

-3.00 
-2.  01 
-1.76 
-3. 12 
-2.  33 

-2.61 
-1.43 
-1.92 
-1.13 
-2.24 

-1.35 

-2.' 61 
-3. 15 
-3.83 

-2.27 
-1.44 
-3.03 

-2.90 

-2.92 
-3.24 
-3.31 

-2.'4i 

-2.25 

-.3.' 22 
-2.64 

-3.'67 
-3.45 
-2.50 

-3.41 
-2.14 

-2.59 

-3.' 66 

-2."37 
-2.61 
-3.53 

-2.99 
-2.  60 
-3.32 

4.46 
4.95 
3.81 
6.76 
4.33 

4.17 
L82 
3.20 
4.33 
6.09 

2.66 
7.67 
3.88 
4.68 
4.56 

7.31 
4.64 
4.30 
5.06 
2.54 

5.45 
5.87 
4.34 
6.02 

4.05 
1.80 
2.38 
2.51 
2.81 

4.47 
3.06 
1.37 
0. 26 
6.31 

2.26 
5.08 
0.86 
2.15 
4.40 

1.08 
4.47 
3.46 
2.74 
3. 13 

2.18 
L54 
3.62 
2.61 

.3. 15 
6.05 
2,98 

-0.97 
-0.08 
-1.87 
-Lll 
-L06 

-L22 
-3.41 
-3.46 
-L95 
+0.39 

-3.86 
+  1.89 
-1.58 
-1.12 
-0.97 

+  1.44 

-{.17 
-0.94 
-3.37 

-0.56 
+  0.11 
- 1. 25 
-0.04 

-0.77 
-3.63 
-2.  79 

-i.'83 

-0.01 

-5.'i4 
4  2. 13 

-4.' 49 
-2.  56 
-1.31 

-3.83 
-0.14 
-1.39 

-{^46 

-6'.  63 
-2.  59 

-1.60 
+  L48 
-2. 57 

6.54 

5.99 

7.15 
7.20 
7.14 

.5.75 
3.55 
3.04 
0.78 
8.84 

1.35 
5.35 
3.31 
7.40 
4.24 

6.01 
9.90 
8.63 
5.03 
3.84 

4.60 
7.76 
6.01 
4.00 

4.56 
5.41 
8.82 
5.76 
2.68 

2.01 
5.75 
2.74 
3.95 
4.41 

9.19 
2.7.T 
3.64 
3.80 
4.46 

2.24 
3.88 
6.33 
6.28 
2.59 

5,92 
4.28 
4.32 
2.27 

7.79 
5.10 
9.03 

+1.11 
-0  09 
-1.92 
+  1.80 
-0. 12 

-0.03 
-3.06 
-1.90 
-5.12 
+3.66 

-3.28 
-0.49 
-2.18 
+0.65 
-L50 

-0.  .33 

+2.' 76 
-0.55 
-2.21 

-1.66 
+  1.86 
-1.47 
-2.  86 

+  0.03 
+0.43 

+3.50 

-2.' 73 
-3.28 

-i.'28 
-1.65 

:;];:: 

-2.06 
-L33 
+0. 23 

-3.71 
-0.91 

+1.58 

-2.' 46 

+0.  62 
+0. 02 
-0.66 
-2.21 

4.56 
10.37 
6.69 
5.69 
4.43 

6.18 
1.3. 19 
4.90 
4.94 
6.09 

4.29 
9.74 
4.19 
8.05 
10.38 

7.09 
6.66 
5.35 
6.59 
13.  70 

6.72 
5.87 
9.34 
6.76 

6.80 
3.68 
5.89 
4.79 
2.83 

8.84 
5.65 
7.81 
4.47 
3.44 

3.40 
2.52 
5.55 
4.72 
.5.46 

3.52 
3.89 
5.72 
3.86 
3.91 

4.62 
4.20 
3.62 
4.92 

-L26 

+.3.  33 
+0.95 
-0. 25 
-2.54 

-0.55 
+  6.41 
-0.23 
-0. 23 
-0.24 

-2.21 
+2.  52 
-1.39 
+1.20 
+4.06 

1-0.51 

-i.'ie 

4.75 
4.03 
6.72 
2.77 
4.69 

3.08 
7.24 
2.49 
5.31 
4.64 

5.87 
3.74 
2.99 
7.55 
2.27 

5.05 
3.73 
4  ?7 

-0.83 
-1.24 
+2.43 
-0.75 
-0.77 

-0.56 
+2.51 
-1.48 
-0.89 
+1.15 

+2.  53 
-0.10 
-L17 
+3.41 
-1.54 

+0.49 

+6."22 
-0. 22 

+0.84 

-LOO 
+  0.76 
-0.  02 
-0.09 

+  1.32 
-L47 
-0.41 

-2.67 

-0.81 

+6.'44 
-0.85 

-i.'sf) 

-0.94 
-0. 23 

-3.11 

+0. 82 
-L17 

-{.'64 

-1.29 
+  L06 
-L15 
-2. 26 

+  0.48 
+0.  03 
-0.53 

1.70 
4.65 
4.04 
4.92 
4.14 

2.58 
3.08 
2.40 
4.76 
L96 

2.75 
3.69 
2.66 
4.25 
5.72 

4.38 
2.40 
3.43 
1.17 
3.93 

2.63 
4.14 
2.98 
3.22 

2.82 
3.44 
3.09 
L90 
3.44 

2.64 
3.29 
3.00 
4.57 
2.70 

3.72 

3.98 
4.63 
4.07 
2.52 

6.51 
2.46 
3.20 
3.24 

2.  33 

4.32 
4.34 

2.71 
4.71 

3.98 
2. 30 

3.  85 

-0.72 
+1.38 
+  1.07 
+2.33 
+0.21 

-0.28 
-0.44 
-0.57 
+1.30 
-0.32 

-0.31 

+0.73 
-0.48 
+0.66 
+2.99 

+1.33 

+i.'ii 

-L56 
+0.30 

-0.52 

+0.22 
-0.30 
+0.  73 

-0.13 
+0.51 
-0.16 
-0.  72 
+0.61 

-0.13 

-6.' 72 
+  1.22 
-0.15 



+  {.'70 
+  1.29 
-0.12 

+3.11 
-0.58 
+0.93 

-6.'69 

+L11 
+  1.43 
-0.  .57 
+2.00 

+  0.  (>8 

2.47 

3.56 
3.36 
3.  83 
2.34 

3.15 
3.  ,30 
1.63 
2.76 
2.75 

2.04 
2.37 
2.  .30 
2.  .33 
.3.10 

2.09 
2.  79 
2.  53 
3.11 
3.10 

3.70 
1.90 
3.27 
3.27 

3.65 
4.39 
2. 93 
2.90 
5.04 

1.86 
3.43 
4.14 

4.17 
3.48 

3.02 
4.18 
3.95 
4.55 
3.07 

4.35 
3.52 
5.89 
3.34 
5.02 

4.48 
3.98 
4.35 
4.44 

+0.76 
+  1.40 
+  1.34 
+2.01 
-0.53 

+  1.00 
+  1.06 
-0.70 
+  0.84 
+0. 62 

-0.21 
+0. 22 
+0.06 
+0.01 
+0.87 

-0.37 

+6.' 66 
+1.01 
+0.89 

+  1.49 
-0.48 
+  L55 
+  L27 

+0.89 
+  1.71 
+0.43 
+  0.40 
+2.50 

-0.29 

+  {.'■74 
+  L47 
+  1.25 

+6.'86 

+  1.87 
+0.  73 

+  L68 
+1.06 
+3.54 

+2.' 67 

+2.12 
+  1.22 
+L62 
+  1.71 

3.28 
3.79 
3.63 
3.67 
2.35 

4.61 
2.26 
1.71 
4.17 
4.30 

5.26 
2.24 
3.09 
L51 
2.25 

2.98 
2.95 

+0.49  40.37 
+1.00 

-  4.87 

Beaufort 

Blackvillo  

Bowman 

2.58 
2.64 
2.10 

3.01 
4.  .32 
2.47 
2.30 
2.68 

2.18 
3.54 
2.19 
5.05 
1.79 

L76 

-6.34 
-0.  .52 
-1.35 

+0. 20 
+0.  95 
-0.03 
+0.61 
-0.41 

-1.00 
+0.16 
-L34 
+  1.61 
-L24 

-1.34 

+0. 13  46. 93 
+0.16  51.70 
-0.80  44.32 

+1. 40  4.3. 13 
-0.  98  42.  80 
-1.16  30.00 
+0.  85  40. 83 
+0. 61  40.  76 

+2. 04  38.  35 
-0.  80  52.  09 
+0.07:34.34 
-2. 14  54.  .32 
-0. 42  41. 52 

+0.04.50.63 

-0.04 
+  4.54 
-  8.75 

Chcraw 

C'ouwair 

Darlington 

Dillon 

-  4.  12 

-  8.95 
-16.64 

-  7.96 

Eilisto 

I'jfiingham      .... 

-  8.20 
-11.22 

Kcrguson  

Kloronco 

(Ji'orgotown     

+  3.35 
- 10.  55 

+  4.87 

Kinssti-ec 

IMnopolis        

-  4.24 
+  1.26 

3.18 
2.88 
3.27 

3.18 
4.05 
3.47 
3.18 

1. 22 
2.36 

1.61 
%<H 
0.80 

2.81 
2.42 
2.57 
1.46 
2.08 

i.'gg 

2.41 
2.21 
2.97 

3.09 

3.0:J 
1.82 
2.75 
3.38 

2.44 
2.73 
2.25 
1.52 

2. 33 
L55 
1.77 

.■^t.  Matthews 

2.92 
2.80 

2.87 
2.67 

2.92 
3.20 

-0.38 
+0.01 

-0. 05 
-0. 46 

-o.'ii 

-0.41 
-2.  .35 
-0.42 

-2.'  U 

-0.21 



-3.23 
-0. 37 



-2.'56 
-0.16 
-0.44 

-3.60 
-0.47 
-0.43 

-i.'.w 

-6.33 
-0.65 
-L09 

-L31 
-1.23 
+0.25 

2.79 
4.98 

3.64 
6.52 
5.  63 
4.57 

3.69 
4.34 
4.46 
4.07 
4.55 

4.56 
3.53 
5.29 
3.07 
4.45 

2.99 
3.36 

4.11 
3. 29 
2.76 

4.42 

4.48 
.3.29 
3.78 
4.07 

3.91 
4.62 
3.45 
3.72 

3.06 
4.45 
2.95 

-2. 22 
+0. 51 

-1.22 
+2.22 
+0.09 
+0.57 

-0.42 
-1.30 
-1.35 

-6^66 

+0.50 

-2.46 
-0. 14 

-i.'22 
-1.59 
-1.64 

-Lll 
-0.32 
-L42 

-6.' 31 
-1.56 
-1.00 

-2.48 
+0.13 
-1.45 

+0.89   3.43 
+6.92    4.83 

3.00 
2.31 

3.20 
3. 42 
2.87 
3.44 

4.60 
6.99 
5.65 
6.54 
4.2; 

4.73 
6.20 

5.80 
11.00 
3.13 

3.57 
9.23 

9.45 
4.71 
5.58 

10.32 
4.14 
3.86 
4.44 
6.02 

9.86 
3.97 
7.02 
10.69 

-0.28  39.03 
-L  36  48. 83 

-0. 07  35. 26 
-0.14  51.78 
-0. 53 

—  9.08 

Smith  Mills 

-  1.99 

Soci<'ty  Hill 

SunniuTvillc 

+0.80 
-2. 22 
+2.56 
+0.08 

+0.98 
-1.94 
-0.13 

-2.' 73 

+3.39 

-i.'6i 

-3.34 

-6.'5i 

-0.67 
-0.  97 

-2.58 
-L03 

+0.  94 

-i.'se 

+0. 13 
-1.80 
-2.31 
+L03 

-0.46 
-1.88 
-1.50 

2.53 
5.03 
4.84 
4.16 

4.65 
2.17 
3.49 
3.24 
2.09 

3.14 
4.08 
L89 
4.43 
2.60 

1.60 
2.61 

2.40 
2.88 
2.97 

L45 
.3.74 
2.00 
4. 27 
.3.00 

2.04 
4.28 
2.37 
L54 

3.83 
3.52 
2.  62 

-13.39 
+  0.97 

■^'omassee 

WKSTKIiN  poinro.v. 
Aiken 

+0. 10  36. 87 

+0. 86  41. 60 
+2. 87  40. 15 
+  1.88  44.24 
+  1.94  41.12 
+0.  16  34.  96 

+L  41  35. 12 

43. 68 

+0.  77  39.  00 
+  6.14  40.22 
+0. 23  37. 95 

-12.05 
—  4.62 

Andei'son 

1.85 
3.27 
2.60 

L77 

2.97 
3.10 
1. 22 
1.18 
2.92 

2.48 
2.86 
1.79 
2.48 
2.84 

1.11 
2.61 
2.55 

2.88 
2.(V4 

1.58 
3.54 
2.79 
2.62 

2.68 
4.50 
3.25 

-  9.01 

Batcsburg 

Blairs  

-  5.20 

Calhoun  Falls 

Camden 

-15.  10 
-  9.26 

Catawba 

1 'happens 

<  leinson  College 

Columbia 

-i2.'82 
-  8.  13 

Kdgefielcl  

(iaston  Shoals 

(Treenville 

42.  97 

+4.  95  45.  23 
+  0.24  32.85 
+  1.44  40.9^2 

+5. 56  44. 28 
+0. 84  39. 84 
-0.23  40.19 

'.39.93 

+2. 25  39. 12 

+4.8445.27 
-0. 05  39. 58 
+2.87139.82 
+6. 52  36.  77 

-'9^53 
-16.  17 

Heath  Springs 

Liberty 

-  5.14 

-12.27 

Little  Mountain 

Meriwetlier 

-  4.61 

-  3.78 

Moiietta 

Xewlierr.v 

-16.' i  6 

I'elzer 

Saluda 

Santuek 

Si>artaiiburg 

-  ,5.29 

-  6.411 

-  8.44 
-13.  7n 

Trenton 

+2.23'  6.04 
+  0.39    4.11 

-0.81 
+  1.14 

2.40 
3.10 

+0.31 
+0.79 

3. 76, +6. 45146. 96 

-  3.73 

AVinthrop  College 

+4.29 

4.62 

7.461+3.07  40.39 

1            1 

-  7.  l:i 

The  departures  from  the  normal  precipitation  are  computed  only  for  such  stations  as  have  ten  or  inf)re  years  of  record. 
T.  l're<-ipitatioii  is  less  than  0.1  inch  of  rain  or  melti'd  snow. 


Year,  1914. 
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Monthly  and  Annual  Mean  Temperatures  for  the  JTear  1914,  ■with  Departures  from  the  Normal. 


January.    February.'     March. 


April. 


Stations 


K.VSTERN'  PORTION.        [ 

Allendale i  48. 6J  +0.8 

Beaufort I I 

Blarkville !  48.0    +0.9 

Bowman i  48.0       0.0 

Charleston '  50. 0    +0. 


Cheraw  46.8    +3.6 

"48.5  +0.5 
45.8  +0.3 
40.61  +1.1 
49.1    +1.8 


Conway 

Parliniton  . 

Dillon 

KeiKusou . . . 


Florence 

(Jeorsjetown  . 
KiI^/^tree  . . . 

I'inopolis 

!<t.  George  . . . 


St.  Matthews  . 
Society  Hill  .. 
.<iiminHrville  . 
Walterboro. .. 
Vfiuassee 


47.6 


46.2 
49.2 
47.6 


48.0 
46.9 

48.8 


47.0 


W'FSTER.V   PORTION. 


+1.3 
+0.8 
+0.1 


+1.7 
+8.1 
+0.3 


-0.9 


47.5 
4.5.4 
48.6 

42.1 
45.1 
42.5 
44.4 
48.0 

44.6 
45.  3 
46.2 
46. 
'43.0 

45.2 
43.6 

48.0 
49.0 
46. 


Aiken  48.01   +1.0   45.4 

Anilerson ' 42. 6 

+0.8  45.3 
!  46.8 

+2.7!  43.5 


Batesburs i  46. 2 

Camden !  48. 0 

Clemson  College  45.1 


Columbia 

lireeiiville 

(Jreenuood. . . . 
Heatli  Springs 
Liberty 


47.7 
43.0 
44.6 
43.5, 

44.5! 


Little  Mountain I  47. 2, 

Meriwether i  46. 4j 

Monetla 1  47.2! 

Newberry I  45. 0| 

Saluda  ,  47.6, 


+2.  6' 

+2.  4 1 
+2.31 
+0.5 
+2.  3' 

+5.0 
-0.3[ 

+  1:5' 

+2.4 


45.0 
40.4 
42.7 
40.1 

42.  0, 

45.0 
45.7 
45.4 
42.9 
44.9 


Santuck 44.6]  +1.7]  42.4 

Spartanburg !  42.4'  +0.9t  39.9 

Trenton 47. 6,  +1. 31  46. 3 

Winnsboro 45.0    +1.41  42.6 

Wiuthrop  College 1  44. 4    +1.  Ol  40.  8 


-0.6 

52.7 

-5.2 

67.5 

+0.3 

53.8 

-4.5 

67.7 

+2.3 

50.7 

-8.1 

64.7 

-3.1 

51.2 

-6.0 

65.2 

-2.5 

48.1 

-6.0 

61.8 

-2.3 

49.0 

-8.4 

63.2 

-2.2 

48.7 

-9.7 

62.4 

-1.0 

M9.6 

-6.4 

62.6 

+0.4 

51.0 

-5.5 

64.6 

-1.1 

49.4 

-7.0 

62.2 

-3.4 

49.6 

-8.7 

65.4 

-1.5 

51.0 

-6.7 

04.5 

-2.4 

50.9 

-6.3 

65.2 

-4.4 

51.2 

-7.1 

65.6 

-0.7 

50.1 

-6.3 

64.3 

-0.8 

49.4 

-6.1 

63.2 

-0.8 

51.8 

-7.4 

65.6 

-1.5 

53.4 

-8.1 

'■67.2 

-1.6 

50.3 

-8.3 

64.4 

-1.6 

52.6 

-3.8 

64.9 

-0.9 

51.0 

-2.4 

63.8 

+0.6 

50.1 

-5.3 

63.1 



50.3 

62.4 

+  1.0 

49.4 

-3.7 

6L8 

-2.8 

51.2 

-2.8 

64.4 

-0.1 

46.6 

-.3.4 

61.0 

+0.4 

49.1 

-4.5 

62.7 

-2.1 

45.8 

-8.6 

59.0 

-0.3 

49.0 

-4.0 

63.1 

-0.2 

51.8 

-4.6 

63,2 

-0.7 

51.7 

-5.6 

65.0 

51.  S 

64.0 

-0.9 

50.6 

-4.2 

63.8 

-1.7 

50.8 

-7.1 

64.2 

-0.2 

49.6 

-4.2 

64.2 

-2. 5 

46.4 

-5.5 

00.6 

+0.2 

51.8 

-7.0 

62.8 

-2.8 

48.3 

-5.6 

(Vi.  6 

-2.1 

47.7 

-6.7 

61.8 

May. 


.luue. 


■u 

^ 

a 

a. 

£    1 

^ 

<u     1 

a 

^  i 

+3. 


+4.2 
+0.5 
+1.4 

+0.9 
+O.9I 
+0.8' 
+  L5 
+2.6 

+0.3 
+2.0 
+2.1 
+.3.3 
+2.0 

+1.8 
+L5 
+2.4 
+2.2 
+  L2 


+  1.5 
+3.1 
+  1.7 


+2.0 

+1.6 
+3.8 
+2.1 
-0.9 
+3.1 

+1.4 
+2.  7; 


+  1.8 

+  4.21 
+  0.9 
+  0.2 

+  1.6 
+  L4 


74.4 

+  1.3 

82.0 

872.0 

—  1.7 

=80.6 

75.3 

+  1.8 

83.4 

73.0 

+0.7 

81.0 

72.5 

+0.1 

80.6 

71.8 

+1.2 

80.3 

71.3 

+0.4 

79.8 

72.0 

+0.6 

79.3 

71.8 

+0.3 

79.9 

7L8 

+0.7 

80.5 

72.3 

+0.3 

80.5 

72.4 

+0.2 

81.8 

72.1 

-0.1 

80.  H 

71.3 

+0.5 

79.3 

73.2 

+0.2 

''81.8 

73.0 

+  1.0 

81.0 

72.3 

+1.3 

79.8 

72.2 

+0.2 

80.2 

'■73.  4 

+0.9 

81.5 

71.0 

-2.1 

80.0 

70.9 

-1.0 

81.8 

72.2 

+2.2 

82.8 

72.0 

+0.5 

80.6 

72.0 

79.6 

69.5 

+0.4 

80.6 

73.2 

+  L4 

80.5 

69.8 

+2.  5 

79.9 

72.0 

+0.6 

82.2 

68.8 

-2.1 

78.2 

71.6 

+  1.3 

82. 2 

73. 8 

+1.7 

"82.8 

72.8 

+2.2 

83.0 

72.6 

81.4 

72.2 

-0.8 

82.7 

72.2 

+0.7 

82.8 

72.4 

+1.7 

81.1 

70.9 

+0.8 

81.0 

70.6 

-1.9 

8.3.0 

72.5 

+1.3 

80.0 

71.2 

+1.1 

81.7 

+3.3 
+  1.2 
+3. 
+3.3 
+2.1 

+3.1 
+2.5 

+2.5 
+2.0 
+3.6 

+2.1 
+3.4 
+2. 
+2.9 
+  3.3 

+3.3 
+2.8 
+3.0 
+3.4 
+  1.2 


+3.3 
+7.0 
+2.9 


+5.0 

+2.3 
+6.5 
+4.5 
+  1.2 
+5.9 

+5.1 
+5.9 


+5.1 

+5.2 

+4.6 
+4.3 
+4.7 
+2.5 
+6.1 


JlJ 

ly- 

Aiiffust. 

September 

Octf 

her.   1 

3; 

V 

V 

,• 

3 

^          a> 

^ 

4J 

a) 

z        y 

s!    ,     =: 

s 

— 

X 

•; 

s        s 

li        *^ 

0. 

V 

C               *- 

a. 

^    I 

E      i 

a 

s 

a 

s    a 

a         a> 

<u 

V 

,    V 

dj    « 

^    I 

C 

c-i 

a 

E-         P 

81.8 
"80. 2 

+0.5 
-1.1 

78.7 
"78.9 

-1.8 
-2.2 

66.0 
>>67.0 

+1.2 
0.0 

"73.2 

-4.2 

81.3 

-0.4 

80. 2 

-0.4 

73.4 

-2.4 

06.4 

+0.9 

79.0 

-1.5 

78.8 

-0.7 

71.2 

-3.9 

65.2 

+1.1 

81.0 

-0.3 

81.3 

+  1.0 

74.4 

-1.8 

68.4 

+1.3 

80.4 

+0.5 

79.5 

+0.9 

68.3 

-5.2 

63.9 

+2.5 

79.9 

0.0 

79.2 

-0.1 

70.8 

-4.5 

0,5.8 

+0.7 

80.1 

+0.3 

79.4 

+0.6 

7L0 

-S.f 

64.4 

+1.1 

80.6 

+0.1 

•79.0 

-0.4 

70.7 

-4.4 

62.4 

+  1.5 

80.4 

+L1 

79.2 

+L0 

573.6 

-0.6 

66.8 

+3.7 

80.6 

-0.8 

79.6 

-0.8 

7L2 

-3.8 

65.8 

+2.5 

73.6 

72.0 

-2.4 
-3.3 

68.2 
66.4 

+2.9 
+0.9 

80.6 

0.0 

80.1 

+0.4 

77.2 

-1.3 

77.6 

-0.5 

70.  0 

-3.7 

60.3 

+2.3 

80.6 

-0.3 

79.6 

-0.4 

'72.0 

-3.3 

00.4 

+2.1 

80.0 

0.0 

78.8 

-0.6 

71.0 

-3.7 

65.9 

+1.2 

80.2 

+0.8 

79.9 

+L5 

70.6 

-2.7 

»64.3 

+2.6 

79.8 

-0.1 

79.1 

-0.1 

72.2 

-.3.0 

66.0 

+1.1 

"SO.  6 

+0.6 

•80,2 

-0.2 

"73.8 

-3.4 

"67.0 

+0.5 

79.2 

-L9 

78.7 

-1.5 

71.4 

-4.4 

65.6 

+0.9 

80.4 

-0.9 

«78. 5 

-L9 

71.2 

-5.8 

64.9 

-0.0 

'80.4 

-0.9 

79.5 

+1.0 

72.4 

-1.0 

64.8 

+2.8 

78.4 

-1.4 

77.3 

-1.5 

69.8 

-4.2 

6.3.6 

+0.0 

79.8 

77.2 

71.4 

64.7 

78.4 

-0.1 

78.0 

+0.2 

70.4 

-2.5 

62.2 

+6.9 

80.2 

-0.9 

79.4 

-0.1 

71.0 

-2.7 

64.4 

+0.4 

78.2 

+  1.9 

77.2 

+  1.3 

69.7 

-1.1 

62.2 

+1.9 

79.2 

-0.9 

77.  7 

-1.2 

09.4 

-4.1 

61.4 

-0.0 

78.1 

-2.5 

77.0 

-2.7 

08.4 

-5.8 

62.4 

+  1.0 

79.6 

+  0.6 

78.4 

+0.7 

71.5 

-1.5 

63.2 

+2.5 

80.7 

+0.3 

79.2 

-0.2 

71.8 

-.3.3 

61.1 

0.0 

79.  8 

-0.5 

80.1 

+2.5 

71.6 

-3.6 

"03. 6 

+0.3 

80.2 

78.8 

7L6 

65.4 

80.8]   +0.4 

80.2 

+  1.0 

71.2 

-3.1 

63.6]  +1.2] 

81.1     +0.7 

80.1 

+0.7 

71.9 

-2.7 

63. 4I  +0.7 

80.7 

+  1.2 

79.4 

+0.9 

70,7 

-2.8 

63.4 

-I- 1.8 

79.8 

+0.4 

78.8 

+0.4 

70.0 

-2.6 

62.0 

+1.1 

79.0 

-1.5 

78.6 

-1.0 

71.6 

-3.i 

J  65. 3 

+  1.0 

79.2 

-0.4 

78.0 

-0.2 

69.8 

-3.( 

63.0 

-0.4 

81.4 

+1.7 

79.3 

+0.7 

70.2 

-3.2 

6.3.0 

+  1.2, 

November  December 


Animal. 

0 

~ 

OJ 

^ 

s 

v 

Urn 

p  . 

54.0 
"50.2 
,55. 0 

-1.2 
-2.5 
-0.5 

46.8 
49.0 
46.4 

-0.8 
-2.8 
-1.0 

64.9 

+0.3 

,53. 8 

-0.3 

47.0 

-0.1 

0.3.3 

-0.8 

57.0 

-1.1 

48.8 

-0.7 

64.9 

+3.2 

.51.6 

-0.5 

41.8 

-2.4 

6L4 

-0.3 

»52. 6 

-1.6 

"46.0 

-2.1 

62.6 

-1.1 

"50.8 

-1.6 

43.1 

-1.9 

61.6 

-1.0 

,51.8 

-1.1 

44.2 

-2.3 

62.0 

-0.9 

53.0 

-2.2 

46.9 

-1.4 

63.7 

+0.4 

,52.7 

-1.5 

42.8 

-2.2 

62.3 

-1.0 

54.6 
,52.6 

-1.5 
-2.2 

48.0 
45.8 

-L2 
-1.4 

63.3 

-0.7 

53.9 
«53.4 

,52.  8 

-0.8 
-1.9 

-1.7 

46.6 

-1.4 

43.7 

-2.4 

62.7 

-0.7 

,51.0 

-0.7 

41.7 

-2.6 

02.0 

0.0 

,54.0 

-0.9 

48.4 

-0.3 

63.9 

-0.5 

•55.4 
53.6 

-1.9 
-1.6 

48.8 
47.2 

-LO 
-0.5 

62.9 

-1.7 

54.2 

-0.4 

43. 2 

-4.7 

63.0 

-L3 

52.6 
51.2 

+0.6 
-2.3 

41.8 
40.6 

-2.3 
-5.4 

61.5 

-1.1 

52.7 

44.0 

62.4 

49.4 

-i.i 

43.8 

+1.1 

61.0 

+0.5 

53.3 

-0.5 

43.4 

-0.5 

02.8 

-0.4 

48.8 

-0.7 

40. 0 

-1.2 

59.7 

+1.1 

50.0 

-1.7 

40.1 

—9  7 

60.9 

-0.5 

•,50. 2 

-0.7 

40.2 

-2.0 

.59.4 

-2.0 

48.8 

-1.6 

40.6 

-2.2 

61.2 

+0.5 

,53.4 

-0.7 

42.6 

-3.1 

6.3.0 

-0.1 

52.6 

-0.2 

44.0 

-2.4 

63.0 

0.0 

.53. 6 

43.6 

63. 0 

,51.1 

-1.7 

42.2 

-2.8 

02.2 

0.0 

50.5 

-2.7 

4,3.2 

-2.7 

62.7 

-0.4 

,50.0 

-1.2 

41.4 

-1.9 

61.6 

+0.4 

48.6 

-2.4 

39.3 

-2.9 

60.0 

-0.6 

.51.5 

-1.7 

40.4 

-5.2 

61.6 

-0.5 

51.0 

-0.8 

40.6 

-2.7 

61.1 

-0.2 

The  departures  from  the  normal  temperature  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record. 

Reference  letters  («,  h,  <■),  appearing  in  the  table  indicate  mnnber  of  days  missing:  For  example.  ^  represents  two  days  missing,  etc. 
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CLIMATOLOGICAL  DATA :   SOUTH  CAROLINA  SECTION. 


Year,  1914. 


Monthly  Maximum  Temperatures  for  the  year  1914,  with  Dates. 
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Beaufort . . . 
Blackville  . 
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10 

28 
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84 
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30 
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30 
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30 

84 

30 

80 

29 

82 

30 
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87 

30 
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28 
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28 
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28 
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28 
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29 
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29 
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23 
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29 
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29 

96 

29 
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27 
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29 
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29 
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29 
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24 
25 
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24 

24 

24 
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24 
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25 
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28 
28 
29 
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28 
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28 
28 
28 
28 

28 

29 
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28 
28 

28 
28 
29 
28 
28 
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25 
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24 

98 
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24 
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25 
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25 
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t  23 
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25 
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+  24 
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25 
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+  24 
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25 
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25 
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25 
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25 
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24 
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26 
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26 

91 
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26 

98 
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26 

96 

96 

25 

95 
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26 

97 
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94 
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97 
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26 

97 
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26 

97 
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26 
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25 

98 
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26 

95 

93 

25 

92 

103 

26 

98 
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26 

96 
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+  23 

98 

100 

26 

94 

''10'2 

26 

96 

101 

26 

95 
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26 

i 
95 

103 

25 

98 

101 

26 

92 

105 

26 

94 

96 

1 

89 

102 

26 

94 

99 

25 

92 

103 

26 

92 

101 

26 

93 
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27 

95 

105 

26 

94 

105 

26 

97 

103 

26 

96 

104 

26 

98 
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+  24 

98 

105 

+  25 

97 

105 

26 

95 
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26 

94 

102 

26 

92 

107 

+  25 

98 
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+  26 

13 

27 

27 

25 
27 
26 
26 
27 

27 
26 
+  24 
27 
27 

t  26 
24 
27 
27 
27 


28 

22 

+  23 

+  12 

+  21 

26 
+  12 
+  25 

24 
+  19 

+  22 
27 
23 
24 
26 

+  19 
+  14 

31 
+  12 
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95 
92 

96 

94 

»  98 

•  97 
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100 
95 
95 
90 

•  97 

97 
99 
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96 
98 
95 
92 

89 

94 
91 
94 
93 
96 

96 
98 
94 
97 
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1 
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1 
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2 


88 

83 
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87 
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13 
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11 
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II 
II 
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11 
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11 
10 
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11 

+  11 
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13 

11 
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89 
85 

+  21       87 
7  i       88 
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11 
11 
11 
11 

11 
11 
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+  9 
11 
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11 
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11 
13 
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83 

5 

1 
72 

^  83 

6 

71 

86 

5 

73 

85 

6 

73 

79 

5 

68 

78 

+  3 

65 

*  81 

3 

•  69 

■■  84 

5 

67 

82 

3 

69 

83 

5 

72 

81 

8 

70 

84 

4 

80 

82 

3 

77 

78 

8 

70 
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85 

5 

69 

83 

+  2 

62 

79 

6 

75 

•  85 

5 

76 

82 

5 

76 

81 

5 

69 

84 

5 

69 

80 

+  3 

67 

82 

5 

68 

JO 

5 

68 

81 

5 

68 

81 

5 

73 

79 

5 

66 

78 

+  2 

65 

78 

+  2 

71 

80 

5 

69 

82 

5 

70 

81 

5 

68 

82 

5 

71 

82 

5 

70 

79 

+  4 

70 

81 

4 

68 

78 

+  3 

68 

79 

+  3 

65 

1 

25 
1 
1 

25 

1 
1 
1 
1 
25 

2 
1 
1 
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1 

1 

25 

25 

25 


1 

+  1 
2 


+  1 
2 

+  1 
2 
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Reference  letters  (»,  b,  <■)_  appearing  in  the  table  indicate  number  of  days  missing:  For  example,  •>  represents  two  days  missing,  etc. 
+  On  other  dates  also. 


WEATHER   BY   MONTHS.-C<)H^»»fJ. 
(CONTINUED  FROM   PAGE  lOO.) 


Sprliij/. — Moan  temperature,  02.0°,  or  0.9°  below  tlie  norma] 
determined  for  28  years.  Average  total  precipitation.  6.28 
inches,  or  3.90  inches  below  tlie  28-year  normal. 

June. — June  was  the  warmest  month  of  the  name  on  record. 
E.xcepting  a  moderate  cool  ijeriod  from  the  16th  to  the  19th, 
the  daily  mean  temperatures  ranged  uniformly  above  the  aver- 
age, culminating  in  record-breaking  heat  on  tlie  24th  and  2oth, 
when  maximum  readings  of  100°  to  108°  were  recorded  gener- 
ally throughout  the  J?ection.  On  the  wliole,  the  frequent  show- 
ers that  occurred  up  to  the  last  decade  were  decidedly  l)enefieial 
In  agricultural  interests. 

Jiiti/. — Thermal  conditions  ranged  near  the  seasonal  average 
during  July,  except  excessive  heat  througiiout  the  Section  be- 
lAveen  the2Bdand  27th  and  abnormally  cool  weather  at  the  close 
of  the  month.  Precipitation  was  somewhat  below  normal  and 
only  fairly  distributed  as  to  area.  The  6th  and  7th  of  .July 
were  marked  by  probably  the  most  extensive  and  destructive 
t  hundersbowers  and  bailstoims  that  ever  visited  t  he  plantatiiMis 
;il'  Sniiib  Carolina,  entailing  a  lo^s  a]»])ro\iiiiated  at  s<)."i.').()00  on 


crops  of  ol.OOO  acres  in  Anderson,  Laurens,  Spartanburg,  Cher- 
okee and  York  counties.  Of  this  amount,  York  County  is  esti- 
mated to  have  lost  $730,000  on  about  40,000  acres,  the  hail 
belt  embracing  an  area  o  b}-  25  miles,  with  center  of  greatest 
energy  to  the  northward  of  Rock  Hill. 

Aiigast.  —  The  weather  was  generally  seasonable  during  Au- 
gust, except  excessive  rains  during  the  first  half  of  the  month  at 
many  points  on  the  coastal  plain  and  considerably  less  than  the 
normal  amount  of  rainfall  in  the  upper  drainage  areas  of  the 
Santee  and  Savannah  river  districts.  In  consequence  of  plenti- 
ful rains  during  the  early  ()art  of  tbc  iiiontb.  much  of  the  dam- 
age resulting  from  excessive  lieat  during  the  lattei'  |)art  of  .July 
was  repaired,  and  the  condition  of  all  crops  showed  much  im- 
provemeiil . 

Summer.-  Mean  temperature,  80.t)°.  or  1 .2°  above  the  nornuil 
determined  for  28  years.  Total  precipitation  averaged  14.84 
inches,  or  1.69  inches  below  the  28-year  normal. 

September.  -The  weather  during  Septenilicr  was  e(Hisidcrably 
cooler  than  usual,  incident  to  tlie  prevailing  low  temi)eratures 
during  the  periods,  '.)tb  to  ]6tli  and  25th  to  29th,  when  the  daily 
means  i-aiiyr'd  6     lo  ] ;-!°  l)clow   normal.      A    noteworthv   feature 
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Monthly  Minimum  Temperatures  for  tlie  Year  1914,  with  Dates. 


Stations 


EASIF.RX  POKIIOX. 


AUendalo  . . 
Bi^aufoi't  . . . 
BlackvilU'  . 
Bowman . . . 
Charleston . 


t'lioraw 

Con  way... 
Darlington 

Dillon  

Ferguson  . . 


Florence 

(leorgetown 
Kiugstree . . . 
Finn  polls  . . . 
St.  George  . . 


St.  Matthews. 
Society  Hill. . 
SuninicTville. 
Walterboro  . . 
Yeraassee 


January.      February. 


March. 


April. 


.liilv. 


E 

s 

, 

e   1 

C   ' 

"~ 

''■ 

.\u^ii>.|.       Scpleinlu-r.     (Ictolicr.       NoviMiilx'V,    Dcceiiilicr. 


24 


22 


20 
19 
33 


23 

14 

20 

25 

14 

23 

''  21 

13 

14 

24 

+  11 

20 

28 

12 

25 

26 

14 

20 

27 

12 

22 

23 

19 

20 
25 

'  22 

25 


23 
24 


14 
13  i 
14 


WKSTKItX   rORTION. 


Ailvcn 

Anderson 

Batesburg 

Camden 

Clenison  l'ol!eg(> 

Columbia 

(irei'nville 

Greenwood 

Heath  Springs  . . 
Liberty 


25 

t  12  , 

25 

12  1 

25 

7  1 

20 

13  ' 

Little  Mountain 

Meriwether 

Monetta  

Newberry 

.<aUida 


2(1 

12 

27 

12 

22 

22 

22 

14 

25 

t  12 

22 

14 

21) 

12 

IS 

H 

2o 

12 

26 
26 


t  17 

t  17 

27 

t  17 


27 
t  25 
26 
25 
26 

26 
1'  24 
25 
17 
26 


+  25 
26 
26 
25 
26 

25 
1'  s 
26 
26 
26 


2 
2 
2 

2 
2 
•> 

^■  1 

2 

2 
2 
t  2 
2 
2 

2 
1 
2 
2 

2  ! 


IK 

IK 

17 

25  I  +  13 

211  '         3 

21  I         2 

Hi  I         2 

IS  2 

17  2 

17  2 


Santiiek 

Spartanlnn-g 

Trenton 

Winnsboro  

Winthrop  College. 


2:!      I 


2-1 
24 


20  ,    I  25  19 

20  26  !   '   19 

20  I  •'  25  ;       19 

21  ;  t  25  20 
■_>0  I    I   25  20 


26 
t  13 


38 
42 
36 
36 
43 

33 
37 
33 
36 

38 

35 
39 
37 
44 
38 

35 
32 
40 
39 
.38 


36 
37 
33 
.3K 
36 

37 
36 
3K 
30 
3K 

35 
35 
36 
.36 
:15 

30 
36 

33 
34 


10 
10 
10 
10 
10 

10 
10 
10 
10 
11 

10 
10 
10 
10 


49 
B  54 
45 
45 
55 

44 
47 
44 
46 
50 

42 
49 

5^1 


10 
10 

46 
43 

9 

44 

•  10 

47 

10 

"  47 

10 

45 

'■  9 

49 

21 

10 

•I    10 

21 

10 
21 
I  10 
10 
II 

10 
10 
10 
10 
■I    10 

10 
+  10 
13 
10 
10 


49 
.50 
43 
46 

52 
47 
48 
44 
44 

50 
43 
48 
46 
42 

46 
46 
51 

48 
45 


10 
1 
10 
10 
9 

+  19 

t     2 

19 

t     3 

2 

3 

10 
10 
10 
10 

3 
18 
10 
10 
10 


21 

10 


19  j  62  I  23  I  65 

19  I   »  66  I  31  65 

19  f  59  I  30  I  63 

18  59  23  I  63 

19  69  30  '  71 


18 

3 

t  17 

17 
t  17 

19 
t    4 

2 
17 

2 

19 
+  16 

IS 

4 

t  18 


t  21 
22 
31 
30 
23 

31 


1 

1 

1-    2 

1 

17 


59  '  t  30  61  +     1 

64  I  31  70  6 

59  .30  64  I 

59  30  61  i  t     1 

56  30  62  I       30 

61  30  :       64  j         1 

'■  61  t  23  1   »  66  +     1 

59  23  i       62  1 


59  I  M8 

.57  j  19 

59  19 
.52  I  19 

60  [  17 


60 
60 
.58 
60 
63 


60 
62 
61 
62 


1 

60 

18 

61 

31 

67 

2 

54 

19 

53 

31 

61 

16 

59 

19 

60 

t  30 

60 

2 

5K 

19 

.id 

31 

56 

10 

■'  51 

19 

60 

31 

62 

1 

58 

13 

60 

1  28 

67 

10 

59 

IS 

60 

.30 

66 

10 

59 

19 

60 

31 

66 

10 

60 

19 

59 

31 

66 

10 

60 

■'■  IS 

')> 

30 

»  65 

2  .30  6 

3  55  ;  19 

t  8  ,50  I  IS 

1  58  I  t    IS 

2  57  '  IS 


64  I 
60 

65  I 
65  ]    I- 
63 


»  68 

t  11 

46 

28 

44 

28 

0/ 

26 

43 

27 

48 

U 

43 

+  11 

44 

27 

47 

11 

'   47 

27 

51 

t  11 

46 

11 

56 

+  26 

°  44 

•1  11 

46 

28 

43 

28 

50 

+  11 

«  51 

t  26 

44 

11 

50 

t  9 

!   .50 

26 

.50 

^  26 

50 

11 

47 

+  26 

26 
27 


t  10 


26 


51 
44 
47 
48 
43 

.50 
47 
50 
46 
43 


46  27 

46  27 

51  27 

50  !    13 

46  ,  27 


33 

29 

^   40 

28 

31 

28 

.30 

t  28 

40 

28 

28 

29 

32 

28 

28 

28 

.30 

28 

32 

+  29 

31 

28 

33 

t  28 

32 

+  28 

36 

t  27 

.30 

29 

.30 

28 

28 

28 

34 

28 

''  32 

28 

29 

29 

32 

28 

31 

28 

30 

28 

32 

29  1 

29 

28  ' 

34 

2S 

27 

28 

29 

28 

28 

t  28 

26 

28 

.32 

28 

I'  29 

28 

31 

28 

29 

28 

28 

28 

28 

28 

28 

t  28 

>   32 

28 

30 

28 

28 

28 

21 
25 
20 

18 


18  21 

23  t  21 

20  :  t  21 

20  21 

23  21 


22 
26 
23 
,30 
21 

21 
18 
23 


18 
20 
19 
24 
20 


17 
20 
19 
17 


19 
21 
20 
20 

IS 
19 


21 
20 
21 
t  20 
21 

21 
20 
21 
21 
21 


20 

20 

20 

t  21 

t  21 

21 
21 
20 
25 
21 

21 
20 

t  20 
21 

t  21 

21 

t  20 


22 

26 
19 

18 
28 

16 
19 
14 
19 
25 

19 
21 
19 


16 
17 
16 
16 
17 

16 
16 
16 
16 
16 

16 
16 
16 
16 


22 
19 


17 
13 
21 
22 
20 


19 
16 
IS 
19 
11 

20 
15 

ii; 

17 
14 

IS 
17 


16 
15 

17 

1   16 

17 


16 
15 
16 
^  16 
15 

17 

i    15 

16 
16 
15 

16 

16 

ii; 

16 
16 

16 
15 


Reference  letters  (»,  •',  i),  appearing  in  the  table  indicate  number  of  days  missing:  For  example,  6  represents  two  days  missing,  etc. 
+  On  other  dates  also. 


of  tlie  niontli  was  the  sustained  sonii-droiiglit  overtlic  Piedmont  | 
as  against  al)Uiidaiit   rainfall  on   tin-  coastal   plain,  particularly 
ill  the  nortlicrn  coast  districts. 

Ortohrr.  -  Ideal  weather  pi'evailed  during  (.)ctolier.  ex("ept  short 
|)criods  duriiifi' the  first  and  la>t  decades.  wIkmi  the  daily   mean 
temperatures  were   decidedly   below   normal.      Field   operations 
were  delayeil  hy  surplus  rainfall   during-  the   Hrst   week  of  the  I 
month,  and   the   prevailing   cool    weatlier  and   cloudiness    were 
uiifavoraiile    for  ji'ood   eroj)   develi)|)meiil .      At    the   same    time! 
rain  was  still   needed   in  the   iKirtlnvestern   counties.      'I'he   last' 
four  days  of  the  month  were   marked    hy   ]it;-lit   tn   killin;^,'  frosts 
throughout   tlie  Section,  which   cheeked   all   growth,  with    late- 
planted    cotton    fairly   matured.      lleav>-    rains   in   the  C'atawha  ' 
l)asin  on  the  l('>th  were  followed  by  moderate  Hoods  in  the  lower 
rivers  Ix'tween  the  1  7tli  and  23d,     Tlie  losses  were  nominal,  while 
the  value  of  movahle  property  paved  hy  timely  warnings  was  esti- 
mated at  $(i,(>00. 

Xorniilicr.      Novemher  M'as  a   nidiith   nf  quite   rapid   tempera- 
ture changes,  with  a  mean  helmv  I h(>  .-ea,sonal  average.      During 
the  20th   and   2ist    the   temperatures   fell   to  near  the  lowest  of ' 
record  at  a  numlier  nf  stations,  with  freezing  to  t  he  coast .      While 


there   was  considerahle  sunshine,  tlie  iirecipitatioii   was  above 

normal. 

Aiilmini .  —  .Mean  lemj)eratiire,  r)2.<S°.  or  0.1)°  below  the  normal 
determined  for  2S  years,  .\vi'rage  total  precipitation,  10.  tO 
inches,  or  O.Si)  ineh  above  {\\v  2S-year  normal. 

Direii'iJxr.  —  Sustained  cold  weather  after  the  Hrst  few  days, 
accompanied  liy  record-breaking  cloudiness,  with  frequent  cold 
rains  and  comparatively  little  sunshine,  has  j)laced  the  closing 
montii  of  the  year  well  down  in  the  group  of  unseasonable,  dis- 
agre(>alile  ami  gloomy  Decembers.  I'recipitation  was  much 
above  the  a\'erage  over  the  higher  elevations  of  the  Section, 
particularly  over  the  northwestern  tier  of  counties,  Clemson 
("ollege  reporting  the  highest  total  nf  record  for  December, 
Heavy  rains  during  the  first  week  and  last  decade  were  followed 
by  freshets  in  the  Pee  Dee  and  Santee  river  districts,  entailing 
unavoidable  losses  estimated  at  !ii;]0,S;5,"),  while  approximately 
$•"))-). 200  worth  of  movable  property  was  saved  by  limely  Hnnd 
warnings  nf  the  Weatlier  lUireau, 

Errata. 

.Ia.m MO   (|i;\gi'  :;).     l'n'ci|iit;itiiHi  ti'\t.  vcond  line,  (i.7il  sliniilil  be  ii  r,i;, 
.ll'l.i  (ii-.igi'  51 ).     .MiseclliiiM'inis  iilniKnu'iia  ti'xl.  i';\rllic|ii;ikr   1  lih,  2  :ii:i  ii.  ni..  should 
be  3:110  ii.  m. 
Anmai..  1912.     Miinrtt;i  (page  (I),  preeipitalidu  for  May  sliouM  lii,::..")5. 
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MAP    SHOWING    LOCATION    OF    OBSERVATION    STATIONS. 


\  / 

\CHffiOKEe  f' 


'  >■<   K  t  ■  •  \ 


I      c 


Spartaiibvirf?      _■; — >^         i 


Y      O     R      .^  \      \ 

Wiuthrop  College 


;     Lib.Tij'      \     (;ivcinill(^ 


BURS      / 


S' 


CaliiuhaJ       ' r — 

(la  hcaster  \ 


^  ^'^\    ^"''   /\  \ .     U     H    E    S    T    E    R<, 


O   C    O   N   C    C 

■  Be  ^         ^i  ^         ^'^         I  \ 

_/  \.  /'  Newberry      _ 


Chora  w  ^L 


n:,,:><:n';,ii,v/'' .  •!      /  x^   /^^'°^'  }n.-^^^^y'^'^^\cHtsrt^ni^o   } 


\ 


^  v./     L      A     U      R 

Vnilu-rson      ,-   \^ 


V 


\ 


\ 


\ 


r.LLt    l'ir^nuoo.1    '  Linlo  Mountain  -N, 

\  /.'     SaWjOA       /  ^»^„   ,        ..   ;  '^''^.-'■'''     /  '  EmnKliani      \    "t    \  _        q       o      r' 

Ay  i  /Batesl.urg  y'  '        5  U  M  T  E  f?  ^  ^ >,    . '- 

/|.M«,.f,ol,-,         MonetU^^^tX.NGTONj^^  \  ^^.^  .--- X^  ^ 

■^•1     "  — '^     '."C/  ■.'  /Kincrstree 


Tn'nton  / 


\^  ^Sooiuty  Hill  .'              / 

FA  I  R  F  I  EtD  ""-\  «  E  R5HA  Wv  r'                                  ■            .           I,ill.,n           % 

►                                   .          ^           ^^,._.  ,H>rhn«U,n^._.             -^        ^^_,^./         X 

\         ,./r'  /       /         K?,r,.n,..  L/-J.          / 

\.-   \     ^-^^  ^   ^  "".^    FLORENCE         )       *         / 


\ 


'N'T.   \ 

OSP-IELO        ,'^      '-^,  '-^-l     '—'~~^,'Zli  /  Kincrstree       ^^     /'  Sinillis  Mill- 

^.'  --.  ^-^.O^^"       •        ^      Uin,in,  ./  ♦    v>^  i 

^  ^/        \      SI.MalUvus      IftjLAREHOON/  .►  /  .^*V 

Meriwotber  /  \  '  •       ,   v  /  -<■  " 

/       A  UK     E      N        /  ^■-..  /^•'^  /W*^  /  ^^ 

Aiken        A^  'J  ^-^^~  ^  /       o* 

'        ■^^.     /->  -  Ho"  man  * 


f_w  j,.B........  \      /    ^     Oforeeiown 

^  V^/'^-'  TiKopolis  7-. 

(ii^to        -^    St.Geon;.'  ©       ^      ,       p    y/ 

MeERS^iT         *^  )B     E     R     K     t     L     EV 

\  <"        \ 

Allendale"—-.  /  ■.  -S-  -^  / 

•         "V' ^vr         "^  ,  /    ^ 

W    rt    L   ,-^  ~)    "  >  ^snnunerville     /    q 

.        .  ^  \  C  0  L  L  r  T  O  N    '^  \^      ^-^Mf'' 

y     Yvinassee     > — 


/    Blaekville  :  Kdisto 

/      B     A    n     N- 

Alle 


_,^  KEY  TO  SYMBOLS. 

QD     Meteorological  observations.    (Regular  Weather  Bureau  stations  ) 
•     Meteorological  observations.    (Substations.) 


I 


i 


TOTAL  PRECIPITATION  FOR  THE  YEAR  OF  1914. 


I;  MMM  I      I    M   \  l:  1     ~i     \  I   I         Inc    II  I  • 


^»y(fi^ 

iimi^i.Tl' 
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108 
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Year,  1914. 


COOPERATIVE   STATIONS   AND    OBSERVERS. 


Station. 

r)bserver. 

\V.  .M.  lii-dwn. 

Alh*!»(lalp  il 

II.  (i.  Ihirris. 
H.  H.  liiissi'll. 

K.  J.  IliU'. 

Beaufort        

Miss  Lillian  H.  Kic*e. 

Blackvillell 

Bowman 

Mrs.  D.  B.  Sanders. 
B.  0.  Evans. 

Canirlpn                 

\V.  C.  Brown. 

r.  S.  Weather  Bureau. 

J.  H.  Powe. 

Clcnisoii  College 

I'rof.  F.  H.  H.  Calhoun. 

Columbia  

Con  way 

Darlington 

V.  .S.  Weatlier  Bureau. 
1*.  C.  Quattlebauni. 
I).  C.  McCall. 

Dillon 

.\.  K.  llowell. 

Observer. 


iMlgcHeld 

Ferguson  

Florcnec  || 

(iaston  Slioals . . , 

Georgetown 

Greenville  II 

Greenwoodll 

Heath  Springs.. , 

King.-itree  || 

Liberty 

Little  Mountain  . 

Meriwether  

Monetta 

Newberry 


T.  L.  Tinnnernian. 
J.  I'.  Simons. 
H.  K.  (Jilbert. 
H.  .\.  Parshall. 
A.  P.  Hazard. 
Spartan  Goodlette. 
M.M.Calhoun. 
J.  Marvin  Bowers. 
A.  O.  Matthews. 
J.  T.  Boggs. 
J.  M.Sease,  M.  D. 
\Vm.  S.  Micldletou. 
Joe  M. Johnson. 
\V.  G.  Peterson. 


Station. 


Pino|)o!is 

St.  (ieorgell 

St.  Matthews  II... 

Saluda  

Santuck 

Society  Hill 

Spartanburg  || 

Summerville 

Sumter 

Trenton 

Walterboro 

Winnsboro 

\\i  nthrop  Oollege 
Yemasseell . . ." 


.\udersoii' .  . . . 

Blairs  

Calhoun  Falls 

Camden 

I  'ataxvba 

I'haiipells  . . . . 

Cheraw 

Columbia. 


Kdgefield-t. 


II  Also  Cotton  Region  station  in  season. 
RIVER    AND    RAINFALL,    STATIONS    AND    OBSERVERS. 


Watershed. 


Observer. 


Sax  annah '  II.  H.  Kussell. 

Broad J.N.  Owens. 

Savanna  II 
Wateree  . . , 
Catawba. . . 

Saluda 

Pee  Dee. 


L.  M.  Parker. 
W.  C.  Brown. 
J.  C.  Faris. 
J.  J.  Murran. 
J.  H.  Powe. 
Congaree ■  Lemuel  Hall . 


<  onway  Waecamaw P.  C.  Quattlebaum. 


Savannah T.  L.  Timmerman. 


Observer. 


Miss  K.  P.  Ravenel. 
Dr.  (ieo.  N.  Snelling. 
J.  S.  VVannaraaker. 
Mrs.  F.V.J.  Maxwell. 

E.  W.  .Jeter. 

Rev.  T.  Ellison  Simpson. 

F.  P.  Robinson. 
Miss  E.  H.  Gadsden. 
D.  L.  Wanamaker. 
C.  A.  Long. 

J.  A.  Westerberg. 
J.  W.  Seigler. 
W.  P.  Goodman. 
J.  G.  Hutson. 


Station. 

Waterslied. 
Edisto 

Observer. 

Edi.sto 

Eliingham 

Lynches 

H.  B.  McCall. 

Ferguson 

Santee 

J.  P.  Simons 

Gaston  Shoals  t 

H.  A.  Parshall. 

Ki  ngstree  

Black      

A.  O  Matthews 

Pinopolist 

Cooper  

Miss  E.  P.  Ravenel. 

Rimini 

Santee 

W.  B.  Wolfe 

Smiths  Mills 

Pee  Dee 

W.  G.  Walker. 

Spartanburg  t 

Broad  

F.  P.  Robinson. 

. 

-pecial  rainfall  reports  only. 


FORECAST  DISTRIBUTION. 


'     11 


Stati, 


.\bbeville-  L'... 

Aiken— 1  

Belton-2' 

Bennettsville— 5 
Blackville— 5  . . . 

Burton  -1 

Camden— 1  

Charleston— 3  *. 

Clie.ster— 1 

Clinton— 6 

Clover-It 

Columbia— 9'.. . 
Iiai'liugton- 3 . . 
I'lonmce-  ■->  .... 
Fort  Mill-  1  .... 


Abbeville  . 

.Viken  

Anderson . . 
Marlboro . . , 
Barnwell  . . 
Beaufort  . . , 
Kershaw  . . . 
Charleston  . 

Chester 

Laurens  

York 

Richland  . . . 
Darlington  . 
Florence  . . . 
Vork 


Distributer. 


Abbeville  Telephone  Co. 

So.  Bell  Telep.  it  Teleg.  Co. 

Postmaster. 

So.  Bell  Telep.  &  Teleg.  Co. 

So.  Bell  Telep.  &  Teleg.  Co. 

Bacon  &  Co. 

So.  Bell  Telep.  &  Teleg.  Co. 

V.  S.  Weather  Bureau. 

Chester  Telephone  Co. 

So.  Bell  Telep.  it  Teleg.  Co. 

W.  T.  Rankin. 

U.S.  Weather  Bureau. 

.So.  Bell  Telep.  &  Teleg.  Co. 

So.  Bell  Telep.  ct  Teleg.  Co. 

Fort  Mill  Telephone  Co. 


Georgetown —2  t . . 

Greenville— 11 

Greenwood— l*t . . 

Johnston— 2 

Kershaw— 1 

McCormick- 2*. . , 

Marion  —5 

Newberry— 2 

Orangeburg— 1  . . . 

Orangpl)urg  I 

Rock  Ilill-2  *.... 
Spartanburg— 3  *. 

Trenton— 1 

Westminster— 1*. . 
Woodruff — 1 


County. 


Georgetown  . 

Greenville 

Greenwood . . 

Edgefield 

Lancaster 

Abbeville 

Marion 

Newberry 

Orangeburg  . . 
Orangebnrg . . 

York  

Spartanbin-g  , 

Edgefield 

Oconee  

Spartanburg  . 


*  Cards  V)y  mail. 


+  Flag  display. 


Distributer. 


X.  P.  Hazzard. 

So.  Bell  Telet).  it  Teleg.  Co. 

M.  M.  Calhoun. 

So.  Bell  Telep.  &  Teleg.  (^o. 

Kershaw  Telephone  Co. 

Postmaster. 

So.  Bell  Telep.  &  Teleg.  Co. 

So.  Bell  Telep.  ct  Teleg.  Co. 

So.  Bell  Telep.  &  Teleg.  Co. 

State  A.  it  M.  College. 

Chief  of  Police. 

Postmaster. 

Trenton  Telephone  Co. 

Postmaster. 

Home  Telephone  Co. 


.N'ori;.— Figures  following  names  of  stations  indicate  number  of  local  or  subsi<liary  exchanges  through  which  daily  fon^casts  of  the  Weather  Bureau  are  available  free  of 
cost  to  patrons,  by  cooperation  xvith  the  Soiithern  Bell  Telephone  it  Telegraph  Comjiany,  or  77  in  all.  representing  about  sn.oiin  subscribers.  This  information  can  be  obtainefl 
by  sinu'ly  calb'ng  "  Information  "  about  1 1  o'clock  each  morinng.  except  Sundays  and  holidays. 
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No.  1. 


GENERAL  SUMMARY. 

•laiiuary  wa^s  a  wet  month,  witli  much  cloudiness  and  com- 
paratively little  sunshine.  As  a  result  of  frequent  rains  and 
lack  of  drying  weather  during  intervening  periods,  the  ground 
continued  in  unfavorable  condition  for  field  operations,  and  the 
month  closed  with  much  outdoor  work  still  to  be  done.  Thermal 
conditions  were  near  the  seasonal  average,  with  no  marked  ex- 
tremes of  temperature. 

The  rains  in  the  upper  waterslieds  about  the  6th,  12th  and 
18th  were  followed  by  fresliets  and  moderate  floods  in  the  sev- 
eral rivers  of  the  Section,  attended  by  unavoidable  losses 
estimated  at  $18,386,  while  movable  property  api)roximating  a 
value  of  $79,000  was  saved  by  timely  flood  warnings  of  the 
\\'eather  Bureau. 

The  snowfall  and  sleet  of  the  month  occurred  in  the  upper 
counties,  tlie  former  on  the  20th  and  the  latter  on  the  11th, 
Tith.  24th  and  25th. 


PRESSURE 


The  mean  sea-level  pressure,  determined  from  reports  of  7 
regular  Weather  Bureau  stations  in  and  surrounding  tlie  Sec- 
tion, was  30.10  inclies.  Tlie  highest  pressure  in  the  region  cov- 
ered by  reports  was  30.59  inclies  at  Wilmington,  N.  C,  on  the 
22(1;  liighest  in  the  Section  proper,  30.52  inclies  at  Columbia 
on  the  same  date;  lowest,  2!^). 26  inclies  at  ^^'i]mington,  N.  C, 
on  the  12th,  and  in  the  Section  proper,  29.43  inclies  at  Cliarles- 
ton  on  tlie  same  date. 


excepted  districts  the  amounts  were  less  than  4  inches.  The 
greatest  local  monthly  amount  was  9.53  inches  at  Georgetown, 
Georgetown  County;  least  amount,  3.15  inches  at  Darlington, 
Darlington  County.  The  greatest  local  amount  during  any  24 
hours  was  3.44  inches  at  Bowman,  Orangeburg  County,  on  the 
18th.  The  average  number  of  days  with  measurable  precipita- 
tion was  somewhat  above  normal. 

Snowfall  in  measurable  quantities  was  recorded  at  points  in 
Pickins,  York  and  Lancaster  counties  on  the  20th. 


WIND. 

The  prevailing  winds  were  from  the  northeast.  The  average 
hourlj'  velocity,  determined  from  7  automatic  records,  was  8.3 
miles.  The  highest  average  velocity  in  the  region  covered  bj' 
reports  was  10.6  miles  per  hour  at  Savannah,  Ga.,  and  the  low- 
est average,  6.0  miles  per  hour  at  Augusta,  Ga.  In  the  Section 
proper  the  averages  were  6.9  miles  per  hour  at  Columbia  and 
10.2  miles  per  hour  at  Charleston.  The  highest  velocity  for  any 
5-minute  period  was  42  miles  per  hour  froin  the  west  at  Savan- 
nah, Ga.,  on  the  12th. 

SUNSHINE    AND    CLOUDINESS. 

Tiie  average  monthly  sunshine,  determined  hxnn  7  automatic 
records,  was  151.6  hours,  or  42  per  cent  of  the  possible  amount. 
The  average  nvamber  of  clear  days  was  12;  partly  cloudy,  6,  and 
cloudy,  13,  as  against  normals  of  13,  8and  lOdays,  respectively. 


RIVER   CONDITIONS. 


TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  reports 
of  39  stations,  was  45.1°,  or  0.3°  below  tlie  established  normal. 
Tlie  higliest  temperature  was  76°  at  Yamassee,  Hampton  County, 
on  tlie  7tli.  The  lowest  temperature  was  19°  at  Greenville, 
Greenville  County,  on  the  21st.  The  warmest  periods  of  the 
month  were  from  the  6tli  to  the  8th  at  many  stations  through- 
out the  Section,  between  the  15th  and  19th  over  the  western  1 
portion  and  on  the  31st  generally  over  the  eastern  portion.  The 
coldest  periods  were  on  tho  21st  and  22nd  throughout  the  Sec- 
tion and  between  the  1st  and  the  3d  over  the  eastern  f)ortion. 

HUMIDITY. 

Tlie  mean  relative  humidity,  determined  from  records  of  7 
regular  Weatlier  Bureau  stations,  was  as  follows:  8  a.  m.,  S2 
per  cent;  K  p.  m.,  71  per  cent. 

PRECIPITATION. 

The  average  for  the  Section,  49  stations  reporting,  was  ().31 
inches,  or  2.8!)  inches  above  the  established  nornial.  There 
were  four  periods  of  precipitation,  each  separated  by  intervals 
of  3  to  5  days.  Excepting  small  areas  embracing  portions  of 
.Viken,  Lee  and  Darlington  counties,  the  rainfall  was  abundant 
and  well  distributed.  On  the  northern  coastal  plain  and  the 
liiglier  elevations  of  the  extreme  northwestern  counties  the  total 
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I'nood 

dates  - 

Nunilier 

Blairs 

Broad 

14 

17.0 

8 

Camden 

Wateree 

24 

30.3 

S 

/ 

Catawl)a 

Catawba 

11 

16.3 

8 

3 

Chappells 

Saluda 

14 

16.5 

8 

() 

Cheraw 

Pee  Dee 

27 

31.9 

9 

6 

Columbia 

Congaree 

L") 

17.4 

8 

3 

Conway 

Waccamaw 

/ 

8.6 

31 

7 

Edist(. 

Ldisto 

6 

(i.O 

t 

21 

•> 

Eflinghani 

Lynches 

14 

13.6 

25 

0 

Ferguson 

San  tee 

12 

14.6 

25 

31 

Kingstree 

Black 

12 

12.2 

t 

21 

3 

Pelzer 

Saluda 

/ 

8.0 

19 

2 

Rimini 

Santee 

12 

IS.  7 

23 

31 

Smiths  ]\Iills 

Pee  Dee 

14 

16.3 

27 

25 

t  other  elates. 

Reports  received  thus  far  indicate  an  unavoidable  loss  from 
floods  of  $18,386,  and  movable  property  api)roximating  a  valu(> 
of  $79,000  is  reported  as  having  been  saved  by  timely  warnings 
of  the  Weather  Bm'eau. 


iiioiitlih-  niiKUints  ranged  fron 


i)  inches,  while   in   the 


MISCELLANEOUS    PHENOMENA. 

Fo(j'<,  dense  (dates)  .  —  Calhoun  Falls,  24,  25;  Charleston,  7, 
8,  24,  25;  Clemson  College,  13,  15;  Columbia,  11,  23;  Gaston 
Shoals,  7,  15,  29;  Liberty,  7,  12,15;  Monetta,  6,  11,  24; 
Rimini,  30;  Santuck,  15. 

Ildlns  (dates) . — Lmuir:  Charleston,  3,  23  26,  27,  28;  Cohmi- 
liia,  23;  Little  Mountain,  23;  Santuck,  4.  Solar:  Charleston, 
3,  13;  Columbia,   3,  4,  10;  Liberty,  10;  Santuck,  3,  4,  10,  27. 

Thnnderstonn  (dates)  .  —  Qmwdi.'W,  1;  Columbia,  Ferguson, 
Kingstree,  Little  ^Mountain,  Monctta,  Santuck,  Smiths  Mills  and 
\\'alterboro,  6;  Darlington,  7;  Charleston,  6,  17;  Bowman  and 
Sniinnerville,  (>.  1^;    Liberty  and  Rimini,  IS. 


CLIMATOI.CHJU'AI.   DATA:    SOlTil   CAliOl.LXA   SKlTlO.X. 


Jam  Ai:v.  litl'). 


Cliinatologrical  Data  for  January,    1915. 


Temperature,  in  degrees  Fahr.  i    Precipitation,  in  inches.    'Xumberof  days. 


EdKterii   I'oiiioii. 


Allenilale  . . . 

Heiiul'ort   

Ulackville  . . . 

Bowman 

Charleston.. . 

Cheraw 

Conway 

I>arlinston  .. 

Dillon 

Kdisto  It 

EltinghHin. .. 

Ferguson 

Florenc'C 

Cieorgetown  . 
Iviiif?stree — 
I'inopolis  "  . 

Hiniini 

St.  George  .. . 
.<t.  Matthews 
.Smiths  Mills. 
Society  Hill 
Sumnierville 
Walterboro . . 
^Vmassec .... 


Barnwell 

Beaufort  

Barnwell 

Orangeburg  . . 
Charleston  . . . 
Chesterfield  .. 

Horry 

Partington  ... 

Dillon 

Bamberg 

Florence  

Orangeburg . . 

Florence  

Georgetown  . . 
■Williamsburg 

Berkeley 

Clarendon 

Dorchester  , . . 

Calhoun 

Georgetown  . . 

Darlington 

Dorchester 

Colleton   

Hamilton  


•21  ,  2S 

296  26 

160  i  12 

48  44 


144 
25 
175 
100 
143 
106 
6,3 
136 
12 
54 
54 
97 
109 
269 
62 


192  '  23 

75  '  r 


4fi.  6 
-50. 4 
46.9 
47.3 
49.  7 
44.0 
46.7 
44.2 
46.8 


46.6 
43.6 

48.5 
47.6 
48.7 


44.9 

48.4 
''51.3 
47.0 


-1.1 
-0.4 
-0.2 
-0.7 
+0.4 
+0.7 
-1.3 
-1.4 
-1.0 


-0.7 
-1.4 
+0.1 
-0.1 
+  1.4 


46.9      -1.6 


Division  means  and  extremes  47. 


+  1.0 
-0.7 
-t-0.2 
-0.9 

-fi.4 


70 
64 


31 
t  23 
16 
31 
31 
15 
31 
15 
t    6 


27  +  21 
32  I  I  22 
25  !  +  21 


1 

21 

22 

2 

22 

t    2 


29 
22 
+  3 
22 
22 


5.09 
5.  ,59 
5.  63 
8.06 
7.44 
4.76 
8.08 
3.15 
7.70 
6.59 
5.86 
8.87 
6.03 
9.53 
8.39 
8. 09 
6.02 


+2.  84 
+2.74 
+2.73 

+4.;m 

1-.3.  99 
+  1.94 
+4.67 
+0.65  , 
+4.83 
+  3.52 
+2.72 
+.5.48  [ 
+3.29 
+6.01 
+5.42  I 
+5.01 


2.00 
2.25 
1.44 
3.  44  ; 
1.95  ! 
1.10 
1.80  I 
0.90  i 
2.00 
1.70, 
2.00  I 
2.45  1 
1.65  ' 
1.85 
3. 03  I 
2.  60  i 
1.39 


0 

8 

0 

7 

0 

10 

0 

9 

0 

12 

0 

10 

0 

9- 

0 

10 

0 

9 

0 

9 

0 

9 

0 

8 

0 

8 

0 

7 

0 

9 

0 

8 

0 

8 

0 

9 

09  I       16 


24  :  t  21  i     36 


20 
26 
25 
25 


21  35 

t    2  I  41 

22  I  ''46 
+    3  !  41 

21  46 


5.18 
7.59 
5.64 
7.71 
6.51 
5.27 

6.67 


+  1.89 
+4.80 
+2.  73 
+4.61 
+3. 48 
+2. 48 


1.20 
1.70 
1.75 
1.95 
1.83 
1.32 


16  I  ne. 


15  i     1     15 


12  I  8  :  10 
16  I  1  I  14 
15       3     13 


ne. 
ne. 


0       9 

0  !  10 


0      11 

0  I     9 


3     14  !  14  i  s. 


8  i  14  1  9  n\v. 

7  I  13  '  11  sw. 

14  I     3  I  14 

13  i    4  14  ne. 


H.  (I.  narri>. 

MissMllian  H.Hice. 

Mrs.  D.B.Sanders. 

B.  O.  Evans. 

U.  S.  Weather  Bureau. 

J.  H.  I'owe. 

Paul  (Juattlebamn. 

D.  C.  .McCall. 

A.  K.  Kowcll. 

Nathan  .lenkins. 

H.  B.  McCall. 

./oseph  P.  Simons. 

H.K.Gilbert. 

A.  P.  Hazard. 

A.  O.  Mattlicus. 

Mi.ss  K.  P.  Kavent-l. 

WilHam  B.  WoUV. 

Geo.  N.SneUing,  M.D. 

,1.  S.  Wainiaiiiaker. 

W.  G.  Walker. 

Rev.  '1'.  Ellison  Simp.son 

Miss  E.  H.  Gadsden. 

J.  A.  Westerberg. 

.1.  G.  Hutsoii. 


+  3.67  I  3.44 


12 


6      13  :  ne. 


Wrxlfrii  Pnrlioii. 

Aiken  

.Vnderson   

Uatesl)urg 

Blairs  

Calhoun  Falls 

Camden 

Catawba  

('happells 

clemson  College  — 

( 'olumliia  

Edgefield 

(iaston  Shoals  tt 

Greenville 

( ireenwood 

Heath  Springs 

I.andrum 

Liberty 

Little  Mountain 

Meriwether    

Monelta 

Newberry 

l\»lzer 

Saluda  

Saiituck 

Spartanburg 

Trenton 

Wimisboro 

Winlhrop  College  tt. 


Aiken 

Anderson  . . . 
Lexington. . . 

F'airfield 

Abbeville 

Kershaw 

York  

Newberry  . . . 

Oconee 

Kichland 

Edgefield  .... 

Cherokee 

Greenville  .. . 
(Jnumwood.  . 

Lancaster 

Spartanburg . 

Pickens 

Newberry  . .   , 
Edgefield   ... 

Saluda  

Newberry 

Anderson 

Saluda 

Union 

Spartanburg  . 

Edgetield 

Fairfield   

York 


527 

20 

!  764 

13 

056 

26 

2U3 

11 

51)8 

22 

222 

48 

1  562 

9 

1  402 

11 

850 

23 

1  351 

28 

1 
2 

'  680 

989 

22 

671 

26 

568 

13 

1063 

IKX) 

2(1 

711 

21 

11 

400  '     8 

502  ,  27 

850  I  11 

536  1  12 

512  :  20 

875  23 

620  21 

545  25 

IllHI  f4 


4.5.6  '  -1.4 
43. 0  1  +0. 1 
43.8  '  -1.7 


4.5.0 


42. 9 
45.4 


4L1 
43.1 
41.8 
'40.9 
41.6 
44.0 
45.  (i 
45.2 
43.2 


42.  0 
43.11 


68 
68 
65 


66 


31 
16 


22 
22 

23  I 


25 


+0.9 
+0.3 


64 
65 


+0.4 
+0.7 


-1.3 

'-6.'7' 

-1.3 

-1.0 

-0.4 


43.9  I  -1.5 
42. 3  ;  -0.  7 
40.6  i  -1.0 


64 

68 

63 

64 

63  i 

64 

68 

66 

67 

66' 

63 

i;4 


1  + 


15 

1    16 

16 


19 
20 
23 
20 
21 
24 
25 
25 
24 

'22' 
22 
22 


39 
38 
33 


29       35 


22  I        5  I    36 
27         21  '    28  ! 


21 

32 

13 

44 

22 

34 

21 

"33 

21 

33 

21 

36 

+  21  I  "44 

21  1     38 

+  21       38 

".3()V'46' 

21  34 

22  30 


3.95 
5.29 
6.08 
6.00 
5.23 
5.  .37 
6.77 
5.72 
6.97 
6. 02 
37 
.83 
.29 
.40 
.64 

8.89  ' 
7.76  i 
4.46  ! 
5.19  I 

5.90  i 
5.92 
5.42  1 
6.60  I 
6.58  I 
6.22  ' 


5  37 

5.83 

6.29 

5.40 

6.64 

+0. 36 
+  1.18 
+2.90 

'  +  i.'4i' 
+2. 20 


+2. 42 
+2.73 


+2.04 
+  1.81 
+3.39 

+3.' 2,3' 

+  1.40 
+2. 25 

+  i.'84' 
+  1.68 
+3.36 
+3. 12 
+2. 56 


0.80 
1.57 
2.01 
1.36 
0.93 
1.24 
2.01 
1.37 
2.  50 
1.70 
1.49 
1.67 
1.38 
1.70 
2.04 
2.  98 
2.  02 
1.30 
1.37 
1.30 
1.86 
1.08 
1.80 
2.40 
1.90 


0  ; 

Vi 

0 

0 

0.4  ; 

0 

0 

0  I 
0  : 

T.    I 

T.    1 

0  I 

0  ! 
T.  ! 
0.5  i 

0  i 
0 

0  ' 
T. 
T. 

0 
T. 
T. 


8    :     14 

10      12 

8     :     12 

8  I.... 

8 ;.... 

9  '  13 

10  ;.... 

8  I 

4  1  13 
10  i  13 

8  j.... 
10  1 ... . 
12  i  12 


6  ■  11 
3      16 

9  !   10 


7  i  11 


5  I  13 
4      14 


9  I  10 

0  I  21 

4  I  15 

7  '■  10 

8  1  11 
2  12 
4  17 

13  I     9 

11  13 


6  i  10 
10  I  10 


-0..5 


65  IS 

6.3      t     6 


Division  means  and  exitrenies  43.  3     —0.6 


State  means  and  extre'mes. 


4.5.1 


-0.3 


37 
.Jo 


5.  85  +2.  83  2.  00 
5.  99  ■  +2. 25  I  2.  98 
6. 31   :  +2. 89  i  3.  44 


0 
T. 

T. 

T. 


. . .    20       4       7 
6  i     6      13  :   12 


9  i   12 
9  I  12 


7     12 
6  i  13 


sw. 
ne. 


s. 
.se. 


nw. 
ne. 


W.  M.  Briiwn. 

H.  H.  Kn.<sell. 

E..1.  Ilite. 

.1.  N.  Owi'iis. 

L.  M.  Parker. 

W.  C.  Brown. 

.lames  C,  Faris. 

.1. .).  Murran. 

Prof.  F.  H.  H.Calhoun 

U.  S.  Weather  Bureau. 

J.  A.  Towu.senil. 

Harry  A.  Parshall. 

Spartan  Goodlette. 
;  M.  M.  Callioun. 
I  .1.  Marvin  Bowers. 
.1  R.  Haitwell  Wilds. 
I  .lohn  T.  Roggs. 
1  .1.  M.Seasi\  M.  D. 
.[  Williams.  Middleton. 
j  .Iosei)h  M.  .lohnson. 

Warren  (;.  I'etter.son. 
. [  .loshua  Y.  .lones. 
I  Mrs.  F.  V..I..MaxwelL 
j  E.  W.  .leter. 
. '  F.  P.  Robinson. 

'I  .1.  W.  Seigler. 
W.  P.  G(«)dnian. 


The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reviorts  are  used  in 
determining  section  or  division  means.     Reference  letters  (».  '',  '),  api)earing  in  the  table  indicate  number  of  days  missing:  for  example,  I'  represents  two  days  nds<ing.  eic. 

'  .\iso  on  other  dates.  +1  Ri'ceived  too  late  to  be  included  in  means  and  summaries.  **  Temperature  data  are  from  observed  readings  of  the  dry  bulb:  means  are  (-(1111- 
))nted  from  observed  readings,     tt  Postoflice  addresses  of  tlie.se  stations  are  as  follows:    Of  Edisto,  Embree;  of  (iaston  Shoals,  (iaffney :  of  Wintliroi>  College.  Rock  Hill. 

T.  Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


Errata-  December,   1914. 

Bi,.v<KVli.i.f;.— Maximum  temperature  on  25th  (page  94).  should  be  47.0:  mean  max- 
innim  should  be  55.1.    .Mean  temperature  (page  92),  should  be  46.4. 

Ci.i-;msox  College.— Mean  maximum  teinperatiu-e  (i)age  94),  should  be  "51.0;  max- 
imum temperature  on  26th  shoulil  he  omitted.  Mean  temperature  (page  92,)  should  be 
4:!.s. 


MISCELLANEOUS  DATA  FOR  JANUARY.  1915. 


Temperature,  de- 
grees Fahr. 


NlMBKi:  OF  D.vvs  WITH  0.01  Of.  MORE  OF  PiiEciiTr.vTlo.v  (Page  92).— Anderson    should 
Vie  15;  Blackville,  14  :  Darlington,  14 :  G'reenwood,  13;  Kingstree,  7. 


Gi.;()i!(;in<jW.N.  — Mean  maxiiiuim  temiierature  (page  94).  should  be  "55.9;    maximum  [  x  ~. 

temperature  on  26th  should  be  omitted.     Mean  teraiierature  (page  92),  should  be  48.0.       ' ■ 

IlE.vTH  SfRl.VGs. —Maximum  temperature  on  2()th  (i>age  94),  should  be  :39;   mean  I  •^^''®^'i"°;,^'-^- •• '  ?!!'l?  i  ?I-9 

,       ,,,,--,,         .                .         ,            .„>,>       ,,,                                                 I  Augusta,  Ga 30.03  46.4 

maximum  should  be  4o.o.    Mean  temperature  (page  92),  should  be  40.  2.                              I  Charleston.  S.  C.  30.10  49.7 

.        ,,                 .            ,               ,        ,           „.,,,,                                     I  Charlotte.  N.'c  .!!  .3o!  12  4K6 

l.rm.E  MorsTAIN.— :^rean  maxnnum  temperature  (page  94).  should  be49.  ii.                    I  Columbia,  S.  C  30.12  45.4 

WiNTHiiofCoLl.EOE.    Total  precipitation  (pages  02  ami  9.3),  should  be  7.  46.                     j  Wih'iiingtoni'N.'c!-  30.' 12  47^6 

Means  and  ex- 


tremes . 


30. 10     45.  6 


60 
70 
07 
62 
65 
70 
69 


3.41  I  1.42 
5.21  I  1.58 
7.44  I   1.95 


5.  67 
6.02 
3.58 
8.41 


2.  32 
1.70 
1.45 
3.84 


136. 7 
173. 0 

147.8 
148. 2 
147.6 
130.1 
178.1 


5.68  j  5.68  !     151.6 


.J. 

•^  *^ 

Wii 

d. 

c 

tr  _j 

>  o. 

Z  1 

■^  c 

w  1 

CC 

:^t>.,; 

*-  f 

K  >i 

^ 

— -^^ 

x" 

< 

25  = 

^.t 

79 

9.0 

nw. 

79 

(i.O 

ne. 

80 

10.2 

ne. 

73 

6.9 

lie. 

73 

6.9 

ne. 

78 

10.6 

ne. 

76 

8.2 

w. 

77 

8.3 

iif. 

Ia^iaiiv,    I'.n.'). 


CLI.M.\T()L()(;l('AL    DAI  A:     SOlTIl    CAU()1>1NA    SKCTION. 


Daily  Precipitation  for  January,    1915. 


1 

SliUioii>.                   \ViUer>lioil. 

Day  of  month 

1 

1       2       3,4       56       7       8    ,    9   1  10  1  U  !  12  i  13     14  :  15 

'.       1        1        i        1        1        1        1 

16  i  17 

18     19     20     21 

22     23  '  24 

25     26  '  27     28     29  '  30     31 

0 

f-'>isteni  Portiiiii. 

.61 
.92 
.43 
1.20 

:io 

T. 

.04 

.42 

.56 

.07 

.25 

1.65 
.80 
.37 

L51 
.50 

.64 

.45 
2.25 
.13 
.51 
1.01 

.07 

.25 
.40 
.53 
.40 
1.86 
.90 

2.00 

,62 



1.05 
.60 
.67 

5.69 
5.59 
5.63 
8. 06 
7.44 
4,76 

8.08 
3  15 

Jeaufort 

Jlackvillellll 

■{owinan 

^'harlf*>ton  *** 

Coast          .... 

.40 

.85 

.17 

T. 

Edlsto       

.72 

.58 
.65 
.65 
1.10 

1.32 

.85 
1.66 
.64 

.09 

1.44 

3.44 

1.59 

,58 

1.80 
.90 
1.14 
1.70 
2.  CO 
2.42 

1.03 

.01 

do 

.64 
.28 

.08 
.43 
.01 

,10 
,17 
,56 

1.02 
.67 
.20 

.90 
.08 
.71 
.07 
.40 
.22 

.28 
1.25 
.25 
.66 
03 

.12 
T. 

Coast 

.01 
1.00 

1.55 
.43 

1.04 
.90 
.68 

1.25 

,05 

.01 
.30 

1.27 

T. 

,11 
.01 

.17 

tv 

Pedee 



.56 

.10 

.18 

romvny  |||| 

)nilin?toii  nil 

Waecamaw . . . 

.87 
.40 
.05 
I  63 

Pedee 

.06 

.05 
2.00 

.05 

Dill, ,11                     

l>ittle  Pedee  . . 

Kdisto 

Lynches 

.... 

■••t'-- 

T. 

.... 

.... 

'.'92 
.31 
,80 

.40 

T. 

.40 

T. 



7  70 

IMistoilil  

Ktlinf'hani   III! 

11 



6.59 
5.86 
8.87 

6.03 
9.53 
8.39 
8.09 
6  02 

1.  lOi    43 

.87 
?  45 

Forj7U*iOti   nil          

Santee 

i 

1.13 

.40 
1.22 
1.02 

.25 
1.29 

.35 

, .. . 

— 

1.00 
.80 

1.60 

.70 
.85 

Coast 

Black 

.... 

T. 

1.11 

97 

1.85 
3.03 
1.26 
1.39 

.85 
1.98 

,80 

T. 

Ki!i"--^tr('(' llil      

37 

Pinopolis  

Cooper  

L25 

2.60 
.02 

.... 

.36 

,20 

Rimini  |||| 

Santee 

.... 

.99 

.08 

1.07 

.65 

^t.  <fPorge  nil 

Kdisto 

.... 

.... 

■St  Mattli<'«s|||| 

Santee 

Pedee 

.... 

.45 
.10 
.82 
.38 
1.07 
.26 

.80 

1.57 

.19 

HI 

.83 
1.42 

1 

.71'.  .«) 

.15 

1.20 
1.70 

.18 
1.95 
1.83 

.88 

.90 

1.07 

.10 
.90 
.25 
.67 
1.08 
.06 

.50 
.36 

.63 
.60 

5  18 

5initli>  Mills  nil 

1.25 
.27 
.90 
.68 
.73 

.75 
.65 
.80 
1.15 
9*^ 

.40 

.... 



,05 



,10 

7  59 

iocU'W  Hill  nil 

do 

.02 
.35 
.20 

1.70 
.46 
.76 

.10 

1.75 
1.73 
.48 
T. 

.65 
.69 
.39 
.25 
.61 
.20 

.12 
.59 

.55 
.07 
.07 

5  64 

■»nniiu''i'\'illt' 

Ashley 

.89 

.08 
.12 
1,32 

,      . 

.07 
.02 
.83 

.05 
.02 
.61 

,16 
.20 

".•n 

T. 

7  71 

Waltt'rboro 

Ashepoo 

.  .    . 

6  51 

yema^isf  otin 

Conibahee .. . . 

.90 
.75 

.08 

5  '>7 

WfMrni  Portion. 
\ilven  

Kdisto 

.20 
.30 

.25 
.30 

.... 

.  ..  . 

.... 

3  <!,-) 

Savannah  

Edisto 

. .  t. . . . 

.03 

1.34 
.87 

1.36 
.93 

1.24 

2.01 

■§' 

1.44 
.99 
1.21 

1.37 
.52 
1.56 
1.82 
1.80 
.60 

1..37 
1.30 
1.40 
,92 
1,80 
1.46 

1.02 

.... 

.03 

5  29 

Bati'sburgllll 

2.01 
1.09 
.67 
.73 

1.10 
1.37 

.41 
.05 
.16 
.44 

.19 



.80 
.72 
.70 
.97 

.67 

.50 
2. 50 

j 

6.08 
6.U() 
5.23 

llaii-sllll 

Broad 

Savannah  



.57 
'.'65 

.10 
■■*■■ 

.46 

, 

;allioun  Kails  llll 

i            ; 

.61 

.63 
.26 

.54 
.44 
1.08 
.01 
,24 
.16 

.31 
,38 

\Vatere(" 

I'll 

.44 

1.09 

1.10 
.80 

1.19 
.62 
.78 

1.07 

1.01 

i:St 

1.01 

1.05 

.80 

.62 
.89 
.91 

1.08 
.83 

1.10 

1.03 

5  37 

•atawballll 

■happens  nil 

'lenison  College 

Catawba  

Saluda 

Savannah  

:::; 

;;;;;;;;; 

....i  .911 

....;  .50 

*    '2.20 

.... 

•:6i 

.04 

.... 

— 

.... 

6.77 
5.72 
6.97 

'ohniibia  •'* 

Congaree 

•>« 

1  61 

.01 
1.49 
1.67 

I..38 
1   63 

1.17 
.42 
.46 

.71 

.03 

6.02 

KilsetieUt  IHI 

Savannah  

....' 

.60 

.80 

.84 
.42 
2.04 
2.98 
2.02 
1.30 

1..35 
1.17 
1.8G 
.86 
1.61 
2.40 

1.90 

.12 
T. 

.73 

..35 
1.70 

5.37 

iaston  Shoals  II II 

Broad 

Saltida 

.... 

.02 
.05 

.... 

.... 

.04 

T. 

T. 

1 

.06 
,08 

.05 
.06 

5.83 

Greenville  |||l 



09 

6.29 

ireenwood  llll 

do 

I 

. 

5.4(1 

Heath  Springs 

Wateree 

.04 

tV 

.... 

1,50 
1.68 
1.10 
1.00 

.74 
90 

.42 

.67 

.68 

30 

C.64 

Landrum 

Broad  

1 

.04 
.25 
.14 

.20 
.16 
.15 

"09 

.08 

.35 
.20 
.12 

.35 
.15 

.14 

'.'23 

T. 

T. 

.13 
.44 

13 

8.89 

Liberty 

Savannah  

.02 

.... 

.20 
.05 

.03 
.03 
.10 
.30 

..,, 

— 

T. 

7.  76 

Little  .Momitain 

Saluda 

..  1 

IS 



4  46 

Meriwether 

Savannah  

.05 
.81 
.02 
1.08 
.13 
.11 

.72 

.... 

:::: 

.... 

■'68 

.06 
.36 

'.'6i 

T. 

'..'..\..'.. 

.48 
.41 
.42 
.10 
S3 



10 

5.  19 

Monet  ta 

Vi'ivberry 

I'el/ernn 

Edisto 

Saluda 



1 

1 '     5.9(1 

85 

i 5.  92 

do 

.... 

....!.... 

.... 

.... 
.... 

.62 

.95 

69 

.... 

........      5.  f) 

Saluda 

do 

6.  60 
ti.  58 

6.  22 

Santuek  

Broad 

i 

.11 
. . . . 

.40 

.06 
T. 

.52 
T. 

.... 

.08 
.35 

T. 

Spartanburg  |||| 

do 

Edisto 

.... 

....[.... 

T. 

.80 



T, 

frenron 

. 

Winn^boro 

\Vinlliropt:ollege 

Broad 

Catawba  

i 

2.' 66 

.... 
.25 

. 

".'89 



— 

'.46 

i.'75 

tv 

............ 

■56 

1 

1 

5.  85 

Except  as  otherwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hour.s  ending  at  tlie  time  of 
ob-ervation.  ||||  Precipitation  ineasui'ed  in  tlie  UKirning;  amount  then  recorded  is  for  the  preceding  24  hours.  ***  Regular  Weather  Bureau  station:  precipitation  is  for  the 
24-hour  period,  midnight  to  midnight.    *  Precipitation  included  in  the  ne.\t  following  measurement,    t  Seiiarate  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  n.Ol  inch. 


1 


COMPARATIVE  DATA  FOR  JANUARY. 


Temperature. 


Precipitation. 


Yea  r. 


I 


Coiiliiiiie'l— 

1903 43.7 

1904 4(1.2 

1905 41.4 

1906 47.0 

1907 .53.4 

1908 44.2 

1909 49.6 

1910 45.5 

1911 49.8 

1912 40.2 

1913 .53.8 

911 46.7 

191-T 4-5.1 

P-ridd   ...  J.'i.  4 


_. 

13 

74 

8 

// 

i< 

83 

12 

89 

IS 

76 

17 

S3 

9 

80 

11 

82 

16 

79 

6 

82 

23 

81 

18 

74 

19 

,S9 

3 

.Vverage  number  of 
days— 


3. 85 
2.97 
■2.  00 
.").  So 
(1.71 
4.86 
1.54 
2.  98 
1.58 
4.92 
3.21 
2.  66 
C.  31 

:!.  42 


10 
15 
15 
12 
l.i 
13 
12 
14 
14 
13 
10 

k; 
12 


t'l 

15 

•  ) 

11 

(i 

10 

4 

15 

s 

10 

9 

in 

II 

7 

>  2  c 


CLl.MATOLOCUt'AL    DATA:    St)l"l"ll    (A  liOl.IN  A    SKCTION. 


J.\MAi;v.    IKL,'). 


Daily  Temperatures  for  January,   1915. 


•: 


stations. 


Enxirrii  I'orli'in . 


Allendale W  ..•• 

Beaufort 

HlaekvineVS*.... 

Bowmiiii 

Charleston 


Cheraw  $'5 

Conway 'JS^ 

Ilarling-ton  % 

Dillon 

l''erffuson  S^* 

Florence  sSvi 

Georgetown 

KingstreeJ'J 

St.  (leorpre  % 

St.  MattliewsSW... 

.<odety  IlillvW 

Snnimerville 

Wallerboro 

Yeinassee'S'sS 

.\iUen 

Anderson 

Batesburg** 

Camden 'S'S 

Clenison  College 


)  Maximum  . 

•  ■  (  Minimum. . 

)  Maximum  . 

■  ■  '(  Minimum. . 

\  Miixiuuun  . 

•  ■  /  Jlinimum. . 

)  Maximum  . 

■ '  (  Minimum. . 

)  Maximum  . 

•  ■  (  Minimum. . 

(  Maximum  . 

■  ■  (  .Minimum. . 

\  Mnxinunn  . 

•  ■  I  Minimum. . 

J  Maxinunn  . 

'  ■  I  Mininnnn. . 

\  Maxinunn  . 

•  ■  (  Mininuini. . 

\  Maxinnmi . 

■  •  (  Mininuuu. . 

\  Maxinunn  . 

■  ■  (  Minimum. . 

)  Maxinunn  . 

•  ■  (  Mininnnn. . 

\  Maximum  . 

■  ■  )  Minimum. . 

\  Maximum  . 

•  ■  /  Minimum. . 

)  Maxinunn  . 
'  )  Mininuuu. . 

j  Maximinu  . 

■  •  (  .Minimum. . 

\  Maxinunn  . 

•  ■  i  .Mininuuu. . 

)  Maxinunn  . 

■  I  Miuinuun. . 

)  Maxinunn  . 

•  ■  /  .Mininnnn. . 


roi/inii. 

\  .Maxinunn  . 

■  ■  ■  (  Mininuuu. . 
\  iNIaxinnnn  . 

■  •  ■  (  Mininnnn. . 
j  Maxinunn  . 

■  ■■  I  Mininnnn. , 
\  Maximum  . 

■  ■  ■  (  Mininnnn. . 
)  Maxinunn  . 

' ' '  I  .Mininnnn. . 


,.  ,       ,  .  S  Maximum  . 

•"''""'"« (Minimum.. 

.,,    .r,i  t  Maxinuim  , 

areenviUe  «SS Mliuinmm.. 

,,                 ,  ,i,t  )  Maximum . 

Greenwood '^SS jMi„i,„um.. 

,,     .1   o      •  ^  Maximum  . 

Heath  Springs j  Minimum.. 

T       ,  'i  Maximum  . 

La"drum (Minimum.. 

,  .,      ,  S  .Maximmn  . 

l^''^f''^'»  /Mininuuu.. 


Little  Mouiuain 

Meriwether 

Monetta 

Newberry 

Saluda  


Santuek 

Spartanburg  S^S^  — 

Trenton 

Winnsboro 

Winthrop  College  . 


)  Maximum  . 
(  Mininunn, , 
\  maxmunn  . 
'  iMinimum. , 
\  .Maxinunn  . 
'  Mininnnn. . 
S  Maximum  . 
/  Minimum. . 
\  Ma.xinunu  . 
)  Minimum. . 

)  Maximum  . 
*  Minimum. . 
)  Maxinuim  . 
'  Minimum. . 
\  .Maxinunn  . 
'  iMinimum. . 
j  Maximum  . 
/  Mininmm. . 
\  Maximum  . 
/  Minimum. . 


;  9  i  JO  I  n  ;  12  ;  13  I  U  :  15  ,  16 


17  18  i  19  20  21  I  22  ,  23  i  24  25  ;  26  27  .  28  i  29  ;  30  ,  31  Mean 


50 

59 

51 

55 

60 

31 

29 

32 

37 

3S 

52 

60 

51 

56 

62 

37 

35 

37 

41 

41 

51 

61 

53 

55 

61 

29 

29 

31 

34 

35 

60 

62 

61 

47 

50 

24 

28 

32 

33 

37 

49 

59 

47 

55 

56 

35 

35 

39 

42 

45 

4fi 

58 

48 

49 

59 

28 

24 

28 

30 

32 

48 

57 

51 

57 

57 

30 

25 

2H 

33 

33 

50 

59 

51 

53 

55 

31 

24 

27 

29 

27 

47 

59 

51 

51 

54 

28 

25 

31 

32 

31 

44 

59 

51 

54 

56 

48i     50 


48  51[  50 
311  321  31 
50  5S| 
27 
55 


35 


54 

38j  37 
60]  61 
35i    36 


60 
27 

51 

261  28 
60|  52 
26|  31 
621 ... . 
26|.... 
60i  56 


581  5:51  65 
a5l  30  33 


65  69 

41[  46 

50|  69 

40!  47 

53  i  68 

40i  45 
6' 


25!  25l  35'  39!  41 


51 
63 
37 
t)3: 

48! 
6O1 

,381 
66 
48! 

62 

48 
65 
53 
65 
46 
71 
49' 
66 
50| 

58i 
49' 
68 
52 
67 
50 


33 
63 
39! 
59 
31 
61 
35 
55 
42 

56 
36 
58 
37 
59 
34 
59 
3' 
60 
35] 

55| 

38! 

tw! 

39] 
601 
391 


56 

1 
52 

34 

32 

58 

59 

38 

35 

58 

51 

.35 

30 

60 

60 

33 

26 

55 

51 

43 

41 

54 

51 

34 

28 

56 

52 

38 

30 

58 

54 

.33 

25 

56 

54 

37 

27 

55 

51 

37 

35 

58!  52; 

37  36 

60  64 

45  41 


61 

35| 
66] 
33|  35 
58  54 
40  45 


59 
36 

58 
38| 
591 
34 1 
58j 
411  37 
60!  53, 


68 

65 

60 

43 

50 

37 

44 

60 

43 

36 

64 

63 

62 

61 

57 

44 

55 

57 

40 

40 

70 

65 

65 

44 

51 

35 

47 

60 

39 

34 

67 

66 

(i5 

63 

51 

32 

45 

58 

38 

33 

59 

64 

67 

59 

52 

45 

55 

58 

40 

38 

64 

62 

63 

44 

48 

36 

47 

58 

41 

33 

65 

66 

66 

59 

50 

34 

42 

59 

49 

3S 

65 

65 

65 

43 

50 

30 

40 

55 

41 

35 

65 

65 

66 

64 

50 

34 

58 

62 

38 

36 

67 

68 

65 

47 

52 

35 

36 

54 

47 

41 

49|  45 

29  39 

60 

39 

60 

36 


m   61 

28  30 


51!  30; 


57 
30 
52 
31 

54 
38 
58  54 
33!  30 


441 


55i  52 

35l  38| 

61'  61 

401  38 

62 1  58 

391  38 


56i  54:  621  59 

35!  36  51 

6S:  63i  68 

40|  38 


38 


511  63  541  67  69 
35  35'  36  36  34 


65  64  65 
34  30|  35 
66 


52  68 

38  37' 

52  70 

37  38 


48  43 
68!  55 


631  64 
48  53 


65  5' 
57  41 


52 


34t  42  36'  36, 


58  51 
28  33 

59  51 


48  58 
30  30 
48  59 


3O1  28 

48  57 

28|  27 

50!  59 

241  26 

47I  56 

27!  25 

471  56 

26:  2 


45:  50 

26i  30 

451  55 

27  28 


48  44 
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Reference  letters  («,  l),  =),  appearing  in  the  table  indicate  number  of  days  missing:  For  example,  >>  repre.sents  two  days  missing,  etc. 
SW  Instruments  are  read  in  the  morning ;  the  maximum  temi)erature  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
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Count}^  on  tlie  1st  and  2d.     The  average  number  of  days  with 
measurahlo  precipitation  was  considoraliiy  below  normal. 

Snow  flurries  occurred  at  Conway,  Horry  County,  on  tlie  2'2(\. 
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GENERAL  SUMMARY. 

February  was  warmer  than  usual,  with  no  marked  extremes 
of  temperature.  Generally  favorable  thermal  conditions  and 
increased  sunshine  materially  quickened  vegetation,  which  was 
somewhat  in  advance  of  the  season  at  tlie  close  of  the  month. 
While  precipitation  was  considerably  below  normal,  with  rather 
long  intervals  of  drj'  weather,  tlie  ground  was  in  tine  condition 
for  farming  operations,  which  progressed  satisfactorilj',  except 
in  the  extreme  northwestern  counties,  Avhere  the  ground  was 
too  wet.  An  increased  truck  acreage  is  probable  this  season. 
Fruit  is  promising.  Comparatively  little  loss  attended  the 
freshets  in  the  rivers  of  the  Section  during  the  early  part  of  tlie 
month. 


WIND. 

The  prevailing  winds  were  from  tlie  north.  Tlie  average 
hourly  velocity,  determined  from  7  anemometer  records,  was 
9.4  miles  per  hour.  In  the  Section  proper  the  averages  were  7.8 
miles  per  hour  at  Columbia  and  10.8  miles  per  hour  at  Charles- 
ton. The  highest  velocity  for  any  5-minute  period  in  tlie 
region  covered  by  reports  was  39  miles  per  hour  from  the  south 
at  Savannah,  Ga.,  on  the  1st,  and  in  the  Section  proper,  32 
miles  per  hour  from  the  southwest  at  Columbia  on  the  2d. 


PRESSURE 

The  mean  sea-level  pressure,  determined  from  reports  of  7 
regular  Weather  Bureau  stations  in  and  surrounding  tlie  Sec- 
tion, Avas  30.14  inches.  The  highest  pressure  in  the  region 
covered  by  reports  was  30. (34  inciies  at  Ciiarlotte  and  \\'i]ming- 
ton,  N.  C,  on  the  11th,  and  in  the  Section  proper,  30. G2 
inches  at  Cohnnbia  on  the  same  date;  lowest,  29.63  inches  at 
Ciiarlotte,  N.  C,  on  the  24th,  and  in  the  S(>ction  [iropcr.  29.08 
inches  at  Columbia  on  tlie  same  date. 


TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  rejiorts 
of  40  stations,  was  48. (i°,  or  1.8°  above  the  established  normal. 
The  higliest  temperature  was  80°  at  P)Owman,  Orangeburg 
County,  on  the  14tii.  Tlie  warmest  period  of  tlie  month  was 
generally  between  the  13th  and  loth.  The  low(>st  temperature 
was  20°  at  (Jreenville,  Greenville  County,  and  Liberty,  Pickens 
County,  on  the  9th.  The  coldest  period  was  l)(>t\veen  the  !Hh 
anil  lith.  

HUMIDITY. 

The  mean  relative  liumidity,  determined  from  records  of  7 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  N  a.  in.,  7S  per  cent;  S  p.  ni.,  02  per 
cent;  for  the  montii,  70  jier  cent.  The  highest  average  per- 
centages occurred  over  the  central  coast  districts,  and  the  low- 
est, over  the  north-central  counties. 

PRECIPITATION. 

Tlie  average  for  tile  Section,  .")!    stations   reporting,  was;*).].") 
inches,  or  1.31  inches  below  tiie  estahlislied  normal.      The  rain- 
fall was  well  distributed   throughout  tlie  Sectimi    (hiring  tliree 
distinct   periods.      In   (juantity,    liowever,    there   were    inai']<e(l 
deficiencies  over  tlie  southern  counties,  where  the  ineasuicinenls 
ranged  below  2  inches,  as  against  decided  excesses  over  the  ex- 
treme noi'l  Investern  counties,  where  the  amount^  ranged  from  •") 
to  over  I   inelies.      The  greati'St  locnl  nionlhly  ;iniount  was  7 .'AX   coiuiniiiii 
inches  nt    Landrnm,  Spartanburg   County;    1(  ast    amount,   1  .(ii)   \viimiiilM(')'ii 
niches    ;it    ^'ema-see.    liamploll    County.       The    n;re;itest     nniouni        Moimsainl 
'liiriii.L;  ;i-n\   21    hom's  was   2,;')(;    inches   nt    .\'e\\l)ei-|-\-.  .\ewherr\-         tivmrs... 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  7  automatic 
records,  was  189.7  hours,  or  62  per  cent  of  the  possible  amount. 
The  average  number  of  clear  days  was  15;  parth'  cloudy,  (>, 
and  cloudy,  7,  as  against  normals  of  12,  6  and  10  days,  re- 
S]iective]y. 

RIVER    CONDITIONS. 

The  montli  opened  Avitli  heav\-  rains  over  the  Piedmont  sec- 
tions of  tlie  Carolinas,  followed  l>y  moderate  freshets  in  several 
rivers  of  the  Santee  and  Pee  Dee  districts.  ?"]ood  stages 
I  occurred  on  the  following  dates:  Catawba  River,  3d;  Wateree, 
!3dand4tli;  Saluda,  2d;  upper  Pee  Dee,  4th  and  5th;  lower 
I  Pee  Dee,  1st,  2d  and  10th  to  13th;  Waccamaw,  1st  to  11th; 
!  Santee,  throughout  the  month.  Movable  ])roperty,  approxi- 
i  mating  a  value  of  S14,000,  was  saved  by  timely  warnings  of 
ltlle^\>ather  Bureau,  while  unavoidable  losses  were  estimated 
^it  .«52(). 

MISCELLANEOUS    PHENOMENA. 

P})(/s,  drii><('  {d( it (■■•<) .  —  Calhoun  Falls.  15;  Charleston,  5,  6, 
24;  Gaston  Shoals,  1,  6,  !),  13,  11,  IS;  Landrmn,  1,  5,  14; 
Liberty,  6:   Smiths  ^lills,  (i. 

//(I //  (f/ff/r.s')  .—  Camden,  24;  Georgetown,  24,  2S;  Smiths 
Mills,  1,  24;    Smiimerville,  24. 

//rf/o.s  (dates). —  Lunar:  Charleston,  22,  23,  2(>,  27;  Colum- 
bia, 21,  22,  26:  Little  :\Iountain,  21;  Santuck,  27.  Salar: 
Charleston,  27;    Santuck,  27. 

IVivnderstoriii^i  idatca) . —  ISowmaii,  15;  Charleston,  1,  2;  Che- 
raw,  2,  24;  Florence  No.  2,  1  ;  (laston  Shoals.  24;  Lib(>rty,  24; 
Little  Mountain,  1;  Pumiiii,  1,  15;  Santuck.  1;  Smiths  Mills, 
L  24;  Society  Hill,  1;   Summerville.  21. 


Errata -January,    1915. 

Mis(i:i.i,AM;iir^  Data  (  I'agn  4  ).-  .\iigii.-ta.  baroiin'tric  i>r<'ssvn-i' >li(iiilil  hr  :',ii,i-j.    Mr;iu 
liiii-iiiiirtrii-  |iri-.surr  fur  Section  shoulil  be  :!U.12. 
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Climatolog-ical  Data  for  February,   1915. 
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6 
7 
7 

1 

9 
20 
17 
17 
11 

10 
3 
4 
7 
9 

7 

9 

5 
7 
4 
8 

7 

1 

e. 
ue. 

w. 
ne. 

1 

H.  G.  Harris. 

Miss  Lillian  H.Rice. 

lilaekville 

liounian 

*  'harleston           

Barnwell 

Orangeburg 

Cliarle.-lon 

Chesteriield 

Horry 

Darlington 

Dillon 

Mrs.  D.  B.  Sanders. 

B.  0.  Evans. 

l\  .s.  Weatlier  Bureau 

Cheraw 

Conway  

Darlington 

Oillon              

J.  11.  Powe. 
Paul  Quattlobaum. 
D.  c.  .McCall. 
A.  K.  Howell. 

Kdwto  tt                      . . . . 

Bamberg 

Nathan  'Cukins 

Florence  



H.  B.  McCall. 

Ferffuson 

Orangeburg 

]''"lorence 

48.9 
48.3 

+2.3 

+2.7 

78 
74 

17 
tl4 

26 
25 

tio 

9 

46 
41 

.losep!i  P.  Simons. 
H.  K.  (Jilbert. 

19 
19 

0 

3 
1 
9 
9 

n. 
n. 
nw. 
n\v. 

PeeDeeE.xperimentStation . 
A.  P.  Hazard. 
A.O.Matthews. 
Miss  E.  P.  Ravenel. 
William  B.  Wolfe. 

( ieorgetown 

Ivingstree 

I'inopolis  *' 

Georgetown 

Williamsburg 

Berkeley 

Clarendon 

Dorchester 

Calhoun 

Georgetown 

Darlington 

Dorchester 

Colleton  

Hampton  

20 
26 
21 
5 
26 
26 
19 
23 
17 
12 
19 

52. 2 
49.3 
50.1 

+3.7 
+  1.9 
+2.0 

74 

75 
70 

15 
14 

1 

•  26 
25 
30 

10 
11 
10 

»39 
38 

St.  (Jeorge 

St.  Matthow.s 

«53.3 
49.2 

+  6.1 
+3.3 

"  76 
74 

tl4 
Il5 

°  26 
21 

10 

18 

«38 
39 

Geo.  N.  Snelling,  M.  D. 

10 

8 

10 

s. 

.1.  S.  Wannamaker. 
W.  G.  Walker. 

Society  Hill 

Sunimerville 

Walterboro     

48.4 
51.7 
52.1 
50.2 

50.0 

48.8 
46.2 
48.3 

+4.0 
+2.  9 
+  1.7 
+  1.8 

+2.7 

+2.0 
+2.7 
+2.0 

75 
74 
77 
75 

80 

71 
69 
72 

13 

tl4 

14 

15 

14 

15 
22 
14 

21 
26 
27 
23 

21 

25 
24 
24 

t    8 
10 
11 
10 

t  s 

9 
9 
9 

39 
40 
45 
38 

46 

37 
38 
33 

11 
9 
14 
15 

14 

16 

18 
17 

14 
16 

7 
7 

8 

7 
0 
3 

3 
3 

7 
6 

6 

5 
10 

8 

n. 
sw. 

e. 

n. 

ne. 
w. 
n. 

Rev.  T.  Ellison  Simpson 
Mi.^sE.  H.tiadsden. 
.1.  A.  Westerberg. 

Voniassoe 

1.  G.  Hutson. 

Weflerii  Portion. 

Aiken  

527 
764 
656 
293 
508 
222 
562 
402 
850 
351 

20 
13 
26 
11 
22 
48 
9 
11 
23 
28 
1 
2 
22 
26 
13 

'■io' 

21 
11 
8 
27 
11 
12 
20 
23 
21 
25 
14 

W.  M.  Brown. 

Vuder'^on           

Anderson  

Lexington 

Fairtield 

Abbeville 

Kershaw 

H.  H.  Russell. 

Batesbnrg 

Blairs  

I'allioun  Falls 

E..I.  I  lite. 

L.  M.  Parker. 

48.9 



74 

16 

23 

10 

41 

12 

6 

10 

ue. 

W.  v.  Brown. 

York  

Xewberry 

Oconee  

Richland  . 

id 
14 

"4 
2 

"9' 
11 

s. 
ne. 

( ;lonison  College 

Columbia  

lOdgelleldti- 

(iastou  Shoals  tt 

47.0 
49.2 

+4.5 
+0.9 

71 
72 

24 
14 

22 

27 

t    9 
9 

39 
31 

Prof.F.  H.  H.Calhoun 
1"   S  Weather  Bureau 

Edgefield 

Cherokee 

(Greenville 

680 
989 
671 
568 
1063 
900 
711 



44.1 
46.1 
47.0 
44.9 
45.8 
49.0 
48.4 
49.4 
47.0 

+3.6 
+3.8 
+5.0 

+3.' 5' 
+3.8 
+2.0 

■+3."2' 

69 
68 
69 
66 
69 
71 
72 
71 
71 

22 
tl3 
14 
22  1 
14 
14 
14 
14 
14 
1 

20 
22 
22 
21 
20 
28 
22 
25 
23 

9 
9 
9 

tio 

9 
20 
10 

9 
t    9 

42 
38 
45 
44 
42 
34 
42 
37 
37 

17 
18 
15 
15 
17 
20 

4 
0 
6 
6 
4 
2 

10 
7 
7 
7 
6 

nw. 

w. 

w. 

sw. 
w. 

Spartan  Goodlette. 
M.  M.  Ciil  oun. 

<ireeinvood 

Greenwood 

I.andium 

Ijiberty 

Little  Mountain 

Spartanburg 

Pickens 

Newberry 

Edgelield  

R.  Hartwell  Wilds,  D.  D.  S. 
.John  T.  Boggs. 
•J.  M..Sease.  M.  D. 
William  S.Middleton. 

Monetta 

.Newberry 

Saluda 

Newberry 

Anderson 

Saluda 

Union 

Spartanhin'g 

Edgefield 

400 
502 
850 
536 
512 
875 
620 
545 
690 

13 
10 

Q 
8 

6 
10 

sw. 
sw. 

.lo.seph  M.  .lohnson. 
Warren  G.  Pettersou. 
.loshua  Y.  .lones. 

Saluda 

Santnck  

Spartanburg 

Ti'enton 

47.7 
46.0 
44.8 

+1.4 
+3.4 

+2.5 

71 
69 
68 

21 
14 
23 

21 
22 
21 

10 

t    9 

9 

42 

41 
39 

20 

14 

1 

8 

7 
6 

n. 
s. 

Mrs.  F.  v.. I.  Maxwell. 
E.W.Jptor. 

1 

Winnsboro 

Winthrop  College  tt. . . 

i*ivHion  mean^  and  ex 

Fairfield  

York 

46.4 
46.4 

47.1 

48.6 

+  i.2 
+3.7 

+2.9 

+  1.8 

71 

69 

74 

SO 

14 

14 

16 

2i 

21 

20 
20 

io 
9 

9 

9 

35 

39 

45 
4G 

3.16 
3.72 

3.  6.1 

3.15 

-i.ii 

—  (1  40 

i.96 

1  f,ri 

0 
0 

0 

T. 

4 
5 

• 

6 

17 

9 

15 
15 

9 
13 

5 

6 

2 
6 

8 

7 

se. 

s. 

w. 

n. 

.1.  W.  Seigler.                         * 
W   P  Cioodman. 

tremes 

-1.23     2.36 
—  1  31  '  0  afi 

State  means  and  extre 

mes                            1 

; 1 

i 

1 

The  departures  from  the  uonnal  temperature  and  precipitation  are  computed  only  for  such  statiotis  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
determining  section  or  divi.sion  means.     Reference  letters  («.  ^,  <=),  appearing  in  the  table  indicate  nmnber  of  days  missing;  for  example,  b  represents  two  days  missing,  etc. 

t  Also  on  other  dates,  tt  Received  too  late  to  be  included  in  means  and  summaries.  *'  Temperature  data  are  from  observed  readings  of  the  dry  bulb  :  means  are  coni- 
l>uted  from  observed  readings,     tt  Postoflfice  addresses  of  these  stations  are  as  follows:    Of  Edisto,  Embree;  of  Gaston  Shoals.  Gaffney ;  of  Winthrop  College.  Uock  Hill. 

'['.  Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


i:i!IM  AUV, 


'.)!."). 


ri.lMAroLOCilCAI.    DATA:     SOlTll    CAUOl.lXA    SI^TION. 
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?talioiis. 


Daily  Precipitation  for  February,    1915. 


Day  of  month. 


Watcrslii'd. 


9   '  10  i  11  1  12  i  13     14     15     16     IT     18  .  19     20     21     22     23     24     25  I  26  !  27  '  28     29     30     31 


Enxlerii  Portim) . 
Ilpniliilo  nil 

Savannah    . . . 

1.38 

47 

1.37 

.07 

.93 
.70 
.83 
.26 
.83 
.72 

.30 
.40 
1.17 
1  54 

.05 

.11 

.15 

■'.  Gil 

.45 

.22 

. . . . 

. . . . 

.  12  . . . . 

.  . . . 

1.96 

liickville  111!               

.05 

.11 

.02 
.30 

.59 
.31 
.12 
.37 

.32 
.36 
.20 
.44 
.17 
.08 

.14 
.10 
1.55 
.24 

2.97 

do 

(;oast 

1.20 
.69 
.04 

tV 

.23 

.20 
.16 

1.12 
T. 

.08 
.33 

T. 

3.47 

hfirlostoii  *•* 

h.Tinv  nil                   

.02 
.92 

1.02 
1.70 
.65 
1.30 
1.75 
1.10 

1.98 

:^5o 

.  77 

T. 
.02 

.01 
.02 

.10 
.07 
.02 
.11 
.08 
.20 

.04 

.37 

2.53 

.13 

.55 
.30 

.10 
.20 

■2.32 

Waccamaw ... 

Peilee 

Little  Pedee  . . 
Edisto       

T. 

T. 

2.49 

.05 
T. 
.09 
T. 

.02 

2.88 

illoii 

.61 

T. 

2.88 

(li-ito  iiii 

11 

3.64 

Itin^'uiin  llil           

Lyiiclies 

Santee 

Pedee 

T. 

T. 
2.  00 
.40 
.42 
.85 

T. 

.80 
.64 

.71 
1.10 
.20 
.44 
.74 
.76 
.35 

75 

.25 
.42 

.35 

3.05 



.... 

!            ( 

2.44 

lortMU'P  1  III!        

tV 

.15 

3. 24 

do 

T. 

3.20 
3.05 
2  46 

Coast 

Black     

T. 

T. 



T. 

.25 

........ 

inw-;! rop  IIII                .... 

.15 

.20 

.24 

1 

Cooper  

.20 

.10 

.53 

2.42 

iiniiii  nil 

t   (Jcorffe  IIII                 ... 

1.45 

18 

.04 

.18 

.11 

.10 

.20 
.07 

15 

.40 
.08 

.32 
.30 

2.87 

Edisto 

.05 



. . . . 

1.71 

t.  Mattheu-slll 

miths  Mills  III   

ociety  Hill  1111 

.84 
1.20 
.15 
.37 
.44 
.83 

.65 

.38 
1  7:1 

2.17 

Pedee 

.05 

03 

''5 

.40 

.62 

' 

2.95 

do 

1.46 
.:« 
.34 
.03 

.80 
1.33 

.18 
.13 
.17 

.12 

.38 

.70 
.03 
.18 

.05 
.75 

.17 
.93 
.54 
.10 

.20 

'.27 
.64 

.28 
.12 
.02 
T. 

.05 
.60 

1 

2.94 

iiniiii'TviUe    

-Vshley 

Ashcpoo  

Coinbahee  — 

Kdislo 

Savannah 

Edisto 

.08 
.03 

.08 



.02 

.26 
.09 

.20 

.50 
.65 
.59 
.65 
1.22 
.24 

.92 

.69 

9  35 

.... 

.... 



.is ... . 

.  10  . . . . 

....'.... 

2.37 

'uUt^rboro  

.... 

....!.... 

1 -SI 

.23 

.22 

1 .  6« 

\\'e.<tent  Portion. 
(Icon                    

•J.  37 

.02 
.22 
.06 



.04 

.... 



20 

4.  3,=> 
2.81 
3.  l,-. 
2.98 

:!.  i;.-. 

ntPsbiirir  IIII 

lair<  nil 

Hvoad  

1.78 
1  ■^■> 

alhoiui  Kail's  llil 

Savannah    . . . 

.18 

.14 
.04 

.12 

Wateree 

Catawba  

.08 
.06 

1.01 

1.80 
2.00 
2.00 
T. 
2.00 
1.38 

1.44 
1.60 

.04 

.... 

.... 

.73 

.76 
.46 

.12 

.... 

.... 

.... 

.... 

atawballll 

happi-llsllll      

.07 

........ 

.13 

3.  as 

IfiiiMHi  College 

Savannah  

Congaree 

Savannah  .... 

1.08 



* 

.50 
.05 

1.50 
.49 

T. 

T. 

• 

.33 
.10 
T. 

T. 

6.  '.in 

■ 

.24 
.40 
.80 

.78 
.34 
.39 
T. 



.04 
.30 
1.19 

2.00 
.90 
.36 
2.24 
1.35 
.40 

.18 
.39 

.78 
1  34 

.02.... 

2.25 

clKolield  IIII 

reeiiville  |||| 

rppiiwood  IIII 

.10 
.26 

.47 
.19 

2.90 

.06 

.01 

16 

....!.... 

3.85 

Saloda        .... 

.86 
.06 

..    .1 

5.  56 

do    



1 

3. 09 
2.04 
7.38 
h.  .54 

Wateree 

Broad  

Savannah  

Saluda 

Savannali 

Kdisto 

Saluda 

1.24 
1.16 
1.60 
.90 

1.43 
.94 

1.88 
.04 
1.70 
1.82 

.03 

.05 

1 

.48 
.10 
.49 

.33 

.78 
.48 
1.46 

■t 

1  '>■-> 

.56 
.46 
.05 

.10 
.11 
.08 
.30 
.08 
.08 

T. 

.05 

1.66 

1.30 

18 

' 

1.23 

■1 

.29 
.03 
.11 
T. 

t 

ibt'ily 



:•••■ 

.04 

.28 
.12 

2. 32 

.40 
0" 

;             

:::;!::::rT.' 
::::i::::i-;39 

T. 

2. 85 
2.54 
3.93 
4.22 
3.24 

.27    ... 

, . . .' , . . 

'f  wbi'rry 

.40 

20 

•clzcrllll 

do 

.01 

_ 

.52|'  .52!....' 

.31,  .30 

do 



amuck 

partanburg  |||| 

Broad 

do 

.03 

.35 

T. 

.29!  .12 

I 
.15'  .70 

........ 

....:  .07 

.88 

1.33 

3. 1.:; 

3  .si 

nMitoii 

Edisto 

1 

;                1 

Vimisboro 

Broad 

Catawba  

1.90 
1.50 

....i  .50L. ......  ........ 

.101  .66 

.3.16 

Viiithrop  College 

.60 

44 

.25i  .03 



E.xcept  as  otherwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
ob^iervation,  ||||  Precipitation  measured  in  llie  morning;  aniotnit  tlien  recorded  is  for  the  preceding  24  hours.  ***  Regular  Weather  Bureau  station:  precipitation  is  for  the 
24-hoiir  period,  midnight  to  midnight.    *  Precipitation  included  in  the  next  following  measurement.    J  Separate  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  0.01  inch. 


m 
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COMPARATIVE  DATA  FOR  FEBBTTARY.  , 


Temperature. 


IHST    ... 

ls8S 

. . .        52. 6 

49.  9 

so 
76 
7-0 

s;i 

S2 
76 

7S 
81 
■S3 

ly< 
so 

78 
7S 

24 

15 

1S89 

H90 

1S91 

....       41.9 
56.  1 
54.  7 

10 
21 
13 

1892 

49.2 

IS 

1893 

1S94 

. . .        51.  0 
48.  ^ 

25 
16 

\m 

37.4 

—     6 

1896 

48  2 

!N97 

.in  (1 

15 

l!<9^.... 

1S99 

1HIJ<) 

I'Jtll 

itma 

44.  0 

13.  0 

14.  0 
43. 2 

1       40  6 

10 
-    11 

1 

1 1 

3.41  12     

4.83  III     ne. 

•5.6(1  S    ■ \v. 

2.38  : 

4.23  ' 

3.64  

5.05  12    

4.35  111  s 

3. 07  7  13 

6. 13  8  13 

7.  SO  11  10 

(I.  H6  :>,  l.i 

6.98  12  il 

.5. 77  1(1  (I 

3.  OS  6  1 1 

5.89  8  12 


sw.       U 

sw.    '    ' 

9 

11 

sw. 

(■> 

>l 

n\v. 

;; 

K 

sw.       I 

7 

11 

sw.       ! 

i; 

7 

w. 

7 

12 

W.             1 

7 

12 

w. 

7 

7 

ini . 

6 

1(1 

uw. 

■^ear. 


Ciniti  lilted 

1903 

1904 

1905 

1906 

1907 

1908 

1909 

1910 

mil 

1912 

1913 

1914 

1915 

IViii,,!.. 


49.  U 
45. 2 
38.9 
46.0 
4.5.1 

43.  t; 

.52. 2 
44.7 
52. 1 
42.  3 

45.  9 
44.6 
Js.  6 

46.  s 


,sl 
80 
72 
76 
84 
81 
84 
79 
85 
80 
SO 


Precipitation. 


".        <:^r 


u 

15 
0 
12 
16 
12 
12 
15 
20 

s 
22 
14 
20 


.Vverage  number  of 
days  - 


^"2 


7.  o:i 

111 

3.59 

9 

5.21 

9 

2.  58 

6 

3.63 

8 

.5.28 

1(1 

4.49 

■S 

4.71 

il 

1.60 

,i 

5.99 

s 

4.  .50 

S 

4.41 

|| 

:i.  l.i 

r. 

1.  16 

9 

11 
11 

14 

10 
i) 
6 

10 

12 
10 


•  .Ms 
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ClJ.MA'l'OLOdlC'AI-    DA'IA:    SOITII    CAUOIJNA    S]':(TK)N. 


'KlUMAIiV.      I'.ll.'). 


Daily  Temperatures  for  February,    1915. 


i   ] 


stations 


Kastnn  Pm 

Alli'iidiilovW 

Hoaufort  

Blackville'J'sS 

Bowman 

clinrlostoii 


ClicrawvS^'i 

Conway  sW 

DiulingtciMvW 

Iiilliin 

FiTKUSon  % 

Florence  % 

Georgetown 

KingstreesSs^ 

St.  (-leorge  *« 

St.  ^ratlhe\v^^^S^ 

.Society  IlillvSvS 

Snnimerville 

\Valterl)oro 

YeniassposW 

W'fslern  I'n 

.Mlcen  

.^nilerson 

Hatesburg^W 

CanidonvW 

Cl.-iiKoii  Coll.'sre  .... 

('olunil)ia 

lireenvill(>S^\'* 

Greenwooil  S^S^ 

lleatli  Springs 

Landrinn 

I.ilj.-rty 

Little  Mouiitiiin 

Meriwether 

Monelta 

Xi'wberry 

Saliiila  


SantucU 

Spartanhtu'Ktt*.... 

TriMiton 

\Vinn>boro 

iVinthrop  College  . 


1      2      3      4      5 


8   j   9   I  10 

I        I 


lOII. 

Maxinunn 
Minimum. 
.Maxinunn 
.Mininunn. 
.Maximum 
Mininuim. 
Jlaximum 
Minimum. 
Maximum 
Minimum. 

Maxinunn 
.Mininunn. 
.Maxinunn 
Minimiuii. 
.Maxinnim 
Mininunn. 
.Maxinunn 
Mininuim. 
.Maxinunn 
Mininunn. 

Maximum 
Mininunn. 
Maxinuim 
Minimum. 
.Maxinunn 
Minimum, 
Maxinunn 
Mininunn. 
Maxinunn 
Minimmn. 

Maxinunn 
.Miniimun. 
.Maxinunn 
Mininunn. 
.Maximinn 
.Mininuim. 
Maxinunn 
Minimum. 


75|  56: 
52  52' 
65|  63l 
52;  53| 
6' 


i'ln. 
.Maximum  . . . 

69 

.Mininuim. . . . 

5"; 

Maxinunn  . , . 

6:i; 

Mininunn 

25 

Maxinunn  . . . 

(is 

Mininunn 

4()i 

Maximum  . . . 

HSi 

Minimum 

3u: 

Maximum  ... 

591 

Mininunn 

43! 

Maximinn  . . . 

"1| 

Mininuim 

55 

.Maximum  . . . 

59 

Miiiiiiuim 

34: 

Maxinunn  . . . 

ti6 

Mininuim 

36' 

Maximum  . . . 

6/ 

Minimum 

46 

.Maxiuuira  . . . 

5K| 

.Minimum 

36' 

Maxinuim  . . . 

59 

Miniimim 

4X 

Maximum  . . . 

67, 

.Minimum 

49 

;ilaxinuim  . . . 

71 

Minimum 

OS 

Maximum  . . . 

6S 

.Mininuim. . . . 

67 
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36 
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48:  56| 
70  58i 
49  55 


55  53 

41  32* 
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44;  36; 

36!  59' 

40;  30 
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67 

66 

55 

35 

48 

37 

65 

67 

55 

48 

48 

40 

61 

64 

56 

41 

35 

34 

62 

68 

66 

45 

48 

35 

66 

66 

54 

52 

52 

41 

61 

64 

53 

36 

40 

34 

65 

69 

54 

41 

45 

39 
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62 
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48|  53 
29j  25 
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51!  55 
27!  25 


47  47 
30i  24 

48  47 
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37!  441 


70,  60 

49  55 

70,  69: 

58:  52 1 
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62 
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70 
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54 
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35 
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38 
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36! 
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54 
37 
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35 
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37 
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63  68 
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29!  42 
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26 
47  51- 
27  261 
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24]  26 
47,  52 
30  26 


55  48 


49 

28 
52 
26 
52 
29  26 
51!  65 
...1....!  25 
53  49  49 
31   24  23 


1 

12 

13 

14 

63 

69 

71 

57 

29 

33 

40 

401 

62 

69 

70 

65: 

37 

39 

44 
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65 

73 

71 

26 

33 

39 

43 

64 

70 

72 

75 

24 

32 

35 

50 

57 

71 

66 

63 

40 

46 

47 

54 

58 

65 

72 

74 

28 

37 

43 

48 

60 

67 

70 

72 

28 

33 

36     45! 

59 

67 

71!     75I 

21 

30 

*!     40' 

61 

68 

71       73; 

25 

31 

35     44l 

63 

69 

72 

71 

26 

26 

26 

37 

62 

69 

72 

74 

26 

28 

34 

38 

57 

65 

73 

73 

>2>i 

35 

37 

48 

58 

59 

73 

75 

25 

28 

;« 

47 

67 

71 

74 
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26 

27 

38 

42 

62 

70 

71      73 

23 

39 

37 

15  i  16  j  17  j  18  :  19  ,  20  ;  21  2i  1  23  ;  24  ;  25  26  ,  27  ,  28  ,  29  ,  30  i  31  Mean. 


65; 
41 
49 
38: 

60! 

10! 

63' 
3:2 

56, 
40 

62! 
43I 
42 1 
28] 
57 
30i 
581 

36: 

48] 
34 
48! 
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48!  49 

21:  25 

54!  50 

31'  27 

55:  52 

33!  28 

53!  51 
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57]  60! 
31  42 
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331 
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26! 

57! 
34! 
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34 
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32 
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71   73' 
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34 
69 
34 
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31!  39  45' 
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59 


29  35 
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63!  65 
44 


24 
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66] 
25  25 


691  71 
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64;  59 
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72]  61 

47]  50 
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53 
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40,  50: 

71,  68! 
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46  54 
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53 

56 

33 

32 

51 

55 

35 

35 

57 

60 

31 

30 

52 

56 
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28 

49 
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29 

46 

52 

53 

40 
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26 

43 

52 

50 

39 

33 

30 

72 

53 

53 
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31 
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41 

33 

27 
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Ueterence  letters  (".  ''.  '').  appearing  in  the  table  in-lieate  number  of  'lays  missing:  For  examnle,  ''  represents  two  days  missing,  ete. 
'ii^  Instrinnentsare  nad  in  the  morning;  the  maxinunn  temperature  then  read  is  charged  to  the  preceding  day,  on  which  it  ahiio.st  always  occurs. 
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GENERAL  SUMMARY. 

The  records  of  the  past  29  years  show  no  previous  INIarcli  with 
weather  so  persistently  cold.  As  a  result  of  sustained  low  tem- 
peratures both  day  and  night,  the  nionthl}'  mean  was  8.7° 
below  the  March  record  and  2.3°  below  the  mean  of  the  preced- 
ing month.  There  were  six  ixM-iods  during  the  month  when  the 
daily  means  averaged  5°  to  17°  I)elow  the  daily  normals,  and  but 
one  short  period  of  warm  weather.  Precipitation  was  consider- 
ably below  normal.  The  cold  weather  of  the  30th  and  31st  was 
attended  by  the  latest  spring  snows  of  record,  the  southern  limit 
of  snow  running  along  a  line  from  Conway  via  Oaks,  Ferguson 
and  Bowman  to  Blackville.  Jn  consequence  of  the  ccMitinued 
cold,  the  quickening  of  all  vegetation  was  materially  retarded, 
but  comparatively  little  damag<'  from  frosts  and  freezes  have 
l)een  report('(l. 

PRESSURE 

The  mean  sea-level  pressure,  determined  from  reports  of  7 
regular  Weather  Bureau  stations  in  and  surrounding  the  Section, 
was  30. 00  inches.  The  higliest  pressure  in  the  region  covered 
by  reports  was  30.32  inches  at  Charlotte  and  Wilmington,  X.  C, 
on  the  4th,  and  in  the  Section  proper,  30.2!)  inches  at  Colum- 
bia on  the  13th;  lowest,  29.44  inches  at  Wilmington,  N.  C,  on 
the  16th,  and  in  the  Section  proper,  29.50  inches  at  Charleston 
and  Columbia  on  the  same  date. 


was  2.64  inches  at  Landrum,  Spartanburg  County,  on  the  5th. 
The  number  of  rainy  days  was  somewhat  beloAV  normal. 


WIND. 

The  prevailing  winds  were  from  the  northwest.  The  average 
hourly  velocity-,  determined  from  7  anemometer  records,  was 
9.0  miles  per  hovn*.  In  the  Section  proper  the  averages  were 
7.6  miles  per  hour  at  Colund)ia  and  11.1  miles  per  horn-  at 
Charleston.  The  highest  velocity'  for  any  5-minute  period  in 
the  region  covered  by  reports  was  44  miles  per  hour  from  the 
northwest  at  Savannah,  Ga.,  on  the  16th,  and  in  the  Section 
proper,  35 miles  per  hour  from  the  northeast  at  Charleston  on 
the  4th.  

SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  fi-om  7  autonia- 
tic  records,  was  231.6  hours,  or  62  per  cent  of  the  possible 
amount.  The  average  number  of  clear  days  was  15;  partly 
cloudy,  8,  and  cloudy,  8,  as  against  normals  of  11,  ,S  aiid  9 
days,  respectively. 


RIVER   CONDITIONS. 

Moderately  heavy  rains  in  the  Catawba  Watershed  on  the 
5th  and  6th  were  followed  by  a  freshet  in  the  Wateree  Uiver 
on  the  6th  and  7th.  Tiie  Santee  River,  after  having  been  in 
ilood  practically  the  entire  time  since  early  December,  1914, 
fell  below  Hood  stage  at  Rimini  on  the  18th  and  at  Ferguson 
on  the  22d.  Unavoidal)le  losses  due  to  high  water  were  esti- 
mated at  al)Out  !$400,  while  movable  property  saved  ))y  warn- 
ings of  the  Weather  Bureau  was  reported  as  having  a  value  of 
$15,780.  The  remaining  rivers  of  the  Section  showed  no 
marked  rises,  excej)t  during  the  first  few  days  of  the  month. 


TEMPERATURE. 


The  monthly  mean  for  the  Section,  determined  from  reports  of 
40 stations,  was  46.3° or  8.3°  below  the  established  normal.  The 
highest  temperature  was  81°  at  \\'alterl)oro,  Colleton  County, 
on  tlie  26th.  The  warmest  period  was  confined  to  one  day,  the 
2()th,  the  only  date  with  real  sunnner  weather.  The  lowest 
temperature  was  22°  at  Liberty,  Pickens  County,  on  the  23rd. 
The  coldest  period  of  the  month  was  generally  between  the  20th 
and  21th.  when  the  daily  means  average  15°  below  normal. 

HUMIDITY. 

The  mean  relative  liumidity,  detc^'mined  Ironi  i-ecords  of  7 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion was  as  follows:  8  a.  m.,  73  per  cent;  S  p.  m.,  58  per  cent; 
for  the  month,  66  per  cent.  The  highest  average  percentages 
occurred  in  the  upper  Savannah  Watershed,  and  the  lowest, 
over  the  north-central  counties. 


MISCELLANEOUS    PHENOMENA. 

Fog.'i,  deiifie  {(hitr.-i) . — Charleston,  15.  29;  Cheraw,  2S;  Liber- 
ty, l',  28. 

Hail  (datc-'i) . — Clemson  College,  3;  Landrum,  16;   Lil>erty,  5. 

JLdos  (dates). — Lunar:  Charleston,  2,  26;  Florence  No.  2, 
28;  Liberty,  4.  Sohir:  Charleston,  2,  3,  18;  Cohnnbia,  3; 
Santuck,  15. 

lliuuderstorttis  (dates).  —  Landrum,  7;    Lil)erty,  5,  26. 

Sleef.s  (datr.'<) . — Sleet  was  reported  from  numerous  stations  dur- 
ing the  rain,  sleet  and  snow  storms  of  the  5,  7,  20,  22.  30  and  31 . 


PRECIPITATION. 


Errata    February,   1915. 

I!(i\v>r.vx.— Higliest  toiniicratiirc  ilatc  ( \>ngv  I'-M,  should  ho  1 
C'.\.MI>KN.— Highest  temiiPi'ature  date  (  pago  12),  should  lie  1.' 
Conway.— Mean  touiperatui-e  (page  12).  should  he  "WX<:   ii 

should  he  "OO.l ;  mean  iniiiiuuu]i  (  page  \4  I.  should  be  »:i;i.l. 
Ferguson  -Highest  teuiiierature  date  ( iiage  I'J  I,  should  he  1 
Florence  No.  1.— .Mean  temperature  (|)age  12).  should  he  4s.t'., 
Spartanburg.— Highest  temperature  date  (page  12),   should  1 

preeiiiitatioii  (page  12),  should  be  l.:«. 
Yeniassee.-- Highest  teuiperature  date  (page  12),  shouhl  )«•  U. 


111!  uirtximum  I  iiage  1 1 ). 


22.     (;reate^t    21-hour 


MISCELLANEOUS  DATA  FOR  MARCH,  1915. 


The  average  for  the  Section,  53  stations  reporting,  was  2.66 
inches,  or  1.26  inches  below  the  established  normal.  The 
bulk  of  the  rainfall  was  recorded  between  the  5tli  and  7tli;  dur- 
ing the  periods,  16th  and  17th,  20lh  and  21st  and  27th  to 
31st,  the  amounts  were  light  in  quantity  and  ratli(>r  scattered 
as  to  distribution.  The  greatest  deficiencies  occurred  over  the 
middle  coastal  plain,  where  the  amounts  ranged  below  2  inches; 
over  the  northern  Piedmont  the  nu-asurements  ranged  from  3 
to  over  4  inches.  The  gr(>atest  local  monthly  amount  was  1.10 
inclies  at  Winiisbiirn.  i'"airHeM  Cidint.v;  I'^a^t  ;imi)unt,  1.15 
inches  al  r.lackville,  l>ani\vell  County,  and  I'innpiilis.  i!erl<e]ey 
Count  v.      The    !j,reate<t    aiiitiiint     liiea]l\-   during  anv   l' 1    Iiduts 


o        I  Temperature,  de- 
''■        I        gree.s  Fahr. 


Asheville,  N.C.... 

Augu.sta.iia 

Charleston,  S.  C... 
Charlotte,  N.  C  ... 

Columbia,  S.  C 

SavaiDiah,  (hi 

Wilmiugton,  N.  ('. 

Menus  and  e.\-  ( 
tri'mes \ 


30.02 
30.01 
29.  98 
29.  99 
.■JO.  00 
3(1.  UO 
29.  97 


,36.  S 
47.3 
•19.fi 
43.1 
4(1.  6 
r>l.S 
4r,.  i 


^ 

be 

IS 

H- 

I-) 

fi3 

20 

7fi 

29 

74 

34 

6« 

27 

7fi 

30 

77 

3.T 

7."i 

31 

Wind. 


70 

7.  1 

69 

11.  1 

(W 

7.  1 

.")S 

7. 11 

CiS 
I'i9 

l:l.  s 

CC, 

9.0 

u\\. 
n  w . 
iiu  . 

s»  . 
iiw  . 

IIW  . 


Ikilii 
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CLIMATOLOGJCAL  DATA:    SOITH  CAKOLLNA  SHXTION 


-Maimii.  liM. 


Climatologrical  Data  for  March,   1915. 

^ 

Teiiiperatiire.  in  degrees  Fahr.               Precipitation,  in  inchos. 

'Number  of  days. 

z 

t 

f~                                             '  =                      1^       ^        =   . 

pC               C, 

1 

Siniii)n>. 

I'ciiinlies. 

^ 

5 

5j 

s 

i 

i 

_  5 

0 

k  " 

.— 

■ii 

><= 

;: 

^• 

~ 

£  - 

Observers. 

Ennteni  Portion. 

Alleuilale 

Bt'auloi'l   .         

Barnwell 

Beaufort  

186     26 
'21  '  28 

44.7 
«50.4 
48.4 
47.6 
49.6 
44.4 
»45.  6 
45.2 
"45.7 

-12.9 
-8.7 
-9.6 
-10.5 
-7.6 
-9.5 
-11.3 
-11.1 
-10.6 

78 
70 
79 
80 
74 
76 
77 
78 
"  73 

26 
f29 
26 
26 
26 
26 
26 
•26 
26 

29 

•  35 

25 

24 

34 

28 

••24 

24 

■  25 

23 

t    8 

23 

23 

23 

t    9 

31 

t    2 

18 

35 
30 
38 
50 
25 
36 
44 
38 
"42 

1.46 
■2.79 
1.45 
1.70 
2.83 
.3.29 
2.97 
3.^22 
3.06 
1.67 
2.  72 
2. 32 
3. 32 
2.85 
2.18 
2.54 

-2.33 

-0.86 
-2.  17 
-2.09 
-0.89 
-0. 43 
-0.75 
-0.19 
-0.41 
-2.39 
-1.35 
-1.12 
+0.27 
-0.20 
-1.30 
-0.91 

0.63 
1  2.39 
0.72 
0.85 
2.42 
1.53 
0.85 
0.80 
1.55 
0.92 
1.24 
0.70 
0.98 
1.50 
1.38 
0.85 

0 
0 

T. 
T. 
0 
4.0 
T. 
1.5 

T. 

T. 

T. 

1.4 
0 
0 

0 
3 
8 
5 
6 
7 

8 
6 
7 
6 
7 
7 
8 
3 
7 

9 
20 

14 
18 
13 

'ie' 

6 

6 
8 
11 

"3' 

16     e. 
4      iiw. 

H.  (i.  Harris. 

Miss  Lillian  H.Rice. 

Bliiekvillo 

Bowman 

Charleston 

Clit-raw 

Conway 

Darlington     

Barnwell 

Orangeburg 

Charleston 

Che.stertield 

Horry 

Darlington 

Dillon 

296 
160 

48 
144 

25 
175 
100 
143 
106 

63 
136 
136 

12 

54 

26 
12 
44 
25 
29 
19 
U 
27 
22 
29 
26 

11 

5 

7 

W. 

nw. 

Mr.s.D.B.. Sanders. 

B.  0.  Evans. 

I'.  S.  Weather  Bureau. 

.).  H.  I'owe. 

I'anl  Qiiattlebanin. 

I).  C.  McCall. 

Dillon       

A.  K.  Rowell. 

Edisto  tX 

Krtinghani 

Florence  

I   "" 

H.  B.  McCall. 

Ferguson 

Florence  1 

Orangeburg 

Florence 

Florence  

Georgetown 

Williamsburg 

(Jeorgi'town 

47.3 
45.2 

-9.6 
-10.8 

78 
72 

26 
26 

26 
27 

2 
18 

44 
37 

II.  K.  (iilbert. 

18 
16 

17 

9 

13 

1 

4 
2 
13 

nw. 

n. 

nw. 

Georgetown 

King.<tree 

Oaks 

20 
•26 

47.6 

44.8 

-16.3 
-12.6 

80 
68 

26 
tl5 

29 

24 

•1  24 

.32 

18 
18 
18 
9 

44 
33 

A.  I*.  Hazard. 
A.O.Matthews. 
0.  M.  Mitchell. 

Pinopolis  *• 

Berkeley 

Clarendon 

l^orchester 

Calhoun 

(ieorgetown 

Darlington 

Dorchester 

54 
97 
109 
2i;9 
62 
192 
75 
69 
24 

21 
5 
26 
26 
19 
23 
17 
12 
19 

47.1 

-9.6 

68 

29 

i.45 
•2.16 
1.49 
1.71 
2.18 
3.30 
1.95 
1.91 
•2.30 

2.  35 

1.85 
■2.71 
•2.41 
3  60 

-2.26 

'-6.96' 
-1.85 
-1.64 
-0.03 
-1.48 
-1.99 
-1.^27 

-1.19 

-2.  16 

-1.87 

(1.75 
0.60 
0.51 
0.60 
0.90 
1.00 
1.10 
1.  15 
0.78 

2.42 

0.75 
1.20 

0 

T. 
0 

0.5 
0 

4.0 
0 
0 
0 

0.4 

2.0 

0.2 

0.8 

1.0 

1.0 

■2.5 

3.0 

0.8 

1.2 

0.7 

0.8 

2.0 

2.  0 

1.0 

T. 

1.4 

7.0 

2.0 

1.0 

0.8 

•2.0 

0.5 

1.0 

L8 

2.0 

"i.'5' 

2,  (1 
1.7 
l.U 

3 

6 
10 
6 

10 
0 
6 
0 

0 

0 
Ul 

10 

0 

10 

'I 
10 

y 

19 
4 

5 

'is' 

!•>' 

nw. 

Miss  E.  }'.  Rivvenel. 
William  B.Wolfe. 

48.4 
47.9 

-  9.5 

-  8.2 

80 
80 

26 
26 

20 
•  25 

t  23 
23 

44 

40 

Geo.  X.Snelling.  M.  D. 

.St.  Matthews 

Smiths  Mills 

.1.  S.  Wannamaker. 
W.  G.  Walker. 

Society  Hill 

Sunnnerville 

46.0 
49.0 
49.8 
48.0 

47.2 

47.7 
45.2 
47.9 

-  9.2 
-9.7 
-11.0 
-10.2 

-10.2 

-8.5 
-1.0 
-7.2 

79 
79 
81 
79 

81 

72 
78 
76 

25 

26 
20 
26 

26 

26 
26 

27 

24 

27 
27 
25 

24 

•24 
24 
24 

1 

9 

23 

23 

t    2 

23 
•23 
•22 

47 
4.') 
52 
47 

52 

43 
42 
44 

10 

Is 
19 

15 

11 
17 
22 

IS 

•22 

9 

4 

9 

11) 
(1 
0 

3 
2 
4 

nw . 

sw. 

Rev.  T.  Ellison  Simpson. 
MissE.  H.tJadsdeii. 
.1.  A.  Westerberg. 

Yemassee 

Division  means  and  e\ 

Hampton   

tremes 

8  nw. 
7     nw. 

4     w. 
14     w. 

9  s. 

.I.(i.  llutson. 

Westt'nt  Portion. 
Aiken  

Aiken 

Anderson  

Lexington 

Fairfield 

Abbeville 

527 
764 
656 
293 
508 
•222 
562 
402 
850 
351 

20 
13 
26 
11 
22 
48 
9 
11 
23 
28 
1 
2 
22 
26 
13 

•20 
21 
11 
8 
27 
11 
12 
20 
23 
21 
25 
14 

W.  M.  Brown. 
H.  H.Uussell. 

Bate.shnrg 

Blairs 

-2. 15     0.  89 
—0  08     0  S7 

E..I.  Hite. 
.1 .  \.  Owoiis. 

Calhoun  I'^alls 

2.  16 
2.67 
4.01 
2.83 
3.28 
2.  33 
2.  -25 
3  81 

-2.60 
-1.18 
-0.40 
-0.82 
-1.56 
-1.37 

'-•2.' 57' 
-1.66 
-0.15 



-■2.  '29 
-1.11 
-1.66 

1.01 

0.94 

2.  36 

1.03 

1.88 

1.20 

1.15 

1.33 

0.65 

0.  80 

'2.00 

'2.64 

1.32 

1.15 

1.62 

0.96 

1.45 

1.28 

1.04  . 

1.71 

1.66 

i.'.^o' 

2.  '25 
0  tu 

L.  M.  Parker. 

45.2 

78 

20 

25 

23 

43 

19 

3 

9     ne. 

\V.  ('.  Brown. 

York  . 

Jillll*"*'^  ( '     Kill'i'^ 

Clmppells 

Clenison  (College 

Columbia 

New  berry 

.1.  .1.  MlUTiUl. 

40.8 
46.6 

-  6.1 
-7.4 

72 
76 

26 
21! 

25 
30 

18 
2 

43 
29 

20 
15 

4 

3 

7     s\v. 

13     nw. 

Prof.  K.  n.  H.  ('iiPionn. 

Kichlainl 

I".  S.  W'ciit her  rtiiroau 

Kdgetield+t     . 

Kdgefifld 

(iaston  Shoals  tt 

(ireenville 

(_ireen\\ ood   .    ... 

Cherokee 

(Jreenville 

Greenwood 

Lancaster 

Spartanburg 

680 
989 
671 
568 
1063 
900 
711 

400 
502 
850 
536 
512 
875 
620 
545 
690 

0 
12 
10 
12 

0 
14 
l.i 
13 

'4 
9 

'9 
19 

8 

8 

9     11  \\. 
U      w. 
8     w. 

Marry  A.  Par>lian. 
Spnriuii  (iiKiillctte. 
M .  M .  ('iil!H)iiM. 

43.8 

44.2 

43.5 

44.6 

44.4 

46.5 

47.2 

46.8  , 

45.6 

45.8' 
44.5 
43.6 

"4:14' 
44.2 

45.4 

46.  3 

-  9.6 

-  9.2 
-10.6 

-■8.'4i 

-  9.6  , 
-9.0 

-'ao' 

-ii.'V 

-9.1 

-  8.0 

-i6.'2' 

-  y.  7 

-  0.2 

-8.3 

76 
75 
74 
74 
73 
77 



76 

76 

72  i 

"'75' 
73 

'*> 
81 

26 
2(> 
•26 
26 
26 
26 
26 
26 
26 

' '  •26' 
26 
26 

' '  is 

20 
26 
20 

22 
27 
27 
25 
22 
27 
25 
26 
24 

"'•23' 
25 
24 

■24 

20 

•22 
•22 

23 

23 

9 

t  18 

23 

9 

t  18 

tl8 

18 

u 

''•23' 

•2:1 

23 
23 

43 
40 
36 
41 
42 
41 
46 
42 
46 

'47' 
42 
35 

"42' 

40 

47 

52  1 

2.93 
2.41 
3.52 
3.^26 
3.12 
2.76 
•2.80 
2. 05 
3.32 
3.00 
■2.75 
3.85 
3.09 

"4.'i6' 

3.31 
2.  97 
2.66 

9  ,   15 
10     ■-'0 

Heath  Spring  

6 
9 
11 

7 
6 

8 
8 
8 
9 
9  ' 

9 : 

5 

s 

U 
16 
11 
17 

7 
12 

7 

'■ii' 

14 

io' 
t; 

15 
15 

' .  MiU'vin  How  f rs. 

Iv   Ilaitwt'll  \Vil(N   1)  1)   ^ 

8 
S 

10 
4 

11 

"e' 

8 

"o' 

0 

8 
8 

sw. 

\v. 

sw. 
sw. 

w. 

w.    ; 

nw 
n\\ . 

w. 

nw. 

Littli'  Mountain 

Meriwether    

Monetta 

Newberry 

Ivlgetield    

Saliala 

i.  M.St'aso.  M.  I). 
WilliiunS.  MiiUiWoii. 
.Joseph  M   .lohiwon 

Newberry 

Pelzer 

Saluda 

Santuck 

Newberry 

Anderson 

Saluda 

I'nioii 

-1.35 
-0.90 
-1.47 
-0.  61 
-1.71 

+0.04 
-0.  75 

—  U32 

Warren  G.  IVHerson. 
.loshua  Y.  .lones. 
Mrs.  F.  v.. I.. Maxwell, 
E   W   .leter 

Spartanburg 

Edgefield 

Fairfield  

York  

tremes  

F.  P.  Uobinson. 

Trenton 

Winnsboro 

Winthrop  College  tt. . . 

Division  means  and  e\ 

.1.  W.  Seigler. 
W.  1'.  Goodman. 

j 
Stale  means  and  extre 

nes 1 

1         1 

-1.20     -2.04 

( 

1 

The  departures  from  the  nonnal  teinperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  nsed  in 
determining  section  or  division  means.     Keferi'iice  letters  (".  >>,  ^>.  appearing  in  the  table  indicate  number  of  days  missing;  for  example.  '■  represents  two  days  missing,  etc. 

t  .'Vlso  on  other  dates,  fr  Received  too  late  to  be  included  in  means  and  summaries.  '*  Temperature  data  are  from  observed  readings  of  the  dry  bulb:  means  are  com- 
puted from  observ('(l  readings,     tt  Postoflice  addresses  of  these  stations  are  as  follow.s:     Of  Edisto.  Embree:  of  (iaston  Shoals.  (iafTney :  of  Wintlirop  College.  Rock  Hill. 

T.  f'ri'cipitation  is  Irss  than  o.Dl  inch  of  rain  or  melteil  snow. 


.Makiii.    1!)1'). 


(;i,i.M.\'r()i.()(;i(\\L  i).\'r.\:   .^ottii   cauolixa  .^kction. 
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Daily  Precipitation  for  March,    1915. 


Day  of  month. 


Stations. 


WatcrsliPd. 


10     U     12     13     14      15     16      17     18      19     20     21      22     23     24     25     26     27     28     29     30     31 


Kdsteni  I'ttrtioii. 
\ll.*n«lalo  HI! 

Savannah 

Coast 

.  09 

(B 

•'3 

.03 

.48 
40 

1  46 

•2.  39 

....,....|....|.... 

2.  79 
1.45 
1.70 
2  83 

Blackvill(>|lll 

Kdisto 

do 

Coast 

Pedee 

.03 
T. 

(V 

-  .50 

.22 

.62 

.68 
.55 
.28 
.37 
.38 
..54 

.58 
.53 

.03 
.24! 
T. 
.10! 

.061 
.15 

.... 

......... 

.05 

.02 

.07 

.53 

.85 
.27 
.88 

.80 
.80 
.79 
.52 

.  60 
.70 

.98 
.50 
.70 
.85 
.70 

'.'60 

.51 
.60 
.60 
.05 
.42 
.45 
.41 

..55 
.29 
.32 
90 

44 

11 

.06 
.04 
T. 

T 

Charle-iloii  ***. 



2.42 
.91 

.85 
.66 
1.55 
.55 
.86 
.38 

.94 
1.50 
1.38 

.62 

T. 

.... 

1 

.04 
.32 

.20 
.60 

j 

.04 

'.ig 

Cherawllll  

Conway  llll 

.07 

.10 
.11 

.28.... 

.  lOj . . . . 

.6i  .... 
.15!.... 

.05|.... 

3  29 

T. 
.30 

.11 

.... 

2.95 
3  2'' 

— 

■'rV 

.... 

— 

"(H 

T. 

1 

Dillon    

Little  Pedee  . . 

3  06 

Fdisto  llll              

Edisto 

Lynches 

.50 

.12 

.17 
.10 

.... 

'.'.'.'.  '.'(18 

.06.... 

....1  .20 

.  02'    ...... . 



.... 
50 

.is!.... 

1  67 

Fliin^ham  llll 

.  18  . . . . 

.12;.... 

.09 

9  i'> 

i 

Florence  I II II   

Pedee 

23 

T.     .02 
....    T. 

....    .15 

.... 

■■gi 

'.'.'.'.  't.' 

..38 
.30 
T. 

'! 

"kc\ 

3  3"' 

do 

('0!U(t 

IJhick 

tv 

.  .  .  .■     ---!-- 

.05 

2.85 
2.18 
2.  .54 

(tcorgetown  .       

!■•■• 

::::'.'ii 

T. 
.20 

Kiiigstrct?  llll    

.08 

.... 

'.'75 

Oaks       

do 

.05 

.02 

.10 
07 

.18.... 

Hinopolis  

Rimini  llll 

.63 
.56 

.45 
.55 
.60 
.40 
1. 10 
1.15 
.55 

75 

1  45 

Santee 

.64 

.33 
.22 

.30 
..30 

.78 

.03 
.02 

T. 

.02 
.02 

; 

.11 

W 

2  16 

St  George  llll 

Kdisto 

.08 

i 

! 

.08 
.20 
.15 

.02 
.05 
T. 

1  49 

St.  Matt  ;ews  III 

"imitli*  Mills  1 II 

i 

:::■':::: 

.14 

.18 
.08 

1.71 
2  18 

I*edee 

.05 
.20 
.03 
.02 

15 

.10 
.15 

.... 

.05 

.<ociety  Hill  III 

do 

.';?5     v. 

1.00 



'■■■' 

.... 

f.' 
T 

.05 

T. 

T. 

.... 



.34 

.73 
.03 
.04 

3.30 
1  95 

Wallerboro 

Ashepoo  

Combahee 

Kdisto 

.20 
54 

1 

...:........ 

( 

1  91 

Yomas.seellll 

ni 

1 

.01 

— 

2  30 

Western  I'ortioii. 
\iken 

05 

1      i 
1      ! 

1 

1 

.16 
.24 

.15 
.19 

.20 
.33 

1   85 

\itderson 

Savannah  

Kdisto 

Broad  

Savannah  

Wateree 

.  14 
.12 

1  96 

.14 

.18 
.12 

[              : 

.12 

::::i:::: 

2  71 

43 

.89 
.62 
03 

::::::::i:::; 

.21 

.:..! ::. 

.26.... 

2  41 

Klairs  {III 

.05 87 

.98 

.06 

iii  .i4 

.14!  -20 
.21:  .09 

39 

3.60 

■>  Id 

Ciilhoun  V\\\U  llll 

.46 

.4(1 

.2(1 
37 

39 

C'UliitU'Il  llll 

.94 

'^■\ 

.  117 

.15 

.07 

15 

.12 
■:>4 

.03 

.  1(1 

48 

■>  (;7 

Catawba  llll 

Catawba  

Saluda  

Savannah  

Congaree 

Savannah  

Broad 

(17 

1.28  1.(18 

.»!.... 

1 

(r' 
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Kxcppt  as  otherwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
■observation.  ||||  Precipitation  nieasnred  in  the  morning:  amount  then  recorded  is  for  the  preceding  24  hours.  ***  Regular  Weiither  Bureau  station;  precipitation  is  for  the 
24-hour  period,  midnight  to  midnight.    *  Precipitation  included  in  the  next  following  measiu'ement.    X  Separate  dates  of  falls  not  ivcorded.    T.  Trace,  or  less  than  0.01  inch. 


COMPARATIVE  DATA  FOB  MARCH. 


Temperature. 

Precipitation. 
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tion. 
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Te 

nperatnre. 
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CLIMATOJ.OGJCAL    DATA:    SOUTH    CAROLINA    SECTION. 


:\lA]i(ii,    1915. 


Daily  Temperatures  for  March,   1915. 
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.  I  42:  26 

.   55!  58i 

.  40j  26 

.'  551  57 

.   41;  28 

.   52,  52 

.   41  35 
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,30  ,S0| 

43!  47 

321  30, 
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57 


30i  34 

59!  61 

32!  36 

61'  63' 
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59 
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30 
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36 
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61 
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62 
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34 
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61 

62 
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31 
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,50  62 
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49  59 
38  34 
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33  36 
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42 
.59 
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57 
41 
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38 
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35 
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35 
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59'  61'  58 

29!  30]  30 

61;  61'  58 

29:  331  30 

I 


65 
40 

67 
36 
62; 
39| 

62 

34 
62l 

35| 

62| 

41! 

32 
661 

3i; 

51 
42] 
68! 
33 
66 
33 

61 
3S 
6(! 
37 
62 
39 
65 
35 
65 
35 

65 
32 
66 
32 


70  ,54 
3.1   45 


.58  60  69  59  62 


6r! 

36]  35 


36: 

55  58! 


69  58  58; 

40]  42  41  i 

72]  56  61; 

41]  43  41 

69  56  55 

37  46'  40' 
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6S1  60  56; 
36  40  34 
66,  54 

38 

62 

42 


65  59'  59  45 

34]  37]  28]  34' 

57;  68 1  62  601 

.30!  371  40!  31 

59]  70]  61 1  62| 

28]  38  39  29 

.58;  69  58;  591 

2S!  35;  37!  28 


53  59  63  71 

35  25  29  34 

57  6;i,  6S  79 

25]  30  32|  451  3') 


.55: 

32 
61 
35 
,53  51 


60  61 

36'  38| 

5()  56] 

25  37! 

63:  65; 


54;  56 

33 

.54 

.33 

50 

30 


61 
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58]  61 
27;  29;  29] 
55;  .59]  68 
25]  28'  30' 
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31! 
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60!  59 

39  30 

50!  55 

321  28 

59!  49 

4(i'  30! 

4(il  5S] 
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27!  24; 
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26  24] 


.59'  68 
251  ,34 
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66;  52; 

39  3s! 

63  48] 

31!  .34] 


54 

56! 
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65i  48  54] 
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471  48;  45] 

34!  39'  40! 
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37  39  33] 
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.3(l'  42  35 


36;  35 
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57 

24 

31 

,55 

.58 

39 

33 

49 

48 

38 

.39 

54 

62 

25 

.30 

53 

57 

ti(i 

58 

54 

54 

^   37 

42 

37 

31 

i  69 

58 

.■)/ 

Oi 

34 

42 

3li 

25 

'   67 

62 

on 

00 

)'  38 

40 

35 

26 

>  6li 

5S 

00 

3.3 

63  54  51  53 

35]  40:  36;  25 

65]  50  49  54 

35:  42  36  24 


58  55:  55  54]  51  50  50  45;  44  51  55!  55  63  59  64!  54  51  53  6')l  52 

35'  291  31]  31!  33  31!  32  29  26  31]  33,  31j  30]  38]  35!  40  34  28  37]  33 
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35,  28'  32,  .34  32]  34  35  30'  30]  29!  32  29'  31  34]  37'  42]  34  26  38]  32 

•  i  I  ,  ;  I    ;    ;    .  1  ! 


32' 

51 
30 

56] 
32; 
53 

26; 

54 

3(1; 
50] 
30! 
49, 
29! 
51] 
27 


49!  55] 

31  25' 

50]  52 

291  26 

' 

48  .52 

35]  3(1] 

49  51 
27  22] 
49  5I| 
2Sl  271 
46;  49j 
32!  28! 


72 
46 

59|  68;  78 
26l  36  44 
7(1,  70  65 
35:  45  48 
59]  69]  78 
26;  30]  35 
60|  68] 
30;  40 


57 
31 

58,  6«i 


6' 

38l  50 
76 
33 
75 


6(1  6(1  71 

4(1  34  37 

59,  -69  59 

32!  31  43 

69!  64 


70 
391  40 
64!  73 

40]  36' 


54   47 

44 

52  60, 


4/ 
37] 
50! 
37] 


59!  71:  69'  45] 
39'  40!  39I  36] 


55, 

.37! 

59 
36i  36' 
76;  72; 


35 

43  53: 


70 
36 
70 
39 
71 
32]  36 


42 
63i 
41] 


68 
38;  .32 

57'  68 
39  33 


64!  46 

361  31 

54  54] 

.32I  30! 

62  48; 

45;  31 

49]  50] 

.33  33' 

68,  48 

38'  34 


48     42 
2li     22' 


28j  29;  35 

55]  62;  74 

30]  ,38!  42 

27  67;  74 

30l  37]  42 

48]  67  73 

25  35  47' 


51;  53  68,  57| 

38  38]  42I  36 
42  60I  67]  44 


40  37 

43  56; 


33  39 


41 
48 


35 


66] 
37 


50;  56  50 


47 

72] 


45;  48] 

51;  571 

35'  3ll  32]  31 

59  59:  62  54i 

,39  34  35'  33 


49  .r^  58 

3ii  2S,  29 

51  .53!  6(1 

30  25!  27 

52  51  57 

31  26'  28 
4'.),  53!  68, 

25! 


30  26 
51  54 
30  24 


60 
23! 

57! 
28] 
57 
29! 


68 
36 
(>8 
31 
67 
34 
67] 
31 
671 
29] 

66 
34 
67 
32 


68  52 

38  37 

68  61 

41  39 


67 
37 
71 
34 
54]  67 

40  .38  36] 

68'  53!  66! 

391  38]  33; 
58  69 

39  38  50 


71 


38  36 


60  44 

33  :f2 
62  49 
38  ;J2 
65  48' 
36]  32 
61!  50 

34  32] 
51; 
32 


50  46  48  561  61  75  61 

28  28  241  29:  3(i,  45'  33 

54!  47  50  55  65  73  59 

29]  31  26  27  34  45;  3:i 


Reference  letters  (»,  !>.  =).  appearing  in  the  table  indicate  number  of  days  missing:  For  example,  ''  represents  two  days  missing,  etc. 
^*  Instrnini'utsaiv  read  in  the  morning:  the  ma.ximnm  temperature  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
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GENERAL,  SUMMARY. 

Average  subnonnal  departures  of  12°  to  19°  per  day  during 
the  first  four  days  of  April  were  offset  subsequently  by  temper- 
atures generally  above  normal.  As  a  consequence,  thermal 
conditions  for  the  month  as  a  whole  were  somewliat  above  the 
seasonal  average.  Precipitation  was  much  below  the  normal, 
particularly  after  the  cold  period  mentioned,  during  whicli  cold 
rains  and  the  latest  spring  snows  of  record  were  prevalent. 
The  growing  season  began  about  two  weeks  late;  but  the  second 
week  showed  a  remarkable  quickening  of  relatively  dormant 
vegetation,  and  spring  plantings  progressed  under  favorable 
conditions.  The  last  two  weeks  of  the  month  were  marked  by 
•senii-drouglit,  with  only  scattered  or  insufficient  rainfall  and 
abnormal  sunshine,  resulting  in  irregular  germination  of  seed 
and  unsatisfactory  development  of  small  grains  aiid  other  crops 
above  ground.     The  month  closed  with  summer  heat. 


PRESSURE. 


The  mean  sea-level  pressure,  determined  from  reports  of  7 
regular  ^\'('ather  Bureau  stations  in  and  surrounding  tlie  Sec- 
tion, was  80.09  inches.  The  highest  pressure  in  the  region 
covered  by  reports  was  30.39  inches  at  Charlotte,  N.  C,  on 
tlie  •22d,  and  at  Columliia,  S.  C,  on  the  23d;  lowest,  29.41 
iiiclies  at  Wilmington,  N.  C,  on  the  3d,  and  in  the  Section 
proper,  29. .50  inclies  at  Columl)ia  on  the  same  date. 


TEMPERATURE. 


The  Hjontlil}'  moan  for  the  Section,  determined  from  reports 
of  40  stations,  was  ()3.1°,  or  0.8°  above  the  established  normal. 
The  highest  temperature  was  9(i°  at  Blackville,  Barnwell  Coun- 
ty, on  tlie  2.Sth,  and  at  Wintlirop  College,  Rock  Hill,  York 
County,  on  the  2fith.  The  warmest  periods  were  generally  on 
tlie  30tii  over  tlie  eastern  portion  and  on  tlie  26tli,  27th  and  30th 
over  the  western  portion.  Tlie  lowest  temperature  was  25°  at 
Lil)erty,  Pickens  County,  on  the  4th.  The  coolest  period  of  the 
month  was  during  the  first  four  days,  when  practically  all  the 
latest  spring  killing  frosts  occurred. 


HUMIDITY. 


The  mean  relative  humidity,  determined  from  records  of  7 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.  m.,  76  per  cent;  8  p.  m.,  59  per  cent; 
for  the  month,  (18  per  cent.  The  highest  average  percentages 
occurred  in  the  southern  coast  districts,  and  the  lowest,  over 
the  north-central  counties. 


PRECIPITATION. 


Tlie  average  for  the  Section,  54  stations  reporting,  was  1.47 
inches,  or  1.33  ineiies  below  the  establislied  normal,  ^^'hile 
ligiit  siiowers  occurred  at  the  beginning  of  the  second  and  last 
decades,  the  principal  wet  period  of  the  month  was  the  first 
four  days,  when  the  latest  spring  snows  of  record  were  recorded 
in  about  two-tliirds  of  the  Section.  The  greatest  monthly 
amounts  were  recorded  in  the  northea.stern  border  counties  and 
northern  coastal  plain,  where  the  measurements  ranged  from  2 
to  over  o  inches.  Less  than  one  inch  was  reported  from  the 
Savannnli  watershed  and  portions  of  the  north-central  counties, 
tlieaniounts  raiigin<>  downward   to  sprinkles  in  Oconee  County. 


The  average  number  of  rainj'  daj'S  was  considerably  below  nor- 
mal. The  greatest  local  monthly  amovmt  of  precipitation  was 
5.34  inches  at  Kingstree,  Williamsburg  County;  of  this  amount 
3.45  inches  fell  on  the  22d,  the  greatest  24-hour  local  measure- 
ment for  the  past  month.  The  least  rainfall  was  "  Trace"  at 
Clemson  College,  Oconee  County. 

The  small  snow  chart  on  this  page  graphically  outlines 
the  southern  limit  of  latest  spring  snows,  which  may  stand  as 
a  record  for  years  to  come.  The  snowfall  was  reported  on 
April  2  and  3,  1915,  but  most  of  it  melted  as  it  fell. 


WIND. 

'J'he  prevailing  winds  were  from  the  west.  The  average 
hourly  velocity,  determined  from  7  anemometer  records,  was 
S.l  miles.  In  the  Section  proper  the  averages  were  6.8  miles 
per  hour  at  Columbia  and  9.8  miles  per  hour  at  Charleston. 
The  highest  velocity  for  any  5-minute  period  in  the  region  cov- 
ered by  reports  was  42  miles  per  hour  from  the  northeast  at 
Wilmington,  N.  C,  on  the  2d,  and  in  the  Section  proper,  40 
miles  per  hour  from  the  northeast  at  Charleston  on  the  same 
date.  

SUNSHINE   AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  7  automatic 
records,  was  316.5  hours,  or  81  per  cent  of  the  possible  amount. 
The  average  number  of  clear  days  was  20;  partly  cloudy,  6, 
and  cloudy,  4,  as  against  normals  of  15,  8  and  7  days,  respec- 
tively.   

RIVER   CONDITIONS. 

The  runoff  from  copious  showers  in  the  Catawba  and  Wateree 
drainage  areas  on  the  2d  and  3d  was  attended  l)y  stages  some- 
what above  flood  in  the  Santee  River  at  Rimini  from  the  4th  to 
the  9th  and  at  Ferguson  from  the  4th  to  the  12th.  Moderately 
heavy  rains  in  the  upper  Pee  Dee  watershed  about  the  same 
time  were  followed  by  stages  of  10.0  to  12.8  feet  at  Smiths  Mills 
between  the  6th  and  19th.  Otherwise,  the  rivers  of  the  Section 
continued  relatively  low. 

MISCELLANEOUS    PHENOMENA. 

Fog,  deme  (f^o^e-s) .— Charleston,  23;  Cheraw,  10,  23;  Colum- 
bia, 3,  4;  Darlington,  12,  23;  Florence  No.  2,  23;  Georgetown, 
21;  Mayesville  (near),  21;  Rimini,  10,  16,  22,  23,  24. 

HnloH  (dates) .  —  Lvnar:  Charleston,  26.  Solar:  Charleston, 
23;  Liberty  2.  

SOUTHERN  LIMIT   OF  LATE  SPRING    SNOWS  (April  2-3,   1915). 


Sc.\i.E  OF  SH.\r)F,s— Tnrhes. 
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Cliinatolog-ical  Data  for  April, 

1915. 
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Observers. 

Eastern  Portion. 
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21 

289 
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43 

48 

144 

25 
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100 

143 
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63 

136 
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12 

54 

70 

26 

28 

65.2 
«62.2 

+1.2 
-2.9 

93 

»  87 

30 
29 

31 
'  37 

+  1 

3 

38 
33 

0.88 
1.64 

-1.67 
-1.18 

0.87 
0.62 

0 
0 

2 
3 

16 
26 

6 
2 

8 
2 

e. 
se. 

H.  G.  Harris. 

Miss  Lillian  H.  Rice. 

Jiethuiie 

Kershaw 

D.  M.  Bethune. 

Blackville          

Barnwell 

26 
12 

66.4 
62.2 

+2.3 
-2.0 

96 
94 
92 
84 
92 
»  91 
93 
90 

28 
30 
30 
30 
26 
30 
30 
30 

31 
30 

4 

1 

41 

48 

1.18 
1.55 
2.41 
1.13 
2.69 
2.24 
1.80 
3.12 
1.58 
3.15 
L89 
2.62 
2.00 
1.05 
5.34 

-2.06 
-1.93 

'-i.'se' 

-0.09 
-0.67 
-1.40 
+0.  36 
-1.86 
-0.03 
-0.90 
-0.28 
-0.90 
-2. 08 
+2.37 

0.94 
0.80 
1.25 
0.96 
1.50 
1.95 
L42 
1.28 
1.14 
2.05 
1.30 
1.63 
0.80 
0.90 
3.45 

T. 
T. 
T. 

0 
3.5 
T. 
L5 
T. 
T. 
2.0 
0.2 
T. 
2.5 
T. 

0 

3 

4 
6 
4 
6 
4 
5 
6 
5 
3 
4 
6 
5 
2 
4 

23 
26 
16 
23 

3 
2 
12 
4 

4 
2 
2 
3 

sw. 
sw. 

s. 

Mrs.  D.  B.  Sanders. 

Bowniixn      

Orangeburg 

Marion 

B.  0.  Evans. 

Centenary 

D.  L.  Carraichael. 

Charleston 

Cliarleston 

Chesterlield 

44 
25 
29 
19 
11 
27 
22 
29 
26 

63.3 
62.8 
»62.  6 
62.6 
62.8 

-0.5 
+1.9 
+0.2 
+1.0 
..1.6 

37 
30 
»  30 
29 
31 

1 
4 
1 
1 
4 

24 
39 
•45 
40 
45 

U.  .S.  Weather  Bureau. 

.7.  H.  Powe. 

Paul  Qiiattlebaum. 

Darlington   

Darlington 

Dillon 

16 

6 

8 

D.  C.  McCall. 

Dillon       

A.  E.  Bowell. 

Ertisto  tt 

Bamberg 

Nathan  .lenkins. 

Kftingliani  

Florence  

11.  B.  McCall. 

Orangeburg 

Florence 

62.8 
63.3 

+0.7 
+1.4 

93 
93 

30 
27 

30 
31 

1 
4 

41 

.fosepli  P.  Simons. 

II.  K.(iilbert. 

25 
19 
23 

3 
9 

2 

2 
2 
5 

s. 
n. 
n. 

Georgetown 

Williamsburg 

20 
26 

63.0 

+0.5 

88 
93 

t  20 
30 

3i 

1 

41 

A.  P.  Hazard. 

Ivingstree 

A.  0.  Matthews. 

Lewis  E.  Warren. 

Oaks                         .     . 

Georgetown     .   . 

63.1 

93 

30 

29 

1 

47 

1.79 

L20 

T. 

0 

21 

6 

3 

s. 

0.  M.  Mitchell. 

Berkelev          

54 
97 
109 
269 
62 
192 
75 
69 
24 

21 
5 
26 
26 
19 
23 
17 
12 
19 

Miss  !■;.  P.  Itavenel. 

Rimini    

Clarendon 

Dorchester 

Callioini 

1.46 
1.43 
1.33 
2.29 
2.39 
2.01 
L54 
1.10 

2. 02 

0.75 
0.  33 
0.44 
1.15 
0.47 
1.89 
1.67 
1.15 
T. 
1.22 
0.65 
0.72 
0.57 
0.  66 
1.26 
0.40 
0.17 
0.84 
0.97 
0.97 
1.20 
0.20 
L35 
1.14 
L18 
2.65 
0.40 
2.10 

0.95 

1.47 

"-i'.ii' 

-1.92 
-0.  98 
-0.  82 
-1.47 
-1.65 
-1.87 

-1.07 

-2.  37 
-3.05 
-2.47 
-0.  99 
-3.  11 
-0.  87 
-0.89 
-1.17 
-4.57 
-1.64 
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-2.36 
-0.66 

'-4.46' 
-2.  33 
-1.96 

'-i.'se' 

-3.34 
-1.  12 
-2.14 
-2.  09 
-0.64 
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-2.08 

-1.33 

1.30 
1.05 
1.33 
1.77 
1.71 
1.12 
0.60 
0.88 

.3.45 

0.50 
0. 1« 
0. 25 
0.95 
0.41 
0.94 
0.80 
0.98 
T. 
0.87 
0.  40 
0.32 
0.30 
0.  46 
0.70 
0.  12 
0.  08 
0.  .52 
0.05 
0.58 
0.  00 
0.  12 
0.87 
0.  .52 
0.80 
2.05 
0.25 
0.95 

2.05 

3.45 

T. 
0 
0 
0 

3.0 

T. 
0 
0 

0.5 

0 
0 

T. 

T. 

0 
2.5 
0.2 

0 

0 
T. 

0 
T. 
T. 
1.0 
T. 
T. 

0 
3.0 

0 
T. 
2.0 
T. 

0 
0.5 
0.8 
T. 
T. 
T. 

0.4 

0.4 

4 
4 
2 
4 

4 
5 
6 

4 

4 

2 
2 
2 
5 
2 
5 
6 
3 
0 
3 
2 
4 
3 
3 
4 
5 
0 
2 
3 
3 
5 
2 
3 
5 
3 
3 
2 
4 

3 

4 

William  R.Wolfe. 

64.8 
63.8 

+1.1 
+1.2 

95 
95 

30 
30 

35 
29 

+  1 
4 

47 
39 

Geo.  N.  Snelling,  M.  D. 

St.  MalthfiMS  

7 

18 

5 

s. 

.1.  S.  Wannamaker. 

Smiths  Mills 

Georgetown 

Darlington 

Dorchester 

Colleton   

W.  G.  Walker. 

6:3.6 
63.2 
61.9 
62.4 

63.2 

»64.2 
64.8 
63.3 

+1.8 
-0.1 
-3.3 
-0.8 

+0.2 

+0.6 
+4.0 
+1.8 

92 

90 

>'  91 

95 

96 

»  92 
94 
91 

t25 
30 
30 
30 

28 

30 
27 
30 

29 

.30 

•>  .30 

28 

28 

»  28 
28 
30 

3 

1 
1 

1 

1 

4 
4 
4 

41 

44 
47 
44 

48 

"42 
45 
36 

16 

18 
24 
26 

20 

-■25 
23 
24 

13 

10 
4 
2 

6 

»2 

1 
4 

1 
2 
2 
2 

4 

«2 
6 
2 

s. 
sw. 

ne. 

s. 

w. 
w. 

n. 

Rev.  T.  Ellison  Simpson. 

Sumnierville 

Miss  E.  H.  Gadsden. 

.1.  A.  Westerberg. 

Yemassee 

Hampton  

.1.  (i.  Ihitson. 

Western  Portion. 

Aiken  

527 
764 
656 
293 
508 
222 
562 
402 
850 
351 

20 
13 
26 
11 
22 
48 

9 
11 
23 
28 

1 

2 
22 
26 
13 

26' 
21 
11 
8 
27 
11 
12 
20 
23 
21 
25 
14 

W.  M.  Brown. 

Anderson  

Lexington 

Fairfield     

H.  H.  Russell. 

Batesburg 

E..1.  Hite. 

Blairs 

.1.  N.  Owens. 

Calhoun  Falls     

Abbeville 

L.  M.  Parker. 

62. 2 

93 

30 

28 

5 

44 

24 

2 

4 

ne. 

W.  C.  Brown. 

Catawba    

York  

.lames  C.  Faris. 

Chappells. 

Newberry 

.1.  .1.  Murran. 

Clemson  College 

6L8 
64.8 

+2.4 
+2.0 

86 
90 

27 
30 

27 
32 

4 
4 

41 
31 

19 

21 

6 
5 

5 

4 

s. 

s. 

Prof.  Iv  II.  II.  Calhoun. 

Richland 

V.  S.  Weather  Bureau. 

Edgefield 

Edgefield 

J.  A.  Townsend. 

Gaston  Shoals  tt 

680 
989 
671 
568 
1063 
900 
711 

Harry  A.  Parshall. 

Greenville 

Greenwood 

61.2 
63.4 
61.2 
61.8 
62.  4 
64.4 
64.7 
63.0 
63.4 

+.3.8 

+2.7 
+0.8 

'+2.'2' 
+2.5 
+2.2 

'+2.'2' 

91 
90 
91 
92 
93 
91 
93 
90 
92 

26 
t26 

30 
126 
J26 

30 

27 
+  27 
+  26 

28 
30 
30 
29 
25 
29 
29 
J   31 
27 

1 
4 
5 
4 
4 
4 
4 
4 
4 

40 
3S 
46 
40 
45 
41 
44 
39 
42 

19 
25 
10 
19 
19 
23 
22 
19 
11 

6 
0 

17 
9 
9 
5 
5 
9 

15 

5 
5 
3 

2 
2 
2 
3 

2 

4 

nw. 

w. 

w. 

sw. 
w. 

sw. 
sw. 

Spartan  (ioodlette. 

M.  M.Callioun. 

.1.  Marvin  Bowers. 

Spartanburg 

Pickens 

Newberry 

Edgefield  

R.  Hartwell  Wilds,  D.D.S. 

Liberty .        

.lohn  T.  Boggs. 

Little  Mountain 

Meriwether 

.l.M.Sease,  M.D. 
William  S.  Middleton. 

Saluda 

400 
502 
850 
536 
512 
875 
620 
545 
690 

.loseph  M.  .lohnson. 

Newberry 

Warren  G.  Petterson. 

Pelzer 

.loshua  Y.  .lones. 

Saluda 

63. 4 

62. 2 
62.0 
04.4 
62.2 
62.7 

63.1 

63.1 

+0.9 
+2.0 
+  2.2 
+  1.4 
+  1.1 
+2.2 

+2.0 

+0.8 

92 

92 
94 
90 
90 
96 

96 

96 

30 
26 
26 

27 

t26 

26 

26 

t  26 

26 

28 
31 
34 

28 
30 

25 

25 

1 
4 
4 
tl 
4 
4 

4 

4 

50 
41 
45 
39 
41 
42 

50 

50 

24 
20 

2 

7 

0 
3 

w. 
w. 

Mrs.  F.  v.. T.Maxwell. 

Santuck  . 

Union 

E.  W..Ieter. 

Spartanburg 

Spartanburg 

Edgefield 

F.  P.  Robinson. 

Trenton  . 

22 
26 
12 

20 

20 

6 
2 
15 

6 

6 

2 
2 
3 

4 

4 

w. 

sw. 
sw. 

w. 

w. 

Mrs.  C.  A.  Long. 

.1.  W.Seigler. 

W.  P.  (ioodman.                  - 

Fairfield  

Winthrop  College  It. . . 
Division  means  and  ex 

York 

tremes  

State  means  and  extre 

mes 

The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
determining  section  or  division  means.     Reference  letters  C,  b,  <^>,  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  b  represents  two  days  missing,  etc. 

+  Also  on  other  dates.  t+  Received  too  late  to  be  included  in  means  and  summaries.  **  Temperature  data  are  from  observed  readings  of  the  dry  bulb:  means  are  com- 
puted from  ob.served  readings,     tt  PostoflSce  addresses  of  these  stations  are  as  follows:    Of  Edisto.  Embree;  of  Gaston  Slioals.  Gaft'ney;  of  Winthrop  College.  Rock  Hill. 

T.  Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 

MISCELLANEOUS  DATA  FOR  APRIL,  1915. 


0) 

Temperature,  de- 

1 

grees  Fahr. 

Stations. 

o 

c 

cv 

■5 

■^ 

0 

m 

^, 

K 

^ 

Asheville,  N.  C. . . . 

.30. 10 

56.4 

86 

25 

Augusta,  (la 

30. 07 

65.7 

90 

33 

Cliarleston,  S.C... 

30.09 

63.3 

84 

37 

Charlotte,  N.  C... 

30.09 

6L8 

92 

31 

Columbia,  S.  C... 

30.08 

64.8 

90 

32 

Savannah. Ga 

.30. 09 

64.8 

91 

37 

Wilmington,  N.  C. 

30.09 

61.8 

80 

33 

Means  and  ex-  j 
tremes ) 

30.09 

62.  7 

92 

25 

Precipita- 
tion,inches. 


1.09 
0.05 
1.13 
0.63 
1. 22 
0.98 
1.85 

1.08 


OcN 


0.37 
0.62 
0.96 
0.44 
0.87 
0.90 
1.62 

1.02 


"3 

"O    : 

0 

BS 

<U  s~> 

^  t. 

.s  0 

Qj  a; 
t>  P. 

3 

"c.^ 

cc 

208.0 

61 

335.0 

62 

341.7 

77 

294.9 

58 

327.  5 

59 

:i40. 5 

82 

307. 8 

76 

.316.5 

68 

Wind. 

Average 
hourly  ve- 
locity- 
miles. 

■s'g 

7.1 

nw. 

5.7 

ne. 

9.8 

s. 

6.9 

ne. 

6.8 

s. 

11.9 

s. 

8.3 

sw. 

8.1 

s. 

^.PKIL,     1915. 


CLIMATOLOGICAL    DATA:     SOUTH   CAROLINA    SECTION. 


29 


i|'iiii 


Daily 

Precipitation 

for 

April, 

1915. 

Watershed. 

Day  of  month. 

stations. 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

0 

in 

En.tleiii  Portion. 
kllnndale  ||1| 

.Savannah 

Coast 

.01 

'.'42 

.87 
.60 

. 

0  88 

.62 



1.64 

li'tiunie            

Lynches 

.... 

ilarkvillellil 

pjdisto     

.94 

.45 
1.25 

.01 
1.50 
L95 
1.42 
L28 
L14 
L95 
1.30 
1.63 

.70 

.15 
L66 

.15 

.09 

L18 
1.55 
2.41 
L13 
2.69 
2.24 
1.80 
3  12 

..   ..do    

.80 
.84 
.96 

i.'oo 
'.'so 

.90 

.20 
.02 

.10 

T. 

T. 

.07 

T. 

T. 

.23 

'hnrU'-itoii  *** 

( :oast       

.15 
.25 
T. 
.12 

03 

T. 

.01 

^hoMiw  III!                 

IVe  Dee 

\\accamaw .. . 

I'co  Dee 

Little  Pee  Dee 

Edisto 

Lynches 

Santee 

Pee  Dee 

do 

.13 
.03 
.02 

".'oi 
.40 
.17 
.09 

.48 
.06 
.08 

.32 
T. 
.11 
.39 

.01 
.20 
.05 
.07 

T. 

'>»rlin«'toii  111!           

T. 

■yilliin                 

T. 

.35 

Misio  nil           

.17 
.10 
.21 
.34 

.23 

1  58 

.70 
T. 
.10 
.10 

3.15 
1.89 
2.62 
2  00 

.21 

.11 

.15 

T. 

.08 

T. 

.35 
.25 
T. 

Coast 

T. 

T. 

1  05 

Black 

.15 

3.45 
.25 
.09 

T. 

5.34 

do 

T. 

.05 

)aks     

do 

.34 

1.20 

.10 

.01 

1.79 

C!ooper 

iiuiini  nil     

1.30 
1.05 
1.13 
L65 
.31 
.66 
.40 
.88 

.50 
.09 
.25 

.85 

.11 
.10 
.20 
.12 

.04 
.25 

.... 

.01 

1  46 

t  Gi'orjre  II II 

Edisto 

Santee 

.03 

1  43 

t  Matthews  ||l| 

1  33 

mitlis  MilU  nil 

Pee  Dee 

do 

.23 

i.'vi 

1.12 
.60 
T. 

.25 
.09 

.02 

.27 

2.29 
2  39 

ocii'tv  Mill  nil 

.25 

.12 
.13 
.15 

T. 
T. 
.01 

IMUlUlTVille     

Ashley 

.02 
.01 
.05 

.08 
37 

2  01 

Valli'i'boro  

Ashcpoo 

T. 

1  54 

.15 

.02 

1  10 

]\'cftei-n  Portion. 
tikiMi     

Edisto 

0.75 
0.33 

0.44 
1.15 
0  47 

.Savannah 

.10 

.05 
T. 

.08 

T. 

T. 

Edisto 

.19 
.10 

T. 

T. 

llaifs  nil 

ISroad 

Savannah  

.02 

.10 
.06 
.09 
.15 

;alhoiin  Falls  llll 

.41 

Wateree 

.81 
.80 
.98 
T. 
.35 
.40 
.30 
.10 
.20 
.70 
1? 

.94 
.13 

.02 
.27 

.03 
.14 

1.89 
1  67 

"iitHA  ba  II 1 

Catawba 

Saluda 

.02 

.16 

'hiipi'i'lls  III  ...• 

.17 

1  15 

Savannah  

T. 

T 

Congaree 

.54 

T. 

.33 

T. 

1  22 

■.ii'„'riiciii  nil 

Sa\"anna;i  .... 

.25 

.07 

0.65 
0  72 

Usloii'Shoalslin 

Broad 

Saluda 

T. 

.17 

.03 
.30 

T. 
T. 

T. 

T. 

.32 

T. 

0  57 

innMi\Vf)0(l  nil 

...do 

.46 

0  66 

^\'atereo 

.■24 
.03 

.22 

.07 
.08 

.10 

1  26 

Broad 

S:i\'annah  .... 

'.'(>2 

.07 

T. 
T. 

.11 
T. 

0.40 

.02!  -01 

.02 

T. 

T. 

.02 

0  17 

:V^ 

^■> 

0  84 

k|eri»('tlier 

Savannah  

.12 
.37 
.40 

.20 
.58 
.60 
.12 
.40 
.52 
.30 
.2') 
.25 
.45 

T. 
.02 
.12 
T. 

.65 

0.97 

*Ioiii>tta 

E<listo 

T. 

0.97 

Saluda 

.05 
.08 

.03 

1  20 

VI/itIIII 

do 

T 

0  20 

.do    

.87 
.37 

.08 

]  35 

siiHuck 

Broad 

.02 

.05 

.08 

T. 

.18 
T. 

T 

T. 
.80 

1  14 

'Partaiibur^  |||| 

do 

1. 18 

Fri'iiton 

Edisto 

.40 

2.05 

T. 

2.65 

tt'iinishoro 

Broad 

T. 

.15 

0  40 

IViiithrop  College 

Catawba 

.95 

.18 

.52 

2  10 

'■"I"' 

Except  as  otherwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  Is  for  the  24  hours  endins  at  the  time  of 
observation.  ||||  Precipitation  measured  in  the  morning';  amount  then  recorded  is  for  the  preceding  24  hours.  ***  Regtilar  Weather  Bureau  station;  precipitation  is  for  the 
24-hour  period,  midnight  to  midnight.    *  Precipitation  included  in  the  next  following  measurement,    t  Separate  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  0.01  inch. 


COMPARATIVE  DATA  FOR  APRIL. 


Year. 


1887. 

l.'<88, 
1889. 
1893. 
1S91, 
1892 
1893 
1H<H 
1.H95 
lS9f, 
1S97 
1H9S 
1H99 
1900 
1901 

vm 


mperatu 

re. 

Precipitation. 

CD 

0 
►J 

> 

< 

Average 
days  with 
0.01   inch 
or  more. 

Average  number  of 

days— 


62. 3 
64.6 

62. 4 

62.8 
63.2 
62.  8 
6(;.  7 
02.  6 
61.4 
()(;.  9 
62.  2 
5s.  0 
6' '.(I 
62. 1 
56,  II 

m.  1 


2.09 
L33 
2.01 
2.  02 
1.  66 
1.13 
1.30 
2.01 
5.  .^6 
1.31 
3. 24 
5. 05 
3. 02 
.5.41 
5.  03 
2.18 


sw. 
ne. 
nw. 
sw. 
nw. 
sw. 


sw. 
sw. 


ne. 
nw. 


Year. 


Temperature. 


Precipitation. 


Continiie/I 

1903 

1904 

1905 

VMC> 

1907 

1908 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

Period . . 


s 

a; 

!3 

1^ 

QJ 

K 

0 

60.4 

ss 

26 

,59. 2 

89 

21 

62.  8 

92 

25 

(i5.  1 

93 

28 

.56.4 

89 

20 

66.  {) 

95 

31 

63. 9 

96 

30 

(13.  4 

95 

32 

61.6 

91 

30 

64.  3 

91 

32 

61.2 

90 

30 

63.  7 

98 

30 

(■>3.  1 

96 

25 

62.  3 

98 

20 

2.95 
1.34 
3.  83 

i.m 

4.40 
4.75 
2.  95 
1.71 
2.  95 
4.24 
2.00 
2.86 
1.47 

2.  SO 


s  ^  a  c 


Average  num 

ber  of 

days— 

>•>. 

>> 

ci 

S'3 

5 

Si 

3 

0 

PhO 

0 

8 

14 

9 

7 

6 

14 

8 

8 

9 

15 

8 

1 

4 

20 

6 

4 

10 

10 

13 

/ 

9 

11 

10 

9 

/ 

14 

9 

7 

5 

15 

10 

5 

8 

12 

9 

9 

9 

14 

5 

11 

6 

20 

4 

6 

7 

14 

10 

6 

4 

20 

6 

4 

7 

15 

8 

^ 

sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
ne. 
sw. 


30 


CLLMATOLOGICAL    DATA:    SOUTH    CAKOLliNA    SECTION. 


April,    1'J15. 


Daily  Temperatures  for  April,   1915. 


Stations. 


Etislern  Portion. 


■A 


Allendale 'J^ ( 

Beaufort j 


S  5 


Black  ville^* 

Bowman 

Centenary 

Charleston 

Clieraw  % 

Conway 'S'S 

Darlington  ^ij 

Dillon 

Ferguson  % 

Florence  1  '5'J 

Georgetown 

Kingstree'5'5 

Mayesville  (near) . 

Oaks 

St.  George  % 

St.  Matthews '5^.... 

Society  \\\\\% 

Summerville 

VValterboro 

Yemassee'J'5 


Maximum  . 
Minimum. . 
Maximum  . 
Minimum. . 
Maximum  . 
Mininnun. . 
Maximum  . 
Minimum. . 
Maximvim  . 
Minimum.. 
Maximum  . 
Minimum. . 
.Maximum  . 
.Miniiiuim. . 
.Maxinuun  . 
Minimum. . 
Maxinunn  . 
^Iinimum. . 
Maximum  . 
Miiiinuim. . 
Maxiuuim  . 
Mininuuu. . 
Maxinunn  . 
Minimum. . 
Maximum  . 
Minimum. . 
.Maxinunn  . 
.Minimum. . 
Maxinuun  . 
Minimum. . 
Maxinunn  . 
Minimum. . 
Maxinmm  . 
Minimum. . 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum. . 
Maximum  . 
.Minimum. . 
.Maxinuun  . 
Minimum.. 
Maxinuun  . 
Minimum. . 


Wederti  Portion. 

..  )  Maxinuun 

""^^"  )  Mininunn. 

.     ,  )  Maxinuun 

A-"<lerson (  Minhnum. 

r.   .     V,        ■!,!  S  Ma.xinnnn 

BatesburgSW JMiuimum. 

„       ,      ,t,r  )  Maximum 

Ca'"deuW (Minimum. 

„,  „  ,,  S  Maxinunn 

Clemsou  College  ....  j  ^i,,;,,,,,,,, 

^  ,       ,  .  )  Maxinunn 

Columbia (Minimum. 

r,  ...    f,,,  \  Maxinuun 

Greenville  W (Minimum. 

„                 ,  ,e,t  )  Maximum  , 

Greenwood  «>5 (Minimum. 

Heath  spring 1  ^ii^™^ 

T       ,  \  Maximum  , 

La'Klrnra (Minimum., 

,  ,K ,„  ^  Maximum  . 

Liberty j  Minimum.. 

Little  Mountain ]^(i^SZ:: 

M^iwether )  SlfidZn"  ! 

,, j,^„  )  Maximum  . 

"0"etta )  Minimum.. 

Newherrv  *  Maximum  . 

INew berry ,  Minimum.. 

„   ,    ,  ;  Maximum  . 

■^'*'"''*'  (  Minimum.. 

„      .     ,  S  Maximum . 

^''"t"<^k (Mininunn.. 

«p-t-burg5$ iJii;™;': 

T-nton JSuZ: 

^vi.-boro !i:{sr: 

Winthrop  college...  J  J'l^^i--; 


1       2 


49     49 


4       5 


10   11   12   13   14   15   16   17   18   19  20  21   22  23  24  25  26  2 


43 
72 

57  4* 
73  6' 
51  46 
77  6H 

44j  42 
75!  72 
441  43 


29  30  31 


Mean. 


39j  36 
67  73 


44   41 


45  48 

68  78 

43l  45 

68i  70 

50;  43 

67]  68 

461  46 

68!  68 

48'  4' 

70)  70 

45]  46 

68'  70 

42  42 

65|  65 

44  41 
65l  68 
43'  41 
69l  72 
46 1  45 
68l  68 

45  46 
7ll  73 
421  44 
67  19 
46l  44 
67l  69 
44  44 


70  77 
44]  44 
80 
45 


43|  39 

72|  76 


65!  74 

40  44 

68!  76 

41 !  42 


92 


45 

88 
42 

86 
45 

87 
44 

85 
58!  58 
85!  S6 
50|  60 
85!  86 
501  55 


82 

84 

65 

55 

76 

/ 1 

60 

60 

88 

92 

61 

56 

84 

85 

55 

53 

79 

83 

60 

58 

71 

74 

64 

60 

75 

81 

58 

52 

78 

83 

50 

55 

79 

84 

57 

53 

77 

81 

58 

58 

83 

83 

55 

56 

80 

84 

61 

55 

82 

81 

56 

56 

81 

83 

58 

59 

80 

83 

80 

84 

60 

60 

87 

89 

64 

55 

81 

82 

62 

53 

84 

87 

51 

52 

81 

83 

64 

55 

84 

86 

64 

65 

82 

84 

58 

52 

83 

83 

62 

60 

70 

84 

58 

53 

8(' 

84 

62 

51 

73 

81 

56 

52 

76 

76 

61 

55 

76 

80 

6(1 

54 

65 

81 

55 

55 

70 

82 

58 

50 

64 

79 

55 

49 

70 

83 

55 

51 

71 

81 

58 

55 

76 

801 

61 

52 

59 


60 

92! 

56 

87 

62 

87 

56 

"4 

63l  65 

88|  92 

60  60 


82| 
57 


8' 
60 
881  91 
55!  59 


84 
58 
90 
56 
85 
53i  56 


85  87 
56i  58 


91'  93 

68!  61 


86  88 

531  54 

801  83 

59;  54 

83'  86 


85!  86 
60  54 
82  84 


82 
52 

85 

52 

81 

50 

84 

52 

86 

52!  55 

82  84 
55 
86 
58 


89 
60 
91 
58 
84 
56 
89 
63 
91 
67 
90 
60 
90 
59 
92 
56 
93 
55 
90 
62 
91 
56 
88  88 


89 
61 


96 
58 
88 
56 
89 
67 
79 
64 
89 
60 
8' 
5' 
90 
56 
89 
67 
87 
57 
91 
69 
88 
62 
89 
57 
90 


89 

93 

56 

62 

87 

85 

5Si 

58 

93 

95 

55 

60 

87 

94 

57 

62 

88 

92 

62 

67 

80 

84 

66 

66 

90 

90 

56 

62 

78.9 
51.5 
71.8 
62.7 
82.6 
50.2 
77.3 
47.0 


70.9 
55.7 
75.9 
49.7 
76.3 
49.9 
77.5 
47.6 
76.0 
49.6 
76.8 
48.7 
77.3 
49.3 
75.0 
51.1 


77.4 
48.8 
80.3 
49.  2 
78.5 
49.2 
79.2 
48.0 
76.6 
49.9 
76.3 
47.5 
78.1 
46.7 


'  78.1 
50.4 
79.8 
50.$ 
77.2 
49.1 
77.* 
47.4 
75.1 

76.  tf 
5.3.0  IT 

75.5 
47.0 
77.1 
49.7 
72.9 
49.5 
76.4 
47.2 
77.0 
47.7 
77.0 
.51.8 
80.1 
49.3 
77.9 
48.1 

49^0 
7S.9 
47.8 
76.4 
48.1 
76.  K 
47.3 
78.0 
50.  h 
74.5 
49.8 
76.6 
48.8 


Reference  letters  (»,  •*.  >=).  appearing  in  the  table  indicate  number  of  days  missing:  For  example,  ">  represents  two  days  missing,  etc. 
%  Instruments  are  read  in  the  morning;  the  maximum  temperature  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
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No.  5. 


GENERAL  SUMMARY. 

The  month  was  exceptionally  stormy  and  wet,  with  frequent 
heavy  to  excessive  rains,  in  direct  contrast  to  the  conditions  of 
the  dry  May  of  last  year.  Severe  hailstorms  occurred  over 
Georgetown,  Richland,  Lexington,  Fairfield  and  Newberry 
counties  on  the  4th.  Local  storms  of  great  violence  prevailed 
over  a  large  portion  of  the  north-central  counties  on  the  7th. 
During  the  early  afternoon  of  that  date  4  persons  Avere  killed 
and  111  injured  by  tornadoes  in  Darlington,  Kershaw,  Marl- 
boro and  Newberry  Counties,  with  an  approximate  property  loss 
of  §51,000;  the  greatest  destruction  of  life  and  property  occurred 
in  the  vicinity  of  Bennettesville,  Marlboro  County.  During  the 
late  afternoon  of  the  same  date,  a  tornado  that  originated  over 
eastern  Orangelnirg  County  moved  northeastward  over  Claren- 
don County  and  struck  the  town  of  Manning,  killing  4  persons, 
injuring  17  and  causing  a  property  loss  estimated  at  $260,000. 
Six  fishermen  lost  their  lives  near  Charleston  harbor  during  a 
northeast  gale  on  the  27th.  Thermal  conditions  were  near  the 
seasonal  average.  As  a  result  of  continued  wet  weather,  defi- 
cient sunshine  and  but  few  good  drying  days,  farming  operations 
were  materially  affected.  Cotton,  corn  and  truck  fields  became 
grassy,  and  the  oat  and  wheat  harvests  proceeded  under  consid- 
erable difficulty.  The  month  closed  witli  conditions  much 
improved,  and  cultivation  was  being  pushed  to  a  maximum. 


PRESSURE. 

The  mean  sea-level  pressure,  determined  from  reports  of  7 
regular  Weather  Bureau  stations  in  and  surrounding  tlie  Section, 
was  29.92  inches.  The  highest  pressvire  in  the  region  covered 
by  reports  was  30.27  inches  at  Charlotte  and  \\'ilmington,  N.  C. , 
on  the  11th,  and  in  the  Section  proper,  30.26  inches  at  Colum- 
bia on  the  same  date;  lowest,  29.42  inches  at  Charlotte,  N,  C, 
on  the  4th,  and  in  the  Section  proper,  29.52  inches  at  Columbia 
on  the  same  date. 

TEMPERATURE. 

The  montlilj'  mean  for  the  Section,  determined  from  reports 
of  43  stations,  was  73.0°,  or  1.5°  above  the  established  normal. 
The  highest  temperature  was  98°  at  Blackville,  Barnwell  Co., 
on  the  loth,  and  at  St.  George,  Dorchester  Co.,  on  the  26th. 
The  warmest  periods  of  the  month  were  generally  between  the 
15th  and  17th,  from  the  24th  to  the  26th  and  at  a  few  scattered 
stations  of  the  western  portion  on  the  2d  and  3d.  The  lowest 
temperature  was  46°  at  Yemassee,  Hampton  Co.,  on  the  6th. 
All  i)revious  Mays  of  record  have  had  minimum  temperatures 
below  this  figure.  The  coolest  periods  of  the  month  were  on 
the  1st  and  2(1,  6th,  9th  to  11th  and  at  a  few  stations  on  other 
dates.  

HUMIDITY. 

,  The  mean  relative  humidity,  determined  from  records  of  7 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m.,  79  per  cent;  8  p.m.,  72  per  cent; 
I  for  the  month,  76  per  cent.  The  highest  average  percentages 
lOocurred  over  the  extreme  southern  and  extreme  northeastern 
[Coast  districts,  and  the  lowest,  over  the  central  counties. 


PRECIPITATION. 

The  average  for  the  Section,  55  stations  reporting,  Avas  7.20 
inches,  or  3.69  inches  above  the  established  normal.  Tliere 
was  but  one  date  on  which  rain  was  not  recorded  in  some  por- 
tion of  the  Section.  The  heaviest  rainfall  occurred  on  the 
coastal  plain,  w'here  the  amounts  ranged  from  8  to  over  15 
inches.  Over  the  middle  Piedmont  the  measurements  were  less 
than  5  inches.  The  greatest  local  monthly  amount  was  15.55 
inches  at  Mayesville  (near),  Sumter  Co.,  least,  4.02  inches  at 
Darlington,  Darlington  Co.  The  greatest  24-hour  amount 
locally  was  6.88  inches  at  Charleston.  The  average  number 
of  rainy  days  was  about  30  per  cent  above  the  normal. 


WIND. 

The  prevailing  winds  were  from  the  west.  The  average  hourly 
velocity,  determined  from  7  anemometer  records,  was  9.0  miles. 
In  the  Section  proper  the  averages  were  6.7  miles  per  hour  at  Col- 
umbia and  10.8  miles  per  hour  at  Charleston.  The  highest  veloc- 
ity for  any  5-minute  period  in  the  region  covered  by  reports  was 
52  miles  per  hour  from  the  southeast  at  Savannah,  Ga.,  on  the 
26th,  and  in  the  Section  proper,  46  miles  per  hour  from  the 
northeast  at  Charleston  on  the  27th. 

SUNSHINE   AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  7  automatic 
records,  was  251.0  hours,  or  58  per  cent  of  the  possible  amount. 
The  average  number  of  clear  days  was  11;  partly  cloudy,  11, 
and  cloudy,  9,  as  against  normals  of  15,  10  and  6  days 
respectively.  

RIVER   CONDITIONS. 

The  Santee  River  was  above  flood  at  Rimini  from  the  10th  to 
the  16th  and  at  Ferguson  from  the  12th  to  the  19th.  The  Black 
River  was  above  flood  at  Kingstree  on  the  15th,  16th  and  17th. 
In  the  remaining  rivers  of  the  Section  the  flow  of  water  M'as 
moderate.  

MISCELLANEOUS    PHENOMENA. 

Fogs,  dense  (dates). — Cheraw,  13,  22;  ^Mayesville  (near), 
21,  26. 

Hail  {dates)  .—ChersLW,  25;  Calhoun  Falls,  23;  Columbia,  2, 
4;  Gaston  Shoals,  17;  Kingstree,  4;  Landrum,  26;  Little  Moun- 
tain, 3,  4;  Mayesville  (near),  3;  Newberry,  3,  4;  Oaks,  4;  Pel- 
zer,  4;  Winnsboro,  2;  Winthrop  College,  17;  Yemassee,  13. 

Hnlos   (dates). — Lunar:  Liberty,  24.     Solar:    Liberty,  4. 


Errata— April,  1915. 

Centenary.— Nvimber  of  rainy  days  (page  28),  should  be  5. 
DARi.iNr.TON. —Number  of  rainy  days  (page  28),  should  be  6. 
Dillon.- Highest  temperature  (page  28),  should  be  91"  on  2fith. 
Florence.— Highest  temperature  (page  28),  should  be  94°  on  30th; 
days,  18;  partly  cloudy,  9,  and  cloudy,  3. 


number  of  clear 
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Temperature,  de- 

Precipita- 

s 

"O  J 

Wind. 

1 

t-    ■ 

£■53 

grees  Fahr. 

tion  .inches. 

0 

11 

. 

A 

M    . 

Stations. 

a  > 

S.2 

S 
P5 

c 

03 

01 

be 

K 

0 

3 

IS 

II 
3 

Average 
hourly  v 
locity- 

miles. 

C  C 

—  .2 

£"3 

Asheville,  N.C.... 

29.92 

63.9 

85 

46 

4.53 

1.18 

279.9 

73 

8.1 

nw. 

Augusta,  Oa 

29.92 

75.0 

94 

61 

7.46 

3.90 

274.0 

70 

6.5 

Cliarloston.  S.  C... 

29.  93 

7.5.5 

96 

60 

8.92 

5.88 

265.5 

78 

10.8 

sw. 

Charlotte.  N.  C  ... 

29.90 

69.2 

89 

53 

5.47 

2.66 

255. 3 

72 

9.8 

ne. 

Columbia,  S.C... 

29.  92 

7.3.1 

93 

56 

.5.62 

1.19 

227.  5 

70 

6.7 

sw. 

Savannah, Ga 

29.  93 

76.4 

97 

60 

11.13 

5.65 

211.7 

84 

12.0 

sw. 

Wilmington,  N.C. 

29.93 

71.9 

94 

55 

3.  .59 

0.86 

242.  9 

82 

8.6 

sw. 

Means  and  ex-  j 
tremes i 

29.  92 

72.1 

97 

4C 

6.67 

5.88 

251.0 

76 

9.0 

sw. 
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Cliinatologrical  Data 

for  May, 

1915. 

- 

Counties. 

1 

5 

> 

Si 

i. 

o 
to 

1 

Temperature,  in  degrees  Kahr. 

Precipitation,  ill  inches. 

Number  of  days 

_5 

StHtions. 

S 
2-3 

=  2 

e 

E 

<6 

0; 

0 

1-1 

1^ 
^  be 

2 

0 

Eh 

S 

li 

5 

I'd 

0  "* 

in 

it 

■Hi 

5 

0 

■0 
0 
0 

0) 

■5 

si 

>*— 

0. 

Observers. 

Eastern  Pmtioi). 
Allpiidal(*             

Barnwell 

186 

21 

289 

296 

160 

43 

48 

144 

25 

175 

100 

143 

lOf) 

63 

136 

136 

12 

54 

70 

26 

28 

76.3 

«74.8 

+3.1 
+1.1 

96 
'  93 

26 
16 

53 
«  54 

6 
5 

33 
32 

6.85 
9.99 

+3.48 
+6.25 

2.22 
2.22 

0 
0 

10 

7 

9 
14 

16 
10 

6 

7 

w. 
se. 

H.  G.  Harris. 

Mi.ss  Lillian  H.  Kiee. 

Kershaw 

D.  M.  Bethune. 

26 
12 

'44' 
25 
29 
19 
11 
27 
22 
29 
26 

76.4 
73.6 
73.0 
75.5 
71.4 
73.2 
72.0 
71.2 

+2.9 
+1.2 

■+3.'i' 
+0.7 
+2.2 
+1.6 
-0.3 

98 
95 
93 
96 
92 
95 
95 
92 

15 
t  15 
16 
16 
16 
16 
17 
17 

54 
49 
50 
60 
50 
54 
49 
50 

6 
6 
2 
6 

t  2 

T  2 

2 

2 

40 
38 
41 
23 
37 
35 
42 
37 

6.66 

13.13 
9.01 
8.92 
6.84 

11.85 
4.02 
6.29 
7.92 
6.30 

10.13 
9.58 
6.71 

12.41 
7.61 

15.55 

10.20 
7.88 
9.55 
8.90 
8.00 

10.44 
5.83 
9.01 
8.72 

11.04 

8.90 

5.45 
4.83 
5.08 
4.  32 
5.52 
5.64 
5.10 
5.13 
5.95 
5.62 
4.33 
6.59 
6.33 
4.84 
5.75 
6.21 
6.29 
5.58 
5.27 
5.05 
5.95 
5.60 
5.38 
5.28 
4.40 
.5.18 
7.10 
6.12 

5.44 

7.'^ 

+3.20 
+9.72 

'+5.45' 
+3.27 
+8.48 
+0.62 
+3.05 
+4.95 
+2.93 
+6.03 
+6. 02 
+3.15 
+9.52 
+4.34 

'+4.'i6' 

+5.62' 

+4.  39 
+  6.51 
+2.  61 
+6.00 
+  3.07 
+  7.74 

+5.02 

+2.05 
+  1.30 
+2. 66 
+  1.85 
+  1.99 
+2.75 
+  1.78 
+2.  9.? 
+  2.54 
+2.  43 

'+2.'6i' 
+  1.22 
+2.56 

'+i.'6i' 

+  3. 15 
+2.79 

'+2.' 58' 
+  1.86 
+2.  84 
+2.33 
+0.33 
+  1.99 
+4.00 
+  1.96 

+2. 17 

+3.69 

2.04 
4.31 
3.94 
5.88 
1.54 
5.15 
1.75 
3.05 
4.19 
2.02 
4.00 
2.41 
1.35 
4.25 
2.80 
5.55 
4.43 
3.00 
2.76 
4.81 
2.15 
3.05 
1.50 
4.69 
3.31 
5.34 

5.88 

2.65 
1.83 
1.89 
1.12 
2.05 
1.68 
1.51 
1.29 
2.  CO 
1.40 
1.30 
1.99 
2.38 
1.70 
1.70 
2.15 
2.10 
1.00 
2.05 
1.46 
1.13 
2.44 
1.39 
1.33 
2.00 
1.50 
1.15 
2.00 

2.  65 

5.88 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 

0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 
0 

0 

0 

8 
13 
14 
10 
13 
5 
9 

11 

11 

8 

9 

9 

9 

17 

12 

9 

13 

8 

11 

10 

13 

11 

16 

15 

11 

9 
11 

5 

9 
10 
13 
13 
12 
12 
15 
11 
14 
10 

8 
11 
12 
13 
12 

8 
12 
15 

8 
10 
12 
10 
10 
12 
12 

11 

11 

15 
18 
6 
U 

9 

8 
15 

8 

7 

5 

10 

12 

w. 

sw. 
sw. 

Bowman        

Orangeburg  

Marion 

B.  0.  Evans. 

D.  L.  Carmirhael. 

Charleston      

Charle-ston 

Chesterfield 

Horry 

U.S.  Weather  Bureau. 

.T.  H.  Powe. 

Paul  Quattlebaum. 

Darlington 

Dillon 

14 

3 

14 

D.  C.  McCall. 

A.  K.  Rowell. 

Etlisto  XX             

Bamberg 

Nathan  .Jenkins. 

H.  B.  McCall. 

Orangeburg  

Florence 

74.8 
72.4 

+3.7 
-0.2 

94 
93 

16 
tl7 

58 
54 

tio 

2 

28 
39 

.Joseph  P.  Simons 

6 
12 
11 
13 
4 
8 
15 

15 
14 
12 

9 
16 
10 

0 

10 
5 
8 
9 
11 
13 
16 

sw. 

s. 

w. 

e. 

s. 

s. 

nw. 

H.  K.  Gilbert. 

Georgetown 

Georgetown 

Williamsburg 

20 
26 

75.4 
73.8 

+3.2 
+1.6 

95 
94 
93 
«  95 
90 

t  16 
16 

tl5 
16 

tl6 

54 
55 

6 
t  1 

34 
37 

A.  1'.  Hazard. 

A.O.Matthews. 

Mayesville  (near) 

Oaks            

Georgetown 

"73.6 
73.8 

'+2.'9' 

>•  50 
60 

1 
6 

MS 

0.  M.  Mitchell. 

PinopoUs** 

Berkeley 

54 
97 
109 
269 
62 
192 
75 
69 
24 

21 
5 
26 
26 
19 
23 
17 
12 
19 

Miss  E.  P.  Kavenel. 

Clarendon 

Dorchester 

Calhoun  

William  B.  Wolfe. 

''75.7 
°73.5 

+2.7 
+1.5 

"  98 
'  96 

26 
26 

>>  55 
°  55 

1 
tl 

40 
40 

Geo.  N.  Snelling.  M.  P. 

St    Malthews 

5 

10 

16 

e. 

J.  S.  Wannainaker. 

Smiths  Mills           .... 

Georgetown 

Darlington 

Dorchester 

Colleton   

W.  G.  Walker. 

Society  Hill 

72.0 
75.0 
76.0 
74.7 

74.0 

74.2 
72.1 
72.6 

+  1.0 
+3.0 
+3.0 
+  1.7 

+2.0 

+  1.6 
+2.2 
+1.0 

96 
94 
96 
95 

98 

94 
95 
92 

15 

■  16 

■  25 

■  15 

tl5 

tl5 
15 
15 

49 

53 

«  60 

46 

46 

54 
52 
56 

1 
6 
6 
6 

6 

6 

28 

6 

42 
35 
"39 
42 

43 

33 
36 
31 

5 
6 
11 
19 

11 

9 
18 
17 

19 

21 

16 

3 

11 

16 
0 

7 

7 
4 

15 
9 

9 

6 
13 

7 

sw. 
sw. 

w. 

w. 

w. 
w. 
e. 

Rev.  T.  Elli.son  Simpson. 

Summerville 

Miss  E.  H.  Gadsden, 

Walterboi'O 

J.  A.  Westerberg, 

Yemassee 

Hampton  

.J.  G.  llntSDU. 

Weste)'ii  Pmiiou. 

Aiken 

527 
764 
656 
293 
508 
222 
562 
402 
850 
351 

20 
13 
26 
U 
22 
48 
9 
11 
23 
28 
1 
2 
22 
26 
13 

'26' 
21 
11 
8 
27 
11 
12 
20 
23 
21 
25 
14 

W.  M.  Brown. 

Anderson  

Lexington 

H.H.Russell. 

Batesburg 

K..I.Hite. 

Blairs 

J.  N.  Owens, 

Calhoun  Falls 

Abbeville 

L,  M .  Parker. 

72.3 

94 

26 

52 

1 

36 

13 

11 

7 

ne. 

W,  V.  Brown. 

York  

James  C,  Paris. 

Chappells 

Newberry 

Oconee 

.1.  .1.  Murran. 

Clemsou  College 

Columbia        

71.0 
73.1 

+1.9 
+1.3 

88 
93 

t  15 
26 

53 

56 

10 
10 

33 
29 

14 

9 

14 
12 

3 
10 

sw. 
sw. 

Prof.  K.  H.  H.  (;alhonn. 

Richland 

V .  S.  Weatlier  Bureau. 

Edgefield 

Edgefield 

J.  A.  Townsenrt. 

Gaston  Shoals  XX 

Cherokee  

680 
989 
671 
568 
1063 
900 
711 

Harry  A,  Parshall. 

Greenville 

Greenwood 

Lancaster 

69.6 
71.0 
69.1 
68.9 
72.2 
73.0 
74.8 
73.8 
73.0 

+2.2 
-0.4 
-1.7 

'+i.'8' 

+0.8 
+4.0 

■+i.'6' 

91 
91 
89 
95 
94 
93 
95 
94 
95 

26 
16 
26 
16 

t  15 

r2^ 

15 
15 

51 
55 
54 
49 
52 
57 
54 
54 
54 

9 

tio 

2 
2 

t    6 
28 

t    1 
6 
1 

36 
29 
35 
41 
37 
27 
41 
35 
38 

9 
15 
1 
13 
11 
13 
7 
7 
2 

15 

0 

21 

11 

14 

9 

8 

18 

17 

7 
16 
9 

6 
9 

16 
6 

12 

nw. 

w. 

w. 

w. 
w. 

sw. 
sw. 

Spartan  (iondlette. 

Greenwood  

JI.  M.  Ctilhoun, 

,J,  Marvin  Bowers. 

Spartanburg 

Pickens 

R,  Hartwcll  Wilds,  D,  II. 

Liberty  

.John  T.  BogKS. 

Little  Mountain 

Meriwether 

Newberry 

Edgefield  

.1.  M.Sease,  M.  D. 

William  S.  Middleton. 

400 
502 
850 
536 
512 
875 
620 
545 
690 

.loseph  M.  .Johnson. 

Newberry 

Anderson 

Warren  G.  Petterson. 

Pelzer 

.loslma  Y.  Jones. 

Saluda 

72.7 
71.7 
69.8 
72.4 
70.8 
72,6 

71.9 

73.0 

+1.1 

+0.9 
-0.3 
0.0 
-0.4 
+2.4 

+  1.1 

+  1.5 

96 
92 
93 
92 
90 
95 

96 

98 

15 

■  16 

■  16 
15 
26 

t25 

15 
tl5 

50 
53 
51 
•  57 
53 
52 

49 

46 

2 
t    1 
2 
20 
5 
2 

2 

6 

45 
38 
38 
»32 
32 
37 

45 

45 

17 
6 

7 
18 

7 

w. 

sw. 

Mrs.  F.  V.  J.  Maxwell. 

Santuck 

Union 

E.W.Jeter. 

Spartanburg 

Spartanburg 

F.  P.  Robinson. 

15 
17 
5 

11 

11 

9 

8 
19 

12 

11 

7 
6 

7 

8 
9 

sw. 
se. 
ne. 

w. 

w. 

Mrs.  S.  E,  Long. 

Winnsboro    

Fairfield  

J.  W,  Seigrler, 

Winthrop  College  tt... 
Division  means  and  ex 

W.  P.  Goodman. 

tremes  

State  means  and  extre 

mes 

The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
determining  section  or  division  means.     Reference  letters  (».  ^.  i--).  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  ^  represents  two  days  missing,  etc. 

t  Also  on  other  dates,  ft  Received  too  late  to  be  included  in  means  and  summaries.  '•  Temperature  data  are  from  observed  readings  of  tlie  dry  bulb:  means  are  com- 
puted from  observed  readings,     tt  Postoflice  addresses  of  these  stations  are  as  follows:    Of  Edisto.  Embree;  of  Gaston  Shoals.  Gaffney,  of  Winthrop  (Allege,  Rock  Hill. 

T.  Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


AY,     1915. 
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Daily 

Precipitation 

fox-  May, 

1915. 

Watershed. 

Day  of  month. 

Stations. 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12     13 

14     15     16     17     18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

0 

Eastern  Portion. 

1.72 
2.15 

1.25 
2.22 

2.22 
2.00 

.06 

.02 

.10 

.30 

.59 

.44 

.15 

i.'84 

6.85 

('oast 

.25 

1.20 

.33 

9  99 

Lynches     .   . . 

upkvitlp  nil 

1.36 
.98 
.30 
.83 
.81 

1.53 
.40 
.03 

2.09 
.60 

1.05 

1.70 
.30 

2.00 

1.45 

1.65 

.35 
4  SI 

2.04 
1.02 
3.94 
4.70 
1.10 
3.61 
1.75 
3.05 
3.74 
2.02 

.32 

.10 
T. 

tv 

.10 

1.96 
.58 
.42 

'.'is 

T. 

.70 
.30 
.46 
.80 
.32 
2,41 
.65 

.20 

.84 
1.08 
.22 

'.'si 

.28 
.40 
.33 
.43 
.54 

5.15 
.52 
.14 
.56 
.98 
.98 
.72 
.35 

1.03 
.74 
.70 
.20 

'.'64 

'.'84 
.15 
.24 

'.'ii 

.40 

.83 
.40 

.05 

1.62 

T. 

.05 

't'.' 

6.66 

wman 

do 

Pee  Dee 

Coast 

Pee  Dee 

Wacciiinaw . 

T. 
T. 

T. 

T.' 

.10 
.04 
T. 
.05 

".'6i 

T. 

.14 

T. 

.10 

..56 

2.04 
.52 
.95 

T. 
.02 

.06 

T. 

.12 

.09 
T. 
T. 
L54 

T. 

T. 

.02 

.01 

'.'08 

. . . . 

'.'76 

1.03 
T. 
T. 

.06 
.10 
.01 
.08 
T. 

13  13 

T. 
.20 
.02 
T. 

?  01 

9.01 

arleslon  •'• 

1.51 

8.92 

.40 
1.10 
.20 
.15 

33 

6.  84 

n\yay  |||1 

T. 

T. 

11  85 

Pee  Dee  

.06 
.02 

.05 

4.02 

lion               

Little  Pee  Dee 

.04 

.86 

.43 

.45 

.03 

■.'24 

T. 

'.'ie 

T. 

.25 

.43 

.11 

T. 

1.20 

T. 

.60 

6.19 

i^to  iiii              

7.92 

Lynches 

.30 

1  ^f, 

.03 

.12 

1.07 

.21 

.01 

T. 

.55 

T. 

6  30 

Santee 

4.OO1  .98 

.10 
T. 

10  13 

.08 

T. 

.30 

.61 

.25 

.04 

.54 

T. 

.25 

'.'so 

.58 

i.oo 

.78 

'.'95 
3.15 

1.82 
1.30 
4  '>'S 

.84 

i.'35 
T. 

9.58 

orence  2 

do 

6  71 

Coast 

T. 

.30 

T. 
T. 

.01 
T. 

T. 

.35 

12  41 

Black 

.69 

•>  80 

1  on 

T. 
.41 
.01 

.12 
.37 

.20 
.47 
.05 
.15 
2.10 

7.61 

ijesville  (near) 

Iks 

do 

do 

Cooper  

■f.' :::: 

1 . 

.75 
T. 
1.24 

.03 

i.'oo 

5.55 

1.71 

3.00 

.06 

3.14 
4.43 
1.00 
'>  7fi 

.11 

.17 
.05 

.01 
.19 

T. 

.95 
LIO 
.07 
.25 
1.65 
.55 
.18 
.56 
.05 
.06 
.32 

2.32 
.19 

.01 

i.'oo 

'.'43 

15.55 

T. 

10  20 

.12 

.30 
'.'69 

7  88 

Santee 

.01 

1.09 
.80 

2.00 

1.58 
T. 
.62 
.54 

2.22 

.50 
.30 
1.89 
1.12 
2.05 
L68 
1.51 
.97 

■.06 
1.40 
1.82 
2.38 
1.70 

.19 

.27 

2.12 

.35 
.55 
1.05 
1.95 
.62 
.60 
1.13 
1.00 

.35 
.45 
.25 
.20 

9.55 

.71 4  10 

.55 

8.90 

Matthpwsl  1 

nitlK  Mills  III! 

2.15 
3.05 
.75 
4.69 
1.31 
5.34 

.60 
.59 

1.20 
.92 
.79 

1.40 
.76 

1.00 
.67 
.62 
.77 
.75 
.74 
.81 
.25 
.95 
.55 
.53 
.79 
.51 
.60 
70 

.70 
2.15 
.11 
T. 
.32 
.23 

.05 

.55 
■.'63 

.15 

.75 
1.28 
T. 
.06 

'.'65 
2.65 

8.00 

Pee  Dee 

T. 
T. 
T. 

T. 

'.'52 
1.14 
.92 

i.'so 

1.49 

3.31 

.16 

.75 
.33 

'.'ii 
'.'55 

.05 
■.'64 

.01 

tV 

.10 
.45 

■'oi 

. . . . 
.01 
.08 

■'62 
.09 

'.'54 
'.'62 

't'.' 

".'13 
T. 
T. 

.15 
.03 

T. 

.03 

T. 

.02 

T. 

10.44 

cietv  Hill  III!     

do 

T. 
T. 

.10 

.53 
T. 

5.83 

Ashley 

.13 
.48 
.07 

.02 
.54 

9.01 

'.'46 

.01 
.03 

.15 

8.72 

11.04 

Wedern  Porlion. 
ken      

I'MLsto 

.45 
1.83 

5.45 

.10 

.23 

.90.... 

.46 
.44 

.06 
.12 
.55 
.16 
.17 

1.03 
.58 
.32 
.30 
.28 

1.07 
.67 
.33 
.72 
.46 

'.■30 
.04 
.07 
.20 
.12 
.19 
.27 
.31 
.25 
.55 
.25 

4.83 

Edisto 

T. 
.26 

1.43 
.86 

1.47 
.52 
.25 

1.29 

T. 

5.08 

airs  nil        

Broad 

.21 

.10 

.12 
.09 

.10 

.08 

4  32 

Savannah  

.11 
.04 

.22 
'.'65 

.41 
.20 
.20 
.70 
1.08 
.17 

'.'26 
.03 

.22 

5.52 

lIKlfll  lljl 

Wateree 

Catawba 

T. 

.17 
.03 
.04 

.02 
.16 

.90 

.22 
.08 



.10 

.03 

'."is 

.15 

"."ii 

.40 
T. 

'.'24 

5.64 

'.'67 
.40 

1.08 
.38 

5. 10 

lappt'lls  jljl     

Saluda 

5  13 

Savannah  

Congaroe 

T. 

.46 
.35 

2.00 
1.14 

.01 
.09 

.15 
.27 

.35'  .01 

.10 

.40 
.40 

5.95 

....1  .28 

'.'io 
.02 

.08 

.32 

.11 

T. 

T. 

19 

5.62 

1.30 
.54 
.35 
.99 

.10 

4.33 

lSt01lSll();lls|||| 

■eeiiviilc  |||l    

Broad  

Saluda 

T. 
.05 

.10 

T. 

.25 

.13 

T. 

.04 

.77 

.43 
T. 

tV 

.17 
.15 

T. 

.29 

.48 

.61 
.02 

.03 

T. 

T. 
T. 

.47 

.48 

.15 

.35 

.10 

T. 

.20 

.36 

.10 

.67 

.35 

".'75 

.01 
.14 
.11 

.13 

'.'26 
.02 
.25 
.15 
.02 
T. 
.11 

.14 
L75 

.18 

.90 
1.10 
1.80 

.60 

T. 

.22 

.46 
1.22 

'.'i4 
.52 
.33 
.65 
.69 

T. 

T. 

6.59 
6.33 

rpen\v()0(l  |!|1 

do 

4.84 

Wateree 

.17 

....|.... 

L70 
2.15 
2.10 

.93 
1.46 
1.14 

.95 

1.10 
.24 
.20 
.75 
.50 
.65 
.69 
.04 

.04 
.12 
.02 

.06 
.51 
.5f 
.40 
.32 
.30 
.35 
T. 
.35 
.38 

5.75 

iiulnnn 

Broad  

.07 
.02 
.07 

T. 
T. 
T. 

■f.' 

r 

.41 
.04 

6.21 

Savannah  

Siiluda 

Savannah  

Edisto 

Saluda 

do 

.02   T. 

T. 
.50 

T. 

.40 
.48 
2.05 
1.46 
1.13 
.90 

'.'76 
.33 
1.50 

'.'32 

6.29 

Itip  Mouiitiviii 

T. 
T. 
T. 
T. 
T. 

5.58 

eriwi'tlier 

.09 

5.27 

onptta 

T. 

.20 

T. 

'.'34 

.28 

.01 
.23 

.04 
Of 

".U 

f. 

■."62 
.08 
T. 
T. 
T. 
.12 

.17 
.04 

'f.' 
T. 

5.05 

5.95 

-Izprjljj 

T. 

.  36  ">■  n« 

5.60 

.     do 

1.39 
1.33 
.17 
1.46 

.15 

.10 
1   81 

57.1  9n 

.26 
'.'56 

'.'08 

■.'i2 

.52 
.05 

'.'is 

5.38 

iiituck 

Broad 

do 

T. 
T. 

'.'oa 

.13 
.23 

T. 
.10 

.40 

1.29 
.80 
.46 

1.15 
.60 

T. 

"t. 

.08 

't. 

T. 

5.28 

vartaiiburg  |||| 

T. 

.08 

4.40 

rentoii 

Edisto 

IP 

.09 

.68 
1.10 
.18 

T. 

.10 
.82 
.20 

5.18 

imisboro 

Broad 

Catawba 

t 

.50 
.34 

'.'26 

.88]  .10 
2.00i  -l.'i 

.25 

'."63 

7.10 

inthrop  College 

6.12 

...  1 

■■'•|'"" 

■■■•[""'I'"  r"'i"""r  "" 

■'■■| 

Except  as  otherwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observation,  ||||  Precipitation  measured  in  the  morning:  aiiio\int  tlien  recorded  is  for  the  preceding  24  hours,  ***  Regular  Weather  Bureau  station;  precipitation  is  for  the 
24-hour  period,  midnight  to  midnight,    *  Precipitation  included  in  the  next  following  measurement,    t  Separate  dates  of  falls  not  recorded.    T,  Trace,  or  less  thanO.Ol  inch. 

COMPARATIVE  DATA  FOR  MAY. 


if 


Year. 


»89. 
S90. 
S91. 

S92, 
S93, 

M.IU, 

^96, 
^97, 
S98, 
•>99 
JIJO 

m 

Ml 


Temperature. 


72.5 
70,2 
71,7 
71,0 
69,0 
71.1 
70.2 
70.7 
69.0 
76.7 
69.3 
73.8 
73.7 
70.2 
71.4 
74.0 


97 
99 

101 
95 

100 
94 
97 
98 

101 

104 
97 

106 

100 
96 
99 

101 


Precipitation. 


Average  number  of 

days- 


3.17 
7.51 
1.97 
5.44 
3.57 
5.53 
4.13 
3.43 
4.36 
2.74 
2.39 
1.35 
1.68 
2.37 
7.31 
2.69 


n\v . 
sw. 

ne. 


sw. 
sw. 
sw. 

sw. 
sw. 
sw. 
sw. 
sv/. 
sw. 
sw. 


Year. 


Temperature. 

Precipitation. 

*"      1 

®5.c  i, 

u> 

uc.-S  o  i. 

c 

.S 

o 

g 

g>go 

bo 

<D  "1.^  q 

S 

tri 

^ 

> 

Contimier}- 

1903 

1904 

1905 

1906 

1907 

1908 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

Period. . . 


70.7 

104 

44 

70.6 

99 

38 

73.4 

99 

42 

70.7 

99 

30 

70.8 

96 

41 

71.8 

96 

36 

69.5 

100 

35 

69.8 

99 

40 

72.6 

106 

35 

72.4 

101 

43 

71.7 

101 

38 

72.1 

105 

42 

73.0 

98 

46 

71.5 

106 

30 

2.69 
2.04 
5.70 
3.00 
4.51 
2.92 
4.26 
4.03 
0.65 
4.08 
2.13 
0.83 
7.20 

3.51 


Averag 

e  num 

bar  of 

days— 

^ 

^>' 

>> 

C3 

Zl'O 

QJ 
O 

Si 

o 

PhO 

o 

12 

9 

10 

18 

8 

5 

12 

9 

10 

17 

6 

8 

U 

12 

8 

16 

11 

4 

14 

12 

5 

15 

10 

6 

20 

8 

3 

16 

6 

9 

19 

6 

6 

18 

10 

3 

11 

11 

9 

15 

10 

C 

SW. 

sw. 
sw. 
sw. 
sw. 
sw. 
ne. 
sw. 
sw. 
sw. 
w. 
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May,    n)lo. 


Daily  Temperatures  for  May,   1916. 


Stations. 


14     15 


20 


21 


22 


23 


24 


25 


26 


28 

29 

30 

85 

84 

86 

61 

62 

64 

82 

85 

85 

65 

67 

67 

84 

89 

86 

fil 

61 

6;^ 

65 

84 

85 

59 

60 

62 

73 

80 

81 

58 

67 

61 

80 

83 

86 

66 

69 

67 

67 

82 

81 

57 

65 

60 

73 

81 

Ki 

60 

67 

62 

82 

81 

85 

55 

59 

61 

71 

81 

82 

56 

69 

62 

88 

91 

82 

65 

65 

67 

70 

80 

78 

56 

57 

60 

76 

82 

94 

65 

68 

62 

80 

85 

84 

60 

60 

61 

73 

80 

82 

59 

61 

,59 

74 

81 

85 

61 

65 

60 

86 

85 

85 

59 

62 

63 

85 

86 

59 

62 

82 

84 

75 

57 

58 

60 

83 

84 

86 

62 

67 

62 

88 

85 

86 

61 

66 

86 

86 

88 

62 

64 

60 

72 

87 

82 

58 

64 

58 

61 

8:^ 

i  1 

52 

59 

,56 

65 

73 

8(1 

57 

60 

60 

67 

84 

84 

59 

59 

6" 

6fi 

76 

78 

56 

60 

,58 

65 

84 

82 

58 

63 

63 

61 

8(1 

78 

53 

54 

.53 

64 

82 

79 

55 

57 

58 

62 

77 

81 

5,5 

58 

60 

61 

79 

77 

51 

58 

,59 

63 

84 

77 

,53 

55 

59 

62 

82 

83 

57 

62 

63 

69 

89 

89 

60 

63 

60 

65 

84 

81 

58 

63 

60 

es 

86 

83 

58 

62 

58 

65 

88 

82 

68 

62 

58 

63 

82 

82 

.57 

60 

,58 

62 

82 

82 

53 

,54 

58 

68 

72 

84 

58 

62 

62 

ifii 

80 

,56 

,58 

58 

64 

86 

85 

56 

60 

60 

Weaii. 


Eastern  Portion. 


Allendale  % j 

Beaufort  j 

Blaokville'J^ \ 

Bowman J 

Centenary j 

Charleston J 

Cheraw  'J'J | 

ConwayJ* I 

Darlington  $$ ) 

Dillon \ 

Ferguson  sSs^ J 

Florence  1  $$ j 

Georgetown j 

Kingstree^'S j 

Mayesville  (near)...  J 

Oaks I 

St.  George  % j 

St.  Matthews  ^sSsS j 

Society  Hills\$ \ 

Suminerville j 

Walterboro j 

Yemassee  S^'S ! 


Maximum 

Minimum. 

Maximum 

Minimum. 

Maximum 

Minimum. 

Maximum 

Minimum. 

Maximum 

Minimum. 

Maximum 

Minimum. 

Maximum 

Mininmm. 

Maximum 

Minimum. 

Maximum 

Minimum. 

Maximum 

Minimiun. 

Maximum 

Minimum. 

Alaximiun 

Minimum. 

Maximum 

Jliniinum. , 

Maximum  , 

Mininuim. , 

Maximum  . 

Minimum. . 

Maximum  , 

Minimum. , 

Maximum  , 

Minimum. , 

Maximum  . 

Minimum. , 

Maximum  , 

Minimum. . 

Maximum  . 

Minimum. . 

Maximum  . 

Minimum. , 

Maximum  . 

Minimum. . 


WeKteni  Portion. 

...  \  Maximum 

^"'^"  \  Minimum. 

.     ,  )  Maximum 

Anderson i  Minimiun. 

D„*„„K,._„iW  *  Maximum 

Batesburg'5§ /Minimum. 

„  „ ,      ,;,,  )  Maximum 

CamdenW J  Minimum. 

ClemsonCollege....J-;{™m.: 
,,  ,       ,  .  )  Maximum 

Columbia J  Minimum. 

«-envi.le«« l^^^lZ^., 

«-enwood«« U=r: 

„ tv.  cj .•.,™  )  Maximum 

Heath  Spring Ulinimum. 

T  ~„  i»..™  S  Maximum 

Landrum I  Minimum. 

L"^-t^ \^=S. 

Little  Mountain )  ^1^™  ; 

,,„  .,.,„j>,„„  )  Maximum  , 

Meriwether i  Minimum. 

Monetta )  Mfnimum .  ] 

iNewoerry ;  Minimum., 

o  ,    ■■  S  Maximum 

''''■'"'**  i  Minimum. 

SantnpV  \  ^laximum 

hantucK I  Minimum., 

Spartanburg  §« j  Maximum  , 

.jHa-iu"""'s  yj  (  Minimum. , 

TrPiitnn  >  Maximum 

^'^'""°" (Minimum., 

w--bo- iMh^tr: 

.Vinthrop  college...  SJ;'™™; 


901     93 


87 1  88 

63  64 

87  85 

61|  63| 


64 

70 

91 

86 

65 

66 

85 

85 

a5 

64 

85 

85 

64 

64 

86 

85 

87 

86 

65 

67 

90 

92 

67 

71 

90 

93 

65 

70 

87 

82 

62 

54 

85 

87 

66 

70 

90 

88 

66 

72 

90 

88 

63 

65 

92 

90 

62 

68 

92 

88 

66 

67 

90 

88 

64 

67 

87 

88 

61 

68 

86 

85 

62 

68 

87 

85 

66 

61 

87 

86 

,58 

61 

87 

85 

62 

67 

80 

84 

62 

63 

82 

91 

57 

64 

90 

83 

60 

68 

85 

83 

64 

64 

95 

90 

60 

70 

89 

89 

63 

69 

89 

85 

65 

62 

91 

91 

62 

70 

87 

88 

61 

68 

87 

86 

60 

61 

90 

87 

67 

70 

82 

H5 

,58 

67 

85 

87 

61 

66 

53 


90 
65 

78 
65 

911  90 
54  63 
851  80 


49 

88 

52 

80 

60 

87 

50 

87 

54 

88 

51 

87 

52  62 

88:  85 


m 

80  91 
59!  55 
88 
54 


71  53: 

83!  89 

62  50 

82  88 

58  46 


501  50 
83  8' 


92  67 

59  64 

69  77 

64  64 
66 

56  64 

"'  72 


98 
65 
95 

65 
89 
64 
91 
69 
86 
62 
91 
66 
92 
62 
81 !  841  87 
62:  62i  64 
84!  86'  931 
641  65l  651 
80|  85i  90 
63 


67 
84 
61 
86 
65 
851  88 
641     60 


95 


91 


941  92 
70|  66 
89i     88 


62|     63' 
72,i 


94 
661 
92;     93: 


72 
96 
70 
90 
68 
90 

70j  64 

93  79 

74  71 

90  91 

67|  62 

93i  82 

701  67 

91 1  80 

68  65 

92!  78 

67;  64 

92:  86 


88'     92| 
66!     68 


681     70j 
95!    94. 


85j  87 
64!  64 
85     87 


70 
64 

77 
63 
74 

6') 
..  .86 
59I     62 


81  i    a5 
64 


78 
63 
79 
72|  70!  6fi 
94  93  85 
64!  70  66 
93i 


£3  87 


62 

75 
5' 
72 
591  60 
70  71 
62  56 
71'  74 
56:  55 
72'  78 
60;  58 
72:  75 
60 1  60 
72i  78 
62  63 
74 
61 
71 
61 
71 
61 


6.5;  63 

87:  90I  9fi 

64  62 

...'  881  94| 

63!  63! ... . 

87,  93i  96, 

59  60  66] 

84  86  92 

65!  65!  6b! 

87,  88,  94i 

65  62l  65l 
83!  89  95' 
63i  60  61 


95i  93(  90 

65  66!  65 

961  95!  93 

65|     68  69  64 

95!  95'  90 


84  88 
60!  64 
85i  90 
62  60 
811  87 
59;  60 
84,  87 
63,  62 
79  84 
60|  62 

85  88 
601  63 
85  90 
59  61 
82  85 
61 ;  62 
8I;  85 

56  61 
88  89 

57  62 
88  90 

58  61 
82'  86 
59'  68 
8' 


94 
65 
95 

64 
92 
62 
93 
63 
88 
63 
92 
66 
90 
60 
90 
66 
80 
58 
89 
62 
94 
66 
93 
67 
91;  95 
65 


59|  61 

83:  87!  ^ 

6V  65!  66 

851  90!  95 

59;  61 !  63 

87i  91|  96 

591  581  52 

85!  88|  91 
62 


59,  60, 

85  89 


58!  61 

83  81 


Gl 

80'  80 

56!  62! 

83:  m 

59;  61 


91 
61 
92 

60;  60 


93  851  76 

67j  60! 

94;  93;  89 

69  69;  67 

95,  94,  91 

67;  69!  65 

95!  93;  91 

68  64 


64 


94  92 

6' 

93 


66'  64 

85l  85 


67;  59 

89!  86 


64;  65 
88  85 


68 

91 

64   70!  62 

931  901  85 

63 

88 

69 

89 

69 

88 

64 

87 

6' 

86 


66 

82 
68 
90,  91 


61;  63 

87|  86 
62l  63 
86 


82 
59 
84 
691  64 
80  80 


81  87 

58  60 

83  82 

70  65 

85!  85 

69  65 
84 

65  65 


60  62 
95 
62 
91 
70 
93 
70 

95,  _ 
65  65 
92  90 
70 


58 
86 
63 

83 
56 

83 
60 
75 
5' 

88!  78 
63l  53 
88!  85 
69!  58 
89!  **3 
69  62 
92'  91 
62 


72!  81 
66  60 


59;  56 

66!  '1 

57,  54 

79  81 


6- 
88 
63 
85 
73 
88 
63  65 
93 


60 


93  93 

67l  69 


89,  92 

68!  75! 

94;  95! 

65;  69, 

92|  93 

66,  67, 

89;  84' 
70 
86 


96 
73 
91 
72 
97 
73 
95 
70 
90 
72;  67 
90     87 


74! 
83 
64 
81 
74 
86 
66 
82 


68:  68 
87!  88 
62 
93 
68 


90 


90  87 
62  67! 


64 

88 
62 
86 
64 

88 
60 

;9| 

64; 

85: 

66| 
86 
56 
85 
57 
81 
66 
85 
58 
87 
63 
80 
60 
89l 
64; 
87! 
661 
88; 
66 
87 
64 
86 
64 
87 
55 
81 
66 
82 
65 


90,  89  90 

65I  671  64 

83,  90;  91 

64'  67!  65 
88:  H' 
66 


881  90 

67;  68 

8O!  85 

70 

89 

68 

84 

66 

86 

66 

85 

65 


56 

86 
69 

84 

65;  64 


92 

92 

66 

68 

89 

90 

65 

68 

91 

85 

66 

70 

91 

66 

69 

87 

89 

66 

62 

86 

90 

65 

63 

88 

82 

65 

65 

87 

85 

65 

68 

90 

91 

65 

68 

41 
67 
89 

66! 

91' 

64   64i 

86!  91 

70 1  68 
92  95'  92 

78!  ''2!  ''2 
93;  90,  91 

71!  70 


91  82 
67;  62 
94  92 


91  93 

68!  69  63 


91,  93! 

66l  63' 

89!  91 

66,  70! 

89! 

67! 

83!  851 


!  9t 

65 
93 

72 

71 

90 

91 

62' 

63 

86! 

89 

68! 

67 

83 

89 

66 

68 

921 

89 

6O! 

60 

51! 

94 

62| 

64 

90! 

93 

70; 

73 

95; 

95 

65j 

65 

91' 

92 

69 

71 

92 

93 

68 

70 

91, 

94 

65 

67 

90 

92 

67 

66 

89 

93 

67 

64 

89 

90 

72 

61 

85 

90 

67 

68 

95 

95 

65 

66 

86 


81 
56 

74 
71 
441  "2 
691  70 
8(1 
6.'i 
79 
60 
71 
66 
73 
68 
79 
59 
74 
54 
88 
57 
84 
60 
90 
63 
88 
62 
83 
62 
82 
61 
79 
60 
70 
65 
82 
62 
80 
63 
86 
62 


83 
59 
71 
58 
69 
61 
67 
6(' 
72 
61 
70 
61 
61 
58 
65 
62 
71 
58 
73 
56 
75 
59 
75 
60 
73 
62 

62 

70 
61 
81 
57 
70 
59 
60 
58 
70 
62 
68 
58 
84 
581 


85.7 
62.6 
83.7 
60.  S 
82.5 
62.6 
82.5 
62.1 
80.5 
61.6 

82*: 


58.1 

80.1 
61. 

6o!^ 

81.  d 
56.  t» 
84.  ( 
60. 
82. 
63.  I 
87.1 
62.,= 
84.: 
63. : 
84.1 
62.1 
85. 
60.: 

82.  ^ 
60.11 
8l.f 
58.1 
82. 
62. 
80. 
61. 
84. 
60. 


Reference  letters  («,  •>,  c),  appearing  in  the  table  indicate  number  of  day.s  mi.ssiug:  For  example,  *>  represents  two  days  missing,  etc. 
1  lustrumcnt^are  read  in  the  morning;  the  maximum  temperature  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
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GENERAL  SUMMARY. 

June  was  somewhat  cooler  than  usual.  Precipitation  was 
below  the  average,  and  the  amounts  of  rainfall  were  unevenly 
distributed  over  the  Section  after  the  10th.  Moderate  freshets 
occurred  in  the  lower  Catawba,  \\'ateree,  Santee  and  Pee  Dee 
rivers  during  the  early  part  of  the  month,  incident  to  heavy 
rains  in  the  upper  drainage  areas  on  Maj^  31  and  June  1. 
Abnormallj'  cool  weather  and  cold  rains  at  the  beginning  of  the 
month  were  unfavorable  for  cotton  and  corn.  The  grain  har- 
vests proceeded  under  consideral)le  difficulty,  and  grass  accumu- 
lated rapidly  in  the  fields.  A  period  of  relatively  dry  weather 
followed,  whicii  enabled  planters  to  cultivate  extensively.  In- 
termittent showers  during  the  last  two  decades,  while  generally 
beneficial,  interfered  materiallj^  with  proper  cultivation  of  cot- 
ton, corn  and  truck,  but  intervening  sunsliine  accelerated  growtli. 
The  closing  week  was  too  cool  for  cotton,  which  was  fruiting  on 
short  plants  and  had  become  spotted  in  many  counties.  The 
month  closed  with  other  crops  generally  in  favorable  condition, 
although  tobacco  had  not  d(>veloped  as  desired.  Much  corn 
was  laid  by,  and  forage  peas  were  being  sown.  Pastures  were 
greatl}'  improved.     P'ruits  and  vegetables  were  plentiful. 


PRESSURE. 

The  mean  sea-level  pressure,  determined  from  reports  of  7 
regular  Weatlier  r>ureau  stations  in  and  surrounding  the  Sec- 
tion, was  8i).()()  inches.  The  highest  pressure  in  tiie  region 
covered  by  reports  was  30  21  inches  at  Charleston  and  Colum- 
bia, S.  C,  and  at  Savannah,  Ga.,  on  the  14th,  and  also  at  Wil- 
mington, N.  C,  on  the  '28th;  lowest,  29.62  inches  at  \\'ilming- 
ton,  N.  C,  on  the  2d,  and  in  tiie  Section  proper,  29. 6G  inches 
at  Cliarleston  on  the  same  date. 


TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  reports 
of  43  stations,  was  70.0°,  or  1.6°  below  the  established  normal. 
Tiie  higliest  temperature  was  103°  at  Camden,  Kersiiaw  Co., 
on  the  22(1.  The  warmest  period  of  the  montli  was  generally 
between  the  20th  and  22d.  Tiie  lowest  temperature  was  49°  at 
Society  Hill,  Darlington  Co.,  on  the  1st.  Tlie  coolest  period 
was  during  the  first  5  days  of  the  month. 

HUMIDITY. 

The  mean  relative  humidity,  determined  from  records  of  7 
regular  Weather  Bureau  stations  in  and  surrounding  the  Section, 
was  as  follows:  8  a.m.,  80  per  cent;  8  p.m.,  71  per  cent; 
for  the  month,  76  per  cent.  The  highest  average  percentages 
occurred  over  the  extreme  southern  coast  district  and  extreme 
northwestern  counties,  and  the  lowest,  over  the  north-central 
and  west-central  counties. 


PRECIPITATION. 

The  average  for  the  Section,  55  stations  reporting,  was  4.26 
inches,  or  0.77  inch  below  the  estal)lished  normal.  Copious 
rains  fell  throughout  the  Section  on  the  1st  and  2d,  followed  by 
relatively  dry  weather  until  the  10th;  during  the  remainder  of 
the  month  there  were  intermittent  showers,  with  very  unequal 
distribution  of  rainfall.  The  greatest  amounts,  with  few  excep- 
tions, were  recdrdcd  in  the  southern  and  western  counties, 
where  tiie  measurements  ranged  from  4  to  over  9  ineJK^s.     Over 


the  northeastern  third  of  the  Section,  and  a  few  counties  of  the 
western  portion,  the  amounts  were  less  than  3  inches  and 
ranged  downward  to  less  than  2  inches.  The  greatest  local 
monthly  amount  was  9.68  inches  at  Blackville,  Barnwell  Co.; 
least,  1.24  inches  at  Bowman,  Orangeburg  Co.  The  greatest 
24-hour  amount  locally  was  3.33  inches  at  Anderson,  Anderson 
Co.  The  average  number  of  rainy  days  was  about  10  per  cent 
below  normal. 

WIND. 

The  prevailing  winds  were  from  the  south.  The  average 
hourly  velocity,  determined  from  7  anemometer  records,  was 
7.3  miles.  In  the  Section  proper  the  averages  were  5.5  miles 
per  hour  at  Columbia  and  9.5  miles  per  hour  at  Charleston. 
The  highest  velocity  for  any  5-minute  period  in  the  region  cov- 
ered by  reports  was  39  miles  per  hour  from  the  west  at  Char- 
lotte, N.  C,  on  the  15th,  and  in  the  Section  proper,  29  miles 
per  hour  from  the  east  at  Charleston  on  the  29th. 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  7  automatic 
records,  was  285.0  hours,  or  68  per  cent  of  the  possible  amount. 
The  average  nmnber  of  clear  days  was  14;  partly  cloudy,  10, 
and  cloudy,  6,  as  against  normals  of  12,.  11  and  7  daj'S, 
respectivelj'.  

RIVER   CONDITIONS. 

Heavy  rains  in  the  upper  Catawba  watershed  on  May  31  and 
June  1  were  followed  by  freshets  in  the  lower  Catawba,  Wateree 
and  Santee  rivers.  The  crest  of  tlie  flood  passed  Catawba  on 
tlie  2d,  with  a  stage  of  11.6  feet,  or  0.6  foot  above  Hood,  and 
Camden  on  the  3d,  Avith  a  stage  of  26.0  feet,  or  2.0  feet  above 
flood.  The  Santee  river  was  in  flood  at  Rimini  from  the  3d  to 
the  10th,  with  a  crest  of  13.5  feet  on  the  6th  and  7th,  and  at 
Ferguson  from  the  4th  to  the  14th,  with  a  crest  of  13.3  feet  on 
the  8th  and  9th.  The  losses  from  floods  were  nominal,  while 
the  value  of  moval)le  property  saved  by  warnings  of  the  Weather 
Bureau  was  estimated  at  $24,400.  A  freshet  in  the  upper  Pee 
Dee  River  at  Cheraw,  with  a  crest  stage  of  30  feet,  incident  to 
the  l)eforementioned  series  of  heavy  rains,  caused  a  loss  of 
$3,500,  mostly  inundated  crops,  while  movable  property  saved 
at  the  instance  of  the  warnings  of  the  Weather  Bureau  was 
estimated  at  $17,000.  The  remaining  rivers  of  the  Section 
were  relatively  low.  

MISCELLANEOUS    PHENOMENA. 


Fogs,   dense    {dates). — Columiiia,    17. 
Mayesville  (near),  17,  18. 

Halo  (date). — SoJnr:  Columbia,  27. 


27;    Liberty,    2,    17; 


Errata— May,   1915. 


PiNOPOUS.— Mean  temperature  (page  -'iO),  shoulil  be  73.0". 

Rainy  Days  (page  30)— Cheraw,  should  be  15;  Conway.  G;  Florciiee,  9;  Wiunsboro,  13. 
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.32'  .52 
.01'  .If 
.101  -6? 

5.26 
3  29 

eriHctlior 

.52; 

.80 
1.23 

.33 

.02 
.11 

.12 

'.'62 

.7( 

1.2c 

.... 

.36 

.03 

T. 

.14 

.45 

T. 

.22 

.15 

5.54 

oiuiia 

54 

•»l         1 

.17 

.40 

.03 

't.' 

'.'62 

6  12 

ewberrv 

1  40'  .  lOi         i 

4  79 

elzerlin 

1.20'  .40l  T. 
.  82    .  12!  .  25 

.18 
.15 

,29 
T. 
T. 
.50 

.88 
.If 
.If 
T. 
.1£ 
.9f 

3.64 

iliida 

....do 

.16 

.10 

.05 

.50 
T. 
1.76 
.05 
.50 

.05 
T. 

.09 
T. 
T. 

.25 

. . . . 

.63 
.26 
T. 
1.57 

.70 

5.  85 

nuiicl; 

Broad 

do 

2.  72  . . . 

2.00   .04 
.31    .35 
.23,  .45 

2.25I  .15 

04 

T. 

't.' 

3.06 

partanburs  ||ll 

T. 

.04 

4.1s 

reiiton 

Edisto 

Broad 

Catawba 

.06 

'.'52 

T. 

.75 

0.24 

inn-boro  

T 

.18 
1.05 

5.98 

'iiithrop  College 

.45 

.    . 

5.70 

1 

E.xcept  as  otherwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observation.  ||||  Precipitation  measured  in  the  morning:  amount  then  recorded  is  for  the  preceding  24  hours.  ***  Regular  Weather  Bureau  station:  precipitation  is  for  the 
24-hour  period,  midnight  to  midnight.    *  Precijiitation  included  in  the  next  following  measurement,    t  Separate  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  0.01  inch. 


COMPAKATIVE  DATA  FOR  JUNE. 


Year. 


mi 

888 
889 
890 
S91 
892 
S93 
S9J 
895 

n97 
S8R 
iH99 
9(10 
'9U1 
!W2 
I 

I 


niperature. 

Precipitation. 

*^ 

S 

•^ 

be 

be."  H  ^ 

x: 

0/ 

b4 

u  '■-  0 

tf 

c  w-^  p 

^ 

> 

^iSg 

Average  number  of 
days— 


77.9 
78.1 
74.4 
80.9 
79.3 
75.1 
76.  5 
77.0 
78.2 
77.9 
79.2 
79.7 
79.4 
70.2 
76.7 
78.5 


107 
102 
99 
103 


99 
96 
105 
105 
102 
103 
105 
105 
97 
102 
105 


3.53 
2.73 
5.10 
2.41 
:?.20 
6.25 
7.04 
3.91 
3.04 
5.42 
5.44 
4.15 
3.89 
7.94 
6.  55 
4.48 


9 

se. 

5 

sw 

4 

sw 

7 

sw 

7 

sw 

3 

sw 

6 

sw 

1 

sw 

9 

sw 

5 

sw 

Year. 


Temperature. 


Precipitation. 


cS  ^  c  c 


Cnntiniiefl- 

1903 

1904 

1905 

1906 

1907 

1908 

19fl9 

1910 

1911 

1912 

1913 

1914 

1916 

Period . . . 


74.2 

96 

42 

77.0 

102 

48 

78.9 

101 

43 

78.4 

102 

52 

76.8 

99 

50 

76.6 

100 

48 

79.2 

105 

58 

75. 5 

98 

46 

80.9 

100 

54 

75.5 

101 

48 

76.  2 

105 

40 

81.1 

108 

60 

76.0 

103 

49 

77.0 

108 

39 

8.09 
4.06 
1.92 
8.88 
5.92 
4.90 
6.87 
7.78 
3.42 
5.68 
5.53 
3.80 
4.  26 

5.03 


Average  ntim 

ber  of 

days— 

>'^ 

ti 

CS 

'     -1    '^ 

f^ 

QJ 

S5 

3 

0 

PLfO 

0 

b«i 


11 

10 

9 

18 

7 

6 

6 

14 

10 

13 

8 

9 

12 

13 

5 

13 

13 

4 

10 

14 

0 

10 

11 

9 

14 

12 

4 

13 

/ 

10 

15 

9 

6 

14 

12 

4 

14 

10 

6 

12 

11 

7 

SW. 

sw. 

8. 

sw. 

SW. 

ne. 

SW. 


sw. 

sw. 
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CLIMATOLOGICAL    DATA:    SOUTH    CAROLINA    SECTION. 


June, 


Daily  Temperatures  for  June,   1915. 


Stations. 


12      3      4      5       6      7 


9       10      11      12      13      14      15      16      17      18      19     20     21      22     23     24     25     26     27      28     29      30     31 


27 

28 

29 

30 

31 

90 

89 

84 

92 

66 

74 

62 

69 

85 

85 

82 

70 

70 

72 

91 

90 

82 

89 

63 

65 

68 

68 

91 

80 

81 

85 

63 

62 

63 

64 

89 

86 

83 

89 

67 

72 

67 

69 



84 

84 

80 

86 

72 

75 

70 

72 

87 

88 

87 

89 

67 

71 

68 

68 

87 

80 

82 

88 

66 

71 

62 

85 

69 

90 

65 
86 

68 
91 

85 

86 

65 

72 

67 

68 

87 

85 

83 

88  .... 

67 

71 

71 

70  ... . 

88 

89 

90 

90.... 

65 

72 

68 

69.... 

as 

81 

85 

90  ... . 

68 

73 

68 

70|.... 

89 

83 

84 

901.... 

67 

71 

71 

68 

89 

81) 

86 

88 

69 

70 

70 

67 

86 

81 

86 

65 

70 

69 

93 

93 

83 

93 

65 

65 

71 

67 

88 

85 

80 

89 

65 

73 

70 

67 

84 

85 

90 

93 

62 

59 

59 

62.... 

89 

85 

80 

87; ... . 

67 

70 

71 

681 ... . 

91 

89 

82 

88[.... 

65 

71 

71 

68l.... 

91 

88 

82 

■  89  ... . 

69 

71 

70 

66! ... . 

90 

87 

80 

85  ... . 

64 

68 

61 

66, .... 

94 

82 

81 

84'.... 

66 

67 

66 

67;.... 

H« 

89 

// 

84!.... 

66 

69 

68 

661.... 

92 

S3 

87 

91.... 

67 

72 

70 

69 

86 

78 

81 



64 

64 

70 

90 

83 

82 

85 

64 

68 

70 

69 

87 

82 

78 

80 

62 

67 

67 

66 

89 

81 

79 

86 

63 

70 

68 

67 

87 

84 

82 

85 

62 

62 

67 

65.... 

91 

79 

76 

82  ... . 

58 

65 

65 

64 

93 

80 

81 

88 

65 

68 

67 

68 

90 

83 

79 

86 

65 

68 

69 

67 

90 

86 

83 

87 

63 

70 

67 

66 

89 

84 

77 

84  ... . 

64 

70 

69 

67  ... . 

90 

81 

79 

89  ... . 

63 

69 

69 

66; ... . 

91 

84 

78 

87.... 

60 

70 

68 

64'.... 

92 

84 

82 

891 ... . 

62 

68 

68 

66!.... 

92 

83 

83 

86' ... . 

61 

68 

67 

67 

89 

84 

79 

82 

65 

70 

67 

70 

85 

80 

80 

85 

67 

63 

67 

66 

85 

86 

85 

92.... 

63 

70 

67 

66 

Mean. 


Eastern  Portion. 


Allendale W  .... 

Beaufort 

Blackville^sS.... 

Bowman 

Centenary 

Charleston 

Cheraw  4'5 

Conway  >^'5 

Darlington  §$... 

Dillon 

Ferguson  %  — 
Florence  1  %. . . 
Georgetown  — 
KingstreeW  — 
Mayesville  (near 

Oaks 

St.  George  §$.. 
St.  Matthews 'JS^ 
Society  HilU^vV 
Suniniprville  . . 

VValterboro 

Yeniassoc  %  . . . 


Wexler 


Aiken  

Anderson 

BatesburgS^iJ. 
Camden  M... 
Clemson  College 

Columbia 

Greenville  %  . . . 
Greenwood  %  . . 
rieath  Spring  . . 

Landrum 

Liberty 

Little  Mountain 

Meriwether 

Monetta 

Newberry 

Saluda 

Santuc.k 

Spartanburg  $sV 

Trenton 

Winnsboro 

Winthrop  College  . 


S  Maximum 
(  Minimum. 
j  Maxinnnii 
t  Minimum. 
)  Maximmn 
t  Mininuini. 
j  Maximum 
(  Minimum. 
j  Maximum 
(  Minimum. 
)  Maximum 
(  Minimum. 
\  Maxiiiunu  . 
)  Jlinimum. 
J  Maximum  , 
(  Minimum. , 
*  Alaximum  . 
)  Minimum. , 
j  Maximum  , 
t  Minimum. , 
J  Maximum  , 
/  Mininuun. , 
)  Maxinuun  , 
t  Minimum. . 
S  Maximum  , 
(  Minimum. , 
j  Maxinuun  , 
(  Minimum. . 
)  Maximum  . 
/  Minimum., 
)  Maximum  . 
I  Minimum.. 
j  Maxinuun  . 
(  Mininuun. . 
j  Maxinuun  , 
t  Minimum. , 
(  Maximum  . 
i  Minimum. . 
)  Maxinuun  . 
/  .Mininuun. . 
)  Maximum  . 
/  Mininuun. . 
j  Maxinuim  . 
I  Miuinunn. . 


H  Portion. 


\  Maximum  . 
I  Minimum. , 
j  Maxinumi  , 
(  Minimum. , 
S  Maximum  , 
(  Mininuun. , 
j  .Muximuin  , 
I  Minimum. , 
J  Maximum  , 
I  Minimum. , 
)  Maximum  , 
)  Minimum. . 
i  Maximum  , 
(  Minimum. , 
j  Maximum  . 
(  Minimum. . 
)  Maximum  . 
)  Minimum.. 
j  Maxinuim  . 
I  .Minimum. , 
)  Maxinnim  . 
I  Minimiun. . 
j  Maxinuun  , 
(  Minimum. . 
)  Waxnnum  . 
'  Minimum. . 
)  Maxinuun  . 
'  Minimum. . 
J  Maximum  , 
)  Minimum. , 
j  Maxinuim  . 
)  Minimum. , 
j  Maxinuim  . 
(  Minimum. . 
)  Maximum  . 
I  Minimum. , 
\  Maximum  . 
/  Minimum. . 
j  Maximum  . 
)  Minimum. . 
j  Maximum  , 
(  Minimum. . 


78 
55 
72 
54 
70 
54 
81 
57 
76 
55 
84 
63  57 
78   78 


56 


63 


59 
71 
64 
82 
6' 
68 
62 
73 
64 
74 
59 
69 
62 
78 
60 
71 
59 
80 
63 
77 
62 
81 
63 
76 
62 
82 
62 
80 
60 
81 
58,  55 
80  81 
63  64 


58 
78 

56]  63 
80  81 

57  j  57 


55 
80 

55!  61 

79,  76 

54;  60 
78 

54|  56 

77;  84 

50i  61 

73J  70 

60|  62 

84  76 

53  60 


58;  61 
83i  92 


59 

61 

61 

79 

80 

81 

54 

59 

62 

/  / 

78 

88 

56 

58 

59 

78 

75 

76 

63 

63 

65 

79 

76 

83 

56 

61 

58 

80 

74 

81 

58 

59 

57 

79 

75 

81 

57 

60 

58 

73 

74 

81 

54 

55 

55 

78 

70 

81 

57 

60 

55 

80 

73 

79 

60 

63 

61 

78 

80 

83 

56 

57 

65 

83 

80 

87 

61 

61 

60 

80 

78 

82 

57 

61 

59 

80 

79 

88 

57 

62 

57 

80 

78 

84 

57 

60 

55 

78 

75 

84 

56 

61 

56 

79 

74 

83 

58 

58 

57 

81 

78 

83 

57 

62 

59 

70 

74 

80 

52 

58 

58 

80 

76 

89 

55 

56 

57 

83 
59;  63 
82!  90 
56 
90 
64 
89 
60 
81 
61 
90 
65 
85 
60 
87 
64 
85 
61 
86 
63 
91 
62 
88 
65 
94 
64 
92 
63 
92 
63 
91 
61 
92 
63 
89 
64 
86 
59 
86 
54 
92 
61 


92   94 
62   63 


70 
96 
62 
94 
65 
92 
64 
85 
74 
91 
60 
88 
66 
92 
59 
88;  91 

59  67 

87  90 
62  62 
91  94 
61   61 

88  88 
61 1  64 
90;  91 

60  62 
88;  92 
58;  59 
88  i  90 
571  62 
94;  95 
60:  63 


90 

91 

94 

68!  61 

63 

89 

92 

94 

56 

57 

67 

91 

89 

89 

69 

62 

63 

91 

91 

92 

69 

60 

62 

93 

89 

90 

66 

60 

62 

90 

90 

94 

m 

62 

64 

89 

91 

90 

61 

67 

67 

87 

90 

94 

69 

63;  62 

88 

89!  93 

67 

60;  60 

83 

83!  87 

60 

6(1!  70 

87 

89  91 

67 

65  65 

87 

88!  91 

58 

56 

58 

86 

87 

93 

61 

59 

65 

86 

85 

91 

64 

58 

61 

87 

88 

92 

61 

66 

56 

87 

88 

94 

59 

56 

M 

86 

87 

93 

60 

61 

66 

90 

90 

92 

64 

64!  60 

87 

90!  94 

65 

65 

64 

89 

90 

96 

64 

60 

64 

90 

95 

60 

55 

59 

88 

89 

95 

63 

58 

62 

86 

87 

94 

60 

57 

59 

87 

91 

93 

65 

62  64 

88 

87  91 

60 

57   67 

92  88:  97 

62 

58 

64 

72  72 
96 


68  68 

86!  87 

94 
68 
93 
71 
93 
68 


76! 

91 

69 

91 

68 

87 

69 

88 

69 

93;  91 

64'  67 

91;  96 

68! 

901  881 


79' 
91 
67 


92  951 
69  68 

921  93; 
69  68 
96;  93; 
70;  68 
94!  93 
71  68! 
961  95; 
69 
92 
68 
92; 


93 


96 
66 
85 
72 
96 
66 
95 
65 
92 
63 
85 
75 
92 
67 
86 
68 
93 
64 
90 
66 
88 
66 
93 
66 
89 
68 
89 
66 
92 

89 
6:5;  60 
95! 

671  66 
92  94 
70  67 


65!  64 


93 

66 

92 

70 

94 

70 

90 

58 

91 

69 

92 

66 

88 

67 

91 

66 

94 

63 

93 

66 

92 

70 

97 

70 

92 

68 

94 

69 

94 

68 

93 

68 

94 

66 

94 

68;  68 

9ll  90 

68 


90 
70 
85 
69 
90 
70 
90 
64 
88 
69 
85 
77 
84 
70 
87 
70 
87 
70 
84 
70 
89 
66 
82 
71 
90 
70 
88 
70 
86 
69 
89 
67 
94 

'93 
72 
87 
66 
82 
69 
87 
71 
87 
66 


93 

89 

66 

67 

91 

87 

65 

67 

93 

88 

68 

60 

90 

84 

68 

67 

93 

85 

67 

60 

64 
92 
63 

83,  84 

68  70 
86!  jjjj 
691  6' 
85  86 
671  63 
83  83 
65  63 
85,  86 

69  64 
82  83 
60;  59 
88  90 
68| 
93  89 
681  65 
95!  93 
62  i  62 
87'  86 
69  65 
87  88 
69  64 
82  88 
65l  62 

90 
63 
89 
62 
88 
60 
86 
64 
83 
63 


89 
65 
92 
66 

87 
62:  65 
90!  93 
63;  65 
83  84 
69  65 
85  89 


67,  66 

89  91 

61  i  66 

86  88 

64!  66' 

85:  88' 

64!  62 

85  86 

59 

91 

64 

87 

65 

91 

62 

83 

64! 

89; 

64 

88: 

651 

90 

621  64 

8' 


95 

71 

92 

67 

94 

70 

91 

68 

87 

64  64 

92  93 

69]  70 

87  96 

66  72 

93'  98 

65l  71 

88!  96 

65]  70 

92  100 

65;  69 

90 !  9: 
64]  &; 


90  98 


59]  66; 
86 


89]  90 
6' 


65  65 
89  88 


89  99 
0 


90|  92 


64  651 
88  97! 


92 

70 
971  99 
64,  69 


55  63 

82  79 

71  68 

86  65 

58  62 


85j 
58] 
87| 


58!  64 

84!  73 

65]  65 

90;  66 


88  81 

(■.:; 

89 

611 


87 

62]  62 


95 

62  63 


85  81, 

56|  63; 

87 

64 

86 

51 

86 

6(1 

84 

57 

85 


84 
68 
83 
72 
93 
66 
85 
63 
8(1 
65 
83 
73 
81 
64 
79 
64 
84 
60 
82 
64 
84 
67 
84 
62 
84 
68 
84 
65 
83 
61 
82 
65 
90 
66 
84 


631  65 


87 
57 
85 
69 
87 
68 
86 
66 


83 


62   65 

771  90 


631  6(1 
80;  81 


64 

Ol  92 


63 

82  . 
03. 

21  80 


65 
89 
61 
83 
61 
78 
60 
86 
60 
91 
60 
82 
64 
86 
66 
80 
65 
84 
59 
82 
(>5 
86 
61 
8S 
60 
8:! 
65 
80 
61 
93 
61 


8, 
61 
87, 
61. 
86, 
64.  1 
89.  1 
64.1 

1'  82.  :> 

'•  61.  1 

86.  4 
66.' 

62 

84.:' 

63.  V 
83.7 
62.7 
84  :! 
a  61.1 

87.  1 
61 
86.  - 
65  - 
9(1. 
64. 
86.  ^ 
65.: 

88.  1 
64. 

"  87.1 
63. 
87.' 
63.1 
8.1' 
62. 
87. 
64. 
83. 
63. 
89. 
63. 


Reference  letters  (»,  6,  c)_  appearing  in  the  table  indicate  number  of  days  missing:  For  example,  ''  represents  two  days  missing,  etc. 
I  Instruments  are  read  in  the  morning ;  the  maximum  temperature  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
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Columbia,  S.  C,  .July,  1915. 


No.  7, 


GENERAL  SUMMARY. 

The  moiitli  just  closed  was  the  driest  -Inly  of  record  by  0.33 
inch.  Rainl'idl  was  above  normal  only  over  the  extreme  eastern 
and  extreme  southern  coast  districts.  Periods  of  abnormally 
cool  nights  were  offset  by  periods  of  excessively  hot  days,  and 
tlieinean  tenipciature  of  the  month  was  somewhat  above  the 
normal.  Corn,  gardens,  tobacco,  truck  and  pastures  showed 
much  improvenient  under  plentiful  rains  during  the  first  part 
of  the  month,  but  the  ground  was  too  wet  on  the  coastal  plain 
and  portions  of  the  Piedmont  to  check  the  growth  of  grass.  The 
nights  were  too  cool  for  the  satisfactory  development  of  cotton, 
wliicli  was  fruiting  on  short  plants  and  was  shedding  and 
spotted  in  localities.  Toward  the  middle  of  the  month  vegeta- 
tion began  to  deteriorate  under  excessive  heat  and  relatively  dry 
weather,  and  corn,  truck  and  pastures  were  needing  rain,  par- 
ticularlj'  over  the  interior  and  western  counties.  The  general 
crop  situation  was  materially  improved  by  the  rains  between  the 
li)tli  and  23d;  but  succeeding  dry  weather,  with  excessive  heat 
and  nearly  a  maximum  of  sunshine,  caused  further  deteriora- 
tion of  vegetation.  Corn,  gardens  and  pastures  were  badlj^ 
parched,  and  tol)acc()  wa^  ripening  prematurely  in  nianj'  sec- 
tions. The  month  closed  with  a  good  stand  of  forage  peas, 
good  thrashing  results  for  wheat  and  oats  and  fair  to  good  yields 
of  tobacco.  As  a  whole,  cotton  is  not  as  large  or  strong  in  plant 
as  in  former  seasons,  due  to  frequent  cool  nights  and  irregular 
ra'nfall  seasonallv  when  needed. 


PRESSURE. 


The  mean  sca-lcvel  pressure,  determined  from  reports  of  7 
regular  Weather  Bureau  stations  in  and  surrounding  the  Section, 
was  29.99  inches.  The  highest  pressure  in  the  region  covered 
by  reports  was  30.22  inches  at  Asheville,  N.  C,  on  the  25th, 
and  in  the  Section  proper,  30.20  inches  at  Columbia  on  the 
same  date;  lowest,  29.73  inches  at  Asheville,  N.  C,  on  the  1st, 
and  in  the  Section  proper,  29.77  inches  at  Columbia  on  the 
same  date. 

TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  reports 
of  45  stations,  was  80.9°,  or  0.9°  above  the  estal)lished  normal. 
The  highest  temperature  was  106°  at  Mori  weather,  Edgedeld 
Co.,  on  the  31st.  The  warmest  periods  of  the  montli  were  gen- 
erally between  the  13th  and  19th  and  on  the  30th  and  31st. 
Tile  lowest  temperature  was  55  degrees  at  Libert.v,  Pickens  Co., 
on  tlie  23d.  and  at  IMountain  Rest,  Oconee  Co.,  onthe22d.  The 
coolest  period  of  the  month  was  generally  between  the  23d  and 
27th,  except  that  minimum  tempcMatures  were  rcconh d  at  a  few 
stations  of  the  western  poition  on  the  1st  and  2d  and  on  ti.e  (Uli 
and  7th. 

HUMIDITY. 

The  mean  relative  humidit.y,  determined  fi'om  records  of  7 
regular  Weatlier  J)ureau  stations  in  and  surrounding  th(>  Section, 
was  as  follows:  <S  a.m.,  SI  per  cent;  S  p.m..  71  pel'  cent;  for 
the  month,  7()  per  cent.  'J'he  highest  avcrn.ue  jiercentages 
occurred  over  the  e.xtreivie  southern  and  extrem:'  northeastern 
coast  districts,  and  the  lowest,  f)vcr  the  nnith-ceiitral  and  west- 
central  counties. 


PRECIPITATION. 

The  averag(.'  for  the  Section,  57  stations  reporting,  was  3.26 
inches,  or  2.25  inches  below  the  established  normal.  Plentiful 
rains  fell  throughout  the  Section  during  the  first  week,  followed 
by  intermittent  showers  until  the  19th,  when  copious  rains  were 
again  numerous;  after  the  23d  the  weather  was  dry  and  hot. 
The  distribution  of  precipitation  was  irregular  in  amount.  The 
greatest  measurements  were  recorded  in  the  extreme  eastern 
and  extreme  southern  counties,  where  the. amounts  ranged  from 
6  to  over  7  inches.  Over  the  middle  coast  and  practically  the 
entire  middle  and  western  portions  the  amounts  w^ere  less  than 
4  inches,  witli  le.ss  than  3  inches  in  an  extensive  area.  In  many 
of  the  middle-western  counties  the  rainfall  was  less  than  2  inches. 
The  greatest  local  monthlj'  amount  was  7.42  inches  at  Beaufort, 
Beaufort  Co.;  least,  1.07  inches  at  Mayesville  (near).  The 
greatest  24-hour  amount  locally  was  3.20  inches  at  Newberry, 
Newberry  Co.,  on  the  15th.  The  average  number  of  rainy  daj^s 
was  27  per  cent  below  the  normal. 


WIND. 

The  prevailing  winds  were  from  the  southwest.  The  average 
hourly  velocity,  determined  from  7  anemometer  records,  was 
7.5  miles.  In  the  Section  proper  the  averages  were  6.4  miles 
per  hour  at  Columbia  and  9.3  miles  per  hour  at  Charleston. 
The  highest  velocity  for  any  5-minute  period  in  the  region  cov- 
ered b.v  reports  was  62  miles  per  hour  from  the  nortliwest  at 
Charlotte,  N.  C,  on  the  12th,  and  in  the  Section  proper,  38 
miles  per  hour  from  the  west  at  Charleston  on  the  9th. 


SUNSHINE    AND    CLOUDINESS. 


The  average  monthl.y  sunshine,  determined  from  7  automatic 
records,  was  301.0  hours,  or  69  per  cent  of  the  possible  amount. 
The  average  number  of  clear  days  was  18 ;  partly  cloudy,  10,  and 
cloudy,  3,  as  against  normals  of  12,  12  and  7  days,  respectively. 


RIVER    CONDITIONS. 

The  rivers  of  the  Section  were  uniformly  low  throughout  the 
month.  During  the  last  decade  the  stages  ranged  generally  but 
a  few  feet  above  zero  of  the  gages. 


MISCELLANEOUS    PHENOMENA. 

Fogi^,   dcn^i'     {(hite) . — Charleston,  27. 

///;//  (f/^f/r).— Batesburg,  21. 

ILilo,  Ltiiinr  (ddtc) . — Charleston,  23. 

Thnndtrdoniis  (dr(^f'.s).— Bowman,  3,  4,  5,  6,  13,  20,  22; 
Centenarv,  1,  4,  9,  12,  13,  19,  21;  Charleston,  1,  3,  4,  5,  8,  9, 
10,  13,16,19;  Cheraw,  1,4,8,  13,19,20,  30;  Columbia,  3,  4,  5, 
8,  12,  13,  15,  16,  18,  19,  20,  31 ;  Greenville,  1,  8,  10,  12,  22,  31 ; 
Landrum,  1,  15,  20.  22;  Liberty,  1,  3,  4  8,  10.  13,  16,  27,  31; 
Newberry,  2,  5,  15,  20;  Oaks,  9;  Santuck,  13,  -15,  20;  Sununer- 
ville,  1,  3,  4,  5,  6,  9,  10.  14,  15,  16,  19,  21. 


MISCELLANEOUS  DATA  FOR  JUNE,  1915. 
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II.  G.  Harris. 

Beaufort  

-Miss  Lillian  H.  Hice 

Barnwell 

Orangeburg 

Mrs.  I).  B.  Sanders. 
B.  0.  ICvans. 

Charleston 

Che.sterlield 

F.  .S.WeatlierBuiean. 

.1.  11.  I'owe. 

Paul  Qualllebaum. 

D.  C.  McCall. 
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31 
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50 
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01 
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26 
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25 

39 
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35 

40 
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33 

19 

8 
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Rev.  T.  Kllison  Simpson. 
Miss  F.  11.  (;a<lsden. 
.).  .v.  \\i'sterberg. 
.1.  (i.  ilut.son. 
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13 
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11 
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27 
11 
12 
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14 
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H.  11.  Russell. 

BatesbnrK 
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Greenwood 
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508 
1003 
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Harry  A    Par-ihall 
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Greenwood 
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Spartanburg 

78.8 
79.7 
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t  16 
31 
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60 
61 
59 
59 
55 
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'  55 
62 

t    7 
25 
25 

t23 

23 

3 

25 

t25 
22 

t25 

31 
30 
36 
40 
42 
28 
34 
•"  33 
'  30 
36 

13 
23 
10 
19 
10 
23 
19 

9 
24 

6 

14 

0 
10 
12 
12 
7 
7 
21 
■4 
22 

4 

8 
5 
0 
3 
1 
5 
1 
3 
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sw. 

w. 

w. 

sw. 
sw. 

sw. 

sw. 

Spartan  (Joodlette. 
M.  M.  Ciillioun 

Heath  Spring' 

Landrinn         

.J.  Marvin  lioucrs. 

R.  Hartwell  Wilds  D  D  .< 

Little  Mountain 

Meriwether 

Newberry 

Edgetield  

.1.  M.Sease,  M.  I). 
William  S.  Middlcton 

400 
1380 
502 
850 
536 
512 
875 
620 
545 
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.lo.seph  Jl.  .Johnson. 
J.  11.  Brown. 

Mountain  Rest 

Oconee  

New  herry 

I'el/i-r 

Newberry 

.\nilerson 

Warren  G.  Peterson, 
■loshua  Y  .Jones 

Saluda 

•  81.6 
'  81.6 
80.0 
80.7 
79. 4 
80.2 

80.3 

80.9 

+  1.1 
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-0.1 
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+0.9 
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99 
102 
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31 
31 
31 

31 
17 
31 

31 

31 
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60 

55 

55 

t    7 
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5 

23 

25 
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t22 

"  35 
»  38 
32 
35 
33 
35 

42 

42 

26 
17 

4 
12 

1 
2 

sw. 
sw. 

Mrs   F   V    I  Maxwell 

K.  W.  .leter. 

Spartanburg 

Spartanburg 

lidgelield 

Fairfield  

York 

I'.  P.  Robinson. 

'i'renton 

13 
22 
10 

19 

18 

17 

9 

21 

10 

10 

1 
0 
0 

2 

3 

s. 

se. 

sw. 

sw. 

sw. 

Mrs.  S.  E.  Long. 
.1.  W..«eigler. 

Winnsboro 

Winthrop  College 

Division  means  and  ex 

tremes  

>tate  means  and  extre 

mes 

The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  suc;h  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
determining  section  or  division  means.      Reference  letters  C.  '>,  I'l.  appearing  in  the  table  inilicale  ninnber  of  days  mis.sing;  for  example,  ^  represents  two  days  iinssing,  etc. 

t  Also  on  other  dates,  tt  Received  too  late  to  be  inclialed  in  means  and  .-ummaries.  "  Temperature  data  are  from  ob.served  readings  of  the  dry  bulb :  means  are  com- 
puted from  observed  readings.     Jt  PostofHce  addresses  of  these  stations  an?  as  follows:     Of  lOdisto,  Kmbree;  of  Gaston  Shoals,  Gatiney ;  of  Winthrop  College,  Kock   Hill. 

T.  Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 
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cn.l.MATOLOGlC.VL    DATA:    SOUTH    CAROLINA    SICCTION. 


n8 


Daily 

Precipitation 

foi 

July, 

1915. 

Watershed. 

Day  ot  month. 

Slaticins. 

1 

2 

3        4 

5 

6 

7    18       9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25     26 

27 

28 

29 

30 

31 

0 

JOi.tterii  Pirrtion. 

lleiidale  llll 

eaufort 

Uu-Uvilleili 

owmau 

nnti'nary 

harlostou  ••• 

h-rau  illl  

Savannah  

("oast 

Kdisto 

do 

I'oe  Dee 

Coast 

I'ee  Doe 

Wacoamiiw ... 
I'ee  Dee 

.25 

T. 

.96 

T. 

.•li 

.25 
.57 

'.'ii 

.85 

.35   .33 

.10 
.51 

.10 
2.45 

.30 

.04 

1.^25 
.15 
T. 

'.'56 
.15 

7^^ 

1   01 

06 

4.54 

.85!  .95 

1 
■f.'|'.'45 

.__     .04 

fiO 

1 

.60 
T. 

.•24 

T. 

.66 

63 

74 

7  42 

'.'08 
OS 

■.'ss!'::: 

.06.... 

.02  ... 

T. 
■f ' 

■ 

T. 

.50 
.63 

.10 

2  14 

'.'ii 
.59 

.06 
.15 
.52 

.12 

'■'is 

'."65 

.06 
.31 

'.'ie 

.12 
■^3 

1.88 
2  62 

T 1  .'11 

.15   -SO 

T.       OS   T. 

.12 

.03 

T. 

2  98 

".U 

.  29; . . . . 

.03 
.67 
.12 
.36 
.36 
.70 

.57 
.30 
.42 

.04 

T. 

.34 

T. 
T. 
.53 
.65 

2. 26 

98 

.12 

4  75 

1.17 

T. 

1.74 
.21 
T. 
.42 
.30 
.75 
.40 

.•22 

T. 

6  31 

arliir,'loii| 

1 1 

.50 

2  66 

Little  Pee  Dee 

ICdisto 

l/VnciiGs 

T. 
.50 

'.'65 

1.13 

.69 

.08 

.05 

2.96 

•  li^fn  llll 

.  14 
4.5 

.09 

!■,> 

.07 

V 

1.87 

I1iii'jr:iain  1 
•nriison  l!' 
ion-ncu  I'll 
oroiice  2 . 

II 



.75   T. 
1. 05    -  -  - 

1.95 

T 

4  15 

Sautee 

Pee  Dee 

...do 

■.13 

'.'6i 

.09 

't.' 

T 

.40'  .«5 
.32    .46 

■.'63 

'.'67 

'.'63 

.05 
.45 
.35 

07 

.30 

3.47 

.24 
.24 

.85 
60 

.06 

't.' 

.76 

2.76 

.18 
2.00 
.40 
.43 
.40 
1.78 
.15 
1.20 
.36 
.50 
1.21 
1.01 
.39 
.20 

'.'72 
.45 
.27 
.39 
.08 

.63 
1.15 
.35 
.07 
.05 
.14 
.35 
.61 

'.'63 
.15 
.11 
.40 
.56 

.50 
.74 
.29 
.34 

1.15 
.12 
.22 
.30 

1.23 
.28 
18 

.68 



2.87 

Coa>t 

Blade 

..  do 

1.20 
.07 

T. 

T 

T. 

5.20 

.26'.... 
.02    .02 

1.68 
.04 

1.04 
.13 

.25 

.01 

■Vi 

2. 59 

6.14 

ayesville  ( 
»k> 

iiiopiili.s  . 

12 

T 

T. 
.56 

.•20 
.88 

.15 
.26 

1.07 

do 

Coopei"        .... 

.33 
.17 

.16 

.02 
.32 

'.'is 
.10 

.05 

'.'is 

.02 

01 

1   Sn 

.01 

5.52 

.961  .40 

4.17 

.12 

.12 
.10 
.36 
.12 

.74 

.18 
.46 
.08 
.53 

.08 
.07 

i.'es 

1.86 

.OorKellll 

.Matthews  nil 

niths  MilK  llll 

Kdisto 

Santee 

I'ee  Dee 

do 

.45 
.07 
.45 

.03 

.49 

.01 

.60 

■.'65 
.35 

.08 
04 

4  18 

.45 
.95 

.70 

OS 

.14 

.35 

1.93 

.54 

.73 

'.'26 

.05 

■'26 

■« 

T^ 

6.64 

)dety  Hill 

llll '     . . 

.10 

.■22 

3.13 

\shley 

T. 

.52 
.21 

.05 
.15 

.22 
.86 
.23 

.50 
.01 
.02 

.22 
2.3J 

T. 
09 

.05 

.35 

T. 
T. 

1.03 
.61 
.42 

.13 

4.14 

'Rltorboro 

emasst'ellll 

W'e^rrn   Pmlinv. 
ikeii 

.07 

.04 
■2. '26 

1.30 
.72 

5.00 

Comljahee .... 
ICdisto 

.31 

.60 
.10 
T. 

'.'62 

T. 

.82 

.  65  . . . . 

.47 

.16 

.09 

4.19 

2.45 

23 

. 

2.66 

lOdisto 

ISroad 

.'Savannali 

Wateree 

.21 
.08 
.33 
.12 
.23 
.15 

18 

.31 

.08 
.06 
.30 
.45 
.47 

')9 

T. 

2  08 

liiiis|[||            

.04 

.... 

i"49 
.08 

.05 
.08 

.04 

.08 
.10 

.■25 
.07 
.23 
.27 
.16 

.27 

.02 

1.79 

3.93 

IIIKli'M  l|i|.  . 

ilaulia  ll'l 
hapDellsllll 
lemson  Col 
)hiinl)iii  " 
ilei'lii-ld  llll 

'.'36 

.87 

.... 

.57 

.04 
.65 
.07 

.30 

■ 

•2.81 

j 

.48 

4.05 

Sahida 

.07 

.17 

1 

1.50 

k'se 

Savannah  .... 

.20 
.16 

't.' 

.20 
.05 
.21 
.06 

.21 
T. 

.01 

.02 

2.67 

Consaree 

Savannah 

liroad 

Sahula 

do 

'.'io 

.07 
.04 
.79 

.'54 

.27 
SO 

.01 

.62 

.81 

.18 

T. 

.55 

T. 

.08 

2.31 

1.33 

.i-^KHi  Shonis  II!!   

1.39 
1.46 
.60 
.70 
1.16 
1.80 
.27 
.26 
.42 
85 

.22 
.16 
.43 

.07 
.22 

■'63 

T. 
.27 

lie 

.04 
.08 

T. 

'.'56 

.35 

.•28 

'.'17 
.70 
T. 

.06 

.88 
.28 

4.47 

rwv.u-illc  llil 

.  04  . . . . 

.34|.... 

'.'i7 

.27 

.12 

3.06 

nH'iiwood  'III 

3.64 

oath  sprins?  

nndnim 

ihcrt  V 

.78 
.49 

2.18 

liroad 

Savannah  

Saluda  

Savaniuili 

Kdisto 

Sa\-annah 

.12 
.  2(: 

.'■25 

.02 
.40 

.07'  .62 
....    .25 

.46 
.50 

't.' 

.25 
.02 
.28 

'f.' 

.52 

.14 
.40 

't.' 

.87 
.02 

't.' 

'.'so 

.02 

.08 

.04 

't.' 

3.47 
3.97 

inlc  Mountnin 

T. 

.88 

1.15 

oriAfther 

.08 

T. 

.09 
.01 

1   17 

1.98 

.04 

.71 
T. 

■■43 
3  ■>[ 

.26 

.25 
.46 
.15 

.01 

1.59 

3.94 

'>5 

..30 
.06 

T. 

3.18 

.54 
1.20 
.17 
.38 
.80 
T. 
.20 
.35 

.01 

'.'•26 

.25 

4.31 

t'lzi'l'litl 

.do 

.04 

.041    --- 

.ai 

.10 

1.40 

.76 

4.28 

iliKla 

do 

.40 
T. 

.49 
.10 

.35 

1.41 

.uitiick  . 

Broad 

.47 
.15 

.05 
T. 

.14 
.05 

.16 

T. 

1.12 

'.'i4 
T. 
.46 

.05 

2.47 

partaubiiny  j||| 

do 

J'Mi-to 

.05 
IS 

.20 

T. 

.12 
.20 

.47 
T. 

1.98 

reiuoii 

T. 

T. 

.99 

1.32 

i"itiii-lioro 
ViutliiopCc 

Broad 

Cataw  ba 

'.'•25 

.50 

T 

.12 

1  ■iO 

2.58 

lllpo'O 

1.01 

.46 

.15 

.20 

2.42 

1 

Kxfopt  as  otherwise  indicated,  observations  are  prenerally  made  late  in  tlie  nfleniooii.  near  sunset,  and  precipitation  recorded  is  for  tlie  24  honrs  endinp:  at  the  time  of 
observation,  llll  Precipitation  measured  in  the  mornins::  amount  then  recorded  i<  for  the  preceding  24  lionrs.  ***  Regular  Weatlier  Bureau  station  :  precipitation  is  for  the 
•24-hour  period,  midnight  to  midnisfht.    *  Precipitation  included  in  the  next  follow  ing  measurement.    X  Separate  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  0.01  inch. 
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COMPARATIVE  DATA  FOR  JULY. 


Temperatiiie. 

Precipitation. 

Averaf? 

e  n  n  m 
days- 

b  e  r  of 

=  g    ! 

Year. 

Temperature. 

Precipitation. 

Average  nnm 

day.s— 

ber  of 

V.-ar. 

.i; 

0 

5 

C 

■6 
to 

< 

^ 

" 

He 

0.0 

'p 

c 
^ 

0 
1-1 

t 
g 

< 

Average 
days  with 
0.01  inch 
or  more. 

0 

0.U 

5 

0. 

1S87 

8'2.0 
78.9 
79.5 
7S.4 
77.9 
78.9 
82.0 

no 

108 

102 
104 
93 
102 

104 

60 
.53 
51 
.52 
56 
51 
60 
55 
.54 
51 
.54 
54 
47 
55 
62 
5S 

7. -19 

3.  68 

7.13 

6.88 

5.  95 

7.44 

3.  87 

8.^24 

4.17 

8.17 

.5.01    " 

7.81 

4.03 

4.08 

4.52 

3.  79 

14 
12 

CoutiniieA— 

1903 

1904 

19.!5 

80.  4 
79.  4 
80.4 
78.4 
81.4 
79.8 

78.  6 
79.4 

79.  8 
79.  (i 
SI.  9  " 
SO.  0 
SO.  9 

Ki'.O 

103 
1(5 
101 
100 
106 
100 
104 
102 
102 
102 
109 
107 
106 

no 

45 
50 
60 
56 
.56 
60 
55 
58 
53 
58 
5() 
53 
55 

45 

3.59 
5.  96 
(;.  16 
S.  40 
5.  06 
5.43 
4.92 
5.83 
3.79 
5.  -22 
4.78 
5.  56 
3.  26 

5.51 

,s 
12 
12 
1(i 
11 
12 
1(1 
13 
10 
11 
9 
i) 
8 

11 

IS 
13 
13 

13 
12 
1:'. 
0 
12 
14 
15 
14 
IS 

12 

0 
12 

10 
17 
13 
13 
12 
15 
13 
10 
9 
13 
10 

12 

4 

1S88 



sw. 

1!(,S9 

1S90 



s\v. 

sw. 

s\v. 

sw. 

sw. 

sw. 

sw.       1 

sw.        ■ 

sw. 

sw. 

sw. 

s  w . 

sw. 

1.191 

190(i 

!S'J2 

19'.17 

H93 

9 
16 

8 
13 
11 
14 

9 

9 
10 

9 

13   . 
S 
10 
10 
13 
1(1 
12 
1  1 
12 
15 

14 
12 

15 
13 
12 
10 
11 
11 
12 
11 

11 

n 
5 

1908 

1909 

1910 

1911 

S.    ' 

;s!H 

77.7            100 
79. 5           lf2 

80.7            1(5 
SO.  2            l'i7 
Sn.O            102 
80.0            105 
81.2            Pit 
81.4            1('2 
8''  S            1117 

SW. 

lh<6 

sw. 

1896... 

1S97 

1S9S 

1912 

1!>I3 

1914 

sw. 

IS99 

I'jao 

1U15 

Period 

lyoi 

I'JiK 

sw. 

54 


CLIMATOLOGICAI.    DATA:    SOUTH    CAROLINA    SECTION. 


July,    1915. 


Daily  Temperatures  for  July,   1915. 


Stations. 


10     11 


I 
13      14      1.5  1  IG      17  !  IS 


19     20     '21      '22     23     24  I  25  '  2(' 


28     29     30     31     Mean 


Eaatern  For 
Alleii(laloi^\^ 

Beaufort 

Blackville^S^ 

Bowman 

CentciiaiT 

Charleston 

Chei-aw  ^"^ 

Conway W 

Darlington  vSiJ 

Dillon 

Ferguson  '^i 

Florence  1  vS's^ 

Georgetown 

KingstreeM 

Mayesville  (near)... 

Oaks 

St.  George  'J'S 

St.  Matthews  ^§ 

Society  IlillW 

Summerville 

Walterboro 

Yeniasseo'J'S 


lion. 
Maximum 
Minimum. 
Ma.ximuiu 
Minimum. 
Maximum 
Minimum. 
Maximiun 
Minimum. 
Maximinn 
Minimum. 
Maxinnnu 
.Minimum. 
Maxinunn 
.Minimum. 
Maximum 
Mininnnn. 
Maximum 
Mininnnn. 
.Maxinunn 
Minimum. 
Maxinunn 
Minimum. 
.Ma.vimum 
Mininnnn. 
Maximum 
Minimum. 
Maxinunn 
.Minimum. 
Maximum 
Minimum. 
Maxinunn 
.Mininnnn. 
iMaxinnnn 
Mininnnn. 
Maxinunn 
Minimum. 
-Maxinunn 
Mininnnn. 
Maxinnmi 
Minimum. 
Maxinunn 
.Mininnnn. 
Maxinunn 
Jlinimum. 


Wextern 

Aiken  

Anderson 

BatesburgsSsS 

Camden  sW 

Clemson  College  . 

Columbia 

Greenville  s^'J 

Greenwood  %  — 

Heath  Spring 

Landrum 

Liberty 

Little  Mountain  . . 

Meriwether 

Monetta 

Mountain  Rest . . . 

Newberry 

Saluda 

.Santuck 

Si)artanburg  >,VjV . . 

Trenton 

Winnsboro 

Wintlirop  College 


Portiiin. 

)  Maximum 

■  •  )  Minimum. 

\  Maxinnmi 

"  \  Minimum. 

\  .Maximum 

•  ■  (  .Mininnnn. 

j  Maxinunn 

■  ■  1  Mininnnn. 

)  Maxinunn 
■■  /  Mininnnn. 

)  .Maxinunn 
"  •  (  .Mininnnn. 

\  Maximum 

■  ■  \  Mininnim. 

)  Maxinunn 

'  ■  (  Mininuim. 

j  Maxinunn 

•  •  (  Minimum. 

)  .Maximum 

■  ■  •  i  Minimum. 

)  .Maximum 

•  •  (  Mininnnn. 

\  Maxinunn 

••  (  .Minimum. 

)  Maxnnum 

•  ■  /  Mininnnn. 

)  Maximum 

■  •  '  Minimum. 

S  Maxinunn 

■  ■  i  Mininnnn. 

)  Jlaxinnnu 

•  •  '  Mininnnn. 

j  Maximum 

■  •  '  Minimum. 

\  Maxinunn 

•  ■  )  .Mininnnn. 

)  .Maximum 

•  •  I  Minimum. 

j  .Maxinunn 

■  •  /  .Mininnnn. 

S  Maxinunn 

"  (  Mininnnn, 

)  Maxinunn 

•  ■  /  Mininnnn . 


92 

89 

91 

70 

69  09i 

H7 

85 

85 

71 

72 

72 

90 

89 

89 

fi9 

08 

69 

9(: 

90 

90 

(i4 

05 

64 

92 

90 

92 

70 

71 

69 

91 

88 

90 

73 

75 

73 

91 

87 

86 

70 

70 

69 

90 

87 

89 

71 

68 

69 

91 

sa 

89 

70 

68 

09 

9:i 

89 

91 

(;9 

72 

60 

90 

88 

90 

72 

73 

71 

KS 

90 

86 

71 

70 

69 

90 

92 

92 

72 

72 

72 

91 

90 

91 

70 

70 

69 

90 

S9 

89 

70 

61 

68 

S9 

80 

89 

71 

69 

68 

91 

89 

93 

70 

(>9 

68 

92 

89 

87 

70 

70 

(;9 

91 

91 

92 

BO 

00 

62 

88 

87 

90 

70 

09 

69 

91 

89 

90 

71 

70 

67 

92 

87 

89 

07 

08 

60 

88 

87 

85 

m 

65 

66 

88 

88 

80 

(15 

65 

68 

88 

85 

84 

00 

6S 

67 

94 

91 

90 

58 

08 

69 

83 

82 

83 

08 

00 

66 

89 

87 

84: 

08 

70 

70 

80 

87 

81 

00 

64 

60 

80 

85 

82 

Ofi 

66 

68 

HS 

84 

84 

08 

OS 

68 

83 

85 

78 

03 

02 

61 

85 

85 

8(1 

08 

67 

68  j 

85 

S3 

80 

07 

65 

02 

90 

88 

87 

07 

67 

68 

89 

85 

84 

Ofi 

67 

68 

84 

86 

83 

"89 

"88 

"S6 

00 

65 

69! 

91 

97 

85! 

05 

67 

67! 

90 

90 

87' 

00;  00 

68 

87)  »S 

81| 

05;  04 

66 

sol  S3 

83! 

67 

63 

68! 

88 

87 

81 

fi7 

07 

C8 

89 

88 

88 

66 

66 

69^ 

81 
67      69 

80 


82 
70 
89 
09 
80 

09!  67 
76l  84 
OSI  61 
82i  85 
6S!  62i  70 
8o|     77      85 


67  08 
S9i     85 

68  Gl 


93|  95 
7t  73 
94 
71 
91 
75 
95 
73 
96 
74 
8' 
63 
91 
74 


70 
89 
70 
95 
71 
93 
09 
95 
61 
91 
71 
92[  98 
70  74 
93!  94 
69 


89 
67 
87 
64 
89'  91 
65|  68 
97  92 
69:  70 
83  87 
64I  70 
90i  92 


9' 
70 

98 
74 
99!  98 
731  72 
loot  98 
73  71 
91 1  93 
09  70 
991  101 
74,  72 


98 
75 


98  95 


95 
71 
95 
73 
97 
72 
102i 
72' 
91 
70| 
96| 
74 
92^ 
73! 
92; 
72 
98 
73 
94 
69i 
95 
74 
97 
75 

95' 

72; 
901 
68! 
lOOi 

74! 
99' 
741 
99; 

74| 
94; 

'1 
95' 
74 
97 
71 
9 


94 

72 

93 

67 

90 

6' 

93 

68 

90 

65 

94 

70 

93 

69 

96 

06 

93 

70 

91 

72 

97 

07 

95 

6' 

90 

67 

92 

67 

91 

08 

94 

691 

95 

69  09 


100 

73 
90 1 

101 

73 

;« 

72 

f^ 
90 
76; 

95| 

72 
90! 
73! 
95 
71 
9G! 
70, 
95 


98  100!  101 


9^2  93 

721  72 
99;  1011 


72 
100 
72 
9S 
72 
93 
75 
95| 

94 
75l 
90 
71i 
96' 
72 


74; 

100| 
721 

102 
75 
95 
80 
98 
73 
98 
74 
99 
73 
99 
74 


103  100 
75   73 


101  102 
72  76 
92I  94 
SO  80 


99  100 
71  74I 
96  951 


99!  981  99 


99'  98 

71.... 


101 


95  94; 

71  72 
102  99! 

72  73 
98  98i 
73!  74, 
971  101 
711  73| 
94'  93 
721  74! 
96!  97 
72|  73 
901  94 
69i  70 


90  95 

74 1  74 


9' 
70 
96 

71 
97 
69 
88 
71 
90 
71 
96 
72 
94 
68 
95 
71 
98 
68 
94 
67 
95 
70 
98 
72 
100 
70 
90 
71 
H9 
6:i 
99 
70 
97 
69 
99 
69 
96 
Ob 

99!  90] 
70;  72i 
95I  91 1 
73l  73; 
98  97; 
68;  721 


98! 
70i 
96; 
69; 
99 
71 
90' 
701 
88 
71! 
90 
75 
93 
72 
90 
72 
97 
70 
95 
71 
91 
72 
98 
72 

loo 

71 
97 
72 
89; 
07 
102 
08 

-ff 

1011 

721 
981 
73 


98 
70 
99 
71 
99 
69 
92 
09 
91 
74 
97 
73 
94 
69 
95 

'1 

99]  99 
69 
95 
68 
94 
71 
99 
74 
101 
72 


99  90 
70  73 
99  101 
71'  73 
98  99 
701  70 
93!  96 
701  70 
92] 
71! 
98 
75 
96 
70 
97 
73 


97 
72 
90 
72 
93 
72 
93 
73 

97  94 
78  70 

98  95 
...   74 

96  84 
72.  71 
94!  94 


76  74 
98  96 

77  72 
10!  95 

74  73 

1041  98 


98]  92 

73  73 
98  96 

74  72 
99;  96 
761  75 

100'  87 
72 1  69 
97  94 
74I  72 
96 
71 


Ti 

98 

72 

96 

70 
101 

75 
1031  103 

72|  71 

97  98 
71]  73! .... 
93]  92  89 
68'  68  64 
99'  101  99 
71;  73  72 
102  103  102 
69  70 
98'  101 


701  72 
98|  99 


100  93 

73  70 

99'  96 

731  70 

100;  96 

72  73 

93  94 

70  70 

921  91 

72|  70 

97  92 

75;  72 

95!  93 

70]  72 

96  94 

73'  72 

871  80 

73]  71 

98!  95 

70l  69 

971  92 

72  72 

100  98 

77  73 

103;  101 


104!  100 


101 
71 
97 

70]  09;  70 
97  99'  100 
72  72  73 
99  98 
731  73' 


97 

73 

97]  97i  96 

70  71!  09 


100]  96 
75,  7t- 


88' 
71 
87i 
73! 
93 
68' 
88 
69 
85] 
70] 
80' 
75 
82 
68 
83 
71 
87] 
06; 


86  87 

661  62' 

84l  851 

69;  06] 

89]  91 

66  02' 

86'  86 

68;  64 

79!  86] 

...]  691 


86 
66 
83 
72 
85 
69 
96 


90  90 
68'  63' 
so]  90] 


83 
70 
80 
70 
86 
09 
88 
65 
84 
73 
86 
69 
86 
701 


82  84 

69  65 

86]  88 

68  66 

87  90 

08'  64 

91,  94 


or  66 

84  96 

69  69 

97]  100 

62]  05 

93;  93 

70l  72 

901  93 

63]  6' 


89  89l 

66  60 

86  88 

68  65 


86  88 
64'  65 


98'  100 
60!  61 
91  92 
661  66 
95 
60 
921  92 
57  58 


83  87, 
64 

87] 
63, 
87] 
64 


64 

84 

62 

85 

67 

82  . . . . ' . 

62  64  . 

85'  87' 

66;  66 


90  93 

64  66 


65  69 


66 
89  93 


88 

86 

87' 

64'  60 

63' 

871  84 

87! 

65  64 

631 

77|  85 

83 

65   61 

61 

84!  82 

85 

61   59 

59 

86  97 

90 

61  55 

65 

S3  85 

S7 

63  70 

75 

88 

87 

89 

69 

64 

65 

85 

83 

86| 

65 

65; 

82 

82 

81 

55 

60 

63 

82 

SO 

88 

66 

63 

64 

89 

87 

90 

65 

02 

63 

82 

85 

87 

66 

68 

63 

86 

83 

88 

64 

62 

63 

87 

87 

89 

66 

64 

651 

79 

81 

85 

62 

61 

65 

83 

84 

86 

66 

63 

62 

92 

60 

89 

64 

85 

5!» 

92l  96 

02'  02 


97 
67 
96 
70 
101 
65 
97 
69 
91 
62 
98 
67 
93 1  961  100 
64 


69 


...I  61 
91i  95 


68, 

91 


66 


66'  6 
91 


96':  98 
74 


62  62 
90  94 


95I  95 
68 
97 


60'  62j  68 


9' 

73  73 

891  88 


98 
70 

101 
73: 
971 
09] 
991 
09| 
92; 
70] 
96] 
74 
96 
73 
96 
72 
95 
73 
96 
68 
95 
75 
98 
72 

101 
71 
90 


90 
63 

98 
05 

98]  100 
05 
99  98 
70] 
98!  100] 
70;  72 
97  97| 
68'  67 
93]  93] 
70  72] 
97  97 
72'i    75 


102 
72 

104 
75 

101 
70 

104 
73 

100 
74 
99 
76 

100 
73 

1(V2 
75 
99 
74 

100 
64 

102 
73 

101 
75 

106 
74 

102 
73 
95 
67 

102 
76 

105 
73 

104 
76 

103 
73 

104 
74 
98 
73 


101    102 

75!    75 


94.7 
70.8 
88.  5 
72.5 
90.  0 
70.8 
94.  9 
08.6 
93.1 
70.5 

89. 2 
75.1 
91.4 
09.6 
90.7 
71.4 

93. 3 
08.  9 
92. 3 
09.4 
91.5 
71.5 
93.9 
70.  3 
92.9 
73.8 

93. 0 
70.  9 
95.0 
08.9 

90. 1 
70.1 
94.6 
70.  7 
93.5 
71.3 
91.7 
65.0 
90.7 
71.4 
93.4 
70.2 
92.4 
68.1 


92.4 

68.8 

92.0 

6H.9 

92. 2 

67. 9 

92.6 

OS.  5 

s  87.8 

■•  69.  1 

91.  6 

71.0 

90.1 

67.5 

90.6 

68.8 

89.4 

08. 2 

89. 5 

"  05.7 

91.4 

OS.  3 

94.8 

«  70.6 

95.1 

OS.  7 

91.8 

"  69.4 

S7.3 

'   01.3 

91.0 

08.8 

95.0 

f-  68.2 

"  94.1 

'  09.0 

92. 1 

68.0 

92. 1 

69. 5 

89.9 

08.8 

92. 1 

OS.  2 


Reference  letters  (»,  l>,  <^).  appearing  in  the  table  indicate  number  of  days  missing:  For  example,  ''  represents  two  days  missing,  etc. 
%  Instruments  are  read  in  the  morning;  the  maximum  temperatnn'  then  read  is  charged  to  tlie  preceding  day,  on  whi<h  it  almost  always  occurs. 
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GENERAL   SUMMARY. 

August,  1915,  stands  in  the  group  of  unusually  wet  summer 
inontlis.  However,  the  distribution  of  rainfall  was  very  irreg- 
ular, a  large  portion  of  tlie  coastal  plain  and  the  upper  Pied- 
mont receiving  much  more  than  the  seasonal  average,  while  in 
an  extensive  area  of  tlie  lower  Piedmont  the  amounts  ranged 
considerably  below  normal.  Heavy  to  excessive  rains  over  the 
upper  Catawba  watershed  abovit  the  11th  were  followed  b^'  mod- 
erate freshets  in  tlie  lower  Catawba,  \^'ateree  and  Santee  rivers, 
the  crest  of  the  Hood  passing  Ferguson  by  the  20th.  A  well- 
defined  tornado  struck  Greenville  during  the  afternoon  of  the 
20th,  causing  the  death  of  one  negro  man  and  property  dam- 
age estimated  at  $45,000;  the  path  of  the  disturbance  was  100 
yards  wide  and  five  miles  long.  Thermal  conditions  for  the 
month  as  a  whole  were  near  the  seasonal  average. 

The  prolonged  wet  weather,  with  cool  nights  and  but  two 
short  relatively  dry  periods,  was  generallj'  imfavorable  for 
the  proper  development  of  cotton,  which  slowly  deteriorated 
througliout  the  month,  except  in  favored  localities,  with  in- 
creasing areas  of  shedding  and  rust.  Where  weather  permitted, 
picking  became  quite  general  over  the  coastal  plain  and  tlie 
lower  Piedmont  during  the  last  decade.  Hajnng  and  cultiva- 
tion of  fall  and  winter  truck  lands  were  materially  retarded. 
On  the  other  hand,  late  corn,  field  truck,  gardens,  forage  crops 
and  pastures  showed  much  improvement  over  the  parched  con- 
dition of  the  last  of  July.  Tol)acco  gathering  and  curing  con- 
tinued at  the  close  of  the  month. 


PRESSURE. 


Tiie  mean  sea-level  pressure,  determined  from  reports  of  7 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  29.99  inclies.  The  higliest  pressure  in  tlie  region 
covered  l)y  reports  was  30.22  inches  at  Wilmington,  N.  C,  on 
the  Kith,  and  in  the  Section  proper,  30.18  inches  at  Columl)ia 
on  the  same  date;   lowest,  29.59  inches  at  Columbia  on  the  3d. 

TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  reports 
of  43  stations,  was  78.8°,  coinciding  with  the  establislied  normal. 
Tlie  higliest  temperature  of  the  montli  was  102°  at  Blackville, 
Barnwell  Co.,  and  at  Camden,  Kershaw  Co.,  on  the  1st.  The 
wannest  period  was  on  the  1st,  but  a  numlier  of  stations  of  the 
eastern  portion  recorded  high  temperatures  on  various  dates 
during  the  latter  part  of  the  month.  The  lowest  temperature 
was  52°  at  JNIountain  Rest,  Oconee  Co.,  on  the  6th.  The  coolest 
weather  of  the  month  occurred  at  most  of  the  stations  between 
the  oth  and  Stli.  

HUMIDITY. 

The  mean  relative  humidity,  determined  frnni  records  of  7 
regular  \\'eather  Bureau  stations  in  and  surrounding  the  Section, 
was  as  follows:  8  a.  m.,  85%;  8  p.  m.,  78%.  The  highest 
average  percentages  occurred  over  the  extreme  southern  and 
extreme  northeastern  coast  districts,  and  the  lowest,  over  the 
nortli-eciitr;il  cdnnlii'S. 


PRECIPITATION. 

The  average  for  the  Section,  54  stations  reporting,  was  7.62 
inches,  or  1.26  inches  above  the  established  normal.  But  7 
previous  Augusts  during  the  past  29  j-ears  have  had  averages 
above  that  of  the  current  month.  Precipitation  was  well  dis- 
tributed over  the  Section  as  to  time,  but  was  extremely  irregu- 
lar as  to  amount  and  area  covered.  There  were  but  two  short 
relatively  dry  periods  during  tlie  month,  namely:  6th  to  8th 
and  22d  to  26th,  inclusive.  Only  2  days  were  without  rain  in 
some  part  of  the  Section,  viz.:  7th  and  24th.  Heavy  rains 
were  by  far  the  most  numerous  over  the  coastal  plain  and  por- 
tions of  the  upper  Piedmont,  where  the  amounts  ranged  from  7 
to  over  13  inches;  in  an  extensive  area  of  the  lower  Piedmont, 
in  the  extreme  northwestern  portion  and  in  the  vicinity  of 
Charleston  the  amounts  were  generally  below  normal  and 
ranged  downward  from  6  to  less  than  4  inches.  The  greatest 
local  monthly  amount  was  13.58  inches  at  Centenarj',  Marion 
Co. ;  least  local  monthly  amount,  3.72  inches  at  Newberrj', 
Newberry  Co.  The  greatest  24-hour  rainfall  at  any  station  was 
6.48  inches  at  Florence  No.  2  (Pee  Dee  Experiment  Station), 
Florence  Co.,  on  the  11th.  The  number  of  rainj'  da5'S  averaged 
27%  above  normal.         

WIND. 

The  prevailing  winds  were  from  the  southwest.  The  average 
hourl,y  velocity,  determined  from  7  anemometer  records,  was 
7.3  miles.  In  the  Section  proper  the  averages  were  6.1  miles 
per  hour  at  Columbia  and  9.0  miles  per  hour  at  Charleston. 
The  highest  velocity  for  any  5-minute  period  in  the  region 
covered  by  reports  was  52  miles  per  hour  from  the  west  at 
Charlotte,  N.  C,  on  the  29th,  and  in  the  Section  proper,  42 
miles  per  hour  from  the  southwest  at  Columbia  on  the  4th. 

SUNSHINE   AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  7  automatic 
records,  was  238.7  hours,  or  57%  of  the  possil)le  amount.  The 
average  number  of  clear  days  was  11;  partly  cloudj-,  11,  and 
cloudy,  9,  as  against  normals  of  12,  11  and  8  days,  respectively. 

RIVER    CONDITIONS. 

Heav}^  rains  of  5  to  6  inches  over  the  upper  Catawba  w^ater- 
shed  on  the  10th  and  11th  were  followed  by  a  moderate  freshet 
in  the  lower  Catawba,  Wateree  and  .Santee  rivers  progressivel}' 
from  the  12th  to  the  20th.  As  the  stages  ranged  but  slightlj^ 
above  flood,  there  were  no  losses.  Timely  warnings  resulted  in 
saving  $8,200  worth  of  property  in  the  upper  Santee  l:)asin. 
The  Santee  River  was  again  above  flood  between  the  24th  and 
26th,  incident  to  general  rains  over  tlie  upper  reaches  on  the 
20th  and  21st.  The  Pee  Dee  River  at  Cheraw  rose  rapidly  from 
6.2  to  25.5  feet  between  the  28th  and  29th,  due  to  heavy  rains 
in  central  North  Carolina  on  the  27th  and  28th.  Otherwise, 
tlie  rivers  of  the  section  were  relatively  low. 

(COXTINUKl)   ON   PAGE  60.) 
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Temperature— 
degrees  Fahr. 

Precipita- 
tion- 
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Wind. 
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Ashpville,  N.C.... 

29.99 

70.4 

89 

52 

4. 26 

1.08 

.5.9 

se. 

92 

79 

54 

Augusta,  (ia 

29.99 

79.4 

96 

66 

12.  53 

3. 93 

4.9 

se. 

86 

78 

62 

Cliarlcstou.S.  C... 

29.  99 

S2.  0 

9G 

69 

5.40 

1.57 

9.0 

s. 

79 

79 

59 

Clii\ilotlo,  X.  C  ... 

29.99 

70.  0 

95 

61 

4.59 

1.55 

9.1 

svv. 

85 

72 

50 

Cohiiiibin.S,  C... 

29.  98 

79.3 

9f.  :      65 

4.56 

1.28 

6.1 

s. 

86 

73 

46 

S;iViiuuali,  (ia 

29.  99 

82.3 

96         68 

9.44 

2. 29 

9.  3 

sw. 

84 

84 

69 

WilniiuRton,  N.  C. 

;«.  00 

79.2 

92         65 

9.24 

2.41 

6.5 

s\v. 

85 

80 

62 

Means  anil  ex- 1 
tremos S 

29.99 
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96         52 

7.15 

3.93 

7.3 

sw. 
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78 
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Precipitation.  11 


les. 

Numl-ier  c 

•^^         1 

K  9          \ 

S^. 

•„  o 

^  0) 

Si- 

II 

•1'.  fc- 

0.- 

^ 

O  " 

"^o 

H 

>l° 

u 

of  (lays. 


Observers. 


E(iKefiel(1 

Gaston  Shoals  \\ 

Greenville 

Greenwood 

Heatli  Spring 

Landnun 

Liberty 

Little  Mountain 
Meriwether  . . . 
Monetta 

Mountain  Rest 

J>eu  berry 
Pel/.er  . . . 
fialuda  . . 
Santuck  . 


Spartanburg 

Trenton • . 

Winthrop  College  V, 

Division  means  and  exjtremes 

State  means  and  extre  mes 


H.G.Harris. 

Miss  Lillian  H.  Rice. 

Mrs.  D.  B.  Sanders. 

B.  O.  Evans. 

D.  L.  Carmichael. 

n.  S.  Weather  Bureau. 

J.  H.  Powe. 

Paul  Quattlebaum. 

D.  C.  McCall. 

A.  E.  Rowell. 

Nathan  .Jenkins. 

H.  B.  MeCall. 

.Joseph  P.  Simons. 

H.  K.  (Gilbert. 

Pee  Dee  Experiment  Sta. 

A.  P.  Hazard. 
A.O.Matthews. 
Lewis  K.  Warren. 
O.M.Mitchell. 
Miss  K.  P.  Kavenel. 

William  B.  Wolfe. 

R.  S.  Weeks. 

,1.  S.  Wannamaker. 

W.  ti.  Walker. 

Rev.  T.  Ellison  Simpson. 

Miss  K.  H.  Gadsden. 
,J.  A.  Westerberg. 
.1.  «.  Hutson. 


\V.  M.  Brown. 
H.  H.  Knssell. 
E..!.  Hite. 
.1.  N.  Oueiis. 
L.  M .  Parker. 

W.  C.Brown. 

James  C.  Karis. 

.I.,I.  Miirran. 

Prof.  K.  H.  n.  Calhoun . 

U.  S.  Weather  Bureau. 

J.  A.  Townsend. 
Harry  A.  Parshall. 
Spartan  Goodlette. 
M.M.  Calhoun. 
J.  Marvin  Bowers. 

R.  Hartwell  Wilds,  D.D.S. 
John  T.  Itoggs. 
.1   M.  Sease,  M.  D. 
William  S.Middleton. 
Joseph  M.  Johnson. 

J.H.Brown. 

Warren  G.  Peterson. 
Joshua  Y.Jones. 
Mrs.  F.  V.  J.  Maxwell. 
E.W.Jeter. 

F.  P.  Robinson. 
Mrs.  S.  E.  Long. 
W.  P.  Good  man. 


The  departures  from  the 
determining  section  or  div 

(CONTINUED   FROM   PAGE  50.) 
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means  are  com- 
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MISCELLANEOUS    PHENOMENA. 

F09.5,  dm^e  (drrf..?).— Cheraw,  29;  Columbia,  16  /7  31;  Lib- 
erty 29;  Mayesville  (near),  9,  15,  17;  Monetta,  31;  Mountain 
Rest,  4,  5,  19,  27. 

Hml  (^/n?r.<<).— Bowman,  31;    Landvum,  1. 


mo,  (dates). -Lunar:  Coluntbia,  24;   Liberty    27,  29;  San- 
^"'»*  v«"'2L-  Charleston,  12,  30;   Columbia,  1/. 
^^two  (S'-^i^eenvili;,  20:  ^-nd  clc^d    patli,  l^.jrds 
wide  and  5  miles  long;  one  negro  man  killed  ,  damage,  Ho,UUU, 
movement ,  west  to  east . 


Errata 


irAU.vnvE  P.\TA  (page  .=>:!) .-.Average 


July,   1915. 

?  rainfall.  191-1,  should  be  ,5.16. 
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Daily  Prscipitation  for  Aug-ust,    1916. 


Watershed. 

Day  of  month 

Matioiis. 

1 

2 

3       4 

5 

6       7 

8 

9 

10 

11      12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

En.ttern  Pn/rtion. 
endalellll 

Savannah  

6.00 

.05 

.07 

.45 

.26 

.61 

.35 

.03 

.10 

.42 

1.00 

.11 

.53 

.35 

.15 

10.48 

ipkvillellll              

Edisto     

3.25 
4.35 
1.91 

.60 
1.06 

.95 
1.29 

.62 

2.65 
1.45 
1.37 
1.48 
2.16 

.55 
.15 
.30 

.35 
1.31 

T. 
1.52 

T. 

.45 
.25 
.57 
.73 

.82 

.23 
1.12 
.02 

.13 

.78 
T 
.64 
1.34 

.27 

T. 

'.'is 

.18 

.15 

■.■i2 

.02 
.30 
.33 
.50 
T. 

.39 
1.55 

'.'56 

.18 

.40 
.40 
.22 
.92 

.65 
.52 
.15 
.27 
.61 

T. 
.02 

't'.' 



1.74 
2.47 

.16 

.33 

1.09 

2.66 

2.44 

.32 
1.15 

2.' 90 
6.48 

2.00 
.29 
.46 

1.74 
.05 

.60 

'.'56 
■64 

T. 
.01 
.42 

.80 
1.02 

T. 
1.07 

.08 

.07 
.29 

'.'46 
.10 

.56 
1.06 
.31 
.25 
.29 

.27 
.25 
.63 
.56 
.09 

.34 
.09 

"is 

43 

.32 
.50 
.76 

1.07 
.28 
.06 

T. 

.72 
.10 
1.52 

.45 
1.04 

.75 
1.30 

T. 

.15 
.21 
.63 

.05 

'.'67 
1.22 

.21 

.18 
.46 
.06 
.17 

.20 

T. 

.33 

.21 
.03 
T. 
1.10 

.07 
.21 
1.98 
.13 
T. 

.60 
.97 
.76 
.12 
.21 

1.40 
.38 

.22 

.78 
.63 

1.45 
.25 
.75 
.40 
T. 

.48 

2.00 

.21 

.64 

.74 

'.'20 
.34 
.17 
.03 

.35 
.17 
1.50 
2.25 
.25 

.15 

.12 

1.12 

.75 
.46 
T. 
.06 

.33 
.14 
.04 

.12 
.05 

'.'65 
.15 

.31 

'.'52 



.62 

.25 

'.'45 
.08 

't.' 
.26 

'.'64 
T. 
.55 
.08 

't'.' 
.10 

.16 

'.'26 
.02 
T. 

.13 

'.'64 

.64 
.39 
1.17 

.53 
.05 

".'32 
1.82 

.06 
T. 

.70 

i.'M 

.65 

'.■55 
.95 
.63 

3.' 58 

1.17 
.37 

.07 

T. 

.05 

T. 

2.20 
1.80 
.75 

.50 
2.40 

.18 
1.75 

.55 
.80 
.02 

.41 
.83 
.11 
1.27 

.04 
.02 
.27 

't'.' 

.47 

.12 

'.'62 
.39 

".'63 

.91 
.33 
.67 

.26 
.06 
.42 
1.22 

.20 

.20 

"."76 
3.91 

1.11 
.07 

'.'i2 

"t".' 

7.90 
11.71 
13. 58 

5.40 
7.26 
7.88 
12.65 
9.63 

7.43 
10.73 

9.10 
10.89 
13.05 

7.40 
7.96 
7.85 
10.32 
10.13 

5.43 
7. 58 
7.94 
8.72 
10.50 

8.47 
10.19 

8.34 

9.03 
7.75 
5.49 
4.64 
5.45 

5  45 

do 

Pee  Dee      

.30 

.08 
"07 

T. 

.01 
.95 
.02 
.07 

.67 
.10 
.73 

.11 
'.'83 

.84 
.19 

T. 

'.'28 

ntenary 

arlo^toM  *** 

Coast 

Vee  Dee 

T. 

.13 

'f.' 



.12 

Pee  Dee 

Little  Pee  Dee 

Edi.iito         

T. 

tv 

lion     

.20 

.21 

1.17 

isto  illl                  -   ... 

.20 

rjrnson  HI] 

Santee 

Pee  Dee 

'.'ie 

.48 

.03 
'.'45 

.08 

.41 

.78 

'.'08 
.01 

■f.' 

.45 

'.'io 

.22 

.28 
.23 

't. 

1.00 

.28 

.51 

1.90 

2.91 

.15 
.01 
.15 

1.92 
.12 
.19 

.03 
T. 

jreuce  2 

do 

Coast 

T. 

.85 
.20 

i.'64 

T. 

.15 

.50 

'.'08 
.06 
.72 

.04 
.05 
.10 
.03 

Black 

1.56 

2.10 

1.42 

.24 

2.00 
2. 02 
2.  40 
.90 
1.72 

1.36 

1.28 
2.52 

\.m 

.74 
1.57 
.42 
.10 

.90 
.79 
1.62 
.85 
.90 

.98 
.62 

1.02 
.18 

2.48 

.55 

.88 
.08 

.30 
.59 
.66 
.05 
.29 

.39 
1.11 
.43 

2.10 
1.21 

.48 
.20 
22 

2.01 

.80 
.80 

.10 
T. 

.02 
.09 
.92 
.10 

'f.' 

'."io 

.76 
.01 
.01 
.13 

.18 
.80 
.20 
.33 

.12 
.07 
.39 

.20 
.15 
.08 
.14 
.97 

.08 
.04 
.45 

.94 
.45 
.42 
.98 

.48 
.45 
.30 

'.'36 

1.12 
1.89 
.31 

.90 
'.'64 

't'.' 
.30 
.03 

'."08 

.15 
.17 

.40 

.25 
.60 

.  77 

.38 
.11 
.40 
.48 
.40 

.15 

.48 

.70 

"."96 
.20 
.39 

.49 
.05 
.43 

lyesville  (uear) 

ks... 

do 

do 

Cooper 

Santee        .... 

tv 

.18 

.01 

2.92 

'.'6i 

.41 
.26 
.33 



".'os 

T. 
.16 

niiii  nil               .   .   . . 

'."37 
.15 

"."i7 

.05 

3.  .30 

.24 

.35 
1.32 

.47 
.10 
1.87 

.03 
.42 
.92 
1.10 
T. 

.30 

.31 
.70 
.76 
.79 

1.54 
.40 
.16 

2.00 
.34 

.33 
34 
.90 

'.'22 

.64 
.39 
.42 

'.'68 
T. 

"•05 
.02 

65 

.47 

'.'96 
.27 

'.'i2 

GforKi'llll 

Matthews  III) 

itiis  Mill-;  Illl 

Edisto 

.86 

.39 

Pee  Dee 

1.03 
.04 

i.'2i 

.05 
.86 

..39 
"."62 
'.'24 

'.'is 

.13 
.24 

.60 
.39 

.12 

.68 

'.'i7 

".'06 
.62 

.88 

dety  Hill  Illl     

do 

1.28 

.96 
.50 
.24 

.20 

.32 

■f.' 

.10 
.26 

Ashley 

Ashf'poo 

Conibahee  .... 

.06 
.05 

.63 
.26 
.06 

'.'63 
1.01 
.94 

.01 
.63 

.... 

T. 

.02 

.... 

ilterboro     

W'rderii  Pmiimi. 

Kdisto 

Savannah 

Edisto   

'.'•ic 

<lpr*on      

.40 
.04 
.30 

.23 
'.'08 

.12 

'."ig 

.07 
.78 

'.'65 
.70 

'.'22 
.04 

lirsllll 

Broad 

Savannah  .... 

.04 

.17 
1.37 

nuiuii  Kails  Illl 



.26 

md*"!!  Illl 

Watereo 

Cata\Tba  

.05 

.24 
.66 

.16 

.54 

■.'ii 
'.'46 

.30 

'.'28 

T. 
.06 

"  V ' 
.06 

.75 
.56 
.04 

.33 
.21 
.15 
1.35 
T. 

.12 
.08 
.25 

.52 
..59 
.07 

"t," 

.35 
.08 
.14 
.16 

".'38 
T. 

'.'26 

taw  ba  nil 

"i'i 

'.'28 

.03 

'.'so 

.89 

4.  SO 
5.12 
5  97 

Saluda 

'.'6i 

'.'ffi 

.04 
.75 

Mii.^on  ('ollese 

Savannah  

.44 

.54 

.45 
.44 
.10 
.58 
.10 

1.20 
T 

.36 
.12 

.02 

.48 
.57 
1.11 
.60 

.13 

.02 

.05 
1.07 

.29 

4.56 
6  43 

gefit'ld  nil 

Savannah  

ston  Shoais  |||| 

Broad 

.12 
.99 

.16 
.05 

'.'45 

.44 

.12 
.10 

.40 

■'65 

.30 
1.08 
.18 

2.04 
.97 

■.55 
.10 

.16 

.15 
.12 
.13 
T. 
.12 

T. 
.07 

'.'i4 
.39 

7  19 

Saluda 

do 

1.04 

.02 

.20 

.47 

8.33 
4  37 

cenwooil  Illl 

atli  Spring 

Wateroe 

.23 

T. 

.20 

.10 

T. 

T. 

'."■ii 

.06 
.15 
.06 

T. 

4.04 

Broad  

Savannah  

Saluda 

.  77 
2.25 

.47 

.81 

1.60 
.04 
T. 

.08 

.71 

.21 

2.00 

.'17 

1.85 

.06 

'.'86 
T. 
.06 

.58 

.08 

.50 

.22 

.12 

'.'is 

.16 
.60 

.04 

.77 

1.52 

.03 

.36 
.08 
.03 

't'.' 

.11 
.65 
.19 

.50 

6.17 
10.25 
4  11 

KTty 

1.98 
1'^ 

.10 
1.13 

.19 
1  73 

'."84 
.70 

1.81 
.98 

.65 
1.35 
1  40 

T. 

.43 
1.82 
1.37 

.40 
.43 
.30 
.40 
.59 

.60 
.92 

'.'08 
.28 
.06 

'.'60 

T. 

tie  Mountain 

riwether 

T. 
.11 

.14 
.08 
.20 
.07 
T. 

.15 

4.85 

)notta 

)untain  Rest 

Edi.sto 

Savannah  

Saluda 

.85 

.41 

'.'67 
.04 
.35 

.08 

'.'06 

1.03 

.03 

.07 

.22 
.10 
.60 
.35 
T. 

.13 
.63 

.01 

.20 
.06 

.20 

'.'53 
.56 

.18 

.60 
.07 
2.10 
.05 
.03 

2.90 

.42 
.02 
.26 

.07 

'.'63 
'."92 

.60 

.20 
.39 
.44 
.18 
.30 

.40 

. . . . 


6.29 
5.21 

nbcrry 

.27 
.30 

'.'46 

.20 

.47 

'.'42 
.76 

'.'ei 

'.'64 
'.'23 

3  72 

Izerllll 

do    .     . 

.12 

'.'56 

'.'65 
2.08 

'.'29 

8  32 

liKla 

do 

4  65 

ntuck 

Broad 

do 

7  17 

arlauburg  |1|| 

8.55 

enton 

Edisto 

5.61 

nthrop  College 

1.38 

.83 

2,0c 

.IC 



6.89 

■■■■]■■■■ 

•■■'l"'" 

■■■T'" 

E.xccpt  as  otherwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
ol)servation.  ||||  Precipitation  measured  in  tlie  morning;  amount  then  recorded  is  for  the  preceding  24  hours.  ***  Regular  Weather  Bureau  station:  precipitation  i«  for  the 
24-hour  i>eriod,  niidwight  to  midiiight.    *  Precipitation  included  in  the  next  following  measurement.    X  Separate  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  O.Ol  inch. 


COMPARATIVE  DATA  FOR  ATJGXTST. 


Year, 


Temperature. 

Precipitation. 

Average  num 
(lays— 

ber  of 

5 

i' 

sz 

.'is 

i 

o 

a 

0- 

£==■=3 

C 

t 

SI 

>-. 

''• 

•^ 

»J 

< 

-<^;-s 

U        1     OhC 

o 

87 
SK 
S9 
9U 
91 
92 
93 
M 
SB 
96 
97 
»8 
99 
UO 
01 
02 


77,  S 

101 

77.8 

102 

7-1.4 

97 

77.1 

96 

7.S.9 

98 

79.  5 

96 

77.5 

97 

77.9 

102 

7a  4 

101 

Ha  4 

105 

78.  0 

l(!2 

78.7 

99 

81.2 

io;< 

M-O 

106 

7H.n 

97 

78.6 

104 

6.54 
4.53 
6.37 
4.25 
8.79 
4.42 
12.45 
7.28 
7.95 
4.  14 
5.16 
9.81 
6.26 
2.  13 
9.01 
5.07 


S. 

SW. 

svv. 


SW. 
SW. 

svv. 

SW. 
SW. 


Year. 


Temperature. 

Precipitation. 

Average  num 
days— 

3er  of 

■S          1          *i 

i 

^^?. 

t« 

^>' 

>> 

Si 

'w 

0) 

< 

Avera 
days  w 
0.01  in 
or  mo 

si 

■o 
o 
o 

Continiied- 

1903 

1904 

1905 

1906 

1907 

1908 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

Period . . . 


a  0) 


80.6 

105 

60 

7.15 

12 

15 

9 

7 

77.6 

102 

54 

8.47 

14 

12 

9 

10 

77.9 

107 

46 

5.69 

11 

15 

8 

8 

80.6 

100 

60 

6.62 

15 

7 

17 

/ 

79.4 

101 

54 

5.41 

9 

13 

13 

5 

78.6 

100 

49 

9.11 

10 

12 

I! 

S 

78.8 

104 

53 

4.83 

8 

15 

12 

4 

79.0 

101 

60 

6.00 

10 

11 

12 

8 

80.0 

104 

51 

6.05 

12 

10 

15 

6 

79.2 

104 

54 

3.69 

9 

16 

8 

78.9 

109 

56 

3.76 

9 

15 

•9 

/ 

79.0 

101 

56 

5.88 

13 

9 

15 

7 

78.8 

102 

52 

7.  02 

14 

11 

11 

V 

9 

78.8 

109 

45 

6.36 

11 

12 

11 

« 

SW. 
SW. 
SW. 
SW. 
SW. 

s. 

lie. 

lie. 

SW. 
SW. 
SW. 
SW. 
SW. 


62 


CLIMATO LOGICAL   DATA:    SOUTH    CAROLINA   SECTION. 


August,   1915. 


Daily  Temperatures  for  August,   1915. 


Stations. 


12      3      4      5       6      7 


10     11     12      13     14     15     16     17     18     19     20     21     22     23     24     25     26     27     28     29     30     31     M 


Enstern  Portion. 


Allendalo'^'J 

Boaiilort 

Bhickville^S^ 

Bowman 

Centenary 

Charleston 

Clieraw  'ii 

Conway W 

Darlington  S^^ 

Dillon 

Ferguson  'f/^ 

Florence  1  % 

Georgetown 

Kingstree  W 

Mayesville  (near) . 

Oaks 

St.  George  W 

St.  Matthews ^SsS.... 

Society  IlillW 

Smnnierville 

VValterboro 

Yoniassee  % 


)  Maximum  . 
■■  (  Minimum.. 

j  Maxinumi  . 
••  i  Minimum.. 

S  Ma.ximum  . 

■  ■  (  Minimum.. 

j  Maximum  . 

■■  i  Minimum.. 

j  Maximinn  . 

■  ■  !  Minimum. . 

S  Maximum  . 

■  ■  /  Minimum. . 

)  Maximum  . 

■■  (  Minimum. . 

)  Maximum  . 

■  ■  (  Minimum.. 

\  Maximum'. 
■•  I  Minimum.. 

)  Maximum  . 
■■  i  Minimum.. 

)  Maximimi  . 
•■  )  Minimum.. 

)  Maximum  . 
••  (  Minimum.. 

)  Maximinn  . 
■■  (  Minimum. . 

j  Maximum  . 
■■  I  Minimum.. 

\  Maximinn  . 

■  •  (  Minimum. . 

)  Maximum  . 

■  ■  /  Minimum.. 

)  Maximum  . 
"•  (  Minimum.. 

j  Maximum  . 
"  (  Minimum. . 

i  Ma.ximum  . 
"■  t  Minimum.. 

\  Maximum  . 
■"  I  Minimum. . 

j  Maximum  . 
■■  )  Minimum. . 

)  Maximum  . 
•  ■  )  Minimum. . 


Western  Portion. 


Aiken  

Anderson 

BateshurgSS^ 

Camden  SN* 

Clemson  College  . . 

Columbia 

Greenville  W 

Greenwood  W 

Heath  Spring 

Landrum 

Liberty 

Little  Mountain  . . . 

Meriwether 

Monetta 

Jlountain  Re.st 

Newberry 

Saluda 

Santuek 

Spartanburg  % 

Trenton 

Winthrop  College  . 


j  Maximum  . 

"  1  Minimum. . 

i  Ma.ximum  . 

■  •  I  Minimum. . 

(i  Maximum  . 

•  •  i  Minimum. . 

\  Maximuir  . 

•  ■  )  Minimum. . 

j  Maxinuun  . 

•  •  I  Minimum. . 

\  Maxinuun  . 

•  •  (  Mininunn. . 

j  Ma.xinunn  . 

■ "  (  Minimum. . 

J  Maxinuun  . 

■  ■  /  Minimum. . 

)  Maximum  . 

■  ■  I  Minimum, . 

S  Maximuir  . 

•  ■  (  Minimum. . 

)  Maximum  . 

■  •  I  -Minimum. . 

j  Maximum  . 

•  •  /  .Mininunn. . 

\  Ma-xinnnn  . 

■  •  j  Mininnim. . 

\  Ma.xinunn  . 

■  ■  '  Mininunn. . 

S  Maximum  . 

■  •  /  Minimum. . 

j  Maximum  . 

•  •  '  Minimum. . 

j  Maximum  . 

■  •  )  Minimum. . 

\  Maximum  . 

•  ■  }  Minimum. . 

j  Maximum  . 

■  ■  I  Minimum. . 

)  Ma.ximum  . 
'  ■  (  Minimum. . 

)  Maximum  . 
■  I  Minimum. . 


92  93 
74  73 


94  94 


94  90 


91!  88 

72|  72 

92  92 

71  73 


90 


89 


95 


70  69 


90 
69 
90 
68 
89 
631  69 


91  93 

(>2l  6(: 


69' 

69 

89] 

91 

70! 

70 

90 

92 

70 

70 

851  90 
73  '•■ 


68|  63 


92 


73 

88 

66 

86 

66 

86 

73 

89 

69 

90 

66 

92 

74 

89 

69 

8» 

74 

89 

74 

9Ul  91 

(1   72 

89!  91 

71 

92 

70  61 

87  90| 

74  73 
92 
72 

89  90 

68   70 


90 
68 
8(1 
67 
86 
6- 
89 

(is 

82 
68 
88 
74 
85 
58 
86 
65 
86 
64 
68!  84 


95 
66 
92 

681  67, 
91!  92l 
73  68 
90  94 

771  79i 


741  75 

94  95 

64  j  68l 

94l  94 
68 
92 


91 
66 
95 
63 
85 
63 
93 
68 
90 
59 
92 
63,  66 
88  90 
64!  64 
8o!  90 
59;  59 


90 


90  92 

65  69 

83i  87 

53|  58 

91 1  94 

62  G3 

93!  95 


90  93 

60  63 

911  93  93 

65!  72  75 

90 1  92 

62i  (55 

90|  92 

64 1  69 


93  95  95 


75 
91 
71 
95 

74!  7(. 
.-,  93  94 
(iS!  69l  72 
92  93 
641  66 
91  92 
601  73 


95  95 


93  92 
63  6 


GO 

90 

62 

91 

66";  66 

88  90 

68  69 

90' 


67  69 

861  73 

65!  6' 

90  89 

70  68 

86;  80 

66;  58 


68 


84 
64 

88 
62 
85 
64 
88 
65 
81 
62 
86 
66 
86 
61 
84 
64 
84 
64 
84 
58 
85 
62 
84 
64 
89 
65 
86 
64 
80 
53 
8 

63!    65 

90     89 

621     64 

87 

63 

86 

62 

85 

65 


86 
63 
86 
61 

81 
66 

851    85 
66     63 


9C.8 
71.5 


93. 3 

70.0 
89.6 
6H.  6 
88.8 
69.9 
88.6 
75.3 
87.2 
69.0 
87.3 
69.8 
87.8 
68.4 
S7.6 
69.1 
91.0 
71.2 
89.5 
69.3 
91.8 
72.4 
90.  0 
69.8 
90.0 
6S.4 
8.<.  8 

69.  6 
90.8 

70.  4 
90.  0 
72  8 
88.3 
67.1 
8S.  6 
71.1 
91.5 
71.0 
90.7 
69.  2 


90.6 
67.7 
87.  6 
66.  9 
88  5 
67.4 
89.  5 
69.1 

•  84.9 
'  67.5 

88.2 
70.4 
85.4 
65.5 
87.5 
67.1:j 

84.  Sj 
67.31 
84.7' 
64.9 
86.4 

*  68.1 
87.8 
69. 6  : 

I-  92.1 

e  68.2 

89. 1 

»  69. 5  ■ 

82.8 

61.6 

89. 5  ; 

68. 6  \ 
90.7, 
67.21 
87.9 
67.4 
86.  s 
Oil.  r, 
87. ,'! 
6S.  9 

85.  1 
67.1 


Reference  letters  (».  6,  (■),  appearing  in  the  table  indicate  number  of  days  missing:  For  example,  ''  represents  two  days  mi.-ising,  etc. 
%  Instruments  are  read  in  the  morning;  the  maxinuun  temiieraturc  then  read  is  charged  to  the  preceding  day,  on  which  it  ahno.-.t  always  occurs. 
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GENERAL  StTMBIAKY. 

In  direct  contrast  to  the  preceding  month,  »September,  1915, 
was  remarkably  drj-,  with  temperatures  considerably  above  the 
seasonal  average.  The  distribution  of  rainfall  continued  ex- 
tremely irregular,  particularlj'  after  the  first  week,  and  but  two 
small  areas  received  monthly  amounts  above  normal,  while  an 
extensive  region  of  the  northern  portion  experienced  droughty 
conditions.  This  was  greatly  intensified  hj  unseasonably  high 
day  and  night  temperatures  during  the  period,  7th  to  the  close  of 
tlie  22d.  The  drought  was  broken  b}'  copious  showers  through- 
out the  Section  on  the  30th. 

As  a  result  of  marked  change  from  cool,  wet  weather  to  ex- 
cessive heat  and  maximum  sunshine  after  the  first  week,  cotton 
opened  rapidly,  and  picking,  ginning  and  marketing  continued 
with  but  little  interruption  until  about  the  close  of  the  month. 
In  view  of  irregular  periods  of  cool,  wet  weather,  with  intervals 
of  intense  heat  during  the  growing  season,  the  general  output 
was  better  than  was  expected,  and  the  condition  ranged  rela- 
tively about  one-third  fine  and  still  fruiting,  one-third  fair  and 
one-third  poor,  according  to  methods  of  cultivation  and  fertili- 
zation. While  more  moisture  would  have  materiallj^  improved 
corn,  field  truck,  gardens,  forage  and  pastures,  these  crops  were 
generally  promising  at  the  close  of  the  month.  The  weather 
was  especialh'  favorable  for  harvesting  a  large  crop  of  good  hay. 
Peanut  culture  wasconsideralily  increased  this  year,  and  gather- 
ing the  season's  crop  began  during  the  last  decade. 


PKESSUEE. 


The  mean  sea-level  pressure,  determined  from  reports  of  7 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30.07  inches.  The  highest  pressure  in  the  region 
covered  by  reports  was  30.39  inches  at  Charlotte,  N.  C,  on  the 
23d,  and  in  the  Section  proper,  30.31  inches  at  Columbia  on  the 
same  date;  lowest,  29.76  inches  at  Asheville,  N.  C,  on  the  30th, 
and  in  the  Section  proper,  29.81  inches  at  Columbia  on  the  same 
date. 

TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  reports  of 
42  stations,  was  75.9  degrees,  or  1.6°  above  the  established  nor- 
mal. The  highest  temperature  was  102°  at  Blackville,  Barnville 
Co.,  on  the  lltli.  A  persistant  heat  wave  that  prevailed  from 
the  7th  to  the  close  of  the  22d  was  attended  by  daily  mean  tem- 
peratures that  ranged  from  5°  to  12°  above  the  normal.  The 
warmest  period  was  between  tlie  9th  and  11th.  The  lowest  tem- 
perature was  43°  at  Mountain  Rest,  Oconee  Co.,  on  the  22d,  and 
at  Saluda,  Saluda  Co.,  on  the  23d.  The  coolest  period  was  be- 
tween the  23d  and  the  25th,  but  by  far  the  greater  number  of 
nionthlv  minima  were  recorded  on  the  23d. 


HUMIDITY. 


The  mean  relative  humidity,  determined  from  records  of  7 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m.,  85%  ;  8  p.m.,  74%.  The  high- 
est average  percentages  occurred  over  tlie  extreme  southern  nnd 


extreme  northeastern  coast  districts,  and  the  lowest,  over  the 
north-central  counties. 


PRECIPITATION. 


The  average  for  the  Section,  55  stations  reporting,  was  2.38 
inches,  or  1.60  inches  below  the  established  normal.  Precipi- 
tation was  unequally  distributed  in  both  amount  and  area.  In 
a  narrow  strip  of  the  eastern  counties  and  in  the  extreme  north- 
western portion  of  the  Section,  the  amounts  were  above  normal 
and  ranged  from  4  to  over  7  inches,  while  in  practically  the  en- 
tire remainder  the  measurements  were  less  than  3  inches;  and 
in  an  extensive  area  of  the  northern  portion  less  than  1  inch  was 
recorded.  The  greatest  local  monthly  amount  was  7.06  inches  at 
Kingstree,  Williamsburg  Co.;  least  amount,  0.42  inch  at  Darling- 
ton, Darlington  Co.  The  greatest  24-hour  rainfall  at  anj'  station 
was  3.40  inches  at  Smiths  Mills,  Georgetown  Co.,  on  the  1st. 


WIND. 

The  prevailing  winds  w^ere  from  the  northeast.  The  average 
hourly  velocity,  determined  from  7  anemometer  records,  was  7.6 
miles.  In  the  Section  proper  the  averages  were  6.1  miles  per 
hour  at  Columbia  and  10.2  miles  per  hour  at  Charleston.  The 
highest  velocity  for  any  5-minute  period  in  the  region  covered 
by  reports  was  39  miles  per  hour  from  the  southeast  at  Savannah, 
Ga.,  on  the  15th,  and  in  the  Section  proper,  29  miles  per  hour 
from  the  northeast  at  Charleston  on  the  same  date. 


SUNSHINE    AND    CLOUDINESS. 


The  average  monthly  sunshine,  determined  from  7  automatic 
records,  was  243.2  hours,  or  65%  of  the  possible  amount.  The 
average  number  of  clear  days  was  16;  partly  cloudy,  8,  and 
cloudy,  6,  as  against  normals  of  15,  9,  and  6  days,  respectively. 


RIVER    CONDITIONS. 


Excepting  moderate  rises  in  the  Pee  Dee  and  Wateree  rivers 
on  the  7th,  generally  low  stages  of  water  prevailed  in  the  several 
rivers  of  the  Section  throughout  the  month. 


MISCELLANEOUS    PHENOMENA. 

Fog,  dense  (dates) .—Bowman,  15,  16,  17,  18,  19,  20,  27,  28, 
29;  Centenary,  13,  14,  18;  Cheraw,  13,  18;  Columbia,  13; 
Mayesville  (near),  13,  14,  18,  29;  Monetta,  13,  14,  29;  Oaks, 
27,  28;   Rimini,  14;   Santuck,  13. 

Thunderstorms  (dates). — BoAvman,  5,  12,  14,  21;  Charleston, 
5,  12,  21;  Cheraw,  20;  Columbia,  4,  11,  12,  14,  19,  20;  Gaston 
Shoals,  11,  12;  Mavesville  (near),  11;  Monetta,  12;  Summer- 
ville,  4,  14,  21.        '        

Erratta.— June,  1915. 

.Anderson.— Rainfall  on  the  29111  (page  45),  shonld  be  3.33. 
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86 

40 

4.09 

1.78 
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92 

74 

65 
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30.  07 
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97 

55 

4.91 
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84 

72 

69 
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95 

63 
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0.65 
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81 

80 
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93 

48 
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83 

65 
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98 

53 

0.96 
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83 

66 
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96 

60 
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81 
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Eastern  Portion. 
All*»ndalp 

Barnwell 

186 

21 

296 

160 

43 

48 
144 

25 
175 
100 

143 
106 
63 
136 
136 

12 
54 
70 

26 

28 
26 
12 

44 
25 
29 
19 
U 

27 
22 
29 
26 

77.8 

+1.7 

98 

11 

53 

23 

27 

2.48 
2.78 
2.79 
2.47 

2.84 

2.07 
2.83 
6.85 
0.42 

2.78 

L63 

-1.45 
-1.69 
-1.58 
-0.99 

-S.39 
-0.79 

+2.00 
-3.48 
-1.34 

-2.03 

1.06 
1.50 
1.40 
1.02 
1.05 

0.65 
1.94 
3.00 
0.30 
0.77 

1.06 

0 
0 
0 
0 
0 

0 
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0 
0 
0 

0 

7 
4 

7 

8 
6 

9 

7 
6 
4 
10 

6 

17 

3 

10 

e. 

R.  B.  Vance. 

Miss  Lillian  H.  Rice. 

Barnwell 

78.4 
76.3 
77.2 

79.2 
75.8 
•75.4 
76.2 
76.1 

+2.6 
+1.5 

+3.0 
+2.5 
+0.4 

+1.7 
+1.3 

102 
98 
96 

95 
96 
•  95 
98 
95 

11 

+  10 

11 

10 

11 

t    9 
11 
10 

52 
53 
60 

63 

48 

•  54 

47 

50 

25 

23 

2 

23 
23 
23 
23 
23 

35 
35 
28 

20 
32 
'25 
35 
35 

20 
20 
16 

15 

3 
4 
6 

11 

7 
6 
8 

4 

w. 

ne. 
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Mrs.  D.  B.  Sanders. 

Orangeburg 

B.  0.  Evans. 

D.  L.  Carmichael. 

CharlP'^ton     

Charleston 

Chesterfield 

Horry 

U.S.  Weather  Bureati . 

.T.  H.  Powe. 

Paul  QuattlebamiK 

Darlington 

Dillon     

16 

7 

7 

D.  C.  McCall. 

Dillon 

A.  E.  Rowell. 

Edisto  tt 

Bamberg 

Nathan  Tenkins. 

H.B.  McCall. 

Orangeburg 

Florence 

56 
50 

+  23 
23 

39 
36 

3.56 
1.01 
1.16 

5.88 
7.06 
2.17 
2.20 
2.35 

3.12 
1.81 
2.44 
5.50 
1.44 

2.24 
2.23 
2.23 

2.83 

2.90 
2.63 
1.95 
0.99 
1.58 

0.78 
0.69 
1.21 
3.10 
0.96 

1.30 
1.49 
1.74 
1.14 
1.14 

4.24 
3.69 
1.39 
2.16 
1.35 

5.34 
1.63 
2.02 
2.28 
2.24 

0.86 
1.78 
1.86 

1.94 

2.38 

-0.27 
-3.12 
-2.97 

+1.58 
+3.30 

-2.' 28' 

-2.' 25' 
-0.90 
+  1.46 
-2.62- 

-2.08 
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-1.06 
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-0.  64 
-1.94 
-2.09 
-2.42 

-3.14 
-3.11 
-2.05 
-0.91 
-2.49 

'-2.46' 
-1.68 
-2.04 

'-6.' 37' 

-1.57 
-0.91 

'-2."  69' 
-1.19 
-2.02 
-1.23 

-2.69 
-1.75 
-1.26 

-1.78 

-1.60 

1.22 
0..33 
0.70 

2.20 
2.44 
0.81 
1.16 
1.36 

1.17 
0.95 
1.10 
3.40 
0.70 

1.12 
1.16 
1.19 

3.40 

1.00 
1.09 
1.22 
0.52 
0.98 

0.20 
0.27 
0.78 
1.22 
0.54 

0.90 
0.56 
1.10 
0.82 
0.80 

1.91 
1.60 
0.78 
0.89 
0.80 

2.02 
1.13 
1.20 
1.11 
1.59 

0.66 
1.00 
0.63 

2.02 

3.40 
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A.  0.  Matthews. 
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Oaks                 

Lewis  E.  Warren. 

0.  M.  Mitchell. 

Pinopolis  •• 

Berkeley 

54 

97 
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76 
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24 

21 
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12 
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76.9 
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11 
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22 

23 
24 
23 

22 
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31 
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18 

15 
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Kev.  T.  Ellison  Simpson. 

Snninierville 

Miss  E.H.  Gadsden. 

J.  A.  Westerberg. 

Yemassee 

Hampton  
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Aiken  

527 
764 
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222 
562 
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13 
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11 
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13 
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21 
11 
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11 
12 
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14 

W.  M,  Brown. 

Anderson  

Lexington 

Fairfield 

H.  H.  Russell. 

Batesburg 

E..I.  Hite. 

Blairs  

J.N.Owens. 

Calhoun  Falls      

Abbeville 

L.  M.  Parker. 
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Kershaw 

77.0 

97 
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51 

+  23 

34 

19 

6 

5 

ne. 

W.  C.  Brown, 
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York  

James  C  Paris. 

Newberry 

.1.  J.  Miirran. 

Clemson  College 

72.8 
76.8 

0.0 
+3.1 

88 
98 

ii 
11 

48 
53 

23 
23 

33 
29 

18 
18 

5 

7 

7 
•   5 
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Prof.  F.  H.  H,  Calhonn, 

Richland 

Edgefield 

Edgefield 

J.  A.  Townsend. 

Gaston  Shoals  tt 

Cherokee  

680 
989 
671 
568 

1063 
900 
711 

Harry  A.  Parshall. 

Greenville 

Greenwood 

Lancaster 

72.5 
74.8 
73.8 

72.2 
73.6 
76.8 
75.1 
'■76.8 

69.8 
76.4 

+  1.8 

+1.5 

0.0 

+6.' 7' 

+1.8 
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95 
95 
99 
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94 
98 
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98 

90 
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10 

11 
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11 

45 
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46 
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14 
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17 
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6 
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11 
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9 
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6 
11 
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Spartan  Goodlette. 

Greenwood         

M.  M.  Calhonn. 

Heath  Spring 

J  Marvin  Bowers 

Landrum 

Spartanburg 

Pickens 

R.  Hartwell  Wilds,  D.D..«. 

Liberty 

.lohn  T.  Boggs. 

Little  Mountain 

Meriwether 

Newberry 

Edgefield  

J.  M.Sease,  M.D. 
William  S.  Middleton 

Monetta 

Saluda 

400 

1380 
502 
850 
536 
512 

875 
620 
690 

Joseph  M.  Johnson. 

New  berry 

Newberry 

Anderson 

Warren  G.  Petersoit. 

Pelzer 

Saluda       

Saluda 

76.7 
75.6 

74.0 
76.0 

74.6 

74.8 
75.9 

+2.3 
+2.2 

+1.5 
+0.7 
+  1.4 

+  1.3 

+1.6 

101 
97 

95 
96 
94 

101 

102 

11 
10 

■  10 

■  10 
10 

11 
11 

43 
45 

47 
50 
45 

43 

43 

23 
23 

23 
23 
23 

+  ?2 

+  22 

45 
40 

37 
32 
37 

45 

45 

23 
16 

0 
11 

7 
3 

n. 
ne. 

Mrs.  F.  V.  J.Maxwell. 

Union 

E.W.Jeter. 

Spartanburg 

Spartanburg 

Edgefield 

F.  P.  Robinson. 

Trenton  . 

3 

5 

4 
5 

19 

11 

17 
16 

7 
15 

8 

8 

4 

4 

5 
6 

e. 

ne. 

ne. 
ne. 

Mrs  .S  E   Long, 

Winthrop  College  tt 

York 

Division  means  and  ex 

tremes  

State  means  and  extre 

mes 

1 

1 

The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  nsed  in 
determining  section  or  division  means.     Reference  letters  (",  b.  «),  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  ^  represents  two  days  missing,  etc. 

+  ."Vlso  on  other  dates.  ++  Received  too  late  to  be  included  in  means  and  summaries.  **  Temperature  data  are  from  observed  readings  of  the  dry  bulb :  means  are  com- 
puted from  observed  readings,     tt  Postoflice  addresses  of  these  .stations  are  as  follows:    Of  Edisto.  Embree:  ot  Gaston  .Shoals.  Gattiiey :  of  Winthrop  College,  Rock  Hill. 

T.  Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


September,   1915. 


CLIMATOLOGICAL    DATA:    SOUTH    CAROLINA    SECTION. 


G9 


Daily 

Precipitation  for  September, 

1915. 

Watershed. 

Day  of  month. 

Stations. 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14     15 

16 

17 

18 

19     20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

1 

Eauteni  Pm'Hon. 
Allpiiflftlp  nil 

Savannah 

14 

.27 

.66 
.30 
.34 
1.02 
.75 

.22 
.46 

1.06 

.20 

.05 

.10 

.72 
1.40 

.48 
1.05 

.05 
.03 
.16 
.04 

.77 

.09 

2  48 

Coa^t            ...  1  -  -  -  - 

.26 

1.50 

2  78 

Klnck-villp  III! 

Edisto 

...  do 

.76 

.01 

'.'21 
T. 

T. 

.20 

.05 
.11 

.03 
.08 

2  79 

.22 
.46 

.44 

.32 

.03 

.58 
1.94 

2  47 

Pee  Dee 

Coast 

T. 

T. 

.05 

.30 

'.'is 

1.25 

.23 

2  84 

Phnrlp^stnn  ••* 

T. 

.24 

.10 
T. 

.01 

.02 

.41 

2  07 

PhpFH  \v  III! 

Pee  Dee 

Waccamaw ... 
Pee  Dee 

.01 
3.00 

T. 

.11 

.10 
.98 
T. 

2  83 

.65 

.81 

6  85 

.03 
.03 

.05 
.36 

.30 
63 

0  42 

Dillon 

Little  Pee  Dee 
Edisto 

.01 
.09 

.09 

.34 

.34 

T. 
.26 

T. 

.08 

.13 

2  78 

Edi-sto  nil          

1.06 

.03 

.10 

1  63 

Santee 

Pee  Dee 

do 

1. 22 
.04 

.33 
.04 
.34 

.85 

.29 

.46 

.26 
.08 

.15 
.09 
.70 

1.65 

3  56 

Florpuce  llll    

.02 
T. 

.05 
T. 

.08 

.28 

.12 

.33 

1  01 

T. 

T. 
T. 

T. 

I  16 

Georffetowu 

Coast 

Black        

2.20 
2.44 

T. 

2.03 
.60 
.53 
.54 

5  88 

.18 
.76 
.25 

1.82 

1.74 

.12 

'.'65 
.06 
1.36 

.07 

.09 

7  06 

MafV^sviUe  (near) 

.  do 

.05 
.11 
.67 

.32 

.78 
1.16 

2  17 

Oaks                      

do 

T. 

.01 
.03 

.01 

.01 

.05 

2  20 

.26 

.03 

2  35 

Rimini  nil... 

Santee 

Edisto 

Santee 

Pee  Dee 

.  do 

.6ft 
.05 
1.10 
3.40 
.03 

.85 
.95 
.89 
.15 

1.05 
.07 

.07 
.25 

.18 
.06 
.30 

3  12 

.01 
.15 
.47 

.34 

.01 

.07 

1  81 

St.  MalthowsllJI 

Sniitli'i  Mill-i  nil 

2  44 

.10 
.24 

.25 

.08 

.25 

.53 
T. 

T. 

.55 

.05 

5  50 

Society  Hill  llll     

.02 

T. 

.05 

.23 

.17 

.01 
.15 

.70 

1.12 
.65 
.50 

.90 
1.09 
.11 
.47 
.14 

.15 
.05 
.43 
1.22 
.45 

1  44 

Suniniorville       

Ashley  

.6ft 
1.16 
1.19 

.15 
.39 
1.22 
.52 
.98 

.12 
.27 

53 

.03 

.04 
.13 

.03 

T. 

.14 

T. 

T. 

.10 

T. 

.01 

2  24 

Ashepoo  

Conibahee 

Edisto 

.02 
.05 

T. 

2  23 

.35 
.35 

T. 

T. 

2  23 

U'exlnii   I'tniion. 

.50 
1.03 

.18 

1.00 

2  90 

Ander^o)!      

Savannah  

Edisto 

.12 

2  63 

T. 

1  95 

Blair^llll 

0  99 

Ciilhuuii  Kails  llll 

Savannah  

.46 
.11 

1  58 

Wateree 

.08 

.10 
.09 
.25 
.55 
.21 

.20 

.02 

T. 

0  78 

.15 

.13 

0  69 

ChappellslPI        

1  21 

lipinson  College 

Savannah  .... 

1.00 
.03 

.90 
.36 
.10 

.82 

.33 

T. 
.07 

3  10 

T. 

.40 
.04 

.10 

T. 

T. 

10 

0  96 

EdKMticld  nil 

Savannah  .... 

1  30 

(iaston  Shoals  |||| 

Broad 

Saluda 

do 

.56 

.20 

.06 

.14 
.03 

.09 

.07 

.03 
.06 

.14 
.13 
.32 
.80 

1.91 
1.60 
.73 

.89 
.80 

2.02 
1.13 
.76 
1.11 
L59 

.12 
1.00 
.63 

1  49 

(iivcnvillp  nil 

.04 

.18 

1  74 

<ireen\\"0(»d  |||| 

1 

1  14 

Wateree 

.34 

.84 
.75 
.48 
.87 
.19 

.60 
.28 
T. 
.69 
.IVi 

.10 
.73 
.60 

1  14 

Landruni 

Broad 

Savannah  

Saluda 

.21 
.04 

1.05 
.95 
.10 

.22 

.01 
.25 
.03 

T. 

4  24 

Liberty 

T. 

T. 

.10 

T. 

T. 

3  69 

Little  .Mountain 

.05 
.40 
.01 

1  39 

Meriwether 

Savannah  

T. 

T. 

T. 
.91 

T. 

2. 16 

Mouotta 

Edisto 

.34 

1.60 
.22 

1.20 
.35 
.32 

.56 

1.35 

Mountain  Rest 

Savannah  

.67 

.45 

5.34 

Newberry 

Saluda 

1  63 

I'elzerlJII 

..do 

.06 

T. 

T. 

2  02 

Saluda 

do 

.13 

2  28 

Santuck  

Broad 

.02 

.12 

::::i:::: 

2.24 

Spartanburg  |||| 

do 

.04 
T. 

.04 

T. 

0.86 

Trenton 

Edi.sto 

Catawba 

T. 

T. 

.05 

1.78 

Winthrop  College 

.20 

.25 

.18 

1 

1.86 

1 

Except  as  otherwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  tlie  24  hours  ending  at  the  time  of 
observation.  ||||  Precipitation  measiued  in  the  morning:  amount  then  recorded  is  for  the  preceding  24  hours.  *♦*  Regular  Weather  Bureau  station;  precipitation  is  for  the 
24-hour  period,  midnight  to  midnight.    *  Precipitation  included  in  the  ne.xt  following  measurement.    J  Separate  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  O.OI  inch. 


COMPARATIVE  DATA  FOR  SEPTEMBER. 


Yfivr. 


Temperature. 

Precipi 

^ 

oj 

^ 

a- 

ol 

be 

oe 

ic 

o 

> 

« 

a 

(J 

< 

1887. 
188S, 
18H9 
1890 
1891 
1892 
1893 
1894 
1895 
1896 
1S97 
189H 
1899 
19U0 
19()1 
190-2 


72-2 
69.6 
72.1 
72.9 
74.3 
72.  5 
74.7 
75.  0 
76.9 
75.0 
73. 3 
76.0 
72.8 
77.  1 
73.1 
72.1 


101 

34 

1.12 

93 

31 

9.86  1 

98 

40 

3.34 

98 

49 

7.84 

92 

50 

2.66 

93 

40 

6.41 

98 

46 

4.42 

100 

.52 

6.  51 

1()H 

35 

1.29 

105 

39 

2.94 

100 

42 

2.91 

96 

48 

4.06 

102 

34 

2.  V) 

100 

45 

2.  83 

98 

46 

4.  66 

98 

43 

3.74 

Average  n  u  m 

ber  of 

^6 

days— 

^ti 

>i 

«^   . 

u 

'^'2 

■c 

^■i.z 

<v 

S  o 

o 

•^  f  -^ 

o     1    cuo 

o 

hU 

14 

12 
17 
17 
17 
12 
17 
19 
15 
13 


10  1 
s 
8 
8 
9  I 


e. 
ne.-e.-s. 

se. 
ne. 
ne. 
ne. 
sw. 
ne. 
ne. 


ne. 

ne. 

ne. 
5  '  ne. 
3  I  lie. 

7  !  ne. 

8  j  ne. 


Year. 


Temperature. 

Precipitation. 

■S            «i 

i 

tea  V  £. 

s 

> 

d  s  S  O 

s 

w 

o 

> 

Continneil— 
1903 

72.7 
75.8 
76.2 
78.0 
76.0 
72.4 
72.0 
75.8 
78.9 
77.  7 
71.7 
71.3 
75.9 

74.3 

100 
101 
98 
98 
99 
94 
98 
103 
100 
109 
99 
101 
102 

lOi) 

1904   

1905 

1906 

1907 

1908 

1909 

1910 

1911 

1912       

1913 

1914 

1915 

Period 

41 
44 
49 
55 
45 
40 
•39 
46 
50 
47 
40 
43 
43 

31 


3.62 
2.46 
1.91 
4.85 
5.91 
2.86 
3.74 
3.10 
3.  33 
5.91 
4.66 
3.63 
2.38 

3.98 


Average  number  of 
days — 


>  c  a 
0,--:  o 


_ 

6 

7 

4 

8 

6 

12 

8 

11 

6 

9 

6 

9 

8 

12 

3 

13 

4 

/ 

13 

7 

9 

9 

7 

8 

6 

9 

6 

70 


CLIMATOLOGICAL    DATA:    SOUTH    CAROLINA    SECTION. 


Septembei:.    1915. 


Daily  Temperatures  for  September,   1915. 


Stations. 


12       3       4       5       6       7 


9       10      11   I  12      13      14      15      16      17      18      19     20     21      22     23     24  [  25  |  26     27     28     29 


31     Mean. 


Knxteni  Portion. 

, ,,      ,  ,   ,(,;  )  Maximum  . 

Allendale  W (Minimum.. 

_       ,     .  )  Maximum  . 

Beaufort  i  Minimum.. 

„,     ,     ...    ,,,r  )  Maximum  . 

BlaokvilleW (Minimum.. 

_  )  Maxinumi  . 

Bo"'™a" i  Minimum.. 

_     .  i  Maximum  . 

Centenary i  Minimum.. 

_,      ,    .  S  Maximum  . 

Charleston (Minimum.. 

„u  .t,t  S  JIaximum  . 

Cheraw** (Minimum.. 

„  ,,,,  )  Maxinnnn  . 

Conway  W i  Minimum.. 

„     ,.      .      .,,,  >  Maximimi  . 

Darlington  ^JsS (Minimum.. 

^.,,  )  Maximum  . 

^'"O" (  Minimum. . 

_  ,,,,  )  Maxinunn  . 

Ferguson  W j  Minimum.. 

„,  ,  ,,,(  )  Maximum  . 

Florence  1  W (Minimum.. 

_           .  J  Maximum  . 

Georgetown J  Minimum.. 

„.        .       ,,,r  )  Maximiun  . 

KingstreeW i  Minimum.. 

-,  ...    ,  ,„„,^       )  Maximum  . 

Mayesville  (near) . . ,  }  Mi„inn,n,. . 

„  ,  ,  )  Maximum  . 

'-'^^^ (  Mininuim.. 

„.    „            i:/:  )  Maximum  . 

St.  George  $« (Minimum.. 

o»  «T  m,        .!i!  )  Maximum  . 

St.  Matthews  «$ (Minimum.. 

c     •  ,.    Trii.tii  (.Maximum. 

.Society  Hill  45 i  Minimum.. 

„                .„  )  Maximum  . 

Summerville (Minimum.. 

,,,   ,.     ,  \  Maximum  . 

Walterl.oro (Minimum.. 

..                ,t,!  S  Maximum  . 

^'"'"'^'^^''''^'i' i  Minimum.. 

W'fflern  Purtioi). 

.,  )  Maximum  . 

A'^en  (  .Minimum.. 

.    J  J  Maximum  . 

Anderson (  Minimum.. 

T,  ..    ,         ,c,t  i  iSlaximum  . 

Batesl.urg«« (Minimum.. 

„       ,      ,;,[  )  Maximuu-  . 

Camden >J\S i  Minimum.. 

„,  „  ,,  \  .Maximum  . 

Clem.^on  College  ....  )  Minimum.. 

„  ,       ,  .  J  .Maximum  . 

Col»"'l^>a (.Minimum.. 

„            .,,    ,,,,  \  Maximum  . 

Greenville 'JvS (Minimum.. 

«-enwood55 I^ISI™; 

Heath  spring ]^^ZZ: 

T„.,.^,.,™  J  Maximum  . 

Landrum (Minimum.. 

,  .,      .  S  .Maximum  . 

Liberty (Minimum.. 

I-ittle  Mountain )  i;}!™™.  ! 

Meriwether )  ^{?,^=  ; 

,,        ..  \  .Maximum  . 

Moiietta (Minimum.. 

Mountain  Rest 1  ^l^^  ! 

Newberry 1  ^?,^~. ; 

o„i,„i„  )  .Maximum  . 

Salix^a J  Minimum.. 

c„    t   „,  S  Ma.ximum  . 

S^"'"'^'^ J. Minimum.. 

o„«.t„„v,.,~.  iSi;  *  .Maximum  . 

Spartanburg  W (Minimum.. 

T-nton JiJIi™^^: 

Winthrop  college...  I  Maxinunn. 


63,  56 

78, 

61 
76 
57 
80 
59 


54 
80 
5' 
83 
5' 
79 
62  56 


54 


64 


65  70 


62 

74 

62' 

72 

621  66 

71  81 

56!  56 


72, 

58 

79 

5K 

72 

60 

76 

64 

74 

60 

87 

60 

79 

61|  66 

74  72 


64 

88 
63 
87 
63 
91 
75 
81 
64 
89 
68 
86 
63 
86 
64 
79 
63 
85 
62 
86 
63 
88 
67 
91 
64 
89 
65 
83 
58 
90 
65 
92 
65 
89 
66 
88 
65 
86 
66 
88 
68| 


96  97 

67   68 


92 
70[ 
lOll 
67i 
98, 
69 
95 
69l 
95' 
76 
95! 
70j 
92! 

^i' 
691 
95! 
70 


68  68 

94  95 

70 

92 

70 

95 

68 

94 

67 

90 

68 


66  66 
96l  98; 
68i  68' 
98!  98: 
74  77i 
93,  92 
691  70^ 
671 
661 
95 
64' 


93  95 

65  62 

92  95: 

62  66: 

92i  921 

60{  61  i 

94I  95! 

65:  66' 

84!  85! 

631  651 

93;  95l 

70|  70l 

89  90: 

621  631 

90l  92 

75  68' 

92  94: 


70 


69 

95 

63 

97 

68 

87 

66 

98 

71 

92 

64 

951  95 

68!  70 

99  92 


70 
91 
68 
94 


93|  84 

70  73 

95'  9: 

631  63 


68  68 
96  96 
73   75 


95 

66| 
88' 
59' 
96 
651 
98, 
61| 
94; 
66i  671 
91  93 


65 

921 
68 

92 
67| 


94i  94 
65  6; 


691  69 


95,  95 

70i  70 

97;  92 
73 

90!  90 

71  70 


89  91 
70  68 


94 1  93 
70!  68 
911  92 


93  95 


73 
91 
67 
96 
69 
89 
70 
91 
69| 
90  90 


67 


66 


85 
60 
94 
67 
95 
63 
93  95 

67  69 
93  91 
65  69 
921  92 
67i  67 
921  85 

68  68 


60.... 
98      94 


73      72 
90     85 


92;  90 

70  71 

92I  91 

70|  72 

89!  89 

68:  70 

96  93 

69  70 
96  95 
70!  69 
89:  84 
7ll  52 

89  89 

70  72 
94i  92 
70  ... . 

90  91 
69 


94 

70 

95 

67:     69j     54 

93:     881     75 

671     66     54 

90l 

72 

83 

70 

90 

72 


99     93 

68 1     72 

94I     90 

671     72 

92i     87 

65I     67 

9-2i     8I:     7; 

70!  7ll  51 
SO 
54 


931     87 
66     721 


93 

58 
91 
61 

88 
65 
81 
70 
88 
56 
81 
62 
90 

6OI  54 1  55 
76|  83!  89 
61 1    55     57 


57 


83 
54 

..I  81 
61  57 
80     86 


531    57 
81 


56     60 
85     94 


47 


64'     62 1 

80,     841 
59!     57 


61 
83 
56 
79 
51 
80 
51|  51 
80  80 
48  49 
76l 


73,     80 


86|     89 
65 


61 

78 
61 

84!     85! 


90 
59 

831     85 
55!     51 


6i      58 
74 


82      89 
55!     60 


91 
6OI     61 

82l     92 

57  58! 
90'  95' 
54!     64 


861  81 

. . .  i  63 

851  89 

611  60 


84 
59 
85 
55 
83 
53 
83 
56 
77 
51 
83 
59 
8? 
50 
83 
54 
80 
56 
80 
49 
82 
51 
84 
57 
8«) 
57 
84 
59 
76 
49 
84 
551     54 


94 
49 
89 
53 

87 
50 
89 
58:     58 

831     86 
52|    55 


91.3 
65.5 
87.8 
64.8 
86.5 
67.9 
85.4 
72.9 
86.9 
64.8 
84.0 
66.8 
88.  S 
64.2 
86.4 
65.8 


65.8 
87.  S 
65.1 
90.0 
69.6 
87.1 
66.4 
88.0 
64.8 
85.4 
65.4 
89.9 
66.3 
87.8 
66.0 
89.1 
65.0 
85.-6 
68.  S 
89.4 
68.0 
87.8 
65.  B 


8?;* 

68i 
87.: 

a&f 

61.,8 

88.:t 
i^ 

ail 

Sti.i 
67J 


63.4 

83.7 

60.  s 
84.3 
62.8 
87.0 
66.7 
86. 3 
6:!.  it 
88.2 

•■  65.5 
81.1 
58.51 
88.4.' 
64. 4j 
90. 4t 

^■3 

63.1" 
86.1 

61.  ^ 
86.6 
65.^ 
8S.J 
63.. 


Reference  letters  (",  b,  c)_  appearing  in  the  table  indicate  number  of  days  missing:  For  example,  ^  represents  two  days  mi.ssing.  etc. 
'J*  Instruincnts  are  read  in  the  morning:  the  maximum  temperature  then  read  is  ciiarged  to  the  preceding  day,  on  which  it  atmost  always  occurs. 
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GENERAL  SUMMARY. 

October,  1915,  was  marked  by  unusual].y  mild,  open  weather, 
with  abundant  moisture  generi\lly  and  but  few  damaging  frosts. 
Extended  periods  of  sunshine,  with  warm  nights,  were  especially 
favorable  for  the  development  of  late  cotton,  and  picking  pro- 
ceeded with  comparatively  little  interruption.  JModerately  heavy 
rains  in  tlie  Catawba  watershed  lietween  the  oth  and  7th  were 
followed  l)y  a  fresiiet  in  the  W'aterce  and  Santee  rivers  from  the 
8th  to  tlie  14th.  Timely  rains  during  three  periods  materially 
improved  late  field  truck,  pastures  and  the  soil  for  fall  seeding. 
Good  crops  of  liay  and  other  forage  were  secured  during  the 
montli. 

PRESSURE. 

The  mean  sea-level  pressure,  determined  from  reports  of  7 
regular  Weatiicr  Bureau  stations  in  and  surrounding  tlie  Sec- 
tion, was  oO.ll  inches.  The  liighest  pressure  in  the  region  cov- 
ered by  reports  was  .30.48  iiichesat  .'\sheville,  N.  C,  on  the  11th, 
and  in  the  Section  proper,  30.42  inches  at  Columbia  on  the  same 
date;  lowest,  29.68  inches  at  Aslieville  and  Charlotte,  N.  C,  on 
the  1st,  and  in  the  Section  proper,  29.73  inciies  at  Columbia  on 
the  same  date. 

TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  reports 
of  43  stations,  was  67.0°,  or  3.8°  al)ove  the  establisJKMl  normal. 
But  two  previous Octoliers were  warmer.  Tlie  highest  tenii)era- 
ture  was  93°  at  St.  George,  J^orchester  Co.,  on  the  3(1,  and  at 
Florence  No.  1,  Florence  Co.,  on  the  14th.  The  warmest  periods 
of  the  month  were  from  the  1st  to  the  4th  and  between  the  14th 
and  17th.  The  lowest  temperature  was  27°  at  Mountain  Rest, 
Oconee  Co.,  on  the  10th.  Tlie  coolest  period  of  the  month  was 
between  the  9th  and  lltli,  when  light  to  killing  frosts  occurred 
in  the  higher  elevations.  However,  the  killing  frosts  were  con- 
fined to  the  regions  about  Greenville,  Landrum  and  JMountain 
Rest,  in  the  upper  parts  of  Greenville,  Spartanburg  and  Oconee 
counties. 

HUMIDITY. 

The  mean  relative  humidity,  determined  from  records  of  7 
regular  \\'eatiier  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.  m.,  85%  ;  8  p.  m.,  74%.  The  highest 
average  percentages  occurred  over  tiie  lower  Savannah  drainage 
area  and  soutliern  coast  districts,  and  the  lowest,  over  the  north- 
ern interior. 

PRECIPITATION. 

The  average  for  the  Section,  5()  stations  reporting,  was  4.95 
iiieiies,  or  1.75  inches  above  the  established  normal,  'inhere  were 
three  distinct  rainy  periods,  namely,  1st,  4tli  to  8th  and  19th  to 
23(1,  wliile  scattered  showers  occurred  between  tiie  13tii  and  17tli. 
The  unequal  distribution  as  to  amount  continued;  large  areas  of 
the  southern  coastal  plain  and  the  i;orthwestern  counties  received 
5  to  over  0  inches,  and  an  extensive  portion  of  tlie  northern  in- 
terior, less  than  1  inches,  while  over  the  extreme  eastern  coun- 
ties the  ineasurenieiits  were  less  than  3  inches.  The  greatest 
local  monthly  amount  was  '.).3S  inches  at  .Mountain  Resl .  ( )con(M' 
Co.:  ]::ist  amount.  2.54  inches  at  Cent(>nary.  Marion  Co.  The 
ti'i-i'iile.^i  ■Jl-lioui-  rainfall  al  an>  slalion  \vas:'>..">l  inches  at   Tren- 


ton, Edgefield  Co. 
above  normal. 


on  the  20th.     The  rain j' days  averaged  14% 


WIND. 


The  prevailing  winds  were  from  the  northeast.  The  average 
hourlj^  velocity,  determined  from  7  anemometer  records,  was  7.5 
miles.  In  the  section  proper  the  averages  were  5.5  miles  per 
hour  at  Columbia  and  10.1  miles  per  hour  at  Charleston.  The 
highest  velocity  for  any  5-minute  period  in  the  region  covered 
by  reports  was  40  miles  per  hour  from  the  west  at  Savannah,  Ga., 
on  the  5th,  and  in  the  Section  proper,  30  miles  per  hour  from 
the  southwest  at  Charleston  on  the  1st. 


SUNSHINE    AND    CLOUDINESS. 


The  average  monthly  sunshine,  determined  from  7  automatic 
records,  was  225.4  hours,  or  64%  of  the  possible  amount.  The 
average  number  of  clear  days  was  18;  partly  cloudy,  7,  and 
cloudy,  6,  as  against  normals  of  17,  7  and  7  days,  respectively. 


RIVER   CONDITIONS. 

On  account  of  moderate  rains  over  the  Catawba  watershed 
between  the  5th  and  7th  and  the  wet  condition  of  the  soil,  a 
freshet  occurred  in  the  Wateree  River  at  Camden  on  the  8tli, 
with  a  crest  of  24.0  feet,  and  in  the  Santee  River  between  the 
8th  and  14th,  with  crest  stages  of  12.9  feet  at  Rimini  on  the  9th 
and  10th  and  12.6  feet  at  Ferguson  on  the  12th  and  13th.  Con- 
servative estimates  place  tlie  losses  at  $530,  while  movable  prop- 
erty, practically  all  of  wliicli  was  live  stock,  valued  at  $22,200, 
was  saved  bj'  timely  flood  warnings.  There  were  no  dangerous 
rises  in  the  remaining  rivers  of  the  Section  throughout  the 
month. 

MISCELLANEOUS    PHENOMENA. 

Foc)^  dense  {d((te.'<) . — Beaufort,  14,  23;  Charleston,  3;  Cheraw, 
18,  27;  Little  Mountain,  17;  Mayesville  (near),  4,  27;  Mo- 
netta,  14,  17. 

Frosts  (dates). — Light:  Anderson,  9;  Allendale,  9,  10;  Bow- 
man, 10,  31;  Camden,  9;  Cheraw,  10,  11;  Centenary,  10,  11 ; 
Clemson  College,  11;  Gaston  Shoals,  9,  10,  11;  Liberty,  9,  10, 
11,  31;  Little  Mountain,  10,  11;  Meriwether,  10;  Newberry,  9, 
10,  11,  30;  Pelzer,  9,  10,  11  ;  Santuck,  9,  10;  Spartanburg,  9, 
31 ;  Trenton,  10.  Heain/:  Society  Hill,  9;  Spartanlmrg,  10,  11. 
Killing:  Greenville,  10;    Landrum,  10;   Mountain  Rest,  10. 

Thunderstorms  (dates). — Bowman,  21,  23;  Charleston,  5,  22; 
Columbia,  5;   Monetta,  22;   Summerville,  5,  6,  22. 


Erratta.— Augrust,  1915. 

.\Ni)KR.soN.— Mean  toiiiponituro  (page  fiO).  should  be  77.2. 

KdISTO.— Total  precipitation  ( i)ages  (lO  ami  fil ).  should  he  7.23. 

Mor.NTAiN  Rrst— (ireatest  precipitation  in  24  hours  (page  60),  should  be  n,R.5. 

ijiMi.Ni.    Total  precipitation  (pages  filt  and  Gl ),  should  be  7.4;!. 


MISCELLANEOUS  DATA  FOR  OCTOBER,  1915. 


? 

Temperature- 
degrees  Fahr. 

Precipita- 
tion- 
inches. 

Wind. 

Mean 
relative 
humidity 

0.3 

i- 

-l:  ■'( 

Stiiiions. 

bo    . 

OH-. 

s 

1 

is 

~ 

«2 

0) 

3  O  ^ 

'Si 

'■'  9' 

S 

d 

C5  — 

« 

o 

g 

0<N 

> 

< 

^ra 

^5 

1         « 
CO 

p. 

CO 

s:" 

Asheville,  X.C... 

30. 1,5 

.58.4 

80 

36 

.3.33 

1.48 

6.  .5 

nw . 

91 

71 

.5.-) 

Augusta,  (ia 

:5().  n 

68.4 

87 

42 

6.42 

3.83 

4.6 

ne. 

«8 

78 

71 

Charlesldii.  S.  ('.. . 

:-;o.  08 

70.8 

86 

46 

4.27 

1.23 

10.1 

ne. 

82 

78 

71 

Oiarlotti".  X.  (•  ... 

30. 1-2 

04.4 

S3 

37 

2.97 

1.21 

8.6 

ne. 

82 

67 

60 

Colunibia,  S,  ('.... 

30.  n 

68.2 

86 

41 

3.88 

1.73 

.5.  .5 

ne. 

84 

67 

62 

S;i\  aiuiah.  (ia 

30.  OK 

71.0 

8!) 

43 

3.  :i2 

1..39 

10.7 

ne. 

87 

80 

58 

Wiluiinglon,  X.  ('. 

30.11 

f.7.4 

S) 

40 

1.53 

0.71 

6.  (1 

ne. 

84 

78 

72 

Means  and  ex-  i 

30.11 

('ill.  9 

Sit 

36 

3.67 

3.83 

7.0    : 

ne. 

8.5 

74 

M 

trenies \ 

1 

TC) 
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Climatolog-ical  Data  for  October,  1915. 


Temperature,  in  degrees  Fahr. 


Precipitation,  ill  inches.    iNumberof  days.  I   o 


OhsiTvcrs. 


a     e 


o"  l.=  5    i:  ,   5  ,   °  :   go 
t-      l^oi  u  !  £-     o     i. 


Kanlern  Portion. 


Allendale  . 
lii'iiufort  .. 
Uliiokville  , 
Bouinaii.. . 
( 'entcnary  . 


liiiniwell 

Beaufort 

Barnwell 

Orangeburg  . 
Marion 


186     26 


.1  21 

.1  296 

.:  160 

.  43 


68.  S 
'70.6 
69.2 
67.6 
68.6 


+4.0 

+3.3 

+4.6 

+3.4 

Charleston I  Charleston  . 

Chcraw j  Chesterlield 

Conway i  Horry 

Darlington •  Darlington  . 

Dillon Dillon 


Kilisto  tt I  Bamberg  .... 

Ethiigliain I  Florence  — 

IViguson I  Orangeburg  . 

I'loreiiee  1 ,  l'"loreiice 

I'lorenee  2 1  Florence 


48  I  44 
144  I  25 

25  I  29 
175  1  19 
100     11 

143     27 
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+4.9 
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Kingstrec Williamsburg 

.Mayesville  (near) .Sumter 

( )aks  (Jeorgetow  ii  . . 
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Society  Hill i  Darlington.. 
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70    


Summerville i  Dorchester. 
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Western  Portion. 


Aiken Aiken 

Audereon  :  -Anderson  . 

Bntesburg '  Lexington . 

lilairs ,  Fairlield. . . 

CaUiouii  Falls '  .Vbbeville.. 
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Greenville i  (Greenville  .. 

(Jreenwood [  Greenwood. 
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■ri-euton i  Edgefield 620  i  21 
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67.8 
67.4 

62.5 
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+2.8 
+2.8 
+2.9 


88 


80         16         35 
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+3.6 
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+4.4 
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86 
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16 
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16 
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3 
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16 
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1     sw 

6  1.... 
8     n. 


R.  B.  Vance. 

Miss  Lillian  H.  Kice. 

Mrs.  D.  B.  Sander.*. 

B.  O.  Evans. 

D.  L.  Cannichael. 

U.  S.  Weather  Bureau. 

J.  H.  Powe. 

Paul  Qiiattlebauin. 

D.  C.  .McCall. 

A.  E.  Rowell. 

Nathan  .Tenkiiis. 

H.  B.  McCall. 

.Joseph  P.  Simons. 

H.  K.Gilbert. 

Pee  Dee  Experiment  Sta. 

A,  P.  Hazard. 
A.  O.  Matthews. 
Lewis  v..  Warren. 
0.  M.  Mitchell. 
Miss  K.  P.  Raveiiel. 

William  B.Wolfe. 

R.  S.  Weeks. 

.1.  S.  Waiiiianiaker. 

W.  G.Walker. 

Rev.  T. ■Ellison  .SimpMiii. 

MissF.  H.  Gadsden. 
.1.  A.  Wc.<tcrborg. 
.1.  G.  lllllxill. 


8       7  1  ne.       W.  .M.  Hiown. 

0     15  !  e.      I  H.  H.  Russell. 

2  1  10     w.     ,  E.  .1.  Hite, 

...I ,1.  X.  Owens. 

...: ;  L.  M.  Parker. 


10 

4 

3  ' 
11  I 

5 
8  I 


ne.    1  W.  C.  Brown. 

.lames  C  Paris. 

.1.  .1.  Murran. 
S.  Prof.  F.  H.  II.  Calhoun. 

ne.       U.  S.  Weather  Bureau. 


J.  k.  Townsend. 

Harry  A.  Parshall. 
ne.  Spartan  Goodlette. 
e.         M.  M.  Calliouii. 

J.  Marvin  Bowers. 

:  R.  Hartwell  Wilds,  D.D.; 

s.         .loliii  T.  Boggs. 

w.      '  .1.  M.  Sease,  M.  I). 
I  Williiim  S.  Midille|,,n. 

ne.    I  .Iosei)h  M.  .lohiisnii. 

I 
j  J.  H.  Brown. 

ne.    [  Warren  (!.  Peterson. 
I  .losTiua  Y.  .lones. 

n.      I  Mrs.  F.  \'. . I.  Maxwell. 

ne.       E.  W.  .leter. 


.  F.  P.  Robinson. 
;  Mrs.  S.  E.  Long. 
I  W.  P.  (ioodiiuni. 


8  ,  16       6,9     ne. 
8  I  18  ;    7  I    6  I  ne. 


The  departures  from  the  nonnal  temperature  and  precipitation  are  computed  only  for  sucli  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  lused  in 
deteriniiiing  section  or  division  means.     Reference  letters  (a.  l^,  c),  appearing  in  the  table  indicate  numljer  of  days  missing;  for  example,  l)  represents  two  days  missing,  etc. 

t  W>o  on  other  dates,  ft  Received  too  late  to  be  included  in  means  and  summaries.  "  Temperature  data  are  from  ob.served  readings  of  the  dry  buUi:  means  are  com- 
puted from  observed  readings.     XX  Postoflice  addresses  of  these  stations  are  as  follows:     Of  Edisto,  Kiiibree;  of  Gasloii  Shoals.  (Jall'ney:  of  Winthrop  College,  Rock  Hill. 

T.  Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


0(Tni;i:i;.    l!*!.'). 


CLIMATOI.OGICAL    DATA:    SOl'Tll    CAROLINA    SECTION 
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Daily  Precipitation  for  October,    1916. 


Watershed. 


Day  of  month. 


1       2       3       4:51617 


9   ,  10  i  11  I  12  1  13  I  14     15  i  16  '  17  I  18     19     20     21  i  22  '  23     24  ^  25  ^  26  '  27  '  28     29     30     31 
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T. 

L07 
.95 
.60 
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.... 

1.20 
2. 22 
L18 
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.15 

.41 
.35 

■.'.34 

.48 
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.92 
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'.'68 
.70 
.10 

.10 
.02 
.13 
.08 
2.22 

.60 
.18 
.15 

.30 
.19 
.44 
.45 

.m 

.54 
.41 
.60 
.20 
.19 

1.15 
.12 

".ho 

.45 

.30 
.35 
.25 
.60 
.35 

.60 
.82 
.16 
.34 

.28 

.10 
.37 
S3 

.41 

.33 

1.30 

2.00 

.57 

L20 
1.44 

.'so 

L53 

.43 

.27 
.05 
.33 
L50 

.52 
.08 
L24 
.33 
.24 

.70 
.04 
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.97 

.54 

LOl 

LOO 
.14 
.59 
.50 
.14 

.88 
.26 
39 

.90 

.10 
.05 
.10 
.72 
.30 

.02 

.52 

L51 

.80 

.09 

.35 

.60 

.15 

18 

L40 

5.08 

T. 

4.96 

Blackvillellli 

.80 

.03 

.20 

L47 
2.32 

6  72 

.... 

5.55 

(Viitenary 

Chflrlp^ton  ••".       

.21 
T. 

.61 

1.17 
1.15 

.20 
1.02 

.37 

L02 
L60 
.47 
.71 
.60 

.45 
.75 
.93 
.46 
.45 

1.47 
.53 
.71 
.36 
.31 

.70 
L13 
.55 

L94 
.75 
.70 
.42 
.71 

.46 
.66 
L12 
L80 
.76 

.48 
1  38 

.26 

.05 
.02 

.33   .15 

2.54 

'.'6() 

.17 
.03 

.01 

'.'65 

T. 

.36 
.33 
.63 

.89 
.01 

'.'(16 
T. 
.02 
.08 

.70 
.23 
.34 
.04 

.06 

4  27 

('heraw  |||I           

l.t)7 
.32 

L46 
.22 

L32 
.74 
L08 
L35 
13 

5.23 

3  81 

niirlin"'toii  illl 

T. 
.06 

.10 

.05 

.68   .03 
.93;  .15 

1. 19i  .28 

5  02 

Pi  lion                      

.08 

T. 

3.90 

Kdisto  Illl                   

6  28 

KfUngliani  III 



95 

.90 
30 

. . . . 

6.56 

TV 

43 

3  27 

Kloivnce  1  III 

Pee  Dee 

.     do 

::::  "  " 

2.90 
.70 

.40 
1.00 
.13 
.25 
.15 

.33 
L96 
.60 
.25 

.26 
0.52 

H? 

.08 
.16 

.48 
.60 
.44 
1.45 
L02 

.18 
.09 
.15 

■.'62 

.16 
1.04 
.23 

■.'67 
.11 
.30 

6  40 

.20 

.70 
.25 

4  29 

(ieorsetown 

Kinfrstreellll 

Mayesville  (near) 

Oak*                       .   ... 

Coast 

IJlaok 

do 

do 

Cooper  

Santee 

.25 
LOO 
.05 
.38 
.86 

3n 



.15 

.02 
.18 

2  87 

.90 
.21 
.30 

.87 

L26 
.94 

1.15 
.52 

4.51 

.03 

T. 

.65 

^^ 

T, 

.08 

L04 

T. 

.80 
.50 
.84 

.37 

4  64 

.01 
.10 

.02 

.01 

4  49 

I'inopolis  

Rimini  |||| 



6  3'' 

.35 
.03 
.05 
.15 

4.76 

St   Georuellll         

Edisto 

Santee 

Pee  Dee 

do 

Ashley 

Ashepoo  

Combahee  .... 

Edi.sto 

Savannah  .... 

.47 
.63 
1.60 
.13 

T. 
T. 

.78 

.15 
.38 
.93 
.96 
1.78 

36 

.10 

.02 

2.35 

6  45 

St   Matthews  nil  

4  2'' 

Smiths  Mills  Illl 

'f.' 

.05 
.01 

.05 

.... 

.08 

'.'33 

.45 
L24 

L07 

.... 

.... 

4.20 

Sofietv  Hill  Illl 

.70 

4.68 

.71 

■'62 

't.' 

T. 

0  63 

T. 

6  10 

.22 
L27 

.10 

5.37 

YtMiia-^socllII            

.90 

.14 

4  S4 

II  fsfrni   I*nytion. 
Aiken 

15 

.20 

.82 

2.25 
.12 
1  91 
L75 

.20 
.13 

.18 

".'ii 
.74 

.24 
.22 
T. 
.14 

.30 
.14 
.42 
.43 
.31 

.05 
.02 
.20 
.14 
.11 

6.29 

Anderson 

.13 

.87 
T. 

.05 

3. 65 

HatesbnrRllll 

Edi.sto 

Hroad 

Savannah  

W'ateree  

Catawba  

Saluda  

Savannah  

Congaree 

Savannah 

Uroad 

Saluda  

do 

W'ateree  

Broad  

Savannah  

•:68 

10 

.12 
.05 
.11 

.17 

.18 

T 

4.98 

Hhiirsllll 

4.51 

CalliouM  Kails  nil  

3.68 

Camden  illl 

T. 

1.00 
.74 

L05 
.18 

.58 

.95 
.75 
.53 

-.74 
.75 

.26 

.60 

2.50 

1  80 

1.46 

1 

.19 

L36 

.50 

.23 

.76 

1.04 

|3. 34 
[  .86 

.06 

4.31 

Catawha  ||1| 

1. 20 
1.34 
..51 

.09 

3.78 

Chappellsllll 

4.72 

(^leiiison  College 



.11 
.03 

.35 
L64 

.30 
.14 
.20 
23 
.55 

.12 
.20 
1.06 
.40 
.62 

.07 
.35 
.10 

.07 
01 

L67 

.18 

. . . . 

1.07 
.09 

.03 
.38 

6.17 

ColnmUia  •" 

.06'..    . 
l.SOi.... 

. . . . 

3.88 

Kdgeticld  nil 

.10 
.02 

4.78 

(iaston  Shoals  ll|| 

2.40 

1.82 

L47 

.05 

1.76 
.60 
.25 
.28 
.05 

L95 



T. 

.18 

.51 

'f.' 

T. 

. . . . 

5.13 

(ireenville  Illl 



2.80 
1.32 

2.74 
1. 55 

.03 

.01 

5.82 

(ireenwood  Illl 

.08 

4.77 

Heath  Spring  

.95 

.30 
.25 

. . . . 

.09 

3.15 

Landriim 



.78 
1.80 

'.■36 

.14 
T. 

.02 
.10 

T. 

1.20 
.34 

.14 
1.04 
.19 

2.40 
.41 

7.67 

I.iherty 

T. 

T. 

6.11 

Little  Mountain 

Saluda  

Savannah  

Edisto 

Savannah  

Saluda 

do 

do     

4.40 

Meriuetlier 



T. 

1.07 
L70 

L26 
.45 

1.32 
.53 
.30 

1.90 
1.48 
.36 

T. 

.07 
T. 

5.40 

.Monetta 

.04 
2.21 

T. 

4.52 

Mountain  Rest 



.70 
.02 

'.'27 

tV 

2.10 



.... 

.    .. 

9.38 

New  berry 

. 25, .... 
1. 8Si . . . . 
.  15  . . . . 
.  33  . . . . 

2.  .351  T. 
.251.... 
1.101 

.11 
.10 

3.77 

Pelzerllll 

04 

L06 
'T.' 

T. 

.... 

y... 

T. 

.04 

5. 20 

Saluda 

32 

. 

.... 

.... 

■■i2 

.13 

2.11 
.90 

3.81 

SanHiek 

Broad  

do 

Edisto 

Catawba 

.■21' '.'.'.. '"-'-'- 

10 

01 

3. 22 

SpartanliiirfT  1||1 

T.  ,  T. 

.45   .05 
.45 

.... 

.22 

.05 

:::. 

<'.'.'.'. 

.20 
.  13 

5.86 

!    6.19 

.i_  :!■» 

Tn'iiton  

WintliropCoUege 

....1  .12 

; 

•••■!■■■■ 

1        ' 

Except  as  otherwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  tlie  time  of 
observation.  ||||  Precipitation  measured  in  the  morning;  amount  then  recorded  is  for  the  preceding  24  hours.  ***  Regular  Weather  Bureau  station ;  precipitation  is  for  the 
24-hoiir  period,  midnight  to  midnight.    *  Precipitation  included  in  the  next  following  measurem^^t.    t  Separate  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  0.01  inch. 


COMPARATIVE  DATA  FOB  OCTOBEB. 


'rcmp'Matin-i 


Precipitation. 


.Average  number  of  I    ^i 
days-  I  .„  £ 


Temperature. 


^■ci^r. 


Precipitation. 


&         '•.r'5  ^ 
<        ,<4do 


Average  number  of 

days- 

^ 

>■>, 

(^ 

^ 

'^■v 

0 

So 

0 

s-y 

6 

18S7 

188S 

61.4 
39.  3 
60.8 
63.  0 
(X1.2 
6;i.8 
64.4 
64. 2 
61.3 
61.3 
65.  S 
62.  9 
64. 2 
67.  6 

62.  4 

63.  2 

91 
SH 
KS 
<KI 
92 
H9 
90 
98 
9.") 
91 
9(i 
(Kl 
91 
9.") 
92 
95 

3(1 
31 

22 

28 

2.T 

28 
28 
35 
28 
■U 

29 
3(1 

.5.  9C. 
4   IS 

18S9 

1.65 
4.UI1 
I.e.:! 
0.  6(1 
4  9' 

18911   . 

1!<91 

1S92 

ISfti 

1S91 

IS'.).") 

ISW 

1S97 

4.9.5 
1.  15 
1.41 

ls»S 

:i  v 

lMt9  . 

.5  t  II 1 

I'.IIHI 

:;  ('.5 

1911 

19.12... 

0.  s;i 
4.411 

s    1 

n. 

I  ::::::::!;::::::: 

sw. 
n. 

nw. 

ne. 

Cotithniefh 

1903 62.(1 

1904 62.4 

I'.Kln 64.2 

llXli; 61.9 

UKI7 61.2 

19(is IVJ.O 

1909 61.2 

19111 6C'.  5 

1911 67.5 

1     1912 6.5.(1 

1913 62.5 

i     1914 64.7 

1915 67.11 

PiMJoil....  63.2 


93 

25 

2.  ()3 

5 

98 

26 

1.10 

.3 

93 

29 

1.97 

6 

90 

24 

3.  Oil 

7 

91 

28 

0.  73 

3 

S9 

35 

4.22 

6 

96 

27 

2.  4:! 

rt 

100 

22 

4.  39 

6 

99 

37 

5. 89 

8 

94 
95 
92 
93 


32 

28 
26 


2.21 
3.56 
3.44 
4.95 

3.2(1 


3 

ne 

1(1 

nc 

11 

ne 

(1 
3 

ne 
ne 
ne 

4 

ne 

10 

ne 

9 

ne 

6 

ne 

a 

ne 

, 

6 

nf 

78 


CLLMATOJ.OCilCAJ.    DATA:    yOl"'J'lJ    C'AKOLINA    SKt'TION. 


().Tni:i;i:.    10!."). 


Daily  Temperatures  for  October,  1915. 


Stations. 


Eastern  Portion. 

,,,,,,;,(  \  Maximum 

Alleiuiale*'^ i  Minimum. 

„        ,     ,  )  Maximum 

aeanSon i  Minimum. 

1,1     1     -It   rt,t  )  Maximum 

BlackvilIe^'S (  Minimum. 

,,  S  -Maximum 

»o^^''na" /Minimum. 

„     .  )  Ma.Kimum 

Centenary (Minimum. 

,,,       ,     .  S  Maximum 

(.harleston (Minimum. 

,,,  ,;,t  S  Maximum 

^-'"^'•»"">^">^ (Minimum. 

,[,;  \  Maximum 

^o""»y*'s^ (Minimum. 

„     ,.      t      ,t,i  *  Maxinnnn 

Darlington  §» )  Minimum. 

„.„  )  Maximum 

Di'lo" (Minimum. 

„                ,i,t  )  Maximum  , 

I.erguson^«S i  Minimum. 

,,,  ,  ^x  \  Maximum . 

Florence  1«§ (Minimum. 

_,           .  \  Ma.xiuujm 

Georgetown (Minimum. 

,,.       ,       ,[,;  \  Maximum  , 

K.ngstret'W (Minimum., 

.,,     ,  %        *  Maximum 

Mayp.sville(near)...  (Minimum. 

.  S  Maximum 

"'*'^'* (  Minimum. 

c.    r,            iiA  )  Maximum 

St.  Georgi'  ^ (Minimum. 

c.   .r  ..1         ■[.!  S  Maximum 

St.  Matthews  «5 J. Minimum. 

c     •  .     Ti-ii.w  (Maximum 

Society  Hill 'S'J (Minimum. 

„  .,,  \  Maximum  , 

.Summerville (Minimum., 

,,.   ,.     ,  )  Maxinnnn  . 

Walterbon. (Minimum., 

.,                ,t,t  i  Maximum  , 

\..nuvs.*pe«« /Minimum., 

trrslrni  Vortioii. 

..  \  Maxinuim 

""^'■"  (  Minimum. 

,     ,  (  Maximum  , 

'^'"''''■■^°" (Minimum. 

„  -     ,         .i.t  \  Maximum 

Batosburg\S« (Minimum. 

„       ,      ,t,t  \  Maximun-  . 

^"'"'1''"^ (Minimum. 

,,,  ,,  ,, \  Maximum 

Clemson  College  ....  j  Minimum. 

„  ,       ,  .  )  Maxinuim 

C"'"™'^"^ (Minimum. 

...    ,(,;  \  Maximum 

Greenville  SW (Minimum. 

„  , ,(,(  \  Maximum 

Greenwood  S\'5 /Minimum. 

,,     ,,   „ .  ,„  \  -Maximum 

Heath  Spring (Minimum. 

T       1  )  Ma.ximum 

I^«""lr^"^ (Minimum. 

,  .,      .  \  Maximum 

^"■"^"5^ (  Minimum. 

,  ...,    ,,        -   .  \  Ma.vimum 

Little  Mountain (Minimum. 

,,.,,_  1  -Maximum 

Meriwether (Minimum. 

,,       ,.  \  Maximum 

^'""e"" (Minimum. 

,,        i  .      u    ,.  >  Maximum 

Mountain  Kest /Minimum. 

..      .  \  Maximum 

-Newberry (Minimum. 

c;   ,    ,  s  -Maxinnnn  , 

^"'"^'^  )  Mininuim. 

,  \  Ma.Kimum  , 

■-"""'^■'^ /  Minimum. 

^.-"-'-'■■-^^ Ims;;;': 

-r-nton ;^lfn^='.: 

Winthrop  College...  ;3;{f-;^™;™; 


8       9 


I        I 
12  I  13     H 


15  1  16     17 


2«  I  21 


22     23     24     25  I  26     27     28  I  29  I  30 


31  I  Mean. 


89  841 

72  64 

86!  84 

79  69! 


86  85 

75|  69 

86  84 

62  61 


891  8di 
611  611 
86  84^ 
65  69! 
91  841 
60!  59!  68 
901     85i     83 

651     68 

89|     84 

67 

84 

74 


56 

84 

57 

83 

69 

85      85 

54     63 


861     85 
67     69 


891  85 

I     651  64 

88  85 

66  61 


69 

88      88 


86      82 
74      66 


83  82!  83 

661  72!  67 

91  88!  86! 

57!  62]  691 

88|  881  87 

62!  67j  73 

89;  89i  88 

59|  68i  69 

S9  89 
51 


85 
62     62 


85 
61 

86 
58 
84 
59 
86 
621 

59 

85 
65 
86! 
56 
82 
60 
71 
561 
831 
59 
S3 
53! 
83 
62! 
891 
61- 
85! 
61 

83: 

53 

85 

6nl 

91)1 
59, 
84 
68 
83 
59 
81 
62 
76 
60 


65 
86 
64 

87| 
61, 
85i 
67! 
85]  83^ 
(A  671 
9()l  87i 
591  65 
90     87 


65!  62 

49!  41 

68|  71 

51!  43 

68|  661 

44  37! 


72i 

44: 


60 

46]  37: 
661  58i 
48  ... . 
64|  60 
52      46 


61 

75 

40 

60;    60 


70 
56 

60 
42 

72 

65 

61 

46 

75 

67 

57 

44 

72 

62 

59 

47 

86 

77 

61 

54 

74 

64 

58 

46 

76 

66 

61 

48 

74 

64 

62 
341 
65i 
38i     43 


79  83 
45  56 

80  83 
64  68 
82  83 
49  58 
80  81 
511  57 


63     59 


59! 
791 
61! 


75 

46 

56 

38 

65 

41 

64 
491  401  43 
701  62!  71 
44 


86 


60     65 

86      75, 

561     62 

851    82 

6II    64 

87!    87 

56 

76 

58 

86 

61 

83 

53' 

83 

59 


80!    84! 
67 


7()i     731 


85 
62 

78 
67 
80I  79 
46]  54 
8O'  80 
55:  60 
82  81 
49]  54 
80  77 
49  58 
86)  82 
541  54 
84  80 
46J  53 
831  84 
60|  64 
77,  75 
45]  59 
81]  80 
49]     5; 


54  59 

84  82 

49|  58 

79!  81 


40     44 

641.... 
39|  421 
64|  74 
38     40! 


66i     58     55! 


83!  85 

56|  561 

81  76! 

55|  55| 
821 


62!    53 

80 


66 

79I 
64 
78! 
55i  611  65; 
81, 


85l     82! 
61 


88  80 

56]  62] 

86]  83! 

581  63' 


65!     68 
82 


79 

71 

52 

58 

85 

84 

56 

.54 

88 

81 

61 

59 

84 

84 

55     58, 
83|     8(ll 


,56! 
82' 
62! 


so' 

67 

751 
62 
82: 
541 
75! 
68| 
81 
67l 
801 
60 
79' 


64 

54 
63 
54 
77 
67 
67 
58 
63 
59 
64 
54 
62 
56 
64 
56! 
66 
54 
67 
56 
68 
56^ 
81 1  80 
611  59 
72!  68! 
65  56 
(3|  68 


65  61 
41 !  38 
63!  62: 


70  80: 
42:  .53 


36] 
62 
331 
70 
40! 
65] 
36 
61   61 


35     46 
69i     7H 


551 
75 


79  83 

63  67 

82|  88 

62  67 

82I  86 

56:  60 


82. 

59I. 

77 

56 

79 

46 

80 

59 

73 

56 

80 


.571 

80| 

65]  69i 
75;  83!  82| 
631     58|     621 


59 

55 

52 

74 

66 

72 

66 

57 

55 

75 

69 

75 

66 

57 

54 

73 

62 

71 

60 

56!  53 

65 

62!  69 

63 

531  50 

71 

69!  72 

66 

no:  55 

74 

5Ht  68 

58 

55 

56 

67  61 
43:  40 
60 
27 


3;j     341 

•■-      76| 
38! 

751 
37! 
75! 

7/1 
46' 


72, 
63 
84 
52 
85 
59 
73 
65 
83 
62:  66 
8O!  66 


481    56 
75,     79 


41 


74] 
341 

64'  611 

42I  37 

66:  65 

39  38| 
02  601 

40  35i 
61|  621 
36  33 
63l  63 
42!  39! 
61 !  59! 
39!  35! 


49! 
82, 
491 
781 
52 
63;  69. 
35|  43! 
68;  79' 
38!  49, 
72!  80] 
33!  45! 
68  781 
36     45! 


35  38 

711  79; 

40;  57, 

69'  79| 

37  43| 


581  65 

78  81 

58!  66 

82;  86 

58]  66 

80|  82 

58  65: 

70,  691 

56  60 

80i  83' 

56i  66! 

8i:  80! 

52  651 

80  82! 

531  M\ 

79]  77[ 

47I  56l 

81!  82| 

59'  59 

74,  84 

53]  63 


86 

86 

66 

66, 

821 

68 

90 

91 

60 

64 

85 

86 

59 

60 

85 

81 

65 

62 

82 

82 

69 

70 

85 

86 

64 

621 

86 

86, 

66 

63; 

88 

88! 

64 

61 

85 

84 

65 

63 

85 

82 

67 

69 

88 

87 

66 

64 

85 

861 

68 

70! 

81 

S6i 

69 

64! 

86 

851 

65 

61 

65 

-63 

88 

87' 

66 

66, 

84 

85] 

65 

64, 

79 

811 

60 

63, 

84 

87i 

67 

651 

88 

881 

67 

661 

87 

85i 

65 

64{ 

87 

1 
86i 

65 

64, 

79 

80, 

62 

63 

86 

86 

57 

59 

87 

87i 

61 

64j 

75 

80 

64 

65] 

86 

85 

68 

66 

79 

80 

60 

64 

82 

84! 

62 

m 

84 

84! 

62 

62 

84 

85l 

60 

60 

82 

85 

64 

64 

84 

84 

65 

m 

86 

881 

64 

63! 

86 

86! 

65 

64: 

79 

82! 

62 

62 

85 

86! 

64 

621 

89 

90 

59 

57 

84 

84 

63 

63 

85 

86i 

63 

63: 

87 

87' 

66 

64 

84 

85 

65 

63 

83  82  8.i 


64 
80 
65 
90 
61 
84 
60 
76 
65 
75 
67 
78 
62 
89 
631  59 


61  62, 

80  83] 

63!  66  i 

86,  841 

6O!  59! 

85  80 


66; 

791 


57'  56 

77  80; 

65  68! 

80  811 

56  56! 

79  81 


81 

62  i  58 


57, 
82  83] 


55! 
831 

59  56 

8O!  83! 

6I!  63 

83  82! 

59  58! 

80,  8O! 

.59  62| 

82  84! 

65!     5S*  **! 

76|     80,  84! 

60!     51;  57i 


72  73 

62  66, 

79!  76! 

671  67| 

73]  73' 

62!  65! 

80,  79 

68  69] 

84  75| 

61,  66; 

78  73; 

69,  68 

76  78, 

651  65 

82  75 

61  66 

77!  "5! 

asi  64 

79i  73! 

621  66] 

84  80 

64i  65 

721  75 

59;  65 

82|  85 

64;  68 

82!  75 

63,  65] 

781  76! 

63|  64: 


80: 


54! 
83i 
50] 
80 

751 
46| 
76 
58' 
78 
48|  46: 
78!  76  781 
68!  54  49! 
78  79  79] 
66  50!  46; 
73  74!  74 
63  62i  47! 
78  75  79 
63  55 
5 


79 

76 

65 

59 

78 

72 

67 

59 

79 

84 

66 

54 

75 

78 

68 

56 

78 

72 

67 

53 

79 

74 

64 

61 

73 

74 

75 

65  52 


78  80 

64  59:  57 

78  75;  79 

66!  55!  49 

77  76i  80, 

66  54  47; 


62| 

82 

64 

75 

62  57 

82  83 


..'  5.5| 

84'  86 

61!  60 

81:  84 


58 
76 
56  53  56 


84   79 
66!  61 

84'  84 


64 

61 

84 

83 

62 

58! 

80 

801 

62 

59] 

86 

79 

60 

61 

87 

821 

60 

58 

79 

71 

64 

59 

79 

76 

62 

65 

79 

81 

65 

611 

78 

84! 

64 

65; 

79 

79; 

62 

61! 

73 

76| 

62 

581 

73 

741 

61 

63! 

80 

78 

ft5 

65 

81 

78, 

64 

60! 

83 

83 

62 

601 

82 

84' 

62 

m\ 

78 

74 

59 

62' 

82 

81! 

61 

601 

89 

81! 

57 

.55' 

77 

80 

61 

.59! 

86 

77 1 

62 

62] 

87 

81 

62 

60 

76 

791 

62 

.56' 

80; 
,59, 
701 
61 
80 
57 
84 
59 
72 
60 
80 
62 
72 
60i 
75| 
60! 
76' 
60; 
66! 
58] 

^ 

781 

61 ! 
82 
59: 
81! 
59 
65 
56 
79 
59 
74  j 
64 

5^! 
71! 
58, 
801 
61 
78, 
59 


651     67  . 
761     80| 


66 

74 


...i  49 

76]  80 

58:  501 

76  80 


65!  fi5  fi*"'!  49 

77  79  80,  80 

,58  48  47'  45 

751  791  72:  74 

64'  68!  59]  52] 

75'  82:  77,  80, 

661  65]  ,591  491. 

74|  83!  77!  80! 

64:  651  601  49, 


,59 
S3 
51 
81 
51 
83 
49 
76 
52 
82 

■82! 
49! 


71  '6! 

62  65: 

73:  69, 

61!  6I1 

76|  75| 

60|  62 

74!  77      771     77 

661  65     52|     52 


7,5  81  82 

,55|  51  -55 

781  8O!  81 

52|  51:  51 

70  81;  82 


50     45 


75'     76 

661     62 

701 

61 

72 

63 

71 


64 

63 

to 

72 

64 

63 

72 

79 

60 

60 

72 

73 

64 

64 

72 

79 

70 

64 

72 

73 

66 

70]  77 

60;  63, 

72!  7li 

64i  63: 

711  77' 

64'  64 


64 

74 
6:3 

69! 
56!  56 
75:  68| 
61|  61 
74!  741 
631  66| 
70:  75 
65!  651 
761  76' 
63! 
751 
65 
78 
57] 

76: 

66| 
80I 
51 
71 
64!  62 
69 
64! 


471  49 
77'  78 
53i     53 


77 

82 

84 

54 

47 

51 

74 

79 

81 

,54 

49 

55 

75 

45 

44 

47 

76 

80 

80 

.50 

47 

50 

81 

83 

80 

45 

48 

52 

75 

/ 1 

76 

.50 

47 

48 

77 

80 

76 

,50 

48 

49 

78 

80 

79 

61' 
69! 
59 


54     51     55 

71,     791     77| 
,50     461     49, 


78 

80 

80 

81 

79 

74 

79.4 

53,  56 

53  51 

51 

49 

.58.2 

77]  76 

761  78 

75 

74 

»  78.6 

60!  61 

58!  54 

,56 

55 

•  62.6 

8r  84 

85  86 

83 

84 

82.1 

54  55 

,52 

50 

51 

42 

56.2 

79:  80 

81 

82 

80 

81 

78.7 

50,  51 

.50 

■52 

49 

.38 

56.4 

77|  78 

78 

80 

72 

73 

77.7 

51  67 

58 

54 

.58 

.50 

■  59.6 

76  78 

79 

79 

;  / 

73 

77.4 

68  66 

61 

59 

59 

53 

64.3 

79  81 

79 

82 

74 

73 

''  78.3 

50!  53 

48 

46 

50 

38 

.54.5 

76!  82 

81 

80 

78 

74 

"  7H.8 

52  58 

54 

48 

41 

41 

.57.5 

80:  83 

82 

82 

78 

74 

79.6 

5ll  56 

49 

45 

49 

39 

55,1 

89!  81 

79 

80 

75 

63 

■  78.7 

54!  54 

50 

45 

49 

41 

"  56.9 

78!  79 

80 

78 

77 

75 

80.3 

65:  66 

67  65 

63 

.57 

61  3 

80 

85 

85  85 

76 

76 

79.7 

52 

54 

52  47 

49 

43 

.55.8 

80 

83 

83  83 

81 

75 

.81.3 

52 

62 

54  50 

54 

44 

60.4 

76'  81 

81  81 

72 

75 

79,6 

52;  55 

53!  47 

49 

43 

57. 6 

80  80 

81  82 

78 

79 

79.9 

51  53 

50 

46 

48 

44 

>>  ,56.1 

81!  81 

81 

81 

79 

74 

61 

57 

52 

46 

48 

42 

'■  .57.2 

78 

81 

81  84 

79 

80 

8(1.8 

53 

55 

54 

49 

51 

45 

.58.1 

80 

80 

81 

85 

79 

75 

79.2 

57 

,56 

55 

,50 

.52 

42 

.56  9 

83!  77 

78 

74 

75 

82 

79.3 

53!  47 

43 

47 

38 

46 

.52.5 

76i  76 

76 

75 

75 

72 

77  4 

57i  61 

561  .50 

53 

44 

.59.7 

81 

82  ... . 

83 

79 

''  82.1 

,50 

.59 

58! ... . 

48 

42 

■•  .59.3 

79 

80 

Sli  82 

80 

78 

80.6 

50 

57 

51   48 

.50 

40 

.56,4 

78l.... 

80  64 

77 

71 

"  77.0 

561.... 

55i  53 

.55 

48 

••  .57. 1 

78,  80 

80  83 

83 

76 

75. 7 

54 

54 

55  49 

.52 

44 

54.7 

78 

79 

80 

79 

80 

75 

77.8 

.54 

49 

,53 

,50 

48 

46 

53.1 

80 

80 

81 

80 

77 

74 

79.4 

61 

'  58.6 

72 

74 

72 

74 

74 

72 

72.  7 

51 

45 

51 

47 

46 

39 

54.9 

78 

78 

80 

80 

77 

73 

77.4 

59 

57 

,56 

,52 

.55 

49 

58.8 

74 

80 

76 

79 

78 

73 

<^  74.9 

50 

51 

48 

46 

45 

37 

51.5 

76 

80 

79 

81 

77 

72 

75.4 

50 

,55 

,52 

52 

52 

41 

54. 1 

78 

79 

79 

81 

75 

71 

74.7 

54 

,56 

,56 

51 

52 

43 

.54.0 

76 

78 

76 

82 

78 

71 

74.3 

49 

,52 

46 

47 

56 

36 

.52.5 

71 

77 

76 

78 

75 

71 

74.8 

51 

51 

,50 

46 

44 

38 

,54.1 

76 

77 

77 

79 

74 

71 

>>  76.9 

60 

,57 

,55 

,56 

53 

45 

1-  ,58.7 

79!  **' 

81 

83 

77 

76 

8(1. 1 

53!  52 

51  50 

51 

39 

5.-.  5 

78|  80 

8O!  81 

76 

76 

77.8 

54;  55 

56  53 

55 

45 

57.(1 

70:  49 

74   76 

76 

68 

73.8 

491  43 

48  47 

48 

36 

51.2 

80,  80 

80  82 

78 

72 

77.6 

,52;  53 

56  50 

47 

38 

,54.7 

82'  81 

33  78 

77 

76 

79.5 

51!  50 

47   44 

45 

34 

.53.4 

77!  78 

76 

79 

76 

71 

75.8 

52|  53 

51 

49 

52 

.39 

54.5 

77  i  78 

78 

82 

77 

?2 

7,5.7 

51 1  52 

491  47 

47 

37 

.52.  4 

75!  76 

82!  7<! 

7<: 

74 

77.3 

56  56 

,56'  56 

56 

46 

.57.7 

76,  77 

77,  80 

7f 

72 

7.5.0 

54 

;  54 

49 

43 

52 

41 

,53.9 

Reference  letters  (".  '>,  c).  appearing  in  the  table  indicate  number  of  days  missing:  For  example.  '■  represents  two  days  missing,  etc 
vwS  Instiinnents  are  n-ad  in  the  morning;  the  maximum  temperature  then  rciid  is  chargi'd  to  tlie  preceding  day,  <in  w  bich  it  iilm(i>t  always  occurs. 
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U.  S   DEPARTMENT  OF  AG?vi:ULTURE,  WEATHER  BUREAU. 


S0L!Tf4   CAf^OLilNA   SECTION- 
RICHARD  H.  SUIiLIVAN.  Section  Director. 


\'()L.  XVIII.     Columbia,  S.  C,  November,  1915. 


No.  11. 


GENERAL   SUMMARY. 

Excepting  a  cold,  wet  period  between  the  13th  and  l!)th,  the 
month  of  Noveml)er  was  unusually  mild  and  open,  with  abun- 
dant sunsliine  and  seasonable,  fairly  distributed  rains.  The  first 
general  killing  frosts  of  the  autunm  occurred  on  the  16th  and 
17th.  Conditions  were  generally  favorable  for  housing  late  crops 
and  preparing  the  soil  for  small  grain  and  truck.  Cotton  pick- 
ing continued  througliout  the  month.  Sweet  potato  digging 
showed  good  results. 

An  unusual  storm,  with  many  of  the  characteristics  of  a  mod- 
erate hurricane,  visited  the  Section  on  the  18th;  the  barometer 
fell  0.9  inch  in  eleven  and  one-half  hours,  followed  by  a  sharp 
rise,  and  wind  velocities  ranged  between  38  and  62  miles  per 
hour,  but  there  was  a  singular  al)sence  of  great  material  damage. 
(See  graph  below) . 

Tlie  storm  was  attended  by  heavj'  rains  on  the  liigher  eleva- 
tions, wliicli  caused  a  moderate  fi'esbet  in  tlie  lower  Wateree  and 
Santee  rivers  l)etween  tiie  '20th  anil  28th. 

PRESSURE. 

The  mean  sea-level  pressure,  determined  from  reports  of  7 
regular  \^'eather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30.13  inches.  The  highest  pressure  in  the  region  cov- 
ered by  reports  was  30.42  inclies  at  Charlotte,  N.  C,  on  the  11th 
and  at  Wilmington,  N.  C,  on  the  17th,  and  in  the  Section 
])n)p(M-,  30.39  inches  at  Columbia  on  tiie  2.5th;  lowest,  29.37 
inches  at  Columbia  on  the  ISth. 

TEMPERATURE. 

Tiie  montldy  mean  for  the  Section,  determined  from  reports 
of  42  stations,  was  56.3°,  or  2.5°  above  the  estalilished  normal. 
The  highest  temperature  was  88°  at  Blackville,  Barnwell  Co.,  on 
th(>  9tli.  The  warmest  periods  of  the  month  were  on  the  1st  and 
2d  and  between  the  9th  and  12th.  Tlie  lowest  temperature  was 
24°  at  six  stations  as  follows:  liatesburg,  17th;  Centenary,  30th; 
(ireenville,  30th;  Landrum,  30th;  Society  Hill,  16th  ai'id  29th, 
anil  \\'intiirop  College,  Rock  Hill,  30tli.  The  coldest  periods  of 
tlie  month  were  on  the  16tii  and  17th  and  29th  and  30th.  (ien- 
(M'al  killing  frosts  occurred  in  practically  the  entire  Section  on  the 
two  former  dates.  • 

HUMIDITY. 

The  m(>an  relative  humidity,  determined  from  records  of  7 
rrgular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8a.m.,  75%;  8p.m.,()4%.  The  highest 
average  percentages  occurred  over  the  Savannah  drainage  area, 
and  the  lowest,  over  the  northern  interior. 

PRECIPITATION. 

The  average  for  the  ScM'tion,  56  stations  reporting,  was  2.36 
inches,  or  0.02  inch  aliove  the  established  normal,  'i'liere  were 
three  rainy  periods,  viz.:  13th  to  16th,  18th  and  19tli  and  26tli 
and  27tli;  the  l)ulk  of  tlie  month's  rainfall  occurred,  however, 
between  the  13th  and  19th.  Precipitation  was  fairly  distriluited 
as  to  amount.  On  tiie  central  coastal  plain,  in  the  western  por- 
tion of  the  lowrr  Piedmont  and  in  upper  Spartanburg  and  Oco- 
nee counties,  the  measurements  ranged  from  3  to  over  4  inches; 
in  an  irregular  belt  extending  from  the  southern  coast  northward 
over  the  Per  Dee  drainage  area  and  tiir  lower  Catawba  watershed 
till'  amounts  were  Irss  than  2  inchrs  ranging  downward  to().()5 
inch   in  Callioun  Co.      The  ^I'catcst    local    nionthlv  aniMunl    was 


4.74  inches  at  Mountain  Rest,  Oconee  Co.;  least  amount,  0.65 
inch  at  St.  Mattliews,  Calhoun  Co.  The  greatest  24-hour  rain- 
fall at  any  station  was  3.21  inches  at  Batesburg  on  the  18th. 
The  nund)er  of  rainy  days  averaged  20%  l)elow  normal. 

Snow  flurries  occurred  at  Lilierty,  Pickens  Co.,  on  the  19th, 
and  the  mountains  were  white  with  snow  on  the  20th  and  28th. 


WIND. 

The  prevailing  winds  were  from  the  west.  Tlie  average  hour- 
ly velocity,  determined  from  7  anemometer  records,  was  9.4 
miles.  In  the  Section  proper  the  averages  were  7.4  miles  per 
hour  at  Columbia  and  10.8  miles  per  hour  at  Charleston.  The 
highest  velocity  for  any  5-minute  period  in  the  region  covered 
bj'  reports  was  62  miles  per  hour  from  the  southeast  at  Savannah, 
Ga.,  on  the  18th,  and  in  the  Section  proper,  54  miles  per  hour 
from  the  southeast  at  Charleston  on  the  same  date. 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  7  automatic 
records,  was  234.2  hours,  or  76%  of  the  possible  amount.  The 
average  number  of  clear  days  was  22;  partly  cloudy,  4,  and 
cloudy,  4,  as  against  normals  of  16,  7  and  7  days,  respectively. 


RIVER    CONDITIONS. 

Heavy  rains  over  the  upper  reaches  incident  to  the  storm  of 
the  18-19th  were  followed  by  a  moderate  freshet  in  the  lower 
Wateree  and  Santee  rivers  between  the  20th  and  28th.  At  Cam- 
den the  Wateree  River  reached  20  feet  on  the  20th;  at  Rimini 
the  Santee  River  was  in  flood  between  the  21st  and  26th,  with  a 
crest  of  13.2  feet  on  the  23d,  and  at  Ferguson,  flood  stages  oc- 
curred between  the  23d  and  28th,  with  a  crest  of  12.9  on  the 
26th.  Unavoidable  losses  have  been  estimated  at  $837,  while 
movable  property  valued  at  $50,500  was  reported  as  having  been 
saved  at  the  instance  of  flood  warnings.  No  dangerous  rises 
occurred  in  the  remaining  rivers  of  the  Section  during  the  month. 


GRAPH  OF  PRESSURE  AND  TEMPERATURE  AT  COLUMBIA, 
S.  C,  DURING  THE  STORM  OF  NOVEMBER  18,   1915. 


. 

? 

2 

4 

6 

g 

1 

0 

' , 

-:., 

2 

*» 

6 

8 

\ 

0 

10  ^ 

)0    1 

!    i    i    1    i    1    1    I    M  .1    i    . 

1      1     1 

■ 

!    i    i    1    '    i    U   1 

■i     1     I" 

1 

ao-o 

?9.9 
J9.8 
59  7 
?9  6 

1 

l.'l 

— . 

i.v 

— 

■»* 

s. 

' 

\. 

v 

^' 

■' 

\ 

I 

s 

s 

^ 

^^ 

?9  5 

\ 

,  - 

"' 

?9  4 

^ 

s 

29  3 

- 

\ 

^^ 

\ 

/ 

— 

23.  1 
29.0 

^, 

I 

/ 

~- 

^  ■ 

' 

s 

- 

. 

-\ 

-N, 

/ 

„ 

_ 

_ 

1- 

T2 
70 
68 
66 
64 
32 
SO 
58 
56 
54 
52 
50 
^8 


Pressure,  heavy  line ;  temperature,  rtotterl  line. 


Errata— October,   1915. 

Cor.r.MmA— Monthly  moan  temperature  ( page  Tfi),  should  be  r)S.l. 

MISCELLANEOUS  DATA  FOR  NOVEMBER,  1915. 


■  Temperature- 
degrees  Fahr. 


Siiitions. 


B 


Asheville,  X.C... 

Augusta,  (Ja 

Charleston.  S.C... 
Charlotte,  X.  C  ... 

Columbia.  S.  C 

Savannah,  (!a 

Wilmington.  N.  C. 

Means  and  ex-  ( 
trenies S 


30.12 
30. 13 

30. 12 
30. 10 

30. 13 
.".n.  12 
30. 13 


48.5 

74 

57.4 

81 

fil.4 

83 

.53. 3 

78 

.57.2 

82 

62.4 

84 

50.  8 

81 

Precipita- 
tion- 
inches. 


Wind. 


Mean     [  d  ^ 

I  relative  '.-s 

humidity  'oi= 


OS 


2.20 
2. 70 
1.05 
29  I  1.9B 
31  i  1.110 
35  1..58 
.31     0.99 


1.11 
2.22 
1.49 
0.99 
1.74 
1.43 
0.79 


'^  c 


t<    r-    O    M  -S   S 


S4 


24      1.85  I  2.22 


9.8 
.5.8 
10.8 
11.5 
7.4 
12.7 


9.4 


nw. 
n\v. 
ne. 

sw. 
s\v. 
ne. 
ne. 


p.    5  to- 

00        Pi 


59 
Tl 
72 

58 
50 

07 
07 


06 

7S 
79 
74 
70 
73 


vi 


■III 

r  r- 1 


84 


CLIMATOLOGICAL  DATA:   SOUTH  CAROLINA  SECTION 


NOVE.MBEK.    1915. 


Climatolog'ical  Data  for  November,  1915. 


Stalion.*. 


Counties. 


Temperature,  in  degrees  Fahr. 


O  «■! 


0) 

o 

s 

►:) 

c    1 

Precipitation,  in  inches. 


s 

?: 

i* 

s 

a;  S 

b 

c  g 

Is 

PS 

c  *- 

C 

Number  of  days. 

.5 

•as 

a.- 

(Hear. 

Partly  cloudy. 

•c 
5 

Oliservers. 


Jidnterii  Portioii. 


Allendale Barnwell  — 

Heaufort  '  Beaufort 

Blackville '  Barnwell 

Bowman '  Orangeburg  . 

Centenary Marion 


Charleston. 
Cheraw. . ., 
t'onway  ... 
Darlington  . 


Charleston  . 
Che.stertield 

Horry 

Darlington  . 


Dillon Dillon  , 


Edisto  It... 
Ettingham. 
l'"erguson . . 
Florence  1 . 


Bamberg 

Florence  .. , . 
Orangeburg . 
I'^lorence 


Florence  2 i  Florence 


Georgetown 

Kingstree 

Mayesville  (near) 

Oaks  

Pinopolis  *• 


Georgetown  . . 
Williamsburg 

Sumter 

Georgetown  . . 
Berkeley 


186 

21 

29G 

160 

43 


144 
25 
17.5 
100 

143 
lOfi 
63 
136 
136 

12 
54 
70 


54 


Rimini Clarendon 91 

St.  George Dorchester 109 

St.  Matthews Calhoun 269 

Smiths  Mills ;  Georgetown 62 

Society  Hill '  Darlington 192 


Summerville I  Dorchester. 

Walterboro '  Colleton   ... 

Vema.sseo !   Hampton   .. 


Division  means  and  ex  tremes 


W'eslcrn  Portion. 


Aiken Aiken 

Ander.ion  Anderson  . 

Biitesburg I  Lexington. 

Blairs '  Fairfield.. . 

Ciillioun  Falls Abbeville. , 


Camden 

Catawba 

Chappells 

Clemson  College 
Columbia 


Edgefield... 
Cherokee  . . . 
Greenville  .. 
Greenwood. 
Heath  Spring ;  Lancaster... 


Edgefield 

Gaston  Shoals  tt. 

Greenville 

(ireenwood. 


Kershaw.. 

York  

Newberry 
Oconee . . . 
Richland  . 


l.andrum Spartanburg 1063 

Liberty Pickens 900 

Little  Mountain I  Newberry 711 

Meriwether    I  Edgetield  ' 

Monetta '  .Saluda '    400 


527 
764 
656 
293 

508 

222 
562 
402 
850 
351 


680 
989 
671 
568 


Mountain  Rest i  Oconee 

New  berry '  New  berry  , 

Pelzer I  Anderson . , 

Saluda  |  Saluda 

Santuck |  Union 


Spartanburg !  Spartanburg 

Trenton Edgefield 

Winthrop  College  tt. . .  I  York 


Division  means  and  exitremes 
State  means  and  extremes 


1.380 
502 
850 
536 
512 

875 
620 
690 


48     44 


57.0     +1.9 
'61 .0     +2. 4 


59.3 
57.0 
56.7 

61.4 
55.6 
56.8 
•55.3 
•56.8 


+3.8 
+2.9 


59.4 
=55.6 


60.0 
57.0 
57.2 
«56.6 


58.9 
''56.8 


54.4 

58.6 
'■60. 2 
59.3 


"56.6 
54.6 
55.5 


54.4 
57.2 


51.8 
53.8 
53.3 

52.6 
53.5 
56. 4 
56.4 
57.4 

«53.0 
55.0 


54.6 
53.6 

52.2 
57.3 
54.0 

54.6 

56.3 


+3.3 
+3.5 
+2.7 
+3.0 
+3.9 


+4.3 
+L5 


+4.0 
+2.1 


+3.7 
+2.3 


+2.2 

+3.2 
+3.1 
+4.2 

+3.1 


+2.0 
+2.6 
+2.2 


+4.0 
+3.4 


+2.4 
+2.1 
+2.4 


+3.0 
+2.3 
+3.7 


+2.3 


+  1.6 
+2.4 

+  1.3 
+2.4 
+2.3 

+2.5 

+2.5 


t  2 
t    1 

9 
t    2 

2 

12 

t    2 

t    1 

9 

9 


12 

t     1 

t    2 

12 

14 


84 

80  12 

86  1 

85  I  t    9 


88 


82  9 
84  2 

83  9 


30 
30 
t  16 
17 
30 

30 
16 
30 
17 
30 


17 
t  17 


31  30 

28  1' 

26  t  1 

26  30 


tn 

17 


tie 

30 

t  16 
17 


24      t  16 


85 


10 


t    2 
9 


9 

t    2 


2 
2 

t    2 

9 

t    2 

10 

9 


30 
t  16 
t  16 

30 
tl6 

30 
t  16 

16 

tl6 
t  16 


30 
16 

t  16 
16 
30 

t  17 

tl6 


2.17 
2.30 
1.73 
L88 
2.40 

L65 
1.55 
2.13 
1.'22 
2. 32 

1.84 
l.U 
3.06 
1.90 
L54 

3.00 
2. 30 
1.63 
1.75 
2.37 

1.77 
2. 12 
0.65 
L76 
1.26 

2.85 
L89 
2.88 

1.99 


.3.15 
2.58 
3.64 
2.51 
2.01 

2.08 
2. 12 
2.30 
2.98 
1.90 

1.80 
2.87 
2.92 
2.90 
2. 45 

4.20 
2.37 
2.36 
2.96 
2.83 

4.74 
3.00 
2.48 
3. .38 
3.77 

2.75 
2.63 
1.00 


+0.43 
-0.01 
-0.34 
-0.09 


-1.22 
-0.64 
-0.15 
-1.07 
+0.78 

+0.45 
-0.47 
+0.91 
-0.34 
-0.70 

+0.69 
+0.04 


-0.08 


+0.20 
-1.49 
-0.49 
-1.01 

-0.09 
-0.04 
+0. 82 


-0.16     2. 


+0.41 
-0.26 
+  1.  12 
+0.  01 
-0.  31 

0.00 
-0.55 
-0.10 
+0.  '22 
-0.33 


-0. 26 
+0.15 
+0.05 


-0.  42 
-0.15 
+0. 28 


+0.16 
-0.07 
+0.83 
+0.96 

-0.03 
+0.05 
-1.36 


2.07 

0 

2. 24 

0 

1.40 

0 

1.07 

0 

L82 

0 

1.49 

0 

1.06 

0 

2.07 

0 

1.12 

0 

2.10 

0 

1.60 

0 

1.72 

0 

2.78 

0 

1.46 

0 

L54 

0 

1.40 

0 

2.30 

0 

1.00 

0 

1.50 

0 

1.95 

0 

1.52 

0 

l.,53 

0 

0.50 

0 

1.62 

0 

1.13 

0 

1.34 

0 

1.50 

0 

2.53 

0 

2.78 

0 

1..50 

0 

1.15 

0 

2. 81      +0. 02 
2.36  i  +0.02 


2.08 
1.28 

1.92 
1.34 
2.00 
1.19 
L74 

1.80 
2.40 
1.86 
2.05 
1.67 

1.66 
0.82 
1..38 
2. 95 
1.60 

2.30 
2.25 
1.62 
1.50 
2.98 

2.00 
2. 28 
0.50 

3.21 

3.21 


T. 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 

T. 


25 


3     23 


e. 
nw. 


3  I  25 
4 


5  16 
4  1  26 
3     24 

3     22 


1      w. 
3 

6  t  n. 
4     SW. 


4     22 

4  i  22 


w. 

SW. 


1       SW. 

2 
1 


w. 

SW. 


R.  B.  Vance. 

Miss  Lillian  H.  Rice. 

Mrs.  D.  B.  Sanders. 

B.  O.  Evans. 

D.  L.  Carmichael. 

I'.  S.  Weather  Bureau. 

.1.  H.  Powe. 

Paul  Quattlebaum. 

D.  C.  McCall. 

A.  E.  Rowell. 


Nathan  .lenkins. 

H.B.  McCall. 

Joseph  P.  Simons. 

H.K.  (filbert. 

Pee  Dee  Experiment  Sta. 

A.  P.  Hazard. 
A.O.  Mattliews. 
Lewis  E.  Warren. 
O.M.Mitchell. 
Miss  E.  P.  Ravenel. 


William  B.  Wolfe. 

R.  S.  Weeks. 

.1.  S.  Wainiamaker. 

W.  (i.  Walker. 

Rev.  T.  Ellison  Simpson 

MissE.  H.Gadsden. 
.1.  A.  We.'iterberg. 
.1.  (i.  Hutson. 


W.  M.  Brown. 
H.H.Rus.<ell. 
E..I.  Hite. 
.J.  N.  Owens. 
L.  M.  Parker. 


W.  C.  Brown. 

James  C.  Faris. 

.)..!.  Murran. 

Prof.  F.  H.  H.Calhoun. 

r.  S.  Weather  Bureau. 

J.  A.  Town.send. 
Harry  A.  Parshall. 
Spartan  (ioodlette. 
M.  M.  Calhoun. 
J.  Marvin  Bowers. 

R.  Hartwell  Wilds,  D.D.S. 
,lohn  T.  Boggs. 
J.  M.  Sea.se.  M.  D. 
Williams.  Middlcton. 
.loseph  M.  Johnson. 

J.  H.  Brown. 
Warren  G.  Peterson, 
.loshua  Y.  .lones. 
Mrs.  F.  V.J.Maxwell. 

E.  W.Jeter. 

F.  P.  Robinson. 
Mrs.  S.  E.  Long. 
W.  P.  Goodman. 


The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
determining  .section  or  division  means.     Reference  letters  (a,  b,  o)^  appearing  in  the  table  indicate  number  of  days  missing:  for  example,  b  represents  two  days  missing,  etc. 

t  Also  on  other  dates,  tt  Received  too  late  to  be  included  in  means  and  summaries.  **  Temperature  data  are  from  observed  readings  of  the  dry  bulb ;  means  are  com- 
puted from  ob.served  reading.s.     tt  Postoflice  addresses  of  these  stations  are  as  follows:    Of  Edisto,  Embree:  of  Gaston  Shoals,  Gart'ney :  of  Winthrop  College,  Rock  Hill. 

T.  Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


MISCELLANEOUS    PHENOMENA. 

Fog,  dense  idotef<) . — Blackville,  11;  Catawba,  8,  12;  Centen- 
ary, 8,  11;  Cheraw,  4;  Columbia,  11,  12;  Darlington,  8,  12; 
Edisto,  12;  Ettingham,  12;  Florence  No.  2.  8;  Lil)ertv,  12; 
Mavesville  (near),  S,  11,  12;  Monetta,  11,  12,  14;  Pelzer,  12; 
Rimini,  11,  14;  Saluda,  10,  11;  Smiths  Mills,  11. 

FrnMx  (ddtef:) . — Liglit:  Bowman,  4;  Centenary,  4;  Charleston, 
21.  28,  24;  F'ergu.^on,  4;  Florence  No.  2,  2,  8,  4,  o,  G;  (Jaston 


Shoals,  4;  Georgetown,  4;  Meriwether,  4;  Newberry,  3,  4;  Spar- 
tanburg, 4.  Killing:  3d,  1  station;  4th,  2  stations;  KUh,  31 
stations;  17th,  5  stations. 

Halos  (dates). — Lunar:  Charleston,  17;  C(duiiibia,  17,  22. 
Solar:  Columbia,  1;  Liberty,  28;  Mayesville  (near),  9. 

Thunderstorms  (dates). — Landrum,  27;  Lilierty,  2H;  San- 
tuck, 27. 

Snow  (dates). — Libertv,  19;  mountains  wliite  with  snow  on 
20th  and  2Sth. 


l!li! 


NiiVKMr-KU,    n»15. 
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Daily  Precipitation  for  November, 

1915. 

Watershed. 

Day  of  month. 

stations. 

1 

2 

3 

4 

5 

6 

.   1 

I 
8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

28 

24 

25 

26 

27 

28 

29 

30 

31 

0 

Ktiifffyii  Pnrtiim. 
AneTidalellil                

.10 
.02 
.08 
.07 
.09 

.16 
.13 

'.'65 
.15 

05 

2.07 

] 

2.17 

T. 

2.24 

.01 

.03 
.25 
.15 
.13 

T. 

.11 

.06 

T. 

.07 

.16 

2.30 

Rlnck villp  nil 

Kdisto 

1.40 
1.07 
1.82 

1  73 

do        



.11 
.07 

'.'02 

.48 
.27 

1.49 

1.88 

2.40 

Charleston  *•*. 

Coast    

T. 

1.65 

r*hpra\v  nil 

Pee  Dee 

.01 

.24 
T. 
.05 
T. 

1.06 

1  55 

rnnwav  1111 

Waccamaw . . . 

T. 

2.07 

2  13 

Pee  Dee 

T. 

1.12 

1.22 

Dillon 

Edistollll  

Ertinghain  Ml 

Little  Pee  Dee 
Edisto 

2.10 

9  32 

.03 
.05 

1.60 
1.72 
2.78 
1.46 

1.84 

Lyiiclies 

1  77 

Santee 

.17 

.11 

3  06 

.44 

1  90 

do 

T. 

L54 
L40 

1.54 

Coast 

.60 

1.00 
2.30 
1.00 

3  00 

Black 

2.30 

Mavesville  (uear)    ... 

do 

.11 

.13 
.29 

.37 
1.50 
1.95 

.02 
.05 

1  63 

Oak<                       

....  do 

1  75 

.12 

.10 
15 

.20 

2  37 

Rimini  ||||        

08 

T. 
.04 

1.52 
1.53 
.50 
L62 

.02 
.26 

1.77 

Edisto 

.26 

.03 
.15 

'.'67 

.10 
.10 
.13 

2. 12 

St.  Matthews  {III 

0.65 

Smiths  Mills  llll         

Pee  Dee 

.08 

.02 

.04 

1  76 

Society  Hill  llll 

....do 

.06 
.02 

1.13 

1.34 

1  26 

Siimniervillo           

Ashley 

T. 

1   15 

.24 
.21 
.22 

.20 
.25 
.43 
.20 
.16 

.12 
.22 
.30 

2  85 

Wallerboro     

Ashepoo 

1.50 
2.53 

1.40 
.55 
3.21 
2.88 
1.28 

1.92 
1  34 

.08 

1  89 

T. 

.05 
.14 
T. 
15 

2.  88 

^yf>•tn'n   I'oi'tioii. 
Aiken 

Edisto 

1.50 
1.15 

3. 15 

Anderson      

Savannah  .... 

.20 

.23 
T. 

08 

.06 

2  58 

BateslHirgllJl 

Edisto 

3.64 

BJairslJll 

Broad 

2.51 

Calhonn  Falls  |||| 

Savannah  

.26 

.31 

.04 
.16 

2.01 

t'amden  i||| 

Wateree 

2.08 

'atawbajllj    

Catawba  

.40 
T. 
.51 
.01 

2. 12 

'hapiiellsjijj 

Sahida  

. 

2.00 
.49 

2.30 

.03 
.09 

.26 
.01 

1.19 
1.74 

.50 
.01 

2.98 

ColiiMibia  '•* 

Congaree 

T. 

.04 

1.90 

Krtgetield  nil 

Savannah  

1.80 
2.40 
1.86 
2.05 

1.80 

iaston  Shoals  |||| 

Broad 

T. 
T. 

.44 
.54 
.37 

.03 
.27 
.27 
.33 

.81 
.60 

.02 

2.87 

(ireenville  []|] 

Saliida  L  . . . 

.25 
.21 

.45 

.12 

2.92 

(iroenwooii  ||l| 

....do 

2.90 

L67 

.84 

.60 

.55 

2.95 

.84 

2.30 
1.50 

2  45 

Lanilrnm 

Broad  

.05 
.15 
.20 

.72 
.82 
.10 

1.66 
.20 
1.38 

4.20 

Liberty 

Savannah  

T. 

2.37 

Little  Moniitain 

Saluda  

.11 

2.  .36 

Meri\V(>tiier 

Savannah  .... 

.01 

2.96 

Monetta 

Edl.sto 

T. 

3") 

T. 

.05 
.15 
.50 
.04 
.18 

50 

'.'25 

1.60 

.20 
.75 
L62 
1  30 

.39 

.94 
.21 

•?o 

1 

2.83 

Mountain  Rest 

Savannah  .... 

.71 
.09 
.1« 
.14 
.12 

.1" 

;  ... 

.22 

4.74 

Neu  berry 

Saluda ' 

....i.... 

.30 
T. 

'.'07 

T. 
T 

.    . . 

3.00 

Pelzerlll 

do i  ... 

2.4S 

.'^ahida 

do I.... 

.35 

1.50 
1.10 

.05 

1 

3.38 

Santiick  

Broad \ 

1.88 

2.0c 
2.2> 

.42 

.08 
.15 
.25 

3.77 

Spartanburg  |||| 

do 1.... 

2.75 

Trenton 

Edisto 

j 

) 



( 

2.63 

Wintlirop  College 

Cataw  ba 

1 

.50 

j 

1.00 

....|....|.... 

•■•■]■•■■ 

1        1 

...   |.... 

...   |.... 

1 

Except  as  otJierwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  snnset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observation.  ||||  Precipitation  measured  in  the  morning:  amount  then  recorded  is  for  the  preceding  24  hours.  ***  Regular  Weather  Bureau  station;  precipitation  is  for  the 
24-honr  period,  midnight  to  midnight.    *  Precipitation  included  in  the  next  following  measurement,    t  Separate  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  0.01  inch. 

COMPAKATIVE  DATA  FOR  NOVEJMBEB. 


Temperature. 

Precipitation. 

Average  number  of 
days— 

Prevailing 
wind  direc- 
tion. 

Year. 

Temperature. 

Precipitation. 

Average  num 
days— 

ber  of 

n 

Year. 

i: 

c 

5 

5 

< 

Average 
days  with 
0.01   inch 
or  more. 

c 

'^'    >5 

>> 

0^ 

S 
"So 

tS 

3 

6 

.\verage 
days  with 
0.01  inch 
or  more. 

u 

0) 

CO 

■3 
O 
O 

^1.2 

IRR7 

52.3 
52.7 
54.8 
58.4 
51.9 
.53.  9 
.52.  9 
,52. 3 
54.4 
,59.1 
5=..  3 
51.0 
,55.  0 
5,5.6 
48.2 
59.2 

78 
82 
84 

18 
22 
18 

0.82 
2.77 
3.  .84 
0.64 
2.48 
1.96 
2.11 
2.  02 

4 

i 1 

; 

nw.      1 

Coiitiiiiieil— 
1903 

50.9 
51.6 
54.5 
,53. 8 
52.2 
56.6 
,58. 3 
51.1 
51.2 
52.1 
53. 5 
52.4 
56. 3 

,53.8 

86 
80 
90 
89 

87 
8S 
88 
K5 
83 
84 
89 
86 
88 

il2 

10 
22 
21 
20 
24 
24 
20 
24 
19 
17 
18 
17 
24 

10 

1.40 
2.78 
1.31 
0.96 
4.13 
1.60 
0.97 
1.04 
3.  30 
2.71 
1.79 
3.  .33 
2.  36 

2.34 

5 
6 
3 
3 

10 

14 
17 
17 
18 
12 
16 
18 
20 
13 
22 
21 
19 
22 

16 

8 
6 
6 

8 

10 
9 
6 

10 
4 
5 
4 
4 

8 

7 
4 
11 
4 
3 
4 

4 
4 
7 
4 

7 

188S 

n. 

18M9 

1 

w. 

1904 

w. 

1890 

1905 

sw. 

1891 

82 
86 
87 
83 
88 
90 
88 
82 
86 
92 
85 
89 

15 
14 
15 

17 
21 
26 
23 
14 

22 
17 
22 

ne. 
s\v. 
ne. 
nw 

ne. 

ne. 

sw. 

ne. 

ne. 

sw. 

n. 

ne. 

1906 

ne. 

1S92 

, 

1907 

ne. 

18<« 

5 
4 

14 

18 
12 
12 
1 6 
14 
16 
13 
21 
13 

8 

8 
8 

6 
6 

K 
4 

\ 
10 
10 

1(1 
8 
9 
5 

111 

1908 

sw. 

189J 

1909     . 

sw. 

1S9.5 

2. 35                6 
4.110                7 
1 .  99                5 
4.72              10 
2.41                5 
3.32                6 
1 .  01                5 
I).  SO                   6 

1910 

w. 

lH9f>.... 

1911 

ne. 

IS97 

1912 

1913 

1914 

\\. 

1898.... 

w. 

1S99 

w. 

1'.>10  . 

1915 

Period 

w. 

19'.il .... 

1902 

w. 

SB 
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Daily  Temperatures  for  November,  1915. 


Stations. 


Eddern  Portion. 


Allendale  % 

Beaufort 

Black  vilk'S^^S 

Bowman 

Centenary 

Charleston 

Cheraw'S^ 

Conway  $$ 

Parlington  # 

Dillon 

Kergnson  ^'^ 

Florence  m 

Georgetown 

KingstreeSS\S 

Mayesville  (noar). . . 

Oaks 

St.  George  % 

St.  Matthews §'5 

Society  IIill*SS 

Sunimcrville 

Walterboro 

Ycniiissee# 

]\'esltrii  I'o 

AiUcii  

Anderson 

Bate.sbnrgS^* 

Camden  SSSN 

Clenison  College 

Columbia 

Greenville  S^S^ 

Greenwood  ^ 

Heath  Spring 

Landrum 

Liberty 

Little  Monnluin 

Meriwether 

Jfonetta 

Mountain   Rest 

Xcwbcrry 

Saluda  

Santuek  

Spartanburg  % 

Trenton 

Winthrop  College  .. . 


Maximum  . 

Minimum. . 
Maximum  . 
Minimum. . 
Maxiuuun  . 
Minimum. . 
Maximum  . 
Minimum. . 
-Maximum  . 
iliuimum. . 
Maximum  . 
Minimum. . 
Maximinn  . 
Minimum. . 
Ma.ximum  . 
Jlinimum. . 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum. . 
Ma.ximum  . 
Minimum. . 
Maximum  . 
Mininuim. . 
Maximum  . 
Minimum. , 
JIaxiuuun  . 
Mininuuu. . 
Maximiun  . 
Miuinuun. . 
.Maxinumt  . 
Miuinuun. . 
Maximum  . 
Minimum. . 
Maximum  . 
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Reference  letters  (»,  >>.  =).  appearing  in  the  table  indicate  number  of  days  missing:  For  example,  ''  represents  two  days  missing,  etc. 
^.  IiLstrumentsare  read  in  the  morning:  the  maximum  temperature  then  read  is  charged  to  the  preceding  day,  on  which  it  almo.st  always  occurs. 
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No.  12. 


GENERAL,  SUMMAKY. 

Decoinber,  19L5,  was  a  t^'pical  wintor  moiitli,  with  tempora- 
turcs  below  the  seasonal  average  and  eonsideraLly  more  than  tlie 
usual  amount  of  snow;  withal,  tlie  sunshine  was  comparatively 
abundant,  in  direct  contrast  to  the  gloomy  conditions  of  Decem- 
ber, last  3'ear.  While  the  precipitation  averaged  sliglitly  below 
normal,  the  scant  rainfall  on  the  lower  Piedmont  and  coastal 
plain  was  nearly  balanced  \)y  excessive  amounts  in  a  few  north- 
western counties.  On  the  other  hand,  the  sustained  cold  of  the 
first  half  of  the  month,  when  temperatures  averaged  al)Out  7 
degrees  per  day  below  normal,  offset  the  effects  of  the  alternat- 
ing warm  and  cold  periods  of  the  last  half. 

On  the  whole,  the  montli  was  favorable  for  the  winter  grain 
crops  and  general  outdoor  work,  but  the  growtli  of  winter  truck 
was  retarded. 

PKESSTJKE. 

The  mean  sea-level  pressure,  determined  froiu  reports  of  7 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30.13  inches.  The  highest  pressure  in  the  region  cov- 
ered by  reports  was  30.5.5  inches  at  Asheville,  N.  C,  on  the  31st, 
and  in  the  Section  proper,  30.54  inches  at  Columbia  on  the  sanie 
date;  lowest,  29.30  inches  at  Asheville,  N.  C,  on  the  29th.  and 
in  tlie  Section  proper,  29.45  inches  at  Columbia  on  the  same  date. 


TEMPERATURE. 


The  ninnthh'  mean  for  the  Section,  determined  from  reports 
of  40  stations,  was  44.2°,  or  2.2°  below  the  estal)lislied  normal. 
The  liighest  temperature  was  79°  at  Conway,  Horiy  Co.,  and  at 
Georgetown,  Georgetown  Co. ,  on  the  29th.  The  warmest  periods 
were  on  the  16th  and  17th  and  near  the  close  of  the  month. 
The  lowest  temperature  was  17°  at  IMountain  Rest,  Oconee  Co., 
on  the  21st  and  at  Oaks,  Georgetown  Co.,  on  the  22d.  The 
Coldest  period  was  generally  on  the  21st  and  22d,  although  quite 
a  nuinl)er  of  minimum  temperatures  were  recorded  between  the 
7tli  and  10th.  

HTJMIDITY. 

The  mean  relative  liumiditj',  determined  from  records  of  7 
regular  Weather  Bureau  stations  in  and  surrounding  the  Section, 
was  as  follows:  8  a.m. ,79%;  8  p.m.,  67%.  The  highest  aver- 
age percentages  occurred  over  tlie  upper  Savannah  watershed, 
and  the  lowest,  over  the  north-central  comities. 


PRECIPITATION. 


The  average  for  the  Section,  55  stations  reporting,  was  3.27 
inches,  or  0.15  inch  below  the  established  normal.  Precipita- 
tion was  fairly  general  on  the  11th  and  12th,  from  the  15th  to 
the  21st  and  on  the  28th  and  29tli,  l)ut  was  badly  distributed  as 
to  amounts,  onl^'the  northwestern  counties  receiving  much  more 
than  normal.  In  an  extensive  area  of  the  middle  and  north- 
eastern interior  the  measurements  ranged  below  2  inches.  The 
greatest  local  monthly  amount  was  10.08  inciies  at  Mountain 
Rest,  Oconee  Co. ;  least  amount,  1.41  inches  at  Columbia,  Rich- 
land Co.     The  greatest   amount   during  any  24  liours  was  3.47 


inches  at  Clemson  College,  Oconee  Co.,  on  the  17th  and  18th. 
The  average  number  of  days  with  measuralile  precipitation  was 
12%  below  normal. 

Snowfall  in  measuralile  quantities  was  recorded  in  the  north- 
western counties  and  over  practically  the  whole  of  the  coastal 
plain.  A  snowstorm  of  unusual  severity  prevailed  on  the  20th 
and  21st  over  the  region  from  Hampton  and  Colleton  counties 
to  the  North  Carolina  line,  the  recorded  depths  ranging  from 
2.5  to  9.0  inches.  In  a  broad  belt  of  the  northern  interior  the 
snow  melted  as  it  fell.      (See  snow  chart  on  this  page). 


WIND. 

The  prevailing  winds  were  from  the  west.  The  average  hourly 
velocity,  determined  from  7  anemometer  records,  was  8.7  miles. 
The  highest  average  velocity  in  the  region  covered  by  reports 
was  11.3  miles  per  hour  at  Savannah,  Ga.,  and  the  lowest  aver- 
age, 6.4  miles  per  hour  at  Augusta,  Ga.  In  the  Section  proper 
the  averages  were  7.2  miles  per  hour  at  Columbia  and  9.9  miles 
i:>er  hour  at  Charleston.  The  highest  velocity  for  any  5-minute 
period  was  58  miles  per  hour  from  the  southwest  at  Charlotte, 
N.  C,  on  the  29tli,  and  in  the  Section  proper,  47  miles  per 
hour  from  the  south  at  Charleston  on  the  18th. 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  7  automatic 
records,  was  202.5  hours,  or  65%  of  the  possible  amount.  The 
average  number  of  clear  days  was  18;  partly  cloudj%  5,  and 
cloudy,  8,  as  against  normals  of  14,  7  and  10  days,  respectivelj'. 


(COXTIXUED   ox   I>.\OE  02.1 


TOTAL.  SNOWFALL,  DURING  DECEMBER. 


MISCELLANEOUS  DATA  FOR  DECEMBER,  1915. 
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f..4  \v. 

9.0  n. 

8. 7  sxv 

7. 2  sw 

11.3  w. 


30. 13     44.  i) 


20  !  2.  .53     2.  .50 


78 

f,(l 

8fi 

71 

79 

73 

10 

64 

SI 

,58 

/'I 

69 

"s 

70 

79 

67. 

r 
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CLLMATOLOGJCAL  DATA:    SOI'TII  CAROLINA  SECTION. 
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Climatolog-ical 

Data  for 

December,  1915. 

Counties. 

> 
o 

i. 
g 

a; 
1 

Temperature 

.  in  degrees  Fahr. 

Precipitation,  in  in 

dies. 

iNuniberof  days 

5 

£"5 

Stations. 

2  § 
El 

a;  •- 

s 

3 

a; 

0 

II 

ll 

c  " 

£1 

§1 
r  c 

•  0 

'  2. 

j 

!  ^ 
1  ^ 

Otiservers. 

Ednlent  I'i>rtii)ii. 

186 
21 
296 
160 
43 

48 
144 

25 
175 
100 

143 
106 
63 
136 
136 

12 
54 

70 

26 

28 
20 
12 

44 
25 
29 
19 

11 

27 
22 
29 
26 

La5 

2.70 
2.08 
3.46 
1.52 

2.81 
1.77 
2.  62 
1.89 
1.62 

1.79 
1.45 
2.84 
2.46 
3.59 

2.88 
2.21 
1.93 
2. 52 
3.42 

3. 38 
L97 
1.58 
2. 72 
1.91 

2.96 
2. 92 
2.34 

2.40 

2.  30 
6.  i;2 
2.74 
2.81 
4.68 

1.96 
4.17 

2.  63 
8.80 
1.41 

2. 25 
5.  03 
6.52 
3. 34 
2.06 

4.97 
0.62 
2.46 
2.41 
2.40 

10.  08 

3.  20 
7.00  1 
2.03  , 
4.24 

5. 33 

—0. 96 

n  qn 

1.0 
1.0 
1.5 
3.2 
3.8 

2.5 

T. 

6.5 

0.8 

0.8 

2.0 
1.0 
2.2 
0.1 
1.0 

9.0 
0.3 
1.5 
6.  ,5 

5.0 

1.5 
2.5 
3.5 
4.0 
0.7 

6.5 
2.5 
3.5 

2.7 

0.2 
1.0 
T. 
0 
T. 

T. 
0 
0.2 
1.0 
T. 

0 
1.0 
3.0 
T. 
T. 

5.5 

2.5 

0 

T. 

T. 

T. 
1.0 
1.0 
0 
0.5 

1.0 
T. 
T.    ! 

0.7 

1.7 

6 
3 
5 
6 

8 

6 

8 
5 

10 

6 
5 

4 
7 

5 
3 
9 
9 
5 

8 
10 
4 
6 

" 

I 
7 

7 
9 
5 
6 
5 

6 
7 
4 
8 
5 

5 

7 
8 
7 
4 

7 
7 
6 
4 
9 

12 

- 

6 

8 

6 

12 
22 
22 
21 
16 

18 

9 
4 
4 
3 

8 

7 

10     w. 
5     nw. 

5  ! 

7  I  w. 

R.  B.  Vance. 

Braiil'ort   

lilaokviUe 

llownum 

Heanfort  

Harnwell 

Orangeburg 

Marion 

''49.6 
46.2 
47.0 
42.4 

48.2 
44.0 
»44.8 
43.3 
44.0 

-2.1 
-1.1 

-0.1 

-3.1 
-0.1 
-3.1 
-1.6 
-2.5 

"  71 
75 
75 
69 

71 
72 
»  79 
74 
75 

16 

17 

18 

tl7 

29 
17 
29 
17 
25 

"  26         22 
22     t  21 

19  1       21 

20  1       22 

31         21 

24         22 

"  18         22 

21  It    7 

22  1      •» 

1  "37 
46 
48 
41 

27 
38 
•44 
41 
39 

-0. 49  1  1.  76 
-1.43      1.15 
—  0.00  1  1-40 

;  -Miss  I,illiaii  H.Rice. 
Mrs.  D.  li-SaiKler.s. 
H.  0.  ICvans. 

Centenary 

Charleston 

Cheraw 

1  -0.34 
-1.49 
-0.58 
-0.78 
-1.03 

-1.93 
-1.85 
-0.17 
-0.57 

+0.56 

-0.67 
-0.41 

+6.48 

'-i.'29' 
-1.68 
-0.88 
-I..35 

-0.59 
-0.43 
-1.01 

-0.81 

-1.46 
+2.14 
-1.12 
-1.79 
+0.26 

-1.53 
-0.36 
-2.  36 
+3.67 
-1.49 

'+2.'62' 
+  1.14 
-2. 20 

'+6.' 86' 
-0.88 
-1.66 

'-i.'oi' 

+  I..'i4 
-l.:W  1 
-0.04 

+0.88 

0.80 

2.81 
0.90 
0.90 
0.96 
0.56 

0.92 

0.82 
2.05 
0.96 
L75 

1.30 
1.00 
0.95 
L24 
1.50 

1.10 
1.12 
0.90 
1.05 
0.92 

0.98 
1.00 
1.03 

2.81 

0.90 
2.11 
0.82 
0.94 
1.93 

1.26 

1.86 
1.53 
3.47 
0.89 

0.70 
L04 
2. 86 
1.40 
0.78 

3.37 
2.50 
0.88 
0.85 
0.82 

'i.'oo' 

2. 24 
0.90 
1.50 

2.80 

/ 
6 

w. 
n. 

D.  L.  Carmichael. 

Cliarleston 

Chesterfield 

V .  S.  Weather  Bureau. 
.1.  11.  Powe 

Paul  Qualtleliaum. 

Darlington 

Diirlington 

IMllon 

20 

3 

8 

D.C.  McCall. 
A.  E.  Kowell. 

Eilisto  n 

H.  B.  -McChU. 

Orangeburg 

I'Morence 

46.2 
43  1 

-2.0 
-L8 

74 
74 

25 

17 

23 
24 

22 
t22 

45 

40 

.loseph  P.  Simons. 

I'lorence  1            

16 
20 

18 
19 
16 
19 

20 

'23' 
9 

7 
6 

10 
2 
8 
3 

.... 

18 

8 
5 

3 
10 
7 
9 
11 

7 
4 

sw. 
nw. 

w. 

n. 

w. 

nw. 

nw. 

n. 

ne.' 

H.  K.fJilliert. 

Georgetoun 

Kin!?streo 

Mayesville  (near) 

Oaks 

Georgetown 

Williani.sburg 

Sumter 

20 
26 

40.4 
44.0 
45.0 
•45.0 
44.1 

"46.6" 
44.5 

-2.8 
-3.2 

-3.8' 

-i.'i' 

-L8 

79 
74 
75 
'  75 
70 

75 

74 

29 
29 

16 

7i7' 

tl7 

20 
20 
20 
"   17 
25 

' '  '2t;' 

22 

22 
22 
22 
22 
22 

45 
32 
45 
"50 

"a\ 

49 

A.  P.  Ilasiard. 
A.O.  Matllicws. 
Lewis  E.  ^Varren. 

Georgetown 

0.  M.  Mitchell. 

I'inopolis'* 

Rimini 

St.  George 

St    :M:Wtlii.vvs . . 

Berkeley 

54 

97 
109 
269 

(i2 
l'J2 

75 
69 
24 

21 

5 
26 
26 
19 
23 

17 
12 
19 

Miss  E.  P.  Kavenel. 

Clarendon 

I)orchi>ster 

William  B.  Wolfe. 
R.  S.  Weeks. 

■J 
■J 

(Georgetown 

Darlington 

Dorcliester 

Colleton   

\V.  (;.  Walker. 

Society  Hill 

Snmmerville 

\Valterl)oro        

'42.8 

46.0 
"49.  7 
46.7 

45.4 

•'44.7 
42.  0 

-2.3 

-2.0 
-2.4 
-1.0 

-2.1 

-3.0 
-1.4 

■^   74 
73 

°77 
79 

"  74 
07 

17 

17 
17 

17 

29 
17 

2;i 

"  20 

20 
«  20 

18 

17 

J  22 
23 
22 

21 

22 
22 
22 

22 

21 

21 
21 

«43 

43 

•46 

48 

50 

"40 
42 

19 

14 
20 
20 

18 

17 
20 
22 

2 

11 
4 
6 

6 

7 
0 

1 

12 
6 
5 

7 
11 
8 

n. 
sw. 

w. 

w. 
w. 
e. 

T.  S.  Lucas. 

Miss  E.H.(;adsden. 
.).  \    Weslerberg. 

Yemassce 

IlanuJton  

tremes  

.1.  G.  llutsoii. 

ir(.v/r//i  Portion. 
Aiken                      

Aiken  

527 
764 
()56 
293 
508 

222 

562 
402 
850 
351 

20 
13 
26 
U 
22 

48 
10 
11 
23 
28 

1 

2 

22 

26 

13 

■26 
21 
11 

8 

W.  M.  Brown. 

-Anderson  

Lexington 

I''airl1el(l 

H.  H.  Ku.ssell. 

Hateslmrs 

Hlairs 

E..).  ilite. 

.1.  N.  Owens. 

CallKJiiii  I'iills 

Abbeville 

L.  M.  Parker. 

Caniden            

Kershaw 

York  

Newberry 

Oconee 

45.8 

73 

17 

21 

t22 

42 

17 

3 

11 

ne. 

W.  C.  Brown. 

.lames  C'.  Faris. 

CliappcUs 

Clemson  College 

.1.  .1.  Murran. 

42.6 

44.6 

-0.1 
-2.6 

08 
73 

9 

17 

22 
25 

21 

7 

43 
36 

20 
20 

5 
4 

6 
7 

s. 
sw. 

Prof.  F.  H.  H.  Calhoun. 

Richland 

I'.  S.  Wi^atiier  Bureau. 

Edgefield 

Edgefield 

J.  .\.  Townseiid. 

Gaston  Shoals  \X 

Greenville 

Greenwood 

C'iierokee 

680 
989 
671 
568 

1063 
900 
711 
4.50 
400 

1380 
502 
850 
536 
512 

875 
620 
690 

Harry  A.  Parsliall 

(Jreenville 

Greenwood 

Lancaster 

39.0 
42.0 
''40. 3 

40.8 
41.8 
44.6 
44.2 
45.0 

-2.2 
-0.  0 
-1.0 

-(uV 

-1.0 
-2.0 

65 

09 

"  08 

62 
63 
70 
73 

72 

24 

17 
24 

29 
24 
17 
17 
17 

26 
25 
23 

20 
22 
25 
22 
24 

"  17 
21 

■  14 

7 

■  •  22 

22 

7 

21 

t21 

22 

21 
7 

1 

38 
36 

"45 

38 
38 
30  1 
43 
38 

"42' 

1 

18 
22 
12 

20 
20 
18 
19 
15 

5 
0 
15 

3 
2 

1 
4 
10 

8 
9 
4 

8 

9  ' 
12 

8 
6 

s. 
w. 
w. 

sw. 
n. 

w. 

J.  H.  M'oodside. 
M.M.  Calhoun. 
J.  Marvin  Bowers. 

Landnnn 

Spartanburg 

Pickens 

R.  Hartwell  Wilds,  D.D.S. 
.iohn  T.  Boggs. 

Little  .Mountain ' 

Meriwether     

Monetta                             ' 

Newberry 

Edgefield    

Saluiia 

.I.M.Sease,  M.  D. 
Williams.  Midriletoti.          i 
.loseph  M  .lohusoii 

Oconee  

Newberry 

.\nderson 

Saluda 

New  berry ' 

I'el/'er 

27 
11 
12 
20 

23 
21 
14 

43.  0 

-L8 

70 

17 

10 

'22' 
17 

12 

"3 

5 

9 

"e' 
9 

w. 

w. 
w. 

Warren  (i.  Petersoti. 
.loslnia  ^'.  .Jones. 

''^aUida            

43.2 

42.0 

39.9 

-2.5 
-1.2 

-2.1 

71 
67 

.64i 

68  I 

74 

79 

17 
t25 

t24 

17 

t24 

17 

29 

20 
22 

22 

'  24 

23 

17 

17 

22 

t     7 

t     7 
22 
21  ! 

21 

t21 

3/   1 

37 
'34 

38 

45 
50 

Mrs.  F.  W.I.  .\Ia.\well. 

Union 

E.  W.  Jeter. 

Spartanburg 

Edgelield 

York 

F.  P.  Robinson. 

Trenton 

Mrs.  .S.  Iv  Long. 

Winthrop  College  tt.. .; 

43.4 
42.8 
44.2 

+0.3 
-1.5 
-2.2 

3.75 
4.10 
3.27 

-0.84  ' 

-0.26 

-0.15 

i.26 
3.47 
3.47 

1- 

12 
18 
18 

11 
4 
5 

8 
9 

8 

sw. 
w. 
w. 

W    P   Goodman. 

tremes  ' 

mes 

J 

The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  sucli  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  inj 
determining  section  or  division  means.      Reference  letters  C,  ^.  <^),  apiiearing  in  the  table  indicate  number  of  days  missing;  for  example,  l>  represents  two  days  missing,  etcj 

t  Also  on  other  dates.  t+  Received  too  late  to  be  iiududed  in  means  and  summaries.  "  Temi)eralure  data  are  from  observed  readings  of  tlie  dry  bulb;  means  are  coni'l 
puted  from  observed  readings.     Jt  Postoftice  addresses  of  tliese  stations  are  as  follows:    Of  Edisto,  Embree;  of  (iaston  Shoals,  Gaffney;  of  Winthrop  College.  Rock  Hilli 

T.  Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


RIVER   CONDITIONS. 

IModerate  rains  over  the  liiglicr  elevations  of  the  Section  on 
tlie  17th  and  18th  were  followed  by  Hood  stages  in  the  Santee 
River  between  the  21st  and  28tli.  The  inontii  closed  witli  the 
lower  Saluda,  lower  Broad,  Catawba,  Wateree  and  upper  Santee 
rivers  in  flood  and  upper  Pee  Dee  Riv(>r  near  flood,  incident  to 
heavy  rains  over  the  upper  readies  on  tlie  2Stli  and  29th .  Otlier- 
wise,  there  were  no  important  rises  in  th(>  rivers  of  the  Section 
during  tlic  month. 


MISCELLANEOUS    PHENOMENA. 

E(nihqual-e  (date). — Summervihe,  sliglit,  7.. 55  p.m.,  12tli. 

Hal  OS  (dates) . — Liianr:  Cliarleston,  17;  Columbia,  14,  1^ 
liberty,  14;  Santuei<,  18,  24.  Mar:  Columbia,  17;  Lii)ertf 
20;   Mayesville  (near),  6,  8,  24. 


Errata.— June,  1915. 


Fi.oiii:.\cK  No.  2  (Pee  Dee  Experiment  Station), 
be  :i.o:i. 


-Total  precipitation  (page  441  should 


Dece.mueu,    1!)15. 
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Daily  P 

recipitation  for  December, 

1915. 

Stations. 

Watershed. 

Day  of  month. 

1       2    i    3    1    4 
1         1         1 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27     28 

29 

30 

31 

ifi 
1 

Edflerii  Portion. 
Allendale  nil           

Savannah  .... 

.30 
T. 

.10 

.90 

.42 
.29 

.10 
1.76 

03 

1  85 

Coast 

.65 

.32 

L46 

.10 

L37 

'.'io 

'.'ii 

HUK-kvillellll 

f;disto       

.22 

. 

.831 

2.08 
3.46 
1..52 

2  81 

do 

T. 
T. 

T. 
T. 

1 

.16 

.18 
.80 

T. 

.90 

.90 

.96 

.19 

9'> 

1.20 
.29 

.18 
.50 
.37 
.51 
.30 

.40 
.35 
.18 
.81 
.68 

30 

3? 

.14 

T. 

T. 

.05 
T. 

.07 

.09 
1.08 

.07 

T. 
.01 

.05 

Cliiirlo^ton  *** 

Coast 

Pee  Dee 

.16 

.01 
.01 

T. 

.05 

.07 
T. 
.10 
.02 

tv 

T. 

.75 
.15 
.26 

.14 
.11 
.52 
.10 

.11 

.09 
.40 
.06 

.04 
.20 

1  77 

('oni\ ay  ill!                 ... 

Wafeaniaw  .. . 

T. 

- 

2  62 

])arIingtou  ||||     

Fee  Dee 

.04 

.07 
.05 

1  89 

Dillon         

Little  Pee  Dee 
Kdisto 

T. 

T. 
.09 

.56 
.04 

.09 

.06 

.04 

.05 

1.62 
1  79 

Edi<to  nil        

.20 

T. 

.82 
2  05 

T. 

.07 

.10 

T. 

1  45 

Frrjjii'ion   nil        

Santee 

09 

2  84 

Klin-i'nce  ll||| 

Pee  Dee 

T. 

1.    . 

96 

.12 

.04 

'.'18 
T. 

T. 

.38 
.28 

T. 

.05 

2  46 

do 

j        ' 

1   75 

50 

.10 

.10 

3.59 
2  88 

Coast 

03 

L30 

35 

.90 
.74 
.15 
.60 

Kinst.-^trpo  JIII 

Blaek 

1.00 
.95 

1.24 
T. 

1  nr, 

.47 
.41 
.40 

" 

2  21 

do 

T. 
T. 

T. 
T. 

.12 

.04 
.06 

.05 
.09 
L50 

.04 

T. 
T. 

.02 

.'46 

.03 
.05 
1.35 



'.'6i 

.05 

.28 
.01 

.03 

.01 
.10 

1  93 

Oak^                 

....  .do 

.02 

2.52 
3  42 

Pi  no  polls     

Cooper  

Rimini  t'li      

Santee 

.... 

T. 
.02 

.02 
.25 

1   58 

.45 
.12 

.15 

".n 

.20 
.21 

T. 
.03 

.04 
.05 

3  38 

St.  Gi'orjji'  nil 

Edisto 

Santee 

.02  1. 12 

.24 
.46 
.45 
.45 

31 



.02 

.07 

1  97 

St.  Miilthews  III 

.10 

.90 
1.05 
.92 

33 

1  58 

Smitli?  Mills  III 

Pee  Dee 

.90 
.07 

.98 
.22 
89 

.08 

.04 
.10 

2.  T> 

Society  Hill  l|  I 

do 

T. 

T. 

.05 
.02 

.06 

.10 

T. 

1  91 

Snimnorville    

Ashley 

•f 

.61 
1.00 

36 

1: 

T. 

■^  96 

Walterboro 

Ashepoo 

.45 
.14 

30 

30 

.90 

T. 

T. 

2  ")'> 

1.03 

35 

2  34 

Edisto 

.05 

90 

.60 
1   43 

.10 
•'3 

.25 
.65 

.10 
2.11 
.73 
.88 
1.93 

.22 
1.86 
1   53 

2.30 

Anderson 

Savannah  ...  .i ... . 

1    11 

15 

.10 

.09 
T. 

.75 

6  6'' 

Edisto 

T. 

.11 
.09 

.79 
.69 
39 

.82 
.94 
1.76 

3? 

T. 

.29 
.15 
.22 

.04 
.05 
T 

2.74 

liliiirsllll 1  Broad 1.... 

.06 

2.81 

Calhoun  Falls  l||| 

Camden  ji|| 

Sa\'annah  ....!.... 

.38 

09 
.19 

4  68 

\Vater(>e ' 

1.26 
.70 
.74 

03 

1.96 

Catawba  nil 

CluDpelUIIII 

Cataw  ba 

.15 

.05 

1.17 
.18 

2.89 
.26 

70 

4. 17 

Salnda  

.18 
1.35 
.89 

.40 

2.  63 

Clenison  College 

Coluinbia  *** 

Edprelield  nil 

(iastouShOiilsllll 

(;r.'..nville  |||| 

.12 
.01 

.2.3    ..58 

.21 
T. 

.40 

.50 
.21 

2. 92 

.04 

35 

8.  80 

Congareo 

T. 

T. 

T. 

.40 
.80 
.96 
.48 
.42 

T. 

T. 

1.41 

Savannah  

2.25 

Broad 

T. 

.05 
.03 
.21 

.16 
.15 
.05 
.20 

.25 
.20 
T. 

.02 

1  04 

.19 
.16 
.21 

2.77 
2.86 
1.40 

5.03 

Saluda,  _ '      _ . 

T 

.04 
.18 

.  06  2. 26 

6.52 

(irei-nwDod  ||1| ..._do !____!    _.. 

■'66 

.28 
2. 50 

'.'63 

.81 

3.34 

Wateree 

T. 

.... 

.78 
.26 

2.06 

Landrnni 

T. 
T. 

.49 
1  tr> 

.37 

.21 

.20 

.10 

T. 

.08 

.40 
.25 

3  11 

4.97 

Liberty 

Savannali 

T. 

.10 
T. 
T. 
.01 

.242.36 

T. 

6.  62 

Little  .Mountain 

Saluda 

66 

W 

.62 
'.'62 

5t20 
.98 

2. 24 
.77 
.85 

1.30 
.69 
.97 

..54 
.85 
.46 

.87 
.60 

.34 

2.46 

Meriwetlier 

Savannah  .... 

.10 
.01 

.83 
.82 

T. 
.02 

2.41 

Mouetla 

Edisto 

.11 

.27 

3.  61 
.40 

2.88 
.27 

1.50 

2.80 

2.40 

Momitain   Rest 

Savannah  .... 

10.08 

NewbiM-ry 

.90 
.12 
.90 
.81 

T 

.04 

.03 
.24 

'.'06 

3.20 

IVl/,,-r  III 

do 

T. 

1.22 

.10 

1'' 

.24 

7.00 

Siabida 

.  do    

.16 
.06 

.43 

.70 

2.63 

Santuck  

Broa<l 

T 

.13 

.07 
.14 

4.24 

Spartanburg  |||| 

.   .  do    

.90 

.02 

.17 

5.  33 

Trenion 

Winthrop  College 

Edisto    

T 

.80 
.25 

.08 

T. 

— 

.25 

.30 

.20 

.58 

1.20 

3.75 

E.xoept  as  otherwise  indioated,  observations  are  generally  made  late  in  tlie  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observation.  IHI  Precipitation  measured  in  the  morning:  amount  then  recorded  is  for  the  preceding  24  hours.  ***  Regular  Weather  Bureau  station:  precipitation  is  for  the 
24-hour  period,  midnight  to  midnight.    *  Precipitation  included  in  the  next  following  measurement,    t  Separate  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  0.01  inch. 


COMPAKATIVE  DATA  POB  DECEMBER. 


Year. 


Temperature. 


1887. 
188S. 
18sy, 
1890 
1S91 
1892 
1893 
1894 
1895 
1891; 
1897 
189S 
lS9y 
19'H1 
1911 
19J2 


44.9 

76 

18 

42.  7 

71 

13 

55.4 

79 

17 

45.9 

49,9 

47.1 

76 

6 

47.2 

79 

17 

48,1 

85 

-     1 

46.1 

80 

15 

44.0 

83 

8 

47.6 

82 

21 

45.  9 

77 

9 

44.6 

11 

4.5.  5 

79 

IK 

44.0 

SO 

2 

46.8 

85 

10 

Precipitation. 


Average  number  of 
days- 


65 

56 

53 

25 

91 

45 

15 

56 

04 

55 

40 

84 

33  j 

64  I 

01 

26 


sw. 
nw. 
nw. 


nw. 
mv. 


Year. 


Temperature 

Preci 

pitation. 

li     i 

J, 

gi 

\^i-t 

s 

s: 

Oj 

g 

S?.S2 

s?  ■ 

be 

QJ 

0/  '/-  ^  j: 

S 

K 

O 

^|So 

.Average  number  of 
days^ 

3 

Partly 

Cloudy. 

Cloudy. 

Cniitiniierl — 
1903 

41.0 
45.5 
45.2 
48: 0 
46. 2 
50.6 
42.8 
42.0 
49.8 
48.8 
47.8 

4:3.9 

44.2 
46.4 

72 
78 
77 
89 
75 
83 
84 
76 
85 
79 

80 
79 

89 

10 
16 
16 
11 
12 
23 
7 
12 
18 
18 
16 
11 
17 

-     1 

1.95 
2.79 
7.  25 

3.  25 
5.  81 
2.84 
2.  81 
2.36 
4.94 
2.88 

4.  25 
4.80 
3. 27 

3. 42 

0 

9 
10 

10 

.5 
9 
8 
9 
13 
7 

8 

20 
14 
12 
14 
14 
13 
17 
18 
11 
12 
10 
6 
18 

14 

5 
5 
4 

8 
7 
9 

.5 

6 
5 

6 
12 
15 
9 
10 
9 
7 
6 
13 
14 
14 
19 

10 

1904 

1905 

19t)6 

1907 

1 908 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

Period.... 

1)4 


CLJMATOLOGICAL    DATA:    SOUTJJ    CAltOLlNA    SECTION. 


Dkcembkk,    IDl"). 


Daily  Temperatures  for  December,  1915. 


Stations. 

I 

2 

3       4 

5 

6 

i 
7|8 

9 

10  '  11  '   12  '   13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

■23     24     -25 

26 

27 

28 

29 

30 

31 

Mean. 

Enxlcni 

Parlifni . 

1 

1 

AllenaiiloW 

\  Maximum  . . . 

i 

■  •  ■  (  .Minimmn 

■■■■| 

'■"I        t 

'.'."'' 

■■■"1 

Beaufort  

j  iMa.\inunii  . . . 

"54 

.... 

"59 

60 

"52 

"52 

50 

"58 

"60 

55l.... 

62'.... 

53 

60 

"7i 

"76 

"65 

58 

"48 

"41 

"49 

61 

"6,5:"65;;]yc6 

"67;  "■70 

"6'2 

"62 

"■i  58.'9 

•■•  (  .Minimum 

31 

34 

41 

42 

35 

29i    33 

38 

34;.... 

35! .... 

33 

33 

35]    53 

49 

40 

33 

31 

•20 

31 

45     43     32     30 

44I    56 

42 

42 

'  40.4 

151ackvilleW 

)  Maxinnnn  . . . 

5S 

"59 

55 

61 

49 

51 

53'     61 

60 

59:     46 

40i     51 

53 

64 

70!     75 

61 

59 

43 

40 

59 

69 

74      72      001     70 

68!     65 

05 

74 

59.9 

■  ■  ■  (  Minimum 

2,5 

30 

26|     30 

42 

35 

23:    25 

34 

2/1     39 

32      35 

26 

29 

28 

43 

47 

32 

38 

22 

22 

27 

28,     30 

■29     ^24      40,     55 

36 

37 

32.5 

Bowman 

)  Maxinuira  ... 

60 

61 

58l     57 

57 

58 

60 

61 

62 

60!     50 

40l     50 

55 

62 

72 

74 

75 

60 

55 

45 

48 

60 

07:     08 

05,     60 

68      70 

71 

72 

60.7 

■  ■  •  (  Minimum 

■22 

31 

•22|     25 

36 

34 

20 

38 

37 

■24'     40 

,34:     26 

24 

30 

44 

46 

48 

29 

32 

19 

23 

33 

42'     44 

32      20 

55     38 

40     41 

33.2 

j  Maxinunn  ... 

44 

40 

45 

48 

48 

48 

44 

59 

59 

49     48 

42'     48 

48 

43 

52 

69 

69 

59 

,50 

35 

42 

54 

57!     69i     09!     52 

64      64,     63      57 

52.8 

Centenary 

•  ■  ■  !  Mininunn 

29 

24 

26 

26 

31 

.30 

•22!     30 

35 

23      30 

34     35 

•28 

2,i 

38 

30 

54 

32 

31 

25 

20 

23 

33     40;    28     23 

36     57     38     37 

31.9 

Charleston 

)  .Maxinnnn  . . . 

51 

54 

58 

56 

52 

50 

50     60 

60 

50      60 

44      51 

49 

52 

68 

69 

67 

50 

47 

40 

47 

58 

051     67 

54;     59|     67]     71      56,     50 

50  3 

•  ■  ■  1  Minimum 

38 

40 

39 

39 

48 

40 

34      43 

42 

37      39 

36     30 

32 

30 

46 

51 

48 

40 

34 

31 

33 

33 

46     40 

33!     34|     49I     52     45     40 

40.  0 

Cheraw  W 

\  Maxinmm  . . . 

48 

56 

53 

53 

44 

46 

50     60 

54 

52'     44 

35!     49 

47 

42 

46 

72 

60 

54 

40 

52 

44 

02 

62!     70 

54;     00     08;     08 

60,     58 

53.3 

•■•  (  Minimum 

27 

32 

33 

2H 

38 

28 

26     34 

38 

■28      36 

32;    33 

28 

30 

38 

36 

58 

33 

35 

27 

•24 

30 

40     50 

32     29;    43;    50 

38;    36 

34.7 

Conway 'JSN 

j  .Maximum  . .. 

36 

48 

56j     ,57 

52 

50 

52!     61 

57 

53     48 

....      50 

51 

60 

72 

72 

65 

56 

44 

39 

40 

56 

671    71     55|    60     71:     79 

62;    72 

•  57.3 

•  ■  ■  1  Mininunn 

26 

■26 

•26|     28 

31 

31 

24 1     32 

33 

25      30 

35! ... . 

38 

26 

38 

45 

42 

33 

33 

26 

18 

■24 

34     43!     34     ^25     36,     59 

35i    37 

•  32.4 

Darlington  S^sS 

J  Maxinnnn  , .. 

51 

58 

56 

57 

49 

52 

53!     62 

58 

56!     45 

38!    52 

50 

45 

49 

74 

62 

58 

43 

49 

48 

62 

67;     72,     57      60!     70!     72 

68,     62 

56.  0 

■  •  •  /  Minimmn 

23 

26 

29 

25 

31 

27 

21      ,32 

33 

23     ^29 

32     34 

28 

25 

32:     34 

40 

32 

32 

25 

21 

24 

31      43     31      23'     32,     44 

34     33 

30.0 

Dillon 

\  .Maxinumi  . . . 

4S 

54 

55 

55 

48 

48 

51!     61 

.55 

53:     44 

37|     48 

48 

43 

4»!     75 

68 

56 

42 

47 

49 

61 

68!     751    57     60i     69:     75 

63     62 

6,5.6 

••  •  (  Mininumi 

26 

34 

29 

27 

29 

■29 

•23      32 

34 

24      29 

33     30 

38 

25 

36!     39 

38 

31 

33 

24 

•22 

•24 

36     45!     ^24      -24      48,     57 

36     37 

32.  3 

Ferguson  S^S^ 

\  .Ma.xiuunn  . . . 

64 

58 

58 

48 

48 

48 

5i;  49 

59 

54,     54 

48!     48 

49 

51 

64 1     67 

59 

57 

44 

43 

48 

60 

70!     74,     70      Ob     09      72 

63     63 

57.1 

■  ■  ■  /  Mininunn 

28 

28 

■2Sj     29 

32 

36 

•28     ^28 

35 

32      34 

39,     38 

30 

42 

41      41 

57 

43 

42 

32 

•23 

24 

25     40!     42      32      32     51 

39     39 

35.2 

l<"lorence  1  % 

)  Maxinunn  . .. 

46 

56 

5S      58 

49 

52 

52!     63 

57 

52     45 

37i     49 

51 

43 

51  [     74 

64 

53 

42 

40 

48 

61 

64!     72i     43,     59l     08     73 

62     62 

55.0 

■  ■  •  i  .Minimum 

27 

28 

31      30 

30 

29 

•25     ^27 

33 

27     ^H 

33;    33 

28 

26 

29;     39 

43 

35 

35 

20 

24 

24 

27,     39     32,     ^25!     31      45 

39     37 

31.2 

Georgetown 

\  Maximum  . . . 

53 

60 

671     60 

,52 

51 

53!     62 

58 

60     55 

40     53 

50 

61 

64!     '0 

71 

60 

50 

43 

48 

58 

081     ';0      58,     62!     72      79!     62      60 

59.0 

■  •  ■  (  Mininunn 

27 

29 

27,     26 

36 

34 

26      34 

36 

30     :U 

34      30 

30 

31 

34,     42 

45 

36 

37 

■20 

20 

•23 

42     44      32 

37'     36|    51]    42:    41 

33.8 

Kingstree's^^S 

)  .Maxinunn  . .. 

61 

55 

56!     57 

56 

49 

56!     62 

58 

53     48 

49     51 

49 

47 

62;     73 

63 

56 

44 

42 

47 

59 

68      73      54 

60]     71'     74      62 

62 

57.3 

•  ■  •  /  .Mininunn 

25 

■28 

25|     26 

33 

32 

24      24 

32 

25     ^28 

34      35 

27 

•28 

30l     37 

43 

32 

34 

25 

•20 

•24 

•29!     44      32 

24     29)     49     37 

38 

30.7 

Mayesville  (near) 

)  Maxinmm  . . . 

50 

55 

56'     57 

,56 

49 

51'     61 

59 

58      51 

42      54 

50 

.50 

61!     75 

71 

57 

48 

44 

48 

01 

69      74      70 

66     OS     72     69 

61 

5S.5 

■  •  ■  (  .Mininunn 

26 

29 

26i     26 

32 

29 

■22,     30 

40 

22      31 

33     34 

26 

26 

39;     37 

51 

31 

31 

23 

•20 

•24 

35!     42;     28 

■23     41     55     35 

34 

31.0 

Oaks 

\  .Maxinmm  . . . 

52 

56 

57!     58 

50 

50 

531     62 

59 

55      49 

46!     47 

50 

62 

75  ... . 

09 

59 

44 

42 

49 

58 

70!     74!     65 

60;    73l     75 

66 

60 

"  58.2 

•  ■  ■  (  Minimum 

24 

26 

25l     26 

31 

32 

23:     30 

:34 

•24      30 

35     37 

29 

34 

38 

49 

33 

32 

■22 

17 

23 

34!     44 

31 

23!    36!    59 

39 

36 

»  31.9 

St.  fieorge  W 

)  .Uaxinumi  . . . 

55 

58 

58!     61 

50 

50 

541     61 

60 

56'     50 

39!     52 

50 

47 

721     75 

63 

58 

43 

45 

48 

01 

71;     74 

57 

(■>2i    69!    68 

66 

63 

,57.9 

•••  /  Mininunn 

20 

29 

27 

28 

33 

39 

291     28 

35 

29     30 

34!     34 

28 

29 

31!     41 

52 

42 

38 

30 

20 

29 

42!    50 

35 

30;    45     00 

42 

42 

35.3 

St.  .Matthew ssSiJ... 

)  .Maxinunn  . . . 

50 

57 

58 

58 

50 

49 

52      61 

60 

54^     43 

40|     47 

48 

45 

66]     74 

69 

61 

42 

43 

44 

51 

69 

72 

73 

61 !     68!     68 

61 

74 

57.2 

■  •  ■  (  Miuinnnn 

24 

27 

26 

31 

37 

32 

22     23 

34 

26     35 

32     30 

31 

32 

35'     39 

49 

35 

31 

■22 

'22 

23 

30 

40 

33 

24      .35     ,52 

37 

30 

31.8 

J  Maxinunn  . . . 

53 
25 

54 
32 

47 
•22 

51  j     60 
32!     34 

56 
24 

51!     47 
27,     32 

40     49 
.33     27 

48 
24 

43 
29 

47;     74 
,34:     40 

62 
32 

55 
32 

42 
20 

45 
'20 

49 
22 

no 

31 

08 
36 

73!    57 
,30|    25 

59;     f>9i     70 
38     43     35 

59 
33 

57 
37 

'  55.2 

Society  HillW.... 

•  •  ■  (  Mininunn 

"•28 

'  33 

"  30.5 

Sumnierville 

\  Maximum  . . . 

52 

"54 

56 

52 

48 

49 

51!     60 

59 

53!    55 

,55;     51 

48 

48 

70 

73 

69 

56 

45 

43 

47 

57 

68;    71;    56 

Oil     70i     74 

64 

62 

57.3 

•••  (  .Minimum 

27 

30 

29 

31 

39 

33 

27i     36 

34 

29     34 

35     33 

•28 

31 

41 

42 

54 

34 

34 

20 

•20 

26 

40     44i     30 

27!     42]     59'     39 

40 

34.6 

Walterboro 

\  .Maximimi  . . . 

57 

59 

60 

62 

53 

55'     63 

63 

591     ,54 

52     54 

52 

52 

74 

75 

67 

00 

54 

45 

50 

63 

09      73)     57 

03:     70i    72 

67 

67 

«  00.7 

•  ■  ■  i  .Mininunn 

25 

30 

27 

"33 

40 

'25     35 

38 

28      37 

35     37 

38 

30 

44 

47 

50 

34 

33 

25 

20 

•25 

39     45(     30 

24 1    43;    00 

3h 

39 

"  35.1 

Yi'MiasseesSs^ 

Aiken  

)  .Maxinunn  . . . 

57 

58 

58 

01 

"56 

53 

55'    62 

61 

59:     58 

40      ,52 

50 

55 

74 

77 

64 

58 

42 

47 

50 

03 

08'     75 

57 

631     72!     72 

67 

64 

59.4 

•  ■  ■  (  .Mininunn 

I'lnlioii. 

j  .Maximum  . . . 

24 

34 

26 

33 

29 

44 

■22 

34 

34 

•26      35 

34!     35 

26 

30 

48 

48 

45 

31 

36 

23 

18 

•24 

42 

42 

•27 

'24!    41;    65 

1    ! 

38 

36 

34.0 

55 

53 

59 

50 

50 

51 

.... 

58 

55      48 

,37     50 

48 

46 

70 

74 

67 

57 

51 

46 

50 

02 

69 

1 

59     62!    68 

62 

60 

"1  56. 1 

'  "  \  Mininunn. . . . 

28 
56 

27 
52 

30 
56 

40 
50 

34 
52 

25  ... . 
51 1     62 

33 
60 

•26      33 
55      45 

29i     33 
35:     49 

25 
49 

30 
40 

39 
47 

46 
56 

45 
59 

30 
51 

30 
44 

22 
48 

25 

5'i 

31 
67 

39 

"54 

261    44;     52'    36 
49l     471     64      61 

40 
61 

■^  33.  3 

Anderson 

\  .Maxinunn  . . . 

"52 

"eei   60 

63.4 

••  •  (  -Mininnun  — 

29 

36 

27 

29 

40 

29 

26|     34 

33 

25;     30 

29;     30 

26 

•29 

36 

37 

41 

29 

32 

23 

25 

33 

39    33 

27 

30i    37     43     32 

37 

31.8 

\  Maxinunn  . . . 

1 

....1 

Batesbnrg  S^^S 

■  •  •  /  .Mininunn 

"■27 

"36 

"35 

"30 

"34 

"29 

"24l"29 

"36 

"23!  "■27 

'  ''iiV '  '26 

'  ''23 

"■27 

"34 

"40 

"47 

"•is 

".36 

"  '■22 

"•M 

"•29 

"34,  "36 

"24 

30i     33     39     33 

"36 

""36.'2 

Camden  W 

(  .Maxinunr  . . . 

48 

55 

55 

57 

50 

49 

49      62 

02 

57     43 

40      52 

49 

42 

43;     73 

00 

00 

66 

47 

49 

63 

66     71 

73 

64!     69!     69      60 

56 

66.8 

•  •  ■  (  .Mininunn 

25 

26 

28 

28 

29 

37 

33!     33 

33 

36|     36 

33!     33 

35 

22 

23;     40 

41 

43 

42 

33 

21 

21 

'26!     37 

45 

421     43,     64     44 

44 

34.7 

Clenison  College  . 

\  .Maxinunn  . . . 

47 

52 

57 

52 

51 

51 

51      60 

08 

54      50 

38'     48 

47 

47 

47      51 

60 

53 

52 

43 

54 

53 

58!     58 

60 

54!    ,53'     62     55 

55 

62. 6 

■  ■  ■  i  .Mininunn 

30 

38 

26 

28 

40 

29 

.241     36 

35 

25;     34 

34!     36 

30 

31 

32 1     40 

47 

30 

35 

■22 

23 

29 

38:     40 

31 

28!     30,     41      34 

34 

32  6 

Columbia 

S  .Maxintum  . . . 

47 

54 

54 

57 

48 

48 

49     60 

5t) 

53      43 

36|     49 

48 

42 

57      73 

66 

56 

43 

46 

48 

03 

67,     70 

64 

60,    64'     68     60 

59 

54.8 

••■  /  Minimum 

30 

35 

34 

31 

40 

31 

•25:     38 

37 

•27j     33 

32!     33 

29 

32 

41;     37 

41 

34 

34 

27 

26 

31 

45!     38 

30 

31:     44|     45 

39 

40 

,34.5 

Greenville  W 

)  .Maxinnnn  . . . 

50 

52 

51 

55 

46 

53 

50]     62 

56 

52|     36 

36:     48 

50 

38 

43!     59 

55 

53 

39 

46 

50 

(«) 

65l    57 

52 

57     02 

55 

59 

58 

51.8 

•  •  •  /  Minimum 

24 

29 

24 

24 

25 

24 

21!     22 

29 

23!     24 

291     30 

20 

20 

26]     30 

36 

26 

27 

21 

22 

•22 

27!     37 

■23 

24 

25 

33 

32 

33 

20. 2 

Greenwood  'Ss^  .... 

\  .Maxinmm  . . . 

49 

53 

53 

55 

53 

51 

50;     60 

58 

54,     .39 

30     40 

46 

44 

52      69 

53 

56 

39 

47 

50 

02 

66:     64 

53 

57 

66 

58 

58 

59 

53.4 

•  ■  ■  *  Mininunn 

27 

28 

29 

29 

31 

30 

25I     26 

34 

25!     28 

30|     30 

27 

28 

33!     37 

37 

32 

32 

25 

26 

27 

31;      42 

28 

28 

30     42 

33 

34 

30.5 

Heath  Siu'ing 

)  Ma.xinuim  . . . 

43 

53 

,50 

60 

47 

79 

48     58 

54 

55      48 

46;     43 

43 

43 

45:     65 

50 

54 

45 

45 

40 

44 

68'     67;     51 

51 

50  ... . 

55 

•>  51.1 

•  ■  ■  (  Minimum 

28 

30 

33 

30 

30 

28 

25|     34 

20 

27!     20 

•20     28 

28 

28 

27!     34 

49 

32 

25 

25 

23 

27 

34;     '23 

29 

29!    2"!    35 

"31 

34 

29. 5 

Landrum 

\  Maxinuim  .. . 

47 

50 

50 

54 

47 

52 

50;     59 

50 

53     46 

38|     44 

42 

41 

39;     46 

58 

54 

47 

45 

48 

58 

61 ;  57 

50 

55!    49     62 

58 

56 

50.5 

•••  )  Mininuim 

26 

28 

29 

27 

33 

32 

22I     32 

25 

3^2!     29 

29!     30 

27 

31 

32!     35 

43 

32 

34 

■29 

20 

27 

38;    40 

27 

261    38     43 

35 

31 

31.2 

Lil)erty 

\  Maxinunn  . . . 

49 

55 

51  j     .58 

48 

52 

49      60 

01 

50     50 

38     38 

47 

40 

45!     52 

00 

54 

47 

45 

48 

59 

63!    58 

51 

581     50     62 

59 

58 

52. 1 

•  ■  •  j  Mininnun 

29 

32 

25     25 

39 

26 

22'     32 

30 

24      32 

321    32 

28 

29 

37!     38 

44 

29 

33 

21 

23 

29 

38:     38 

27 

31      36      46]     33 

35 

31.6 

Little  Mountain  .. 

j  .Maximum  . .. 

48 

54 

,53i     54 

50 

50 

50     60 

57 

53'     47 

36,     40 

46 

42 

51'     70 

69 

50 

52 

45 

50 

60 

67;     67 

69 

58      61 1     (>71     60 

58 

.54.8 

•  •  •  /  Mininnun 

39 

36 

331     32 

42 

30 

27|     36 

36 

30  j    32 

29',     28 

28 

32 

38 

34 

48 

30 

35 

25 

28 

33 

43     38l     '28 

31;    43;    45!     3" 

38 

34. 3 

Meri'wether 

)  Maxinunn  . . . 

53 
23 

56 
31 

53     54 

52 

52 
33 

51      60 

58 

65     49 

49     48 

49 

45 

71 

73 

58 

,50 

42 

48 

55 

64 

69     69 
39     39 

66 

56     00     05!     68 
■23     301     35;     40 

62 
36 

50.  8 
31.7 

■  ■■  1  Mininunn 

27      ■"■ 

,su 

43 

■24i     31 

36 

26j     36 

32,     36 

29 

33 

41 

40 

30 

:!0 

:u 

22 

22 

26 

30 

Monetta 

)  Maximum  . . . 

51 

53 

53 

58 

52 

49 

52;     59 

56 

56[     50 

34|     47 

46 

44 

68 

72 

08 

55 

50 

47 

■50 

62 

67      67 

52 

59     61     67l     63 

59 

,55.7 

•  ■  •  '  Mininuim 

28 

33 

31 

31 

40 

33 

271     34 

34 

29!     34 

31;     33 

28 

33 

39 

42 

49 

33 

33 

25 

24 

32 

4i;     40 

29 

29i     41 

48;     37 

38 

34.2 

\  Maxinumi  . . . 

,54      59 

■221    29 
50.    60 

52 
28 
5S 

49  .... 

56 
25 
56 

50 
30 
59 

44 
17 
46 

48 
21 
50 

65 
29 
62 

63     55 
33     34 

68     68 

54 
21 
52 

58|     59 
261    38 
581     56 

54I     60 
421     33 
68l     59 

58 
34 
68 

Mountain  Rest... 

•  ■  ■  /  Minimum 

22, .... 

Newberry 

\  Maxinnnn  . . . 

"49 

"54 

54 

"57 

51 

"49 

54,     41 

"34  "49 

"46 

"46 

"si 

"76 

"68 

""54.  7 

••■  '  -Mininumi 

26 

32 

26 

27 

39 

30 

2l|     34 

30 

24     32 

30|     32 

26 

27 

38 

36 

45 

31 

34 

24 

22 

20 

37     40 

29 

25!     38 

38;    34 

35 

31.2 

Saluda 

\  Ma.ximnm  . . . 

51 

55 

55 

58 

51 

50 

52     60 

58 

56     50 

30,     50 

48 

44 

57 

71 

68 

57 

51 

47 

.52 

03 

68      69 

55 

6O!     61 

69 

63 

60 

50. 3 

■  ■  •  )  .Minimum 

22 

27 

25 

25 

37 

30 

•20;    31 

33 

22      35 

30      32 

24 

27 

39 

35 

47 

28 

31 

21 

20 

25 

40 

28 

35 

■22      34l     47 

31 

31 

30. 1 

Santuck 

)  Maximum  . . . 

47 

52 

51     55 

50 

48 

48     58 

55 

51      43      34      49 

46 

39 

48 

61 

61 

53 

47 

45 

48 

60 

65 

67 

50 

57:     50'     67 

58 

57 

5^2. 3 

•  ■  •  (  Minimum 

27 

32 

30     27 

40 

27 

22      33 

32 

22     31!     29I     33 

27 

27 

36 

35 

45 

30 

34 

23 

23 

■28 

.39 

40 

'29 

27!     40!     46 

32 

34 

31.6 

Spartanburg  %.. . 

j  Maximum  . . . 

48 

52 

50     55 

43 

49 

50     59 

51 

52:    38     34      46 

45 

37 

42 

60 

55 

53 

38 

45 

49 

59 

64      63 

50 

57      64'     56 

58 

54 

.50.8 

■  •  •  (  Minimum 

27 

28 

26     27 

28 

26 

■221     22 

34 

27!     28      28,     31 

26 

26 

31 

35 

36 

28 

32 

22 

•22 

26 

31      38 

28 

28     31      41 

32 

33 

29.0 

Trenton 

)  Maximum  . . . 

49 

54 

43      58 

54 

51 

53     57 

55 

531    49 

42!     43 

46 

44 

65 

71 

67 

56 

46 

48 

49 

•  •  ■  (  Minimum 

28 

■M 

31      33 

34 

33 

27|     35 

,35 

■29     34 

301     30 

27 

35 

40 

44 

47 

:52 

34 

34 

24 

I 

.       , 

Winthrop  College 

S  Maximum  . . . 

60 

54 

55     .59 

44 

49 

55;     60 

55 

58     42 

32      42 

50 

40 

46 

65 

62 

57 

45 

52 

53 

"64 

"oS  "68 

"§8 

"58     50 

65     67 

"62 

""54'7 

••■  (  Minimum 

27 

37 

32      26 

37 

25 

30l     35I 

1 

31 

25l     31 

20      32 

25 

26 

34 

35 

45 

36 

32 

23 

26 

34 

38     39 

29 

30     40 

40     35 

35 

S2.1 

Reference  letters  (».  1',  <^).  appearing  in  the  table  indicate  nnmber  of  days  missing:  For  example,  ^  represents  two  days  missing,  etc. 
%  Instnnnentsare  read  in  the  morning:  the  maxinunn  temperature  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
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GENERAL   SUMMARY. 

The  year  was  noteworthy,  not  so  much  for  annual  tempera- 
ture and  precipitation  departures  as  for  periods  of  unseasonable 
cold  and  excessive  heat,  lack  of  rainfall  when  most  needed  dur- 
ing the  growing  season  and  the  latest  spring  snows  of  record. 
March  was  colder  than  February  and  was  the  coldest  month  of 
the  name  by  3.7°.  Precipitation  during  February,  March  and 
April  ranged  uniformly  about  1  1-3  inches  below  normal,  fol- 
lowed by  a  remarkably  wet  May,  with  damaging  hailstorms  and 
a  number  of  destructive  tornadoes.  Recurring  semi-drought 
during  June  and  July,  the  latter  being  the  driest  month  of  the 
name  on  record,  was  followed  by  a  wet  August.  Under  stress 
of  these  changes,  vegetation  could  not  respond  as  in  ordinary 
seasons,  and  cotton  as  a  whole  did  not  develop  normal  size  and 
vigor  of  plant,  except  where  sufficient  fertilizer  and  intensive 
cultivation  were  employed.  During  July  there  was  material 
deterioration  of  all  crops,  but  the  August  rains  greatly  improved 
general  conditions.  September  was  marked  by  a  long  period  of 
excessive  heat,  which  caused  cotton  to  open  rapidly,  with  pick- 
ing at  a  maximum.  Mild  weather  during  October  and  up  to  the 
killing  frosts  of  the  middle  of  November  was  favorable  for  full 
fruitage  of  all  crops.  The  year  closed  with  a  typical  winter 
month  of  sustained  cold  and  more  than  the  usual  snowfall. 

The  last  general  spring  killing  frosts  occurred  during  the  first 
four  days  of  April,  or  about  10  days  later  than  in  1914.  The 
first  general  autumn  killing  frosts  occurred  on  November  16  and 
17,  or  over  two  weeks  later  than  in  1914.  The  average  latest 
spring  killing  date  for  the  Section  in  1915  was  April  1,  or  10 
days  later  than  normal;  average  earliest  autunm  killing  frost 
date,  November  14,  or  4  days  later  than  normal.  The  growing 
season  of  1915  was  227  days  in  length,  or  6  days  less  tlian  nor- 
n)al  and  6  days  longer  than  that  of  last  year. 

During  the  growing  season,  March  to  September,  inclusive, 
the  total  rainfall  was  28.85  inches,  or  2.26  inclies  below  the  29- 
year  average  and  over  4  inches  above  the  amount  for  tlie  same 
period  last  year. 

Freshets  in  the  Pee  Dee  and  Santee  river  districts  during  por- 
tions of  seven  months  of  the  year  were  attended  by  unavoidable 
losses  approximating  $34,361 ,  and  the  value  of  movable  property 
saved  by  timelj'  warnings  of  the  Weather  Bureau  has  been  esti- 
mated at  $249,140. 

Annual  mean  temperature,  62.9°,  or  the  same  as  tlie  29-year 
normal.  The  warmest  month  was  July,  with  a  mean  of  80.9°, 
or  0.9°  above  normal;  coldest  month,  December,  witli  an  aver- 
age of  44.2°,  or  2.2°  below  normal.  The  highest  annual  mean 
temperature  at  any  station  was  66.0°  at  Charleston ;  lowest,  51(.5° 
at  Greenville,  Greenville  Co.  The  highest  temperature  was  106° 
at  Meriwetiier,  PZdgefield,  Co.,  on  July  31;  lowest  temperature, 
17°  at  Mountain  Rest,  Oconee  Co.,  on  December  21,  and  at 
Oaks,  Georgetown  Co.,  on  December  22. 


The  average  annual  precipitation  was  48.89  inches,  or  0.94 
inch  above  the  29-year  normal.  The  greatest  annual  amount  at 
any  station  was  65.49  inches  at  Landrum,  Spartanburg  Co.; 
least  annual  amount,  35.12  inches  at  Little  Mountain,  Newberry 
Co.  The  greatest  monthly  amount  at  any  station  was  15.55 
inches  at  Mayesville  (near),  Sumter  Co.,  in  May;  least  monthly 
amount.  Trace,  at  Clemson  College,  Oconee  Co.,  in  April.  Aver- 
age annual  number  of  days  with  measurable  precipitation,  93; 
greatest  annual  number  at  anj^  station,  118  at  Walterboro,  Colle- 
ton Co. ;  least  annual  number,  65  at  Heath  Spring,  Lancaster  Co. 

The  total  annual  amounts  of  snow  ranged  fron  Trace  to  10 
inches,  with  an  annual  average  of  3.1  inches.  The  snowfall 
occurred  principally  during  the  storms  of  the  last  part  of  March 
and  the  first  part  of  April  and  on  December  20  and  21. 

The  average  .annual  atmospheric  pressure,  determined  from 
reports  of  7  regular  Weather  Bureau  stations,  was  30.06  inches. 
The  highest  pressure  in  the  region  covered  by  reports  was  30.64 
inches  at  Charlotte  and  Wilmington,  N.  C,  on  February  11, 
and  in  the  Section  proper,  30.62  at  Columbia  on  the  same  date. 
The  lowest  pressure  was  29.26  inches  at  Wilmington,  N.  C,  on 
.January  12,  and  in  the  Section  proper,  29.37  inches  at  Colum- 
bia on  November  18. 

The  average  annual  sunshine,  determined  from  7  automatic 
records,  was  64%  of  the  possible  amount.  The  average  annual 
nvnnber  of  clear  days  was  190 ;  partly  cloudy,  92,  and  cloudy,  83, 
as  against  normals  of  167,  104  and  94  days,  respectively. 

The  average  annual  relative  humidity  was  as  follows:  8  a.  m., 
80%;  8  p.m.,  68%. 

The  prevailing  winds  were  from  the  west.  The  average  an- 
nual hourly  velocity,  determined  from  7  anemometer  records, 
was  8.3  miles.  Highest  annual  velocity  for  any  5-minute  period 
in  the  region  covered  by  reports,  62  miles  per  hour  from  the 
northwest  at  Charlotte,  N.  C,  on  .July  12  and  from  the  south- 
east at  Savannah,  Ga.,  on  November  18;  highest  5-minute  ve- 
locity in  the  Section  proper,  54  miles  per  hour  from  the  south- 
east at  Charleston  on  November  18. 

A  slight  earthquake  occurred  at  Sunmierville,  Dorchester  Co., 
on  December  12.  

WEATHER  BY  MONTHS. 

January. — .January  wasa  wet  month,  and  the  weather  was  gen- 
erally unfavorable  for  field  operations.  Temperatures  were  near 
the  seasonal  average.  Heavy  rains  about  the  6th,  12th  and  18th 
were  followed  by  freshets  in  the  Pee  Dee  and  Santee  river  dis- 
tricts, and  revised  estimates  placed  the  unavoidable  losses  at 
$28,541,  while  $97,060  worth  of  movable  property  was  saved  by 
timely  flood  warnings  of  the  Weather  Bureau. 

Febriiarj/. — The  weather  during  February  was  warmer  than 
usual,  and  precipitation  was  considerably  below  normal,  with 
rather  long  dry  periods.  However,  the  ground  was  in  fine  con- 
dition for  cultivation,  which  progressed  favorably.  Unavoidable 
losses  by  freshets  during  the  month,  estimated  at  $520;  nioval)le 
property  saved  by  flood  warnings,  $14,000. 

\\li)tf'r. — Mean  temperature,  45.9°,  or  0.3°  l)elow  the  normal 
determined  for  29  j-ears.  Pn>cipitation  averaged  14.24  inclies, 
or  2.93  inches  a))Ove  the  29-year  normal. 

March. — No  previous  Marcii  has  shown  such  i)ersistent  cold, 
there  being  six  periods  during  whieli   tlie  mean  temperatures 
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ranged  5°  to  17°  below  normal.  The  monthly  mean  was  2.3° 
below  that  of  February  and  3.7°  below  the  March  record.  The 
month  closed  with  the  latest  spring  snows  of  record  at  many 
points.  In  consequence  of  abnormal  cold,  all  vegetation  re- 
mained practically  dormant.  Losses  by  freshets  during  the 
month,  estimated  at  $428;  value  of  movable  property  saved  by 
timely  flood  warnings,  $L5,780. 

April. — The  first  few  days  of  April  were  12°  to  19°  colder  ihan 
usual,  but  the  succeeding  warmth  resulted  in  a  monthly  mean 
temperature  above  the  seasonal  average.  Precipitation  was  much 
below  normal,  particularly  after  the  cold  period  mentioned,  when 
cold  rains  and  the  latest  spring  snows  of  record  were  prevalent. 
The  growing  season  opened  about  two  weeks  late,  and  the  last 
general  killing  frosts  of  spring  occurred  during  the  last  four  days. 
Semi-drought  during  the  latter  part  of  the  month  resulted  in 
irregular  germination  of  seed  and  unsatisfactory  development 
of  crops  above  ground. 

May. — May  was  exceptionally  stormy  and  wet.  and  farm  work 
proceeded  with  considerable  difficulty.  Severe  hailstorms  oc- 
curred over  several  central  and  eastern  counties  on  the  4th. 
Tornadoes  over  a  number  of  central  and  northern  counties  on 
the  7th  were  attended  by  the  death  of  8  persons,  injury  to  128 
and  property  damage  estimated  at  S311,000.  Thermal  condi- 
tions were  near  the  seasonal  average. 

Spring. — Mean  temperature,  60.8°,  or  2.0°  below  the  normal 
determined  for  29  j^ears.  Precipitation  averaged  11.33  inches, 
or  1.10  inches  above  the  29-year  normal. 

Jane. — Temperature  and  precipitation  during  June  were  l^elow 
normal.  While  the  weather  was  generally  too  cool  for  cotton, 
other  crops  showed  much  improvement.  Losses  by  freshets  dur- 
ing the  month,  estimated  at  $3,562;  value  of  movable  property 
saved  by  flood  warnings,  $41,400. 

(CONTINUED   ON   PAGE  104.) 


COMPARATIVE  DATA  FOR  SOUTH  CAROLINA. 


Temperature. 

Precipitation. 

Average  number  of 
days— 

Year. 

1 

0) 

K 

o 
1-) 

s 

> 
< 

Average 
days  with 
0.01  inch 
or  more. 

5 

Si 

(A 

"2 

o 

!-  5  c 
a-r  2 

1887 

62.3 
61.8 

62 .0 
64.4 
63.0 
62.4 
63.0 
63.5 
61.9 
63.9 
63.3 
63. 2 
62.8 
63.2 

61. 1 
62.6 
62.2 
61.7 
62.6 
63.3 
63.3 
63.7 
63.4 
62.  7 
64.9 
62.5 
63.8 
62.  5 
62.9 

62.9 

110 

108 
102 
104 

""itti' 

104 
105 
105 
104 
107 
106 
105 
106 
102 
107 
105 
105 
107 
102 
106 
100 
105 
103 
106 
109 
109 
108 
106 

110 

5 
13 

10 

11 

13 

6 

3 

-1 

-6 

5 

3 

8 

-11 

1 

2 

10 

10 

8 

0 

11 

12 

12 

11 
16 
6 
16 
11 
17 

-11 

43.43 
54.63 
46.76 
42. 29 
47.52 
47.  36 

53.  68 
50.49 
48.99 
44.95 
46.40 

49.  26 
46.76 
49.79 
54.98 
46.43 

50.  87 
40.98 
45.10 
54.81 
47.79 
53.33 
44.61 
45.31 
39.  80 

54.  32 
47.57 
43.  39 
48.89 

47.95 

101 
104 
86 

1888 

sw 

1889 

se.     t 

1890 



1891 

1892 

1893 

98 

105 
88 
86 
99 

107 
95 
96 

106 
98 

103 
95 
92 

107 
99 
94 
91 
91 
91 

102 
93 
96 
93 

97 

sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 

1894 

154 
154 
163 
1.58 
143 
158 
167 
167 
172 
166 
188 
169 
159 
157 
169 
178 
181 
161 
177 
181 
163 
190 

167 

123 
116 
119 
102 
111 
104 
99 
102 
99 
95 
87 
85 
103 
123 
114 
113 
111 
120 
70 
81 
110 
9^2 

104 

•■■88' 

95 

84 

105 

111 

103 

99 

96 

94 

104 

91 

111 

93 

75 

83 

73 

73 

84 

119 

103 

9^2 

83 

94 

1895 

1896 

1897 

1898 

1899 

1900 

1901    .    ... 

1902 

sw. 

sw. 

sw.   + 

sw.   t 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

1903 

1904 

1905 

1906 

1907 

1908   . . . 

1909 

1910 

1911 

1912 

1913 

1914   

1915 

Period.... 

w. 

sw. 

t  Also  other  directions. 


MONTHLY  AND  ANNTJAX,  CLIMATOLOGICAL  DATA  FOR 
SOUTH  CAROLINA,  YEAR   1915. 


0)  >i 

, 

Temperature. 

Precipitation. 

i 

Number 
of  days. 

Wind. 

«^ 

i 

p. 

Months. 

o  5 

e 

s 

^ 

cS 

a 

o 

5 

tfl 

W 

*^B 

CD 

00 

Q) 

3 

o 

be  . 
S  2 
1^ 

s 

OJ 

si 

a; 
o 

03 

a 

01  C 

t,  o 

1 
0) 

1 

0) 

00 

s  . 

C 

'5 

5 

o 

So 

'M 

fi 

K 

l-< 

< 

a 

Ob 

■< 

■< 

^ 

M 

O 

0, 

o 

<> 

(1.-3 

January 

45.1 

-0.3 

76   19 

6.31 

+2.89 

9. 53 

82 

71 

42 

9 

12 

6 

13 

8.3 

ne. 

February. .. 

48.6 

+  1.8 

80'  20 

3.15 

-1.31 

7.38 

78 

62 

62 

6 

15 

6 

7 

9.4 

n. 

March 

46.3 

-8.3 

81!  22 

2.  66 

-1.26 

4.10 

73 

58 

62 

7 

15 

8 

8 

9.0 

nw. 

April 

63.1 

+0.8 

96^  25 

1.47 

-1.33 

5.34'  76 

59 

81 

4 

20 

6 

4 

8.1 

w. 

May 

73.0 

+  1.5 

98;  46 

7.20 

+3,69 

15.551  79:  72 

58 

11 

11 

11 

9 

9.0 

w. 

June 

76.0 

-1.6 

103l  49 

4.26 

-0.77 

9.68    801  71 

68 

9 

14 

10 

6 

7.3 

s. 

July 

80.9 

+0.9 

1061  55 

3.26 

-2.25 

7.42|  811  71 

69 

8 

18 

10 

3 

7.5 

sw. 

August 

78.8 

0.0 

102'  52 

7.62 

+  1.26 

13.58   85    78 

57 

14 

11 

11 

9 

7.3 

sw. 

September  . 

75.9 

+  1.6 

1021  43 

2.38 

-1.60 

7.06|  85i  74 

65 

5 

16 

8 

6 

7.6 

ne. 

October 

67.0 

+3.8 

93 

27 

4.95 

+  1.75 

9.38'  85 

74 

64 

8 

18 

7 

6 

7.5 

ne. 

November . . 

56.3 

+2.5 

88 

24 

2.36 

+0.02 

4.74t  75 

64 

75 

5 

22 

4 

4 

9.4 

w. 

December  . . 

44.2 

-2.2 

79 

17 

3.27 

-0.15 

10.08 

79 

67 

65 

7 

18 

5 

8 

8.7 

w. 

Annual . . . 

62.9 

"0.0 

106 

17 

48.89 

•+0.94 

15.55 

80 

68 

64 

93 

190 

92 

83 

8.3 

w. 

'  From  29-year  averages. 

KILLING  FROST  OR  FREEZING   TEMPERATURE  DATES  AND 
GROWING  DAYS. 


Stations. 


1915. 


Last  in 
spring. 


First  in 
autumn. 


Eastern  Pohtion. 


Allendale 

Beaufort 

Klackville 

Bowman 

Centenary 

Charleston 

Cheraw 

Conway 

Darlington 

Dillon 

Ferguson  

Florence  (1) 

(ieorgetown 

King.strce 

Mayesville  (near) 

Oaks 

Pinopolis 

St.  George 

St.  Matthews 

Society  Hill 

Smnmerville 

Walterboro 

Yemassee 


Apr.  4 
Feb.  10 
Apr.  4 
Apr.  4 
Apr.  5 
Jan.  21 
Apr.  4 
Apr. 
Apr. 
Apr. 
Apr. 
Apr. 
Apr. 
Apr. 


Normal 

Averages  for  1915. 


WE,srERN   PORIIOX. 


Aiken 

Anderson 

Batesburg 

Camden 

Clemson  College.. 

Columbia 

(Jrecnville 

(Jreenwood 

Heath  Spring 

Landrum 

Liberty  

Little  Mountain  . . 

Meriwether 

Monetta 

Mountain  Rest  . . . 

Newberry 

Saluda 

Santuck  

Spartanburg 

Trenton 

Winnsboro 

Winthrop  College 


Normal 

Averages  for  1915 Apr.     4 


Apr.  5 

Apr.  2 

Meh.  25 

Apr.  4 

Apr.  4 

Apr.  4 

Apr.  4 

Apr.  4 


Nov.  16 
Dec.  1 
Nov.  16 
Nov.  16 
Nov.  17 
Dec.  14 
Nov.  16 
Nov.  17 
Nov.  16 
Nov.  16 
Nov.  16 
Nov.  16 
Nov.  17 
Nov.  17 
Nov.  16 
Nov.  17 
Nov.  17 
Nov.  16 
Nov.  16 
Nov.  3 
Nov.  17 
Nov.  16 
Nov.  17 


Mch.  29  I  Nov.  81 


Apr. 
Apr. 
Apr. 
Apr. 
Apr. 
Apr. 
Apr. 
Apr. 
Apr. 
Apr. 
Apr. 
Apr. 
Apr. 
.■Vpr. 


Apr .  4 

Apr.  4 

Apr.  4 

Apr.  4 
Mch.  24 

Apr.  4 

Apr.  4 


Section  Normal 

Section  averages  for  1915 |  Apr.     1 


Nov.  16 
Nov.  16 
Nov.  16 
Nov.  16 
Nov.  16 
Nov.  16 
Oct.  10 
Nov.  16 
Nov.  16 
Oct.  10 
Nov.  16 
Nov.  16 
Nov.  16 
Nov.  16 
Oct.  10 
Nov.  10 
Nov.  4 
Nov.  16 
Nov.  3 
Nov.  16 


Averages— all  records. 


Last 
spring 
date. 


First 

autumn 

date. 


Mch.  13 
Feb.  28 
Meh.  19 
Mch.  23 


Feb.  19 
Apr.  I 
Mch.  19 
Mch.  29 
Apr.  2 
Mch.  25 
Mch.  22 
Mch.  10 
Mch.  13 


Nov.  16 


Nov.  10 
Nov.  14' 


Mch.  4 
Mch.  9 
Mch.  13 
Mch.  19 
Mch.  15 
Mch.  15 
Mch.  11 

Mch.  16 


Mch.  30 
Mch.  28 
Mch.  29 
Mch.  22 
Apr.  3 
Mch.  20 
Apr.  6 
Mch.  23 
Mch.  27 


Nov.  16 
Nov.  30 
Nov.  14 
Nov.    5 


Dec.  11 
Nov.  3 
Nov.  8 
Nov.  1 
Nov.  1 
Nov.  7 
Nov.  9 
Nov.  21 
Nov.  19 


Apr.  1 
Mch.  24 
Mch.  23 
Mch.  25 


Mch.  30 
Apr.  3 
Apr.  4 
Mch.  25 
Mch.  17 
Mch.  27 
Mch.  28 

Mch.  27 


Mch.  22 


Nov.  29 
Nov.  15 
Nov.  14 
Nov.  10 
Nov.  14 
Nov.  9 
Nov.  14 

Nov.  14 


Nov.  10 
Nov.  4 
Nov.  11 
Nov .  8 
Oct.  31 
Nov.  18 
Nov.  1 
Nov.  9 
Oct.    31 


248 
275 
240 
227 


295 

216 

228 

212 

2l| 

22] 

231 

259 

251 


Nov.  1 
Nov.  12 
Nov.  2 
Nov.    4 


Nov.  1 
Nov.  2 
Oct.  29 
Nov.  1 
Nov.  16 
Nov.  14 
Nov.  7 
Nov.    6 


Nov.  10 


228_ 
221 

227 
231 
211 
243 
209 
231 
218 


214 
233 
224 
224 


216 
213 

208 
221 
244 
232 
224 

224 
220 

233 
227 


Note. — Killing  frost  data  in  above  table  determined  according  to  the  following 
standard :  Last  or  first  clear  or  partly  cloudy  day  with  temperature  of  32°  or  lower  iiml 
last  or  first  cloudy  day  with  31°  or  lower,  but  without  rain,  sleet  or  snow ;  in  ea.se  of 
precipitation,  then  the  next  succeeding  day  with  proper  temperature  and  weather  was  | 
used.  The  average  number  of  growing  days  is  the  difference  between  the  average 
spring  and  autumn  killing  frost  dates.  | 


Year,  1915. 


CLIMATOLOGICAL  DATA :  SOUTH  CAROLINA  SECTION. 
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Climatologrical  Data  for  the  Year  1915. 


Counties. 

a; 

V 

S 
? 

5 

186 
21 
296 
160 
43 

48 
144 

25 
175 
100 

143 
106 
03 
136 
136 

12 
54 
70 

Temperature  (degrees  Fahrenheit). 

r 

ecipilation  (inches). 

c 

'5 

1 
89 

Sky. 

0 
S3 

Stations. 

■a 
o 

^■/ 

til 

c 

-) 

29 

28 
28 
15 

c 
E 

"s 

5 
< 

'65.4' 

63.9 

'fi 

V 

.Tuly  19 
.July   13t 
July   31 
July   19 
July   17t 

July   13 
July  30 
July   17 
July   30 
July    18- 

0 

6 

p. 
ai 

30 
32 
15 

i 

i 

c 

46.85 

"56.' 93' 
56.10 

i 

■f. 

0:1 

% 

1 

10. 48 
9.99 
9.68 
13. 13 
13.58 

8.92 
7.26 
11.85 

12.  65 
9.63 

7.92 
10.  73 
10.13 
10.  89 

13.  05 

12.  41 
8.39 
15.  55 
10.  32 
10.13 

9.55 
8.90 
8.00 
10.44 
10.50 

9.01 
10.19 
11.04 

15.55 

9.03 
7.75 
6.1b 
6.00 
5.52 

5.64 
6.77 
5.72 
6.97 
6.02 

6.43 
7.19 
8.33 
5.40 
6.  64 

8.89 
10. 25 
5.58 
5.54 
6.29 

10.08 
5.95 
8.32 
6.60 
7.17 

8.55 
6.24 
7.10 
6.89 

10.25 

15.  .55 

c 
?; 

Aug. 
May 
June 
May 
Aug. 

May 
Aug. 
May 
Aug. 
Aug. 

May 
Aug. 
May 
Aug. 
Aug. 

May 
Jan. 
May 
Aug. 
Aug. 

May 
May 
May 
May 
Aug. 

May 
Aug. 
May 

May 

Aug. 
Aug. 
June 
Jan. 
May 

May 
Jan. 
Jan. 
Jan. 
Jan. 

Aug. 
Aug. 
Aug. 
Jan. 
Jan. 

Jan. 
Aug. 
May 
June 
Aug. 

Dec. 
May 
Aug. 
Jan. 
Aug. 

Aug. 
June 
May 
Aug. 

Aug. 

May 

c 

0.88 
L64 
1.18 
1.55 
L52 

L13 
1.55 
2.13 
0.42 
L62 

1.58 
L45 
1.89 
1.01 
1.16 

1.05 
2.21 
1.07 
1.75 
Llo 

1.46 
1.43 
0.05 
1.76 
1.26 

1.95 
1.54 
1.10 

0.42 

0.75 
0.33 
0.44 
0.99 
0.47 

0.78 
0.69 
1.15 
T. 
0.96 

0.65 
0.72 
0.57 
0.66 
1.14 

0.40 
0.17 
0.84 
0.97 
0.97 

c 

Apr. 
Apr. 

Apr. 
Apr. 
Dec. 

Apr. 

Nov. 
Nov. 
Sept. 
Dee. 

Apr. 
Dec. 
Apr. 

Sept. 
Sept. 

Apr. 
Dec. 
July 
Nov. 
Apr. 

Apr. 
Apr. 
Nov. 
Nov. 
Nov. 

Mch. 
Apr. 
Apr. 

Sept. 

Apr. 
Apr. 
Apr. 
Sept. 
Apr. 

Sept. 
Sept. 
Apr. 
Apr. 
Sept. 

Apr. 
Apr. 
Apr. 
Apr. 

Sept. 

Apr. 
.\pr. 
Apr. 
Apr. 
Apr. 

1 

"3 
0 
t- 

1.0 
1.0 

L5 
3.2 

C3 

S 

150 

t~  ■/. 
85 

■a 
0 

V, 
130 

2 

'■5 
a, 

K ASTERN  PORTION. 

104 
94 
105 
103 
W> 

97 
99 
98 
102 
101 

25 
26 
22 
19 

Feb.  10 
Dec.  22 
Dec.  21t 
Dec.  21 

e. 

IJeaufort 

Beaufort 

IJlaekville          

Barnwell 

87 
94 

195 

238 

83 

74 

87 
53 

liownian    

Orangeburg 

Marion 

w. 

Ct'Titpiiary- 

Charleston 

Chesterfield 

Horry 

45 
29 
19 
18 
19 

66.0 

62.  2 

63.  2 
62.  4 
62.9 

31 
22 

18 
21 
22 

Dec.  21 
Jan.  22 
Dec.  22 
Feb.  lit 
Dec.   22 

45 
33 

28 
21 
17 

28 
25 
30 
34 
34 

23 
34 

46.55 
46.57 
61.11 
43.  59 
48.29 

46.05 

"5.5.' 72' 
.52.  77 

59.  35 
00.01 

2.5 

7.5 
6.5 
3.8 
2.8 

2.0 
3.0 
2.4 
0.1 

99 
109 
79 
94 
98 

93 

169 

108 

88 

ne-s. 

Chcraw 

Ctjuway 

I'arliiigton 

Darlington 

Dillon 

192 

56 

117 

Dillon 

Edisto  tt 

Bamburg 

l'"rtingham 

Florence 

Orangeburg 

Florence  

Ferguson 

28 
29 

'62.8' 

100 
103 

July   18 
July   31 

23 

24 

Jan.   29t 
Dec.  22t 

88 
89 

Florence  1 

Florence  2 

Florence 

lieorgetown 

Georgetown 

Williamsburg 

Sumter 

23 
29 

65.5 

99 
101 
104 
98 
94 

June  2  It 
July   19 
July   19 
July   19 
June  21t 

20 
20 

Dec.  22 
Dec.   22 

9.0 
0.3 

68 

84 

Kinsjstree                 .... 

226 

46 

93 

.Mavesvillc  ( near ) 

( )aks        

(ieorgetown 

17 
25 

Dec.   22 
Dec.  22 

"'69' 

5 
34 
34 
20 
25 

18 
13 
27 

50 
32 
32 
11 
24 

50 
10 
11 

24 
29 

3 

3 

32 

32 

14 

1 
23 
23 

13 
9 

"si.' 74' 

46.60 

"39.' 92' 
59.  85 
46.37 

58.  71 

52.  92 
50.  53 

51.27 

48.84 
48.77 
43.86 
38.65 
40.54 

37. 12 
45.  34 
39.  59 
55.  09 
36. 20 

36.42 
52. 04 

53.  96 
39.44 
36.  84 

65.49 
61.15 
35.12 

42.  38 

43.  90 

Finopolis** 

Berkeley 

54 

97 
109 
269 

62 
192 

75 
69 
24 

19 

5.0 
1.5 

85 
96 

mv. 

Rimini 

Clarendon 

Dorchester 

Calhoun 

St.  (teorge 

29 
29 

"25' 

18 
13 
22 

'64.'6' 

'e'i'i' 

64.6 
65.  8 
64.2 

64.0 

63.4 
61. 9 

102 
101 

"162' 

97 
101 
99 

105 

102 
104 
101 

104 

July   ist 
July   18 

'Jii'ly'is' 

July   18 
July   18 
July    18t 

July   31 

July  31 
July  31 
July   31 

July   31 

St.  Matthews 

21 

' '  '26' 

20 
20 
18 

17 

22 
22 
22 

21 

Feb.   18 

'Jan."2it 

Dec.  22 
Dec.   22 
Dec.   22 

Dee.   22 

Jan.   21t 
Jan.   21 
Dec.  21 

Dec.  22t 

4.0 

4.0 
7.7 

6.5 
2.5 
3.5 

3.6 

2.2 
1.2 

0.8 
1.0 
LO 

5.0 
3.6 
0.8 
2.2 
0.7 

0.8 
3.0 
5.0 
2.0 
T. 

6.9 
10.0 
5.0 
1.0 
0.8 

82 
106 
93 

113 
118 
97 

94 

86 
104 
76 
90 
75 

95 
97 
80 
83 
105 

71 
103 
107 
79 
65 

108 

106 

85 

70 

106 



Smiths  Mills 

(jeorgetown 

Darlington 

Dorchester 

Colleton  

.. 

Society  Hill 

159 

114 
195 
226 

184 

192 
233 
252 

212 

158 

216 

87 
62 

101 

115 
11 
36 

74 

48 

35 

83 
77 

80 

58 
121 

77 

79 

n, 
sw. 

.^unimerville 

Walterboro 

Vemassee 

Hampton 

Division  means  and 

extremes. 

WKSTKI'.N  I'ClI'.ilOX. 

527 
7(i4 
656 
293 
508 

222 
562 
402 
850 
351 

""680' 
989 
671 

508 

1003 
900 
711 
450 
400 

1380 
5(r2 
8.50 
530 
512 

875 
620 
.545 
6'.i0 

26 

28 
28 

10 

w. 
w. 

n-se. 


Anderson 

Lexington 

Fairfield 

,\bbeville 

Hlairs  

(  alhoun  Falls 

t'atawba    

York 

i'hanpells 

Newberry 

( 'lemson  College 

Oconee 

21 
29 

'"■2i 
29 
14 

1 
23 
23 
13 

9 

60.  9 
63.6 

59.' 5' 
61.2 
60.2 

.59.6 
61.0 
63.  3 
63.7 
63.  4 

100 
100 



"ioo' 
102 
99 

100 
102 
101 

106 
102 



July   31 
July    18 

'.iu'iy'si' 

July   31 
July   16t 

July   31 
July   31 
July    17t 
July   31 
July    31 

22 
25 

"ig' 

20 
22 

20 
20 
24 
22 
24 

17 
21 

"'26' 
22 

21 

Jin.     5t 
Dec.     7 

Jaii.   2i 
Jan.    13 

Feb.     9 

Jan.  21t 
Feb.     9 
Jan.  2 It 
Feb.  lot 
Dec.  22 

Dec.   21 
Dec.     7 

'De'c."22' 
Jan.   21t 

Feb.     9 

s. 

Richland   

183 

87 

95 

Edgetield 

Edgefield 

Cherokee 

Greenville 

Greenwood 

(iaston  .Shoalstt 



(ireenville 

169 

112 

84 

nw. 
w. 

(.'reenwood 

Iteath  Springs 

I.andrum 

123 

205 
179 
225 

109 

92 
113 

55 

73 

68 
73 
85 

Spartanburg 

Pickens 

Newberry 

Edgefield 

.Saluda 

Oconee 

Liberty 

sw. 
w. 

Little  Mountain 

-^leriwl'tller 

M()n>-tta 

142 

164 

59 

sw. 

24 

"14' 
23 

28 
23 
27 
16 

62.4 

'62.' a' 
61.5 

60.1 

102 

"io.5' 
104 

103 
104 

July    15t 

'July  "si' 
July    31 

.July   31 
July   31 

29 
12 
14 
23 

34 
23 
29 
16 

44.74 
51.38 
43.  33 
47.25 

48. 21 

"48.' 64' 
46.36 
48.89 

L20 
0.20 
1..35 
L14 

0.86 
1.  32 
0.  40 
1.00 

T. 

T. 

Apr. 
Apr. 
Apr. 
Apr. 

Sept. 
July 
Apr. 

Nov. 

Apr. 
Apr. 

5.0 
1.5 

1.0 

2.8 

3.8 

105 
90 
91 

101 

86 

95 

165 

105 

sw. 

I'elzer 

Anderson 

.<aUida 

Saluda  

251 
172 

45 
116 

69 

77 



Santuck 

SMartanburg 

I'nion 

Spartanburg 

Edgefield 

w. 

Winthrop  College  tt. . 
revision  means  and 

York        

61.6 
61.8 

62.9 

1 

100 
106 

July   31 
.luly    31 
July  31 

21 
17 
17 

Feb.     9 
Dec.  21 
Dec.  21t 

2.0 
2.8 
3.1 

73 
89 
93 

125 
191 
190 

181 
91 
92 

59 
83 
83 

sw. 

extremes. 

tremes. 

.'Section  means  and  e\ 

w. 

t  On  other  dates  also. 

**  Temiierature  data  are  from  observed  readings  of  the  dry  bulb 
tt  I'ostoflice  addres.si's  of  tlicse  stutioiis  arc  as  follows :  Of  Edisto 


means  are  computed  from  observed  readings. 

Embree;  of  (Jaston  Shoals,  fiaffuey  ;  of  Wintlirop  College,  Rock  Hill. 
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CLIMATOLOGICAL  DATA :    SOUTH  CAROLINA  SECTION. 


Year,  1915. 


Monthly  and  Annual  Precipitation  for  the  fear  1916,  with  Departures  from  the  Normal. 


m 


stations 


EASTERN    PORTION. 


Allendale  . 
Beaufort  . . 
Blackville 
Bowman  . . 
Centenary. 


Charleston  . 

Cheraw 

Conway . . . . 
Darlington. 
Dillon 


Kilisto 

Krting-hani 
Kergru.son  . 
Florence  1 . 
Florence  J. 


Georgetown 

King.^tree 

Mavesville(near) 

Oaks 

I'inopolis 


Kimini 

St.  (tcorge. . . . 
St.  Matthews. 
Smith  Mills  .. 
Society  Hill. . 

Summerville . 
Walterboro  . . 
Yemassee  . . . . 


Division  means  and 
departures. 

WKSI'EIIN    I'dP.TION. 


Aik.'n 

Auilcrson 

Batestmrg 

Blairs 

Calhoun  Falls  . .. 

Camden 

Catawba 

Chappells 

Clenison  College  . 
Columbia 


Kdgefield 

(fasten  Shoals 

(ireenville 

(ireenwood  . . . 
Heath  Spring  . 


Landrum 

Liberty 

Little  Mountain. 

Meriwether 

Monetta 


Mountain  Kest. 

Newberry 

Pelzer 

Saluda 

Santuck 


January. 

Kel)ruary. 

Ma  roll. 

(= 

^■ 

^ 

'd 

a> 

Zi 

1. 

V' 

V 

fc. 

^ 

*^ 

S 

c 

V 

g. 

T 

~ 

^ 

:3 

0; 

D 

^ 

o 

e- 

^ 

c- 

^ 

April. 

May. 

June. 

July. 

Ka% 

ust. 

Septeml  er.l  October.  Ixovemler. 

1                  ! 

Dec( 

mber 

^ 
u 

s 

6 
s 

c. 

a) 
P 

P 

c 

0 

5 

9 

Departure. 
Precipitation. 

■ 

c 

6         "Z 
S;            :: 

5           'Z 

1   :  I 

t 

1 

C 
C- 

c. 

P 

Annual. 


5. 69, +2.  84 
5.  59  +2.  74 
b.  63  +2.  73 
8. 06  +4. 94 


7.44 
4.76 
8.08 
3,15 
7.70 


+-3.99 
+  1.94 
+4.6' 
+0.65 
+4.  K3 


6. 59  +3. 52 

5.  86  +2.  72 
8.  87  +5. 48 

6.  03  +3. 29 


9.53 
8.39 


8.09 
6.02 


5.18 
7.59 
5.61 

7.71 
6.51 
5. 27 


+6.01 

+5.  42 


!-5.01 


3.  95 
5.29 
6.08 
6.00 
5.  23 


+  1.89 
+4.80 
+2.73 

+4.61 
+3.48 
+2.  48 


+0.  36 
+  1.  18 
+2.  90 


2.69 
1.96 
2.9: 
3.4: 


2.53 
2.32 
2.49 

2.88 
2.88 

3.64 
3.  05 
2.44 
3. 24 
3.20 


.3.05 
2.46 


2.42 

2.87 
1.71 
2.17 
2. 95 
2.94 

2.37 
1.91 
1.69 

2.65 


-1.46 

-2.64 
-L36 
-0.73 


-0.88 
-2.00 
-2.08 
-2.29 
-1.51 

-1.32 
-2.  37 
-1.59 
-1.16 
-1.20 

-1.21 
-1.76 


-2.  42 
-2.  73 
-1.55 
-1.86 

-2.07 
-2.21 
-2.  34 


+  1.41 
+2.20 


5.37 

6.77 

5.72| 

6.97+2.42 
6.O2I+2.  73 

.5.37! 

5.83 

6. 29; +2.  04 
5.40+1.81 
6.  64 '+3.  39 

8.89! 

7.761+3.23 
4.46+1.40 
5.19^+2.25 
5.901 


2.37  -1.76 
4.35-1.02 
2.81-2.93 
3.  13; -0.56 
2.98-2.18 

2. 22!  -2.  65 
3.651-0.80 
3.28-0,47 
6.351+0.93 
2. 25'  -2.  34 

2. 90i 

3. 85' 

5.  56  +0. 28 
3.09  -1.72 
2.  04  -2. 24 

7.  .38 

5.541-0.25 
2.32-2.4 
2.851-1.73 
2.&4!... 


L46 
2.79 
1.45 
1.70 


2.83 
3.29 
2.95 
3.22 
3.06 

1.67 
2.  72 

2.  32 

3.  32 

2.85 

2.18 
2.54 


-2.33 

-0.86 

-2.1 

-2.09 


-0.89 

-0.43 

-0. 

-0.19 

-0.41 

-2.  .39 
-1.35 
-1.12 
+0. 27 
-0. 20 

-1.30 
-0.91 


1.45 

2.16 
1.49 

1.7I| 

2.  18 

3.  30 

1.95 
1.91! 
2.  30' 


-2.26 


-0.96 
-1.85 
-1.64 
-0.03 

-1.48 
-L99 
-1.2 


2.35  -1.19 


1.85 
2.71'- 
2.41  ■ 
3.60  • 

2.16. 

2.  67 

4.01  ■ 
2.  83  ■ 
3.28 
2.33- 

2.25' 
3.81 

2.  93 
2.41 

3.  52 

3. 26 
3.12! 
2.  76 

2.  80: 

2.  05 


-2.  l(i 
-1.87 
-2.  15 
-0.08 
-2. 66 

■1.18 
-0.40 
-0.82 
-1.56 
-1..3 


-2.57! 
-1.66 
-0.15 


-2. 29 
-1.11 


0.88  —  1.67 
1.641-1.18 
1. 18! -2.  06 
1.55,-1.93 
2.41 


1.131-1.86 
2.691-0.09 
2.24  -0.67 
1.80-1.40 
3.12+0.36 


6.85 
9.99 
6.66 
13. 13 
9.01 

8.92 
6.84 
11.85 
4.02 
6.29 


1.58-1.86  7.92 
:3. 15' -0.03!  '"'.^iO 
1.89-0.90  10.  13 
2.62-0.28  9.58 
2. 00: -0.90    6.71 


1.05! -2.  08 
5.34I  1-2.37 


1.79'. 
1.15  - 

1.46! 

1.43!- 

1.33- 

2.29i- 

2.39:- 

2.0li- 
1.54  - 
1.10,- 


0.  75  ■ 
0. 33 
0.44 
1.15 
0.47  ■ 

1.89  ■ 

1.  67  ■ 
1.  15  ■ 

;^22^: 

0. 65I 

0.72 
0.  57j- 
0.  66  ■ 
L26!- 

0.40 
0.17 
0.84 


•1.78 


■1.66    0.9- 

1  0.9-; 


Spartanburg 

Trenton 

Winnsboro 

Winthrop  College. 


5.92  +1.84 

5.  42! +  1.68 

6.  60  +3.  36 

6.5s|+3. 12 

6. 22:  +2. 56 


5.  85! +2.  83 


3.93-0.68  3.  .32: -I.  35,  1.20 
4.22-0.26!  3.  00! -0.90  0.20 
3.24-1.671  2.75'-1.47  1.35 
3.63:-1.31i  3.85-0.61    1.14 


3.81  -0.87  3.09-1.71     1.18 

....: i  3.  (Ml -0.25    2.65 

3.16-1.14  4.10+0.04    0.4(1 

3.72  -0.40,  3.31-0.75,  2.10 


Division  means  and  i  5.99i+2.25  3.63-1.23^  2.97'-1.32    0.95 

departures.  1  !  !  1  |  \ 

Section  means  an<l  !  6.31+2.89  3.15-1.31'  2.66-1.26    1.4' 

departures.  i  !  I 


■1.71 
■1.92 
-0.98 
•0.  82 

-1.47 
1.65 
-1.87 


-2.  37 
-3.  0.5 
-2.  47 
-0.99 
-3.11 

-0.87 
-0.89 
-1.  17 
-4.57 
-1.64 


-3.  12 
-2. 36 
-0.  66 


-4.46 

-2.  a 

-1.96 


-1.36 
-3.34 
-1.12 
-2. 14 

-2.09 
-0.64 
-2.  37 
-0.92 


+  3.48 
+  6.25 
+  3.20 
+  9.72 


2.  68; -2.  72 
4.911-0.98 
9.  68' +4.  06 
1.  24  -4.  50, 


4.541-0.92|10.48 

7.42+1.34 

2.  I4I-3.  loi  7.90 

1.88! -3.  66111.71 


2.74 2.62! 13.58 


+  5.45  4.52i- 

+3.27  3.281- 

+8.48f  3.90!- 

+  0.621  4.66^ 

f3.05  2.03 


+4.95 
f2. 93 
+6. 03 
+6.02 
+3.15 


12. 41  +9. 52 
7. 61  i +4. 34 

15. 551 

IO.20I 

7.  881  +4. 16 


9.55  .... 

8.  901  -1-5. 
8.00+4. 
10.  44  +6. 
5.83|+2. 


9.  01 '  +6. 
8.  72; +.3. 
11.04+7. 


8. 90; +  5. 02 


5.  45  +2.  05 
4.  83' +  1.30 
5. 08:  +2.  66 
4.321  +  1.85 
.5.  .52  +1.9<l 


4.011 
2.42' 
4.77 
2.  56l 
3. 03' 

3.9oi- 
3.49' 
3. 56| 
6.15' 
1.99 


-0.87 
-2. 08 
-1.19 
-1.42 
-3.05 

-2.  .54 
-3.93 
-1.07 
-2. 85 
-2.:W 

-1.85 
-2.01 


-3.90 


2.22'.... 
3.82-1. 
2.77-3. 
4.861-0. 
3.35-2. 

8.901+3. 
4.73-0. 
4.31  -1. 


5.64 
5.10 
5.  13 
5.  95 
5.62 


3.86  -1.86 


8.  35  +3.  63 
5.  37  -0. 21 
6.16  +1.08 
3.20  -1.96 
2.  85  -2. 02 


2.  98' -4. 28 
4.751-1.03 
6.  31: -0.18 
2.  66! -2. 18 
2.96-2.27 


1.87-3. 

4.  15'-0. 
3.47-2. 
2.761-2. 

2.871-2. 

5.20|-1. 
6.141+0. 
1.071.... 

5.52; 

4.  17|-1. 


5.40 
7.26 
7.88 
12.65 
9.63 


+4.  72 


+2. 13 
+5.79 


.  861 ... . 
.18,-1. 
.  931  -3. 
.64 1+0. 
.13-2. 

.14,-1. 

.  00!  ~'^- 

.  19  -2. 
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3.81  -1.88 


2.45  -2.09 
2.  66  -2.  a 
2.08  -.3.35 
1.79  -3.18 
3. 93  -0.  81 


+2.75  1.94  -3.23 

M.78  4.53  -1.20 

+  2.93  4.00  -0.85 

+  2.51  2.85  -2.32 

+2. 43  3. 74  -0.  44 


4.33 

(i.  .59i 

6.  33! -1-2.  01 
4.84  +1.22 
5.  75  +2. 56 


6. 21 
6. 29 
5.58 
5. 27 
5.05 


5.95 
5.  60 
5.38 
.5.28 

4.40 
.5.18 
7.10 
6.12 


-2.08    5.44 
-1.33    7.20 


+  1.61 
+3. 15 
+2.  79 


+2.  58 
+  1.86 
+2.  84 
+2. 33 


3.  03! 
5. 06, 
3. 89 
2.88 
2.61 

8.63 
5.26 
3.  29 
5.  .54 
6.12 


4.79 
3.64 
5.85 
3.66 


+0..33  4.18 

+  1.99  6.24 

+4.00  .5.98 

+  1.96  .5.70 

+2.171  4.62 

+.3.69;  4.26 


-1.32 
-1.74 


U.00    2.18 


-0.  14 
-1.32 

+  0.81 


2.81  ■ 
4. 05  ■ 
1.50  • 

2.  67 
2.31  ■ 

1 

1.33! 
4.47  , 

3.  06j  ■ 
3.64^ 


-3. 27 
-1.65 
-3.08 
-2. 50 
-3.75 


.3. 47! 
3.  97 1 
1.151 
1.981 
3.94! 


-1.45 
-2.07 


-1.82 
-3. 59 
-2.  ;x) 


-1-0.44 
-0.88' 
+0.  83 
-0..56, 


3.18 
4.31 
4.28 
1.41 
2.47 


-0.941  1.98 

+  I..57  1.32 

+  1.33  2.58 

+  0.32  2.42 

-0..50,  2.74 

-0.77  3.26 


-0.44 
-1.021 

-2.  80: 

-2.48 


-I..5 

+0.  55 
+0.  82 
+  7.53 
+4.88 

+0.99 

+4. 32 
+  1.79 
+5.35 
+7.51 

( 

+i..;oi 

+1.54 


2.48 

2 

2.79 

2.47 

2.84 

2.07 
2.83 

6.85 
0.42 


-1.45 
-1.69 
-1.58 
-0.99 


5.081+2.68 
4.96+1.62 
6.721  +  3.71 
5.55  +2. 
2.54 


-3.39  4.27  +0.34 
-0.  79  5.  23  +2.  38 
+2.  CO  3.  81  +0. 31 
-3.48|  5.  02! +2. 08 
2.78  -1.34i  3.901+0.13 


1.63,-2.03 


+  5.50! 


56-0. 
011-3. 

16|-2. 

88+1. 
06!  +3. 
171.... 
20| . . . . 

a5  -2. 


28 


431 . . . . 

58! +  1. 
94+2. 
72+1. 
50! +4. 

1 
47|  +  0. 
19+3. 
34+1. 


..     3.12! 

lOl  1.81,-2.25 
21  2.44-0.90 
58,  5.501  +  1.46 
54    1.441-2.62 


2.241-2.08 
2.  -a  -2.  63 
2.23-2.01 


9.2r  12.  97    2.83  -1.06 


9.  (13; +3.20    2.90 
7.751+2.20    2.63  - 
5.  49!  + 1.. 5:1    1.95 
4.641-0.33,  0.99  - 
5.45+0.591   1..58 

5.45'-0.96[  0.78  ■ 

4.80-1.  10]  0.69  - 

5.  12'-(i.49l  1.21  ■ 

5.97+0.53,  3.10 

4  56-2.22  0.961 


6. 43 

7.  19; 

8.33+1.29 
4.37  -1.00 
4.04  -2.31 


6.17 

10.25 
4.11 
4.85 
6. 29 

5.21 
3.  72 
8.  32 
4.65 
7.17 


-2.43  8.55 
-4.34'  5.61 
-1.34  .... 
-2.661  6.89 


-2.42    6.09 


1.30 
1.49 
1.74! 
1.14 
L14 


4.24 

+4.09'  3.69 
-0.761  1.39 
-O.Olj  2.16 
1.35 


i  5. 34 

-1.65  1.63 

+  3.83'  2.02 

-1.22.  2. -28 

+  1.35  2.24 


+2.62    0.86 
-0.87:   1.78 


-fO.87    1.86 
+0.08    1.94 


7.62+1.26    2.  .38 


(1.37 
-0.64 
-1.94 
-2. 09 
-2.  42 

-.3.  14 
-3.  II 
-2.05 
(1.91 
-2. 49 


-2.  46 
-1.68 
-2.04 


-0.  37 
-1.57 
-0.91 


281  +  3.91 
561  +  3.51 
271  +  0.29 
40  +3. 28 
29  +1.17 


-0.74 
+  1.69 


4.76 
6.45 
4.22 
4.20 
4.68 

6.10 
5.37 

4.84 


+3.17 


+4. 09 
+  1.55 
+0.  59 
+  1.55 

+2.16 
+2.  11 
+  1.90 


4.. 58  +1.94 


6. 29;  4-3. 46 

3.  65] +0.81 

4.  98; +  1.73 
4.51i+1.89 
3.681+0.83 

I 

4.31I+I.32 

3.78+0.08 
4.72I-I-2.O6 
6. 17' +3.  06 
3.88,  +  1.03| 

4.  78l 

5. 13! 

5.  82  +2.  86 
4.771  +  1.95 
3.15  +0.52 


2.1 

2.30 

1.73 

1.88 

2.40 

1.65 

1.55 
2.  13 
1.22 
2.32 

1.84 
1.77 
3.06 
1.90 
1.54 


+0.43 

-0.01 

0.34 


1.  85,  -0.  96  46. 85  +  2.  (►$ 


2.70 
2. 


-0.091  3.46 
I  1.52 


-0. 49 

-1.43'50.93!+  3.74 
-0.06  56.10+  8.80 


-1.22  2.81  -0.34 

-0.64!  1.77  -1.49 

-0. 15|  2.  62; -0.58 

-1.07i  1.89-0.78 

+0.781  1.62;-!. 63 


+0.45 
-0.  47 
+0.91 
-0.34 
-0.70 


1.79' 
1.45 
2.84; 
2.461 
3.59, 


-1.  93 
-1.85 
-0.17 
-0.57 
+0.56 


46.55-  5.52 
46.57  -  0.41 
61.111  +  10.68 
43.59|-  2.13 
48.29  +  2.52 

46.051-  2.73 


55. 72i 
52.  77; 


3. 00  +0.  69 

2.30  +0.04 

1.63 

1.75 

2. 37  -0. 


1.77 
2.  12 
0.65 
1.76 
1.26 


I 
2.881- 
2.21I- 

1.  931 

2.521    

3.42J+0.48 


-0. 67 

-0.41 


59.35 
60.01 


+0.  20 
-1.49 
-0.49 
-1.01 


.3.:W! 
1.97 
1.58 
2.72 
1.91 


2.85  -0.09  2.96 
1.89  +0.04'  2.92 
2.  88  +0. 82    2. 34 


1.99 


-0.  16 


3.15  +0.41 
2.58  -0.26 
3.64  +1.12 
2. 51  -t-0.  01 
2.01  -0.31 


2.08 
2.  12 
2.30 
2.98 
1.90 


7.67 
6.11 
4.40 
5.40 
4.  52 


9.38 
-2.69  3.77 
-1.19!  5.20 
-2.021  3.81 
-1.23!  3.22 

-2.69    .5.86 
-1.751  6.19 


-1.26    .5.32 

1 
-1.78    5.02 


2.40 


-1.29 
-1.68 
-0.  88 
-1.35 

-0.  .59 
-0.43 
-1.01 

-0.81 


2.30  -1.46 
6.  ()2  +2. 14 
2.74-1.12 
2.81-1.79 
4.68  +0.26 


O.OOl  1.96'-1.53 

-0.55|  4.17  -0.36 

-0.  lOl  2.63i-2.36 

+0. 22!  8.  80  +3.  67 

-0.33  1.41  -1.49 


1.80 
2.87 
2.  92  -0.  26 

2.90+0.15 
2. 45!  +0. 05 


4.20 
+2.  35|  2.37 
+  1.391  2.36 
+  3.05!  2.96 
I  2.83 

I  4.74 

+(,1.95.  3.  (XI 

+  1.89,  2.48 

+0.771  3.38 

-0.03  3.77 

+3.09!  2.75 
+3.61    2.63 


h3.20    LOO 
1-1.82    2.81 


-LdO    4.  9.5' f  1.75    2.36 


-0.  42 
-0.15 

+  0.28 


+0.  16 
-0.07 
+0. 83 
+  0.96 


-0.03    ,5.:« 

+0. 05 


i.25 
5.03 
6.52 
3.34 
2.06 

4.97 
(i.  62 
2.  46 
2.411 

2.  40 

10. 08 
3. 20 
7.00 
2.  63 
4.24 


+2.  02 


+  7. 
+  7. 


+  8. 
+  14. 


51.741+  3.28 
46.  fO 


39. 92  - 

59.S5I  + 
46.37  - 

5S.711  + 
52. 92'  + 
.50.53  + 

51.27^ 


7.36 
9.75 
1.95 

6.76 
1.(59 
1.79 


48.84,+  3.  11 
48.  77  -  2.  30 


43.  86 
38.65 
40.54 


7.50 


.  96 


37.12-10.31 

ih.U 

39. 59 

55.09  +   1.51 
36.20-  9.S8 

.36.42{ 

52.04! 

53.96,-  1.80 
+  1.14139.44  -  8  59 
-2.203(i.84l-  9.15 


I6S.  49 

-0.86  61.15  +  2.65 
-0.88  35.12  -  ,S.-24 
-1.66  42.38  -  1.65 
143.96 


-1.36 

+0.02 


3.75 
4.16 


-1.04  44.74 
+  1.54  51.38  ■ 
-L:18  43.33  ■ 
-0.(V4  47.25  ■ 

+0.88  48. 21' ■ 


3.31 
3.14 

2,  ('3 
0.  ('4 

1.2s 


-0.  84  48.  fl4 
-0.26  4(i.  3(i 


hO.  02    3. 27  -0. 15  48.  89  +  0.  ',14 


The  departures  from  the  ncu'mal  i)recipitation  are  comiiuted  only  for  such  stations  as  have  ten  or  more  years  o 
T.  Precipitation  is  less  than  .01  iucl\  of  rain  or  melted  snow  . 


record. 


fig  I 


'111 


Year,  1915. 
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Monthly  and  Annual  Mean  Temperatures  for  the  Year  1915,  with  Departures  from  the  Normal. 


.Tanuaiy. 


KASTEKN   I'ORTroX. 


Beaufort  . . 
Blackville. 
ISowman  . . 
''entenary. 


February. ' 

i' 

~ 

D 

- 

"         1 

March. 


April. 


May. 


.Tune. 


July. 


Charleston  . . .. 

cheraw  

Conway 

narlin^on 

Dillon 


-16.6 
50.4 
•46.9 
47.-3 


-1.1 
-0.4 
-  0.2 
-0.7 


49.9 

'51.4 
50.4 
50.6 


+  0.4'  51.5 
+  0.  7i  48.4 
-  1.3  "49.  6 
-1.4    4' 


+  1.7  44.7 
-  0. 2  "50.  4 
+  3.2  48.4 
+  3.2    47.6 


-  0. 

+  5. 

+  2. 

3. 


I'ersuson 

Florence  1 

(i^'orsetown 

Kinsrstree 

.Mayesvillp  (near). 


49.7 
44.0 
46.7 
44.21 
46.8; 

i  I  I 

46. 6|-  0.7l  48.  9|-f  2. 
43.  6j-   1.4    48.6  +  3. 

48.5  +  O.V  52.21+  3. 

47.6  -  0.  II  49.3+  1. 


2    49. 

44. 

4  "45. 

2    45. 

l.O;  49.3;+  4.0 ''45. 


3  47. 

0  45. 

7  47. 

9  44. 


-12.9 


-  9.6 

-10.5 


-  7.6 

-  9.5 
-11.7 
-11.1 
-10.6 

-  9.0 
-10.8 
-10.3 
-12.6 


Oak.s 

I'inopoli.s 

St.  (leorffo 

.<t.  Matthe\v.s  . 
.Society  Hill  . . 


Sunimeryille  , 
Walterboro. . 

Veniassee 


Oivision  means  and 
departures. 

Wl-XlKRN   I'oltllON. 

Aiken  

.\nderson 

HateshurK 

Camden 

( 'lemsou  C(illej?e  


48.7|+   1.4    50.1  +  2.0  47.1  -9.6 

' '-53.  3  +  6.  1  48.  4  -  9.  5 

46.9-   1.6    49.2+  3.3  47.9-  8.2 

44.9+  1.0    48.4  +  4.0  46.0-  9.2 

48. 4i-  0.7    51.7  +  2.9  49.0  -  9. 

''51.31+0.2    52.1+   1.7  49.8-11.0 

47.0:-  0.9    50.2+  1.8  48.0-10.2 

til 

47.  2  -  0.  4    50.  0  +  2.  7  47.  2  - 10.  2 


Columbia  . . . 

(ireenville  . . . . 
(;r(>en\vood . . . 
Ileatli  .Spring. 
Landruni 


4.5.6  -  1.4 
43. 0  +  0. 1 
43.8  -    1.7 

45.  0 

42.9,+  0.9 

45.4'+  0.3 
41. 1;+  0.4 
43.11+  0.7 
41.8-  1.3 
»40.9l 


2.0 


48.8 

46.2  +  2.7 

48.  3  +  2. 0 

48.  9 

47.  0  +  4.  5 

49.2  +  0.9 
44.  1  +  3.  6 
46. 1  +  3.  8 
47.  0  +  5.  0 
44.  9 


I  ,i  bert  y 

Little  .Mountain  . 

Meriwether 

Monetta 

Mountain  Rest  . . 


41.6'-  0.7;  45.8  +  3.51 

44.0-   I.3I  49.0  +  3.8l 

4.5.  6  -   I.Oi  48.4  +  2.0 

45.  2 49.  4 


Newberry  .. . 

Saluda 

Santuek  

Spartanburg 


Trenton  

Winnsboro  

Winthrop  Colleffp 


43.2 
43. 9 
42. 31  ■ 
40.6- 


0.4 
1.5 
0.7 
1.0 


Division  means  and 

ilepartiu-es. 
Se<tion    means   and 

departures. 


42.0 
43.0 


43.3 
4.5.1 


1.7 

0.5 


0.6 
0.3 


47.7 

45.  2 
47.9 
45.2 
46.8 

46.6 
43.8 
44.2  ■ 
43.  5 
44.6 

44.4 
46.5 
47.2 

46.  8' 


8.5 
1.0 
7.2 


-  r- 


August. 


65. 

■62.2 
66.4 
62.2 


+  1.2 
-2.9 
+  2.3 
-2.0 


6:^.3 
62.8 
'62, 
62.6 
62.8 

62.8 
63.3 
63.0 


^63.1 
62. 2 
64.8 
63.  8 
63.6 

63.2 
'61.9 
62.4 


-0.5 
+  1.9 
+  0.2 
+  1.0 
+   1.6 

+  0.7 
+  1.4 
+  0.6 


+  0.  1 1 

+  l.ll'- 

+  1.2" 

+  1.8 

-0.1 

-  3.3 

-  0.8    ' 


+  3.1 
+  1.1 
+  2.9 
+  1.2 


+  3.1 
+  0.7 
+  2.2 
+  1.6 
-0.3 

+  3.7 
-  0.2 
+  3.2 
+  1.6 


8.3 
6.5 

8.1 
6.5 

■7.8 

78.0 
5.2 
■5.7 
5.5 
5.2 

6.4 

6.6 
7.6 
6.8 
6.3 


+  2.7 

+  2.7 

+  1.5 

+  1.0 

+  .3.01 

+  3.0I' 

+  1.71 


1.51  82.8 
2.9I  80.5 

1.6  83.7 

1.7  81. H 
....I  81.8 


0.51  82.2 
2.1  80.5 
1.7  81.0 
1.4  "81.1 
2. 1  ''80. 8 


0.7 '81.5  +  2.1 
2. 0,  82. 1  +  0.  7 


+  1.5 
-0.8 
+  2.0 
+   1.4 


+  0.9 
+  0.6 
+  1.0 
+  1.2 
+  0.3 


1.0  83.4 
1.4  S'2.0 
J82.0 


■5.0 
■5.6 
■8.3 

■7. 0 

■4.6 

6.6 
■7.6:- 

■6.7i 


....'"80.1 
1.0  81.1 
0.3  8'i.  6 
0.8    S'2.4 


+  2.8 
+  1.4 


+  2, 
+  1, 
+  2.4 


-  '2.5    78. 4i-  1.1 

I 

0.8    8I.0I+  1,1 

0.8  "81.81+  1.7 

2.1    8O.2I-  0.8 


63.2+  0.2    74.0+  2.0    76.7-  1.4    81.5 


-  6.1 

•  7.4 

-  9.6 

-  9.2 
•10.6 


8.4 
9.6 
9.6 


47.0  +  3.2i  45.6  ■ 

47.7  +  1.4,  45.8  - 
46.0  +  3.4;  44.6  ■ 

44.8  +  2.51  43.6  - 


' I  46.  2  ■ 

46.4  +  1.21  43.4  • 
46.4  +^3.7J  44.2  ■ 

47.1  +  2.9:  4.5.4  - 

! 

48.6  +   1.8    46.3  - 


■  9.0 
-11.4 

■  9.1 

-  8.0 

-10.4 
■10.2 

-  9.7 

■  6.2 

-  8.3 


'64.  2]+  0.6 
64.  8|-f  4.0 
63.3:+   1.8 

62.21 

61.8,+  '2.4 


74.2 
72.  1 
7'2.  6 
72.  3 
71.0 


64.8 
61.2 
63.4 
61.2 

61.8 

6'2.4 

64.4 
64.7 

a3.o 


+  2.0 
+  3.8 
+  '2.7 
+  0.8 


73.1 
69.6 
71.0 
69.1 
68.9 


+  '2.2 
+  2.5 
+  '2.2 


63. 4  +  2. 2 

6:3. 4  +  0.  9 

62. 2  +  2.  0 

62.  0  +  2.  2 

04.4  +  1.4 

6'2.2!+  1.1 

62.  7j+  '2.2 

63.lj+  2.0 

63.  li+  0.8 


7'2.2 
73.0 

74.8 
73.8 


+   1.61 

+  '2.2! 
+  1.0: 


+  1.9|' 

+  1.3 

+  2.2 
-0.4 
-1.7 


+  1.8 
+  0.8 
+  4.0 


73.  0  +  1.  6 
72.  7  +  1. 1 
71.7+  0.9 
69.  8  -  0,  3 


72.4 
70.8 
72.  6 

71.9 

73.0 


0.0 
-0.4 

+  2.4 

+  1.1 
+   1.5 


6.0  -2.7  80.61-  0.6 
6.  Ol-  0.2  80.4  +  1.3 
5.4I-  2.4    80.0 

6.  6l 80.6 

3.  3-2.5  P78.  4 


2.0 
0.1 
3.6 
3.9 


0.8 
2. 2 
0.1 


+  0. 
+  2. 
-  0. 


+  1. 


81.6 
79.1 
79.4 

82.0 
78.1 
>'78.  6 
78.1 
78.4 

81.1 
79.4 
8'2. 1 
79.9 
79.2 

''79.2 
80.2 
80.6 
81.4 


79.8 
81.2 
80.0 

79.9 


79.2 

77.2 
78.0 
79.3 
■76. 2 


4    78. 
8 

79. 

72. 


'6.  2-2.61  81.  4  +  0.  9 
■5.4  -  2.2  ''81.6  +  1.1 
5.4  -  1.3  "81.61+  2.0 
■4.1  -  '2.81  80.0!+  0.6 


2.  9'  80.  7  +  0.  2 

3. 3  79. 4  -  0. 1 

0. 0  80. 2  +  0.  3 

1.8  80.3!+  0.8 

1.6  80.9'+  0.9 


79.0 
79.0 
77.6 
76.7 

78.2 

77.6 

77.6 

78.8 


+  0.8 


+  1.0 
-0.3 


+  1.7 
-0.6 
-0.7 
-0.7 

-  1.0 

+  2.9 
-1.0 
+  2.0 

-  0.1 


+  -2.1 

+  0. 

+  '2.0 

-  0.7 

+  0.6 

+  0.8 
-0.2 

+  0.5 


+  0. 
-  0.8 


1.6 


-  0. 

-  0. 

-  1. 

-  3. 


September 


77.8 


78.4 
76.3 
77.2 

79.2 

75.8 
'75.4' 
76.2 
76.1 


76.4 
79.8 
76.8 
76.4 

'75.4 
75.9 
78.1 
76.9 
77.0 

77.0 

'78.7 
76.7 


76.4 
75.4 
74.1 
77.0 
7'2.  8 


-  0. 

-  0. 
+  2. 


-  0.3 
-0.4 

-  1.0 

-  1.7 

-  1.3 


1.1 
0.7 
0.0 


76.4 
76.7 
75.6 
74.0 

76.0 


+  1.' 


+  2.6 
+  1.6 


+  3.0 

+  2.5 
+  0.4 
+  1 
+   1.3 


+  1.6 
+  3.9 
+  1.6 


+  1.8 
+  2.9 
+  2.3 
+  3.8 

+  2.0 

+  1.8 
+  1.2 

+  2.1 


-  0.1 
+  2.0 
+  0.2 


October. 

6 

C 

0) 

c 

" 

c          =5 

«j     ,       u 

^     ■     0 

Xovember !  December. 


I     C 


68.8 
'70.6 
69.2 
67.6 
68.6 


+  4.0 
+  3.3 

+  4.6 
+  3.4 


70. 8  +  3.  7 
•66. 4+4.9 
^68.2,+  4.2 
67.41+  4.0 


57.0 
'61.0 
59.3 
57.0 
56. 


+  1.9 

+  2.4 
+  3.8 
+  2, 


61.4  +3.3 
55. 6  +  3. 5 

56.8!+  2. 
'55.31+  3.0 


'67.8+  4.0t'66.8  +3.9 


70.8 
67.8 
70.4 
68.3 
68.0 


67.4 
69.4 
68.0 
65.9 

68.6 
'70.7 
68.5 

68.8 


'•67.  0 
66.2 
65.4 
69.0 
63.8 


+  3.1    68.2 
+  1.8  "6.3.2 


+  1.5 
0.0 


+  0.7 
+  1.8 
+  0.2 


+  2.3 
+  '2.3 
+  '2.2 
+   1.5 

+  0.7 


74.6+   1.4 
74.8'+  1.3 


75.91+  1.6 


64.8 
64.4 
63.4 

64.4 

■67.8 
67.8 
67.4 
62.5 


66.2 
66.4 
65.2 
64.0 

67.6 


64.4 
65.6 
67.0 


7.5  59.4 
4. 41  "65. 6 
4.9j  60.0 
3.71  57.0 
...!  57.2 


I<'56.6 

+  3  31 

+  5.01  58.9 

+  4. 2 ''56. 8 

+  4.2!  54.4 

+  3.7!  58.6 

+  4.2|'>60.2 

+  3.8j  59.3 

+  4.4    57.7 


+  1.5i«56.6 
+  3.1:  54.6 
+  2.4    56.5 


+  '2.5    54.4 


+  4.2! 

+  ■2.8' 

+  2.8, 

+  •2.9' 


+  4.3 
+  1.5 
+  4.0 
+  2.1 


+  3. 
+  2.3 
+  2.2 

+  3.2 
+  3.1 
+  4.2 

+  3.1 


+  2.0 
+  '2.6 
+  -2.2 


+  4.0 


57. 2  +  3. 4 
61.S:+  2.4 
53.81+  '2.1 

53. 3  +  2. 4 
6'2.6 


+  3.6!  63.5 
+  ,3.7;  56.4 
+  4.4  56.4 
57.4 
53.0 


+  3. 

+  3.6 

+  3. 

+  3.0 

+  3.1 

+  '2.'5 

+  3.1 

+  3.8 


5.5.0 
54.6 
53.6 
62.2 

57.3 

54.' 6 

54.6 

56.3 


+  3.0 
+  2.3 
+  3, 


+  2.3 

■+-  1.6 

+  2.4 

+  1.3 

+  2.4 


+  '2.3 
+  2.5 
+  .2.0 


Annual 


"49.6 
46.2 
47.0 
42.4 

48.2 
44.0 
"44.8 
43.3 
44.0 

46.2 
43  1 
46.4 
44.0 
45.0 

"45. 0 


•2.1; 
1.11 
0.1 


65.4 
63.9 


44.1 
46.6 
44.6 
'42.  8 

46.0 
'47.9 
46.7 


''44.7 
42.6 


3.1 

0.1 
3.1! 
1.6i 
2.6' 


+  0.8 
-  0.1 


66. 0  +  0. 4 
62. 2  +  0.  7 
63. 2  -  0. 4 
62.4!-  0.1 
62. 9!       0.  0 


2.0 
1.8'  6'2.8 
■2.81  65.6 
3.2 


3.8  .. 

l.ll.. 
1.8j  64.0 
2.3    62.1 


-2.6 

-  '2.4 
-1.0 

-  2.1 


64.6 
65.8 
64.2 

64.0 


3.0!  63.4 
1.4;  61.9 


45.8 
42.6 

44.61- 

39.0,- 
42.0'- 
"40.31- 
40.81. 
i 
41.81- 
44.  6i- 
44.2;- 
45.0  . 


0.1!  60.9 

2.  el  63.6 

■2.2!  69.5 

0.61  61.2 

1.6  60.2 

....!  59.6 

0.9  61.0 

l.Ol  63.3 

2.0  63.7 

....!  63.4 


43.0 
43.2 
42.0 
39.9 


43.4 
42.8 
44.2 


-1.8 
-2.5 

-  1.2 

-  2.1 


+  0.3 
-1.6 
-  2.2 


6'2.4 
6'2.5 
61.5 
60.1 


61.6 
61.8 
62.9 


-0.4 
+  0.8 


+  0.5 
+  0.1 

+  0.2 

0.0 

-0.3 

+  0.2 


-0.8 
+  1.2 


+  0.4 

+  0.4 
+  0.8 
-  0.2 
-1.1 


+  0.3 

+  0.2 
+  0.7 


+  0.2 
-0.6 
+  0.3 
-  0.4 


+  0.3 

+  0.2 

0.0 


The  departures  from  the  normal  temperature  are  eomptited  only  for  sueh  stations  as  have  ten  or  more  years  of  record. 

Reference  tetters  (»,  ",  " ),  appearing  in  t!ie  table  indicate  nuinlier  of  days  missing:  For  example,  '■  represents  two  days  missing,  etc. 
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Year,  1915. 


Monthly  Maximum  Temperatures  for  the  Year  1916,  with  Dates. 


January. 


EASTERN  PORTION. 


Allendale  . 
Beaufort . . 
Blackville 
Bowman . . 

Centenary. 


Charleston . 

Cheraw 

Con\vu.v 

Darlington 
Dillon  


Ferguson 

Florence  1 

(ieorgetown  

King.stree 

Mayesville  (near) . 


Oaks 

I'inopolis 

St.  George 

St.  Matthews 
Society  Hill.. 


Summerville . 
Walterboro  . . 
Yeuiassee  . . . . 


Division  extremes  . 


WKSTER.V   POUTION. 


Aiken  

Anderson 

ISatesburg 

Camden 

Clemson  College  . 


Columbia  . . . 

(Jreenville 

(ireenwood  . . . 
Heath  Spring . 
Landrum 


lyiberty 

Little  Mountain 

Meriwether 

Monetta 

Mountain  Rest.. 


64 


69 
71 

72 

'  72 
76 

76 


Newberry 

Saluda 

Santuck 

Spartanburg . 


Trenton 

\Vinnsboro 

Winthrop  College. 

Division  extremes 

Section  extremes  . 


31 

t  23 

16 

31 


31 
15 
31 
15 
t    6 

31 

6 

31 

31 


February. 


15 

tl3 

14 

15 


March. 


15 
14 
t  1 
14 
15 

16 

t  14 

15 

14 


13 

t  17 

15 


16 

15 

tlfi 

16 


t    6 


80 


69 
6» 
6i) 
66 

69 
71 
72 
71 


tl4 
1-15 


tl4 
14 
14 


15 
22 
14 
15 
24 

14 

22 

t  13 

14 
22 

14 
14 
14 
14 


"1 
'1 
69  I 
68  i 


71 
69 


74 
SO 


26 

t  29 

26 

26 


26 
26 
26 
26 
26 

26 
26 
26 

t  15 


April. 


May. 


'  93 
86 
95 
95 
92 

91) 

'•  94 

95 

96 


30 
29 

28 
3U 
30 

30 
26 
30 
30 
26 

30 

30 

t  20 

30 


30 
30 
30 
30 
t25 

30 
30 
30 

28 


30 
27 
30 
30 
27 

30 

26 

t  26 

30 

t  26 

t  26 
30 
27 

t27 


96 
"  93 

98 

■    95 

93 

96 
92 
95 
95 
92 

94 
93 
95 
94 
93 

»  95 

90 

*■  98 

'  96 

96 

i)4 
96 
95 


t26 
30 
26 
26 

27 

t  26 

26 

26 

t  26 


26 
16 
15 

t  15 
16 

16 

16 
16 
17 
17 

16 
t  17 
tl6 

16 
t  15 

16 
tl6 
26 
26 
15 

t  16 
t  25 
t  15 

t  15 


t  15 
15 
15 

26 

t  15 

26 
26 
16 
26 
16 

•  15 

■  15 

2 

15 


June. 


15 

15 

t  16 

t  16 

15 

26 

t  25 


t  15 


July. 


August.      September.'    October.      November.!  Decemtic. 


?? 

=  1 

100 

?1 

'  93 

22 

101 

21 

99 

21 

99 

22 

93 

20 

96 

t20 

'  95 

t2l 

"  98 

20 

»  99 

22 

96 

•>o 

99 

t20 

99 

21 

98 

22 

98 

22 

"  94 

t21 

94 

21 

•100 

t21 

;t9 

20 

101 

21 

96 

22 

•  97 

21 

98 

21 

101 

21 

97 

21 

99 

22 

95 

22 

103 

22 

'■92 

22 

97 

22 

94 

22 

94 

t20 

97 

22 

i)4 

13 

96 

22 

97 

t21 

100 

21 

96 

20 

100 

20 

»  97 

2^2  1 

99 

22 

94 

tu  1 

99 

20 

93 

22 

95 

22 

103 

22 

103 

22 

104 
94 

105 
103 

102 


19 

tl3 
31 
19 

tl7 


97  13 
99         .30 

98  I       17 


102 
"101 

100 
103 
99 
101 
M04 


94 
102 
101 
102 

97 

"101 

99 

105 


102 
104 
101 
104 

100 

100 
100 
102 
99 
100 

102 
101 
106 
102 
95 

102 

105 

"104 

103 

104 
99 
102 

10(1 

10(> 


n 


96 


98 


102 :     1 

101  !        1 
96  1 


18 
31 
17 
19 
19 

19 
t  12 

tl5 
18 
18 

18 

18 

t  18 


31 

31  i 
31  I 
31   I 

3.j 

18  I 
31 
31  I 

1 16 : 

31 
31 

t  17  ! 

31 

31  1 
31 

t  15   1 
31  I 
31 
31 


96 

97 

I"  93 

100 

98 

96 
101 
"  96 
95 
99 


25 

1 

t    9 

1 

1 

t     1 


102 
98 
96 

95 
96 
•  95 
9S 
95 


11 

t  10 
11 

10 

u 

t  9 
11 
10 


93  I  27 
92  !  t  10 
98  !       25 


99 
97 

93 

"  95 

95 

102 


1 
1 

T  24 

■  U 

10 


100  '.         1 

101  !      1 

98  !         1 

102  1 
'  95  I         2 

96  I 
93  j 
96 
95 

9 


92 

9S 

MOl 

98 

91 


98 
98 
96 
97 

''  93 
iH) 
100 
99 
98 

93 

^  98 
95 

102 


11 

t  10 

11 

11 

10 

t     8 

U 

12 

t    9 

9 
11 

t    9 


89 
91 
90 
89 

86 
SO 
89 
88 
89 


n      "  87 
t  10  86 


12 

97  '  t  10 
88  i       11 


97 
98 
101 
101 


31   i       94 
17  ! 

31        '.);i 


102 
102 


1 

98  1 

1 

95 

1 

95 

1 

99 

I 

93 

1 

94 

1 

98 

1 

100 

1 

98 

1 

90 

1 

100 

1 

101 

1 

97 

1 

95 

15 

96 

1 

94 

1 

101 

I 

102 

11  !       86 

12  \  '  86 
t  10  !       84 

10  i       85 


11 

10 
12 
11 

tio 

t  10 

u 
11 

10 
t  10 

t  10 


85 

85 
"  85 
89 
86 
83 

86 
90 
84 
86 

87 


t  1 
5 

t  3 
3 
4 

1 

t     I 

t    6 

t    3 

26 

t    8 
14 

u 


93  I  t    3 


10  !       85 

11  j       90 
11   i       93 


17 
2 
16 

3 
2 

16 
4 

16 

16 

3 

2 

t     3 


16 

\i 

t  16 
t  15 


85 


+  2 
t    1 

9 
t    2 

2 

12 

t    2 

t     1 

9 

9 

9 
2 
12 


81 
82 

n 

83 

12 

78 

14 

84 

t  2 

84 

t  2 

84 

1 

80 

12 

86 

1 

10 

t    2 


71 
75 
75 

69 

71 

72 
79 
74 


16 
17 

18 
t  17 

29 
17 
29 
17 


25 
17 
29 
29 
17 

16 
17 
17 
t  17 
17 

17 

17 
17 


"  74 
67 


73 
65 

69 
68 
62 

63 
70 
73 


16 
t  2 
t    3 


17 
23 


17 
24 
17 
24 
29 

24 

I", 
17 
17 


83 

t 

2 

70 

S3 

2 

71 

80 

2 

67 

81 

t 

2 

64 

80 

9 

■'  71 

80 

t 

2 

6s 

85 

10 

74 

88 

9 

79 

17 

17 

t  25 

t21 

17 

17 
29 


Reference  letters  (",  '',  '),  appearing  in  the  table  indicate  number  of  days  missing:  For  example, ''  repre.sents  two  days  missing,  etc. 
ton  other  dates  also. 


WEATHER   BY    JO.OTUT'H.a.-rontiniiH. 
(CONTl.NriCl)  FROM    I'AfiK  100.  t 


July. — No  previous  .July  was  as  dry  as  that  of  1915.  Periods 
of  cool  uiglits  were  offset  by  periods  of  excessively  hot  days,  and 
the  monthly  mean  temperature  was  somewhat  above  normal. 
Crops  deteriorated  materially  under  these  conditions  during  the 
last  two  decades,  and  cotton  as  a  whole  was  not  as  large  or  strong 
in  plant  as  in  former  seasons,  due  principally  to  cool  nights  and 
lack  of  needed  rainfall. 

AiiffiiM. — In  direct  contrast  to  tlie  preceding  month,  August 
was  unusually  wet,  a  condition  that  retarded  the  j)roper  develop- 
ment of  cotton  and  materially  interfered  witii  outdoor  work. 
On  the  otlier  hand,  other  crops  showed  much  improvement  over 
the  .July  condition.  A  tornado  at  Greenville,  (Jreenville  Co.,  on 
the  2()ti)  caused  the  d<\itli  of  one  negro  man  and  property  dam- 
age estimated  at  .1^45, (K)l).  A  fresliet  in  [\\o  Santee  Syst(>ni  be- 
tween the    12th   and    2(Hh   caused   Utile  or  no  damage ;    value  of 


movable  property  saved  by  flood  warnings,  estimated  at  .$8,200. 
Temperatures  were  near  tiie  seasonal  average. 

Summer. — Mean  temperature,  78.6°,  or  0.2°  below  the  normal 
determined  for  29  years.  Precipitation  averaged  15.14  indies, 
or  1 .76  inches  below  the  29-year  normal. 

September. — A  recurring  semi-drought  during  September  was 
not  materially  relieved  until  tlie  showers  of  the  80tii.  As  a  re- 
sult of  marked  chang(>  from  cool,  wet  weather  to  excessive  heat 
and  maximum  sunshine,  witli  a  persistent  heat  wave  from  the 
7tli  to  the  20th,  cotton  opened  rapidly,  and  picking  became  gen- 
eral. 'J'he  weatlier  was  especially  favoralile  for  harvesting  large 
crops  of  good  hay  and  fodder. 

October. — Tlie  w(>atlier  during OctoixM'  was  unusually  mild  and 
open,  with  abundant  moisture  gcMierally  and  but  few  damaging 
frosts.  Losses  by  freshets  during  the  month,  estimated  at  ."*578; 
value  of  movaltle  property  saveil  by  tiniel,\'  Hood  warnings, 
S22,2()0. 


Year,  1915. 


CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION. 
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Monthly  Minimum  Temperatures  for  the  Year  1915,  ■with  Dates. 


Stations 


EASIRRX  PORTION. 


AUondale . 
Beaufort . . 
Blackvillo 
Bowman . . 
Centenary. 


Charleston . 

Cheraw 

Conway 

Darliuffton 
Dillon  


Ferguson 

Florence  1 

(ieorsretown 

Kiu<.j>tree 

Mayesville  (near). 


Oaks 

Pinopolis 

St.  George  . . . 
St.  Matt)iews. 
Society  Hill.. 


Summerville . 
Walterboro  . . 
Yeiiiassee  . . . . 


1  ivision  extremes  . 


WESTERN   PORTION. 


.\iken 

Anilerson 

Hatesburg 

Caniilen 

CliMiison  College  . 


Columbia  . . . 

(Jrcrnville  .  .  .  . 
OrecnwDod  . . . 
Heath  .Spring . 
Landrum 


Li  berty 

Little  Mountain 

Meriwetiier 

Monetta 

Mountain  Uest. . 


New  berry 

SaUwla 

Santuck 

Spartanburg. 


Trenton 

Wiiinsbiiro  

Wintlirop  College. 

Division  extremes 

Section  extremes  . 


January. 


30 


February. 


t21 

t  2-2 

t2l 

1 


21 

22 

2 

22 

t     2 

29 

22 

t     3 

22 


t21 
21 

t    2 
22 

t     3 

21 


21 
21 
21 
29 
5 

21 
21 
13 
22 
21 

21 

21 

t21 

21 


121 
311 
21 
22 


t21 
21 


March. 


10 

t    9 

10 

10 


9 
10 
11 

9 

t  10 
9 
10 
11 


10 
10 

18 

t    8 

10 
11 
10 

t    8 


9 
9 
9 
10 
t     9 

9 
9 
9 
9 
t  10 

9 

20 
10 


t    9 

10 

t     9 

9 


'1  24 
32 
26 

•  25 
24 

27 
27 
25 


23 

t    8 

23 

23 


23 

t    9 
31 

t    2 
18 

2 
18 
18 
18 


18 

9 

t23 

23 
1 


23 
23 

t    2 


23 
23 
22 
23 

18 

2 
23 
23 

9 

t  18 

23 
9 

tl8 
t  18 


April. 


18 

ll^ 

18 

23 
23 
23 

23 

23 


»  28 
28 
30 
28 
27 

32 
28 
30 
30 
29 

25 

29 

29 

'  31 


25 


May. 


t  1 
3 
4 
1 


4 

t  1 
4 
5 
4 

4 
4 
4 
4 


4 

1 
4 
4 

t  1 
4 
4 


>>  50 

GO 

*>  55 

°  55 

49 

53 

"  SO 

46 


t  10 

2 

6 

t  1 


1 

tl 

1 

6 
6 
6 


6 

28 

6 

1 

10 

10 
9 
t  10 
2 
2 

t    6 

28 

t    1 

6 


June. 


49 


July. 


3 

2 

t    2 

5 

24 


62 
67 
62 
56 
60 

70 
59 
65 
58 
■"  60 

'  69 
62 
68 
63 

J   58 

»  64 
72 
64 
62 
58 

64 

«  60 

57 

56 


64 
63 
61 
58 
62 

64 
60 
61 
59 
59 

55 

62 

60 

■>  64 

'  55 

62 
•>  62 
»  61 

62 

62 
61 
60 

55 

55 


Aug 

ust. 

September. 

E 

S 

3 

e 

B 

c 

c 

^ 

O 

8 

P 

26 
25 
26 
26 
26 

27 
26 
25 
26 
t    3 

t  24 

t  25 

24 

26 

26 

26 
t24 

27 

t25 

9 

25 
27 
26 

26 


t  23 
6 

25 
1 

23 

25 

t     7 

25 

25 

t  23 

23 

3 

25 

t  25 

22 

t  25 

26 


5 
23 
25 

t  22 

t22 


65 

7 

53 

23 

63 

7 

52 

25 

62 

8 

53 

23 

63 

t  7 

60 

2 

69 

31 

63 

23 

60 

23 

48 

23 

>  64 

t  7 

«  54 

23 

61 

1  7 

47 

23 

»  63 

t  7 

50 

23 

62 

29 

56 

t23 

62 

t  8 

50 

23 

64 

7 

57 

23 

61 

7 

54 

23 

61 

t  6 

51 

26 

*  62 

7 

'  53 

23 

70 

tl9 

60 

23 

64 

7 

55 

23 

63 

7 

52 

23 

60 

6 

46 

22 

66 

7 

58 

23 

''  63 

7 

»  58 

24 

62 

/ 

58 

23 

60 

t  6 

46 

22 

61 

5 

50 

23 

60 

6 

48 

23 

60 

6 

47 

23 

62 

23 

51 

t23 

'   60 

23 

48 

23 

65 

31 

53 

23 

57 

6 

45 

23 

60 

17 

47 

23 

60 

7 

46 

23 

58 

t22 

45 

23 

59 

6 

51 

t25 

64 

t  19 

51 

23 

5  60 

6 

55 

26 

»  63 

t 

"  57 

26  1 

52 

6 

43 

22 

60 

6 

46 

23 

58 

6 

43 

23 

60 

t  0 

45 

23 

59 

23 

47 

23 

63 

7 

50 

23 

58 

27 

45 

23 

52 

6 

43 

t22 

52 

6 

43 

t22 

October. 


10 
10 
10 
10 
24 

10 
10 
10 
10 
11 

11 
10 
10 
10 
9 

10 
10 
10 
10 
9 

10 
10 
10 

t    9 


10 
10 
10 
10 

11 

10 
10 
10 
10 
t  10 

tio 
11 

10 
10 
10 

10 

11 

10 
10 


November. 


0  27 
27 
24 

•■  27 
27 

31 
24 

28 
28 
24 

26 
29 
26 
29 

"  26 

28 
28 
20 
26 

28 


December. 


30 
30 
tl6 
17 
30 

30 
16 
30 
17 
30 

17 

t  17 

30 

17 

t  17 

30 


tl7 

17 

t  16 

30 

t  16 
17 

tie 


30 
30 
17 
17 
16 

16 

30 

t  16 

tie 

30 

tie 

30 

tie 

16 

tie 

t  16 
30 
IG 

t  16 

16 


30 
tl7 
tl6 


°  26 
22 
19 
20 

31 
24 
"  18 
21 
22 

23 
24 
20 
20 
20 

»  17 
25 
26 
22 

"  20 

20 

>  20 

18 


d  22 
23 
22 
21 
22 

25 
20 
25 
23 
20 

22 
25 
22 
24 

■■  17 

21 
20 
22 
22 

'   24 


23 


Kefertnc  e  letters  (»,  b,  c),  appearing  in  the  table  indicate  number  of  days  missing:  For  example,  b  represents  two  days  missing,  etc. 
t  On  other  dates  also. 


22 

t21 

21 

22 

21 
22 
22 
t  7 
22 

22 

t  22 

22 

22 
22 

22 
22 

n 

21 

22 
22 
22 

22 


21 
21 
21 
t22 
21 

7 
14 

22 
22 


21 

t21 

22 

21 


M 


t21 


Xorcinher. — Excepting  a  cold,  wet  period  between  the  18tli  and 
the  19tli,  November  was  mild  and  open,  witli  al)undant  sunsliine 
and  fairly  distributed  rains.  These  conditions  were  favorable 
for  full  fruitage  of  cotton  until  the  general  killing  frosts  of  the 
16th  and  17th.  A  barometric  disturbance  of  considerable  se- 
verity, accompanied  by  windstorms  of  88  to  62  miles  per  hour, 
passed  over  the  Section  on  the  18th.  A  flood  in  the  Santee  Sys- 
tem resulting  from  the  attending  rains  caused  unavoidable  losses 
estimated  at  $737,  while  the  value  of  movable  property  saved  at 
the  instance  of  timely  warnings  approximated  .^50,500. 

Autumn. — Mean  temperature,  66.4°,  or  2.6°  above  the  normal 
determined  for  29  years.  Precipitation  averaged  9.69  inciies, 
nr  0.17  inch  above  the  29-year  normal. 

December. — Tj^pical  winter  weather  marked  the  closing  month 
of  the  year,  with  the  mean  temperature  below  the  seasonal  aver- 
age and  considerably  more  than  the  usual  amount  of  snow,  es- 
pecially on  the  coastal  plain  and  over  the  northwestern  counties. 
Th(>  persistent  cold  of  the  first   half,  with  an  average  of  7°  per 


daj^  below  normal,  offset  the  effects  of  alternating  periods  of 
warm  and  cold  weather  during  the  last  half.  The  scant  rainfall 
on  the  lower  Piedmont  and  coastal  plain  was  about  balanced  by 
excessive  precipitation  over  the  northwestern  counties.  On  the 
whole,  the  weather  was  favorable  for  winter  grain  crops  and 
outdoor  work.  

Errata,   1914. 

Ji'LY. — Precipitation  departure,  text  (page  51),  should  be  +0.43.  Section  average  pre- 
cipitation, 1914,  Comparative  Data  (page  56),  should  be  5.16;  average  for  period  should 
be  5.59. 

December.— Section  average  precipitation  (pages  91,  92  and  96),  should  be  4.80. 

Annuai,.— Section  average  precipitation  for  December.  Monthly  and  Annual  Climato- 
logical  Data  (page  100),  should  be  4  80;  annual  precipitation  should  be  43.39.  Average 
precipitation,  1914,  Comparative  Data,  should  be  43.39. 

ToT.^i,  .Vnnual  Precipitation  (pages  101  and  102).— Conway  should  be  52.93;  Edisto, 
47. G2;  Kingstree,  47.44;  Society  Hill,  41.77;  Yemassee,  44.37;  Camden,  42.65;  Clemson 
College.  44.47;  (Jreenwood,  38.62;  Spartanburg,  43.11;  Winnsboro,  38.96;  Winthrop  Col- 
lege, 45.77.  

Errata,  1915. 

jANtTAiiv.-  Maximum  temperature  for  Meriwether  (page  4),  should  be  69. 
Aphii,.— Maximum  temperature  for  Kingstree  (page  28),  shoulil  be  92. 
Xdvemp.er.— Minimum  temperature  for  AiUeu  (page  84),  shoidd  be  '27. 


MAP  SHOWING  LOCATION   OF  OBSERVATION  STATIONS. 


y        V 


\     GiistonSliOiils   i 

\  J 

\CH£ROKEE  ( 


"\ 


l//\ 


N.  '        >   G.HCCM.    I  •        -^^  1  Wintlirop College     .        ;  

\  •.  !    Spartanburg      .r-'N        \  ,s  .      ,     J       I ' '^v 

I     Liborty      \     Oroenvillo  .'  '.  (lAHCASTE«\  Cheraw  i^^  V 

1       ♦     -/\  V 1  tir  /^  I  I  c    H  e  s  T  E  R',  \  .  > 

NIC\            /     gJ                  .*       '\              jo    N   I    0  N.                                      /  Heath  Springs  \    cMElSTtRriELD  / 

""^"JlV-^PeLeTl  /  --,J^Sa..tucK^\ ^      ^'V        \  _,;^aRC..R.«^ 


i<IV^    * 


Anderson 


E    - »>\  (  ^^ 

.1      \.^ ^        FAIRFItU 


/    •   X 

Dillon 


W   L     A    0     R    E    "    o  p-  .  V<rRSHAW\       •  \        /         DiHon  V 

/    ^.  /  \liliiirs       41  /    ^  j'\,'  >  A         /'•^   :3  I  U  ».  w   /y       . 

\  /  Newberry    %  Winnsboro    /     Ciunrten         _;        Darlington^ ■•  \  ^..   /  /  >. 

/V       /E*.^«"^.^      J     •   J  ')    /  •      i  /      i         \ 

»,ULE   /'■•■^""■°°V^        :LittIe  Mountain  'N,                      \.     ^^-^^     lEE        ^-./FLORENCE      To' 
,.„...    «'"""^''/sa7„da     ^-;  \r,Chland/  --  _., >        •  V.     -    / 


^     RICHLAND^ 


x. 

OB*"' 


EDS^ItLD 

Trenton  / 


\^  .  '•^^^./'"'     /     Effingham      \   ^    \     „ 

/Batesburg          Y                       •                                 ^-^      J  ^  ^.T-  \ 

a  /^EXINGTONV                            \            ^^.--'          -^  c      ^^     •>^ 

.•\.                             I^.r~'---'~">A-  — '                              /Kingstree  >i*'    /'  Smiths  Mill> 

,^0^^''      •       ^^timin.              /         •    ^»  J                 ^ 


Meriwether 

/      A     U   K     E     N 

Aikejl      y^ 


/ 


/^  ^^ 


/       # 

/  Blackvilli 


6     A    It     H 


F.ilisto 


V.' 

-     -  ».  ,  ^rgus 


--^Oit>,        Ko\imi>"      ^  Fergtison 


Pinopolis  /■ 

-     ^     /'  ^    St.  George  •      p      ,      E  V 


Allendale 


\^ 


V 


Georgetown 


KEY  TO  SYMBOLS. 
Qj)     Meteorological  observations.    (Reeular  Weather  Bureau  stations  ) 
4^     Meteorological  observations.    (Sub  stations.) 


^,r    c^'i      TOTAL  PRECIPITATION   KOK   THJC   YKAR   OF    liilb. 


a=^i 


^^ 


ItArsKAff    (   If  ART  SCALK— lllrhi- 


ri|.|»T  4U  411  1.1   1'.  I.',  t.i  "ilj 
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CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION. 


Year,  1915. 


COOPERATIVE   STATIONS   AND    OBSEBVERS. 


Station. 

Observer. 

Station. 

Observer. 

[ 

Station. 

Observer. 

W.M.Brown. 

R.  B.  Vaiicf. 

H.  H.  Ku>srll.                           1 

K.J.Hit(>.                                   1 

Mib..s  Lillian  H.  Kic-p.               ' 

Mrs.  D.  li.  Saiidtrs. 

B.  0.  Kvans. 

W.C.  Brown. 

D.  L.  Carinic'hai'l. 

U.  s.  Weather  Bureau. 

J.  H.  I'owe. 

Prof.  F.  H.  H.  Calhoun.         ' 

U.  S.  Weathor  Bureau.            1 

P.  C.  Quattlebaum.                  1 

D.  C.  McCall. 

A.  E.  Rowell. 

J.  P.  .'^inions. 

H.  K.  Gilbert. 

Pee  Dee  ExperimiMit  Sta. 

A.  P.  Hazard. 

.1.  11.  Woodside. 

I  Mountain  Rest 

1  Newberrv        

J.  H.  Brown. 

W.  (i.  Peterson. 

Mi.ss  E.  P.  Uavenel. 

R.  .>^.  Weeks. 

J.  .'^.  Wanna  maker. 

Mrs.  F.  V.J.  Ma.xwcll. 

E.W.. Jeter. 

T.  S.  Lucas. 

F.  P.  Robinson. 

Miss  E.H.  Gadsden. 

Mrs.  S.  E.  Long. 

J.  A.  Westerberg. 

J.  W.  Seigler. 

W.  P.  Goodman. 

J.  G.  Hutson. 

Allendale  || 

Florence  1  11 

HatPsburgll 

Georgetown 

.<t.  George  II 

M.  Matthews  11   

lilarkvillcll 

Creenwoixlll 

Ileatli  Spring 

M.  M.  Callioun. 

J.  Marvin  Bowers. 

A.  O.  Matthews. 

K.IIartwell  Willis,  D.D..^. 

J.  '1.  Boggs. 

J.  M.Sease,  M.  D. 

Lewis  E.  Warren. 

O.  M.Mitehell. 

Wm.y.  Middleton. 

Joe  M.  ,John,«on. 

.Siluda  

Caindeii                       

Kingstree  11 

.^oeielv  Hill    

Charleston  || 

Chera\\'  11     

Liberty 

S\uinnerville 

Little  Mountain 

Mavesville  (near) 

Trenton 

Oaks 

Oiirlinstoii 

Monelta     .... 

'  Vemassee  1| 

Dillon 

II  Also  Cotton  Region  station  in  season. 
BIVEE   AND   RAINFAIil.   STATIONS   AND    OBSERVERS. 


Walersheil. 


.Vndersoiit Savannah H.  H.  Russell. 

P.lairs '  Broad I.N.  ((wens 

Calhonn  Falls I  Savannah L.  M.  Parker. 


Camden  . . . 
Catawba. . . 
Chapnells  . 

Clieraw 

Columbia. . 
Conway  . . . 
Edgefield  t. 


Wateree W.  C.  Brown. 

Catawba I.e.  Paris. 

Saluda J.J.  .Murran. 

Pee  Dee |  J.  H.  Powe. 

Congaree 1  Lemuel  Hall. 

Waccamaw P.  C. 

Savannah I  J.  H.  Townsend. 


•rver. 

1                   Station. 

Watershed. 

ICdisto  

Lvnehes 

Observer. 

1- 

K.listo 

Ktlingl.am 

Nathan  .Jenkins. 
H.  B.  McCall. 
J.  I'.  Simons. 
H.  A.  Parshall. 
A.  O.  Matthews. 
J.  Y.Jones. 
W.  B.  Wolfe. 
W.G.Walker. 
V.  P.  Robinson. 

I'ergusim 

Gaston  shoalst 

Kiugstree  

1  Pelzer 

Santee 

Broad 

Blaek 

j  Rimini 

Sautee 

1  Smiths  Mills 

bauni. 

Broail 

nd. 

t.Si>ecial  rainfall  reports  only. 
FORECAST  DISTRIBUTION. 


~tation. 


Distributer. 


•station. 


Distributer. 


Abbeville-  2 

Aiken     1   

Augusta,  Ga.~*  (4'2). . 

Belton-2»  (33) 

Beiniettsville— 0 

Blaekville— 6 

Burton  -2 

Camden— 2 

Charleston— 6*  (22.5).. 
Charlotte,  N.  C.—' (11 

Chester— 1 

Clinton— 6 

Clover— 1 

Columbia-13'(304)t. 

Darlington— 4 

Florence— 3 

Fort  Mill-  1 

Georgetown— 1 1 

Greenville— 14 


Abbeville 

Aiken  

Richmond 

Anderson 

Marlboro 

Barnwell 

Beaufort 

Kershaw 

Charleston  . . . 
Mecklenbiu-g . 

Chester 

Laurens  

York 

Richland 

Darlington  . . . 

Florence  

York 

Georgetown  . . 
Greenville 


Abbeville  Telephone  Co. 

So.  Bell  Telep.  it  Teleg.  Co. 

V.  S.  Weather  Jiureau. 

Postma.ster. 

So.  Bell  Telep.  &.  Teleg.  Co. 

So.  Bell  Telep.  &  Teleg.  Co. 

Bacon  <t  Co. 

So.  Bell  Telep.  it  Teleg.  Co. 

U.  S,  Weather  Bureavi. 

I'.  S.  Weather  Bureau. 

Chester  Telephone  Co. 

•So.  liell  Telep,  &  Teleg.  Co. 

Iledmont  Telephone  Co. 

I'.  S.  Weather  Bureau. 

So.  Bell  Telep.  it  Teleg.  Co. 

So.  Bell  Telep.  it  Teleg.  Co. 

Fort  Mill  Telephone  Co. 

A.  P.  Hazzard. 

So.  Bell  Telep.  it  Teleg.  Co. 


Gn'('nwood--2*(30)t 

Johnston— 3 

Kershaw  ~  1 

Lancaster 

McCormick-2'(13) 

Marion— fi 

Newberry— 3 

Orangeburg— 2 ^. . . 

Orangeburg! 

RoekHill-4'(20) 

Spartanburg— 5*(92)  . , . 
Savannah,  (ja.- '(33)  .. 

Sinjimerton— "(9) 

Trenton— 1 

Union— 1 

Wilmington,  N.C.— *(9) 
Westminster-1'(29).... 

Woodruff-- 1 

Vorkville  -  1 


Greenw ood M.  M.  Calhoun. 

Edgefield \  Ho.  Bell  Telep.  it  Teleg.  Co. 

LancasU^r Kershaw  Telephone  ( 'o. 

Lanca.ster Lancaster  Telephone  Co. 

Postmaster. 

So.  Bell  Telep.  &  Teleg.  Co. 

So.  Bell  Telep.  it  Teleg.  Co. 

So.  Bell  Telep.  &  Teleg.  Co. 

State  A.  &M.  College. 

Chief  of  Police. 

Postmaster. 

U.  S.  Weather  Bureau. 

J.  A.  James. 

Trenton  Telephone  Co. 

So.  Bell  Telep.  it  Teleg.  Co. 

V .  S.  Weather  .Vureau. 

Postmaster. 


Abbeville 

Marion 

New  berry 

Orangeburg  . . 
Orangeburg . . 

^'ork 

Spartanburg  . 

Chatham 

Clarendon. . . . 

Edgefield 

Inion 

New  Hanover 

Oconee  

Spartanburg j  Home  Telephone  Co. 

York '.  Piedmont  Telephone  ( 


*  Canls  by  mail  within  the  .«tate,  number  daily  in  parentheses 

No  IK.- Figvu'es  following  names  of  stations  imlicate  number  of  local  or  subsidiary  exc 
cost  to  patrons,  by  cooperatio\i  with  the  Southern  Bell  Telephone  it  Telegraph  ('onipany,  repre 
calling  "  Information  "  aJxiut  11  o'clock  each  inorning,  except  Sundays  and  holidays. 


■hanges  through  w  liieli  di 
resenting  about  3.i,ilOl)  sul 


t  Flag  display. 

ally  foreca.sts  of  the  Weather  Bureau  are  available  free] 
bscribers.    This  information  can  be  obtaineil  by  sim| 
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Cl.I.MATOLOGK'AJ.  DATA:     SOUTJI  CAliOLlNA  SECTION. 


U.  S.  DEPARTMENT  07  AG:U:ULTURE,  WEATHER  BUREAU. 


SOUTH   CflRObH^fl   SECTION. 
KICHABD  H.  SULLIVAN.  Section  Director. 


\'()i,.  XJX.         Columbia,  S.  C,  January,  191(i. 


No.  1, 


GENERAL  SUMMARY. 

Januarj'  was  remarkablj'  mild  and  diy,  with  teiiiporatures 
decidedly  above  normal,  except  one  cold  period  of  short  dura- 
tion, and  precipitation  much  below  the  average.  During  the 
tirst  week,  on  the  11th,  l'2th  and  IBth  and  during  tiie  last  de- 
cade the  mean  temperatures  ranged  10  to  20  degrees  per  day 
above  the  seasonal  average,  and  there  were  but  three  previous 
Januarys  during  the  past  80  years  that  were  warmer  and  but 
four  that  were  drier. 

In  consequence  of  sustained  warm  weather,  all  vegetation 
quickened  materially,  early  trees  and  shrubbery  budded  rapidlj^ 
and  pastures  became  quite  green.  Winter  grains  stooled  well, 
and  conditions  were  generallv  favorable  for  outdoor  work. 


PRESSURE. 


The  mean  sea-level  pressure,  determined  from  reports  of  7 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30.28  inches.  The  highest  pressure  in  the  region 
covered  bj'  reports  was  HO.tto  inches  at  Columbia  on  the  20th; 
lowest,  29.78  inches  at  Wilmington,  N.  C,  on  the  17th,  and  in 
the  Section  proper,  29.88  inches  at  Charleston  on  the  same  date. 


TEMPERATURE. 


'Hie  monthly  mean  for  the  Section,  determined  from  reports 
of  42  stations,  was  52.8°,  or  6.7°  above  the  established  normal. 
The  highest  temperature  was  81°  at  Walterl)oro,  Colleton  Co., 
on  the  26th.  7'^^  warmest  periods  of  the  jnonth  were  during 
tiie  first  week,  on  the  11th,  12th  and  18th  and  during  the  last 
decade.  The  lowest  temi)erature  was  10°  at  Mountain  Rest, 
Oconee  Co.,  on  the  18th.  The  coldest  period  was  generally 
about  the  18lli,  when  practically  all  the  lowest  temperatures 
wer(^  recorded. 

HUMIDITY. 

Tiie  mean  relative  humidity,  determined  from  records  of  7 
regular  Weather  Bureau  stations  in  and  surrounding  tiie  Section, 
was  as  follows:  8  a.m.,  8(5%;  8  p.m..  76%.  The  highest  per- 
centages occurred  over  the  southern  districts,  and  tiie  lowest, 
over  the  north-central  border  counties. 


ft 


PRECIPITATION. 


The  average  for  the  Section,  5o  stations  reporting,  was  1.76 
inches,  or  1.61  inches  below  the  established  normal.  Wliilethe 
precipitation  was  general  over  tlie  Section  between  the  7th  and 
17tli  and  during  the  last  decade,  and  was  well  distributed  as  to 
area,  the  amounts  were  uniformly  light.  Excepting  a  small 
area  i^  the  northwestern  portion,  the  rainfall  was  much  below 
normal,  with  less  than  one  inch  over  portionsof  Edgefield,  Aiken 
and  Beaufort  counties.  The  greatest  local  monthly  amount  was 
B.S2  inches  at  Mountain  Rest,  Oconee  Co.;  least  amount,  0.65 
inch  at  Edgefield,  Edgefield  Co.  The  greatest  amount  during 
any  24  hours  was  1.81  inches  at  Landrum  on  the  26th.  The 
average  nvmiber  of  rainy  days  was  1 1  ^/f  al)Ove  normal. 

Snow  flurries  occurred  at   Dillon,    Dillon   Co.,  and    Florence 
Xo.  2  (Pee  Dee  Experiment  Station),  Florence  Co.,  on  the  17th 
Sleet  cccurred  at  Landrum 
at  .Meiiwelber,  Edgefield  C 


partanburg  Co.,  on   the   lotli  and 
on  the  1  7tli. 


WIND. 

The  prevailing  winds  were  from  the  northeast.  The  average 
hourly  velocity,  determined  from  7  anemometer  records,  was 

9.7  miles.  The  highest  average  velocity  in  the  region  covered 
by  reports  was  12.8  miles  per  hour  at  Savannah,  Ga. ;  lowest, 

6.8  miles  per  hour  at  Augusta,  Ga.;  in  the  Section  proper  the 
averages  were  8.0  miles  per  hour  at  Columbia  and  10.6  miles 
per  hour  at  Charleston.  The  highest  velocity  for  any  5-minute 
period  was  87  miles  per  hour  from  the  northwest  at  Charlotte, 
N.  C,  on  the  17th  and  from  the  northeast  at  Charleston  on 
the  23d. 

SUNSHINE   AND    CLOUDINESS, 

The  average  monthly  sunshine,  determined  from  7  automatic 
records,  was  166.6  hours,  or  56%  of  the  possible  amount.  The 
average  number  of  clear  days  was  10;  partly  cloudy,  9,  and 
cloudy,  12,  as  against  normals  of  13,  7  and  11  da3's,  respect ivelj'. 

RIVER   CONDITIONS. 

The  month  opened  with  a  moderate  freshet  in  the  Wateree 
River,  which  passed  below  Ferguson,  on  the  Santee  River,  by 
the  18th  The  unavoidable  losses  were  estimated  at  $313 ;  value 
of  movable  property  saved  by  timely  warnings,  estimated  at 
$24,780.  During  the  remainder  of  the  month  all  rivers  of  the 
Section  were  relatively  low. 


MISCELLANEOUS    PHENOMENA. 

Fog,  Dn>Hc  (f^f^p.s)  .—Beaufort,  10,  30;  Camden,  12,  29;  Ca- 
tawba, 7,  11 ;  Centenarv,  12,  21,  28,  31 ;  Charleston,  22,  28,  29; 
Cheraw,  12,  29,  30;  Clemson  College,  25,  26,  27,  28;  Colum- 
))ia,  12,  29;  Darlington,  10,  11,  29,  30;  Edisto,  29;  Gaston 
Shoals,  12;  Georgetown,  29;  Kingstree,  12,  29;  Landrum,  7, 
22;  IMayesville  (near),  10,  12,  16,  30;  Monetta,  10,  30;  Moun- 
tain Rest,  10,  11,  12,  21,  25,  26,  27,  28,  29,  30,  31;  Pelzer,  11; 
Rimini,  12,  29;  St.  George,  12;  Santuck,  11;  Society  Hill,  11, 
20,  28;  Spartanburg,  27. 

Halos  (dates). — Luvar:  Charleston,  14;  Columbia,  14,  17; 
Gaston  Shoals,  14;  Mayesville  (near),  14;  Oaks,  14.  Solar: 
Mayesville  (near),  8,  29. 

Tliiirirlrrstornis  (dates). — Rimini,  10;   Summerville,  22. 


ERRATA. 
February,   1915. 

Kl.oKENrE  No.  1. — jrean  temperaturo  (piigp  1'2).  should  be48.fi. 
G.\STON  Sho.\i.s.— Total  pret-ipitation  (page  12),  should  be  3.85. 

March,   1915. 

CoNw.w.— Mean  temperature  (page  20),  should  be  '45.2.    Total  precipitation  (page  20), 
should  be  2.(15. 

June,   1915. 

Creenwooij.— Total  precipitation  (  page  44  I.  should  be  2.88. 
Hk.\th  Si'hi.nc— Temperature  departiu'e  (page  44),  should  be  —.3.0. 

November,   1915. 

W.\r.TF,Ki!ono.--  I'reciiiitation  departure  (page  S4),  should  be  +0.04. 

December,   1915. 
WAi.TKnr.oijn.— Mean  temperature  (page  92),  shoul<l  be  "47.9. 


MISCELLANEOUS  DATA  FOR  JANUARY,   1916. 
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Temperature— 
degrees  Fahr. 

Precipita- 
tion— 
inches. 

Wind. 

Mean 

relative 
humidity 

Stations. 

M    • 

<v    • 

^ 

. 

*->    'Si 

^tl 

■^  o 

®   OT 

S-3 

"be 

OJ 

"3 

era 
ur 
ocit 

les. 

s 

rcen 
ible 

c 

o 

=*  "  Oi'S 

'P  b 

CS 

o.  1  o  ■" 

K 

f^< 

K 

►J 

C5cj 

<^>'i. 

&^ 

CO 

00    (S. 

Asheville,  N.C.... 

30.28 

44.8 

67 

6 

2.54 

0.87 

11.0 

SB. 

83 

69 

55 

Augusta,  (^a 

30. 28 

54.0 

78 

24 

0.75 

0.31 

6.8 

ne. 

89 

73 

,52 

Charleston.  S.  C. . 

30. 28 

5.5.9 

77  1 

28 

1.34 

0.63 

10.6 

ne. 

86 

82 

68 

Charlotte,  X.  C  ... 

30. 28 

47.fi 

71 

18 

1.66 

0.41 

11.1 

sw. 

84 

74 

.53 

Columbia,  S.  C 

30.  .30 

.52.9 

77 

22 

1.32 

0.  33 

8.0 

ne. 

87 

77 

46 

Savannah,  (ia 

.30. 27 

58.2 

79 

30 

1.43 

0.63 

12.  3 

ne. 

86 

81 

57 

Wilmington,  X.C. 

30.  .30 

52.  9 

7f> 

20 

1.12 

0.32 

8.0 

sw. 

84 

75 

60 

Means  and  ex-  1 

30.28 

52.3 

79 

fi 

1.45 

0.,H7 

9.7 

ne. 

86 

76 

56 

ClJMATOl.OGICAL   DATA:    SOrill   CAUOl.lNA   SIX'I'ION 


.J.\.\rAi;v,  I'.MC. 


Cliinatolog-ical  Data  for  January,   1918. 


Tciiipi'iatui-e,  in  ilcfcrees  l''ii.lir.  i    I'n'C-ii)iti\lion.  in  inc'.rs.    'Niiinboi-drclnys. 


Knulern  Porlu. 

Allendalo 

Itl'UUiOlt 

I'.hiflcville 

liowiiuiii 

(Viifciiary 


liarnucll  .. . . 

Hi'ivulort 

]!arnxvi'll 

OraiiKcburg' . 
Marion 


Cliailpston I  Cliarloslon  . 

riicraw Cliestcrliold 

Conway Ilorry 

liarliiiKton I  DarlinRton  . 

Dillon i  Dillon 


Ivlisto  tt IJaniberg- 

KHinKliani Floroncp   

I'cTgnson I  Orangeburff  . 

Floivnce  1 Kloronop 

Florence  2 '•  Florence 


Georgetown i  OeorRetown 


Kingstree. 
Mayesville  (near) . 

Oaks  

I'inopolis** 


Clarendon . . . 
Dorchester  . . 

('allioun 

Smiths  Mills I  Georgetown  . 


Rimini 

St.  George 
St.  Matthew.-^ 


Williamsburg  . . . 

Sumter 

(ieorgetown 

Berkeley 


186 
21 
296 
160 
43 

4S 
144 

25 
175 
100 

113 

lOfi 
63 
136 
136 

12 
54 
70 


Society  Hill 

Summerville 
Walterboro . . 
Yeniassee. . . . 


Division  means  and  ex 
Wcnterii  Pmiioii. 


Aiken  

Anderson 

)iatesl)urg 

lilairs 

Calhoun  Falls 


Camden 

Catawba  

Chapi)i'lls 

Cleiuson  College  . 
Columbia  


Edgefield Edgefield  . 

Gaston  Shoals  tt '  Cherokee  . 


Darlington  . 


Dorchester. 
Colleton  .., 
Hampton  . . 


97 
109 
269 

62 
192 

75 
69 
24 


tremes 


Aiken |    527 

AnderscHi  >     764 


Lexington. 
Fairlield. . . 
Abbeville.. 


Kersliaw.. 

York  

Newberry  , 

Oconee 

Kichland  ., 


65() 
293 
50S 

222 
562 

402 
850 
351 


Greenville. 
Greenwood. . . 
Heath  Spring 


Landrum 

Liberty 

Little  Mountain  . 
Meriwether 


(ireenville  .. 
Greenwood. 
Lancaster... 


Spartanburg . 

Pickens 

Newberry  . . . . 
Kdgetleld   .... 


Mnnetta Saluda 


680 
989 
671 
568 

1063 
900 
711 
450 
400 


Mountain  Ue.st i  Oconee ISSO 

New  berry I  Newberry I  502  13 

I'elzer I  Anderson I  850  !  12 

Saluda Salmla l  536  15 

.Santuck I'liion I  512  23 

Spartanburg Spartanburg i  875  27 

'I'renton Kilgelield '  620  23 

Winlhrop  College  tt...    York  690  17 


Division  means  and  ex  trenies 
State  means  and  extre  mes 


'56.4 
55.6 
56. 2 
52.2 

55.9 
51.8 
"53.  5 
51.6 
53.6 


-  ir.        |>o     i-       -    .   V,       Sh 


-1-5.3 

+8.5 
+8.2 


+6.6 
+8.5 
+5.4 
+6.0 
+6.6 


54.5 
51.6 


54.2 
54  0 
53.9 

55.4 
54.8 


»'54.3 

'so.'e 


56.4 
57.4 
55.6 


+7.2 
+6.6 


+5.8 
+6.5 


+  7.5 


+8.3 
+6.' 7' 


+7.4 
+6.3 

+7.7 


+    2 

t  11 

t  13 

31 

2 

22 

31 

2 

t    2 


80 


54.2  1  +6.9 


''52.9 

48.7 
51.0 


.52. 6 


50. 0 
52.9 


46.6 

48.6 
48.7 

46.6 
49.  9 
52.0 
54.0 
53.2 

47.6 
50.9 


51.9 
49.7 

46.3 
52.0 
49.8 

50.3 

52.3 


+5.8 
+4.0 
+5.6 


+7.2 


t  28 
+  22 


+  2 
12 
12 

t22 
31 


31 
tl2 


+7.5         71 
+7.8 


+5.9 
+5.8 
+5.6 


+7.1 
+  6.7 
+7.4 


+6.1 


+6.5 
+6.  7 

+  4.6 
+5.6 
+6.3 

+6.2 

+6.7 


22 

26 

t    2 

26 


;!8 

0.  99 

40 

1..57 

46 

1.23 

41 

1.43 

31 

L34 

32 

L92 

'41 

1.61 

43 

L77 

42 

L62 

18 
18 


22 
20 
17 
20 

26 


K  21 

"ic' 


22  1 

22 
20  I 

16  i 


tl2 


29         15 
12         22 


2 

29 
2 

2 
t  2 
12 
12 
12 

t    2 
12 


15 

18 
17 

17 
18 
19 
19 
19 

10 
19 


9       39 

18       3S 
t    9       44 


t  15       41 


18  I    35 
18       34 


18 
18 
18 

18 
18 
18 
18 


76 
74 

73 
76 

78 

79 
81 


t  12 
2 


2  15 

31  :      20 

2         16 


18 

45 

IS 

41 

18 

"45 

18 

37 

18 

33 

IS 

39 

18 

39 

18 

50 

18 

54 

-2.08  I  0.27 
-1.33  !  0.59 
-1.89  0.48 
0.33 


1.21 

1.78 
1.05 
1.38 
2.01 

1.25 
L16 
1.80 
L82 
1.67 

L34 

1.07 
1.45 
1.49 
L67 

1.89 
1.77 
1.60 

1.53 


1.45 
2.37 
1.55 
2.06 
1. 36 

1.57 
1.82 
1.11 
3.00 
1.32 

0.65 
1.51 
3.10 
1.81 
2.39 

3.78 
3.05 
1.63 
1.45 
!.  53 

3.82 
1.87 
2.  34 
1.95 
2.36 


-2.11 
-0.90 
- 1.  80 
-0.  73 
-0.  96 

-l.Sfi 
-1.62 
-2.  29 
-1.36 
-0.  73 

-2.10 
-1.81 


-1.43 


-1.60 
-1.61 
- 1.  30 
-1.24 

-1.21 
-1.16 
-1.19 

-L45 


-2.15 
-1.38 
-1.S2 
-1.05 
-1.99 

-1.77 


0.63 
0.37 
0.  63 
0.48 
0.45 

0.46 
0.  52 
0.  35 
0.49 
0.68 

0.55 

0.45 
0.40 
0.51 
1.00 

0.36 
0.32 
0.  36 
0.35 
0.39 

0.70 
0.51  ' 
0.31 

1.00 


0.40 
0.48 
0.  53 
0.87 
0.34 

0.51 


-1.38  0.52 

-1.74  j  0.81 

-1.55  !  1.08 

-1.97  I  0.33 


0.50 
0.26 
0.97 
0.62 
0.71 


-2.33 
-1.15 
-1.78 
-0.86 


-1.22 
-1.43 
-1.49 


-1..5S 
-1.40 
-1.38 
-1.10 


1.62  -2.04 
1.77  i  -1.39 
1.41   i   -1.61 


1.31 
1.00 
0.67 
0.  79 
0. 56 

0.  77 
1.05 
0.50 
0.52 
0.80 

0.47 
0.  80 
0.  40 


1.99  i   -1.48      1.31 
1.76     -1.61  '  L31 


0.0 
0.0 
0.0 
0.0 

0.0 
0.0 
0.0 
0.0 
T. 

0.0 
0.  n 
0.0 
0.0 
T. 


sw. 


5  ,  13  ,     7  i  11 

8  '  15  !     4  [  12 

3  :  10  I  17  4 

10  I  7  '  16  8 


9     10     12       9     ne. 

12 :....'........ 

10      11        4  '  16 


1;.  li.  Vance. 

Miss  Lillian  II.  Uiiv. 

Mrs.  D.K.  Sander.-. 

K.  ().  Evans. 

D.  L.  Carmicluiel. 

I'.  S.  Weat'.er  Bureau. 

.1.  H.  Powe. 

Paul  Quattlebauin. 

1).  c.  McCall. 

A.  K.  Uowell. 


Nathan  lenkins. 

II.  IL  .McCall. 

j I I .loscp'i  1'.  Siniiius. 

8  I  13  I  10     s.  H.  K.tiilbert. 

U   ,  16  I     4     S.  Pee  Dee  Kxperiiaei.t  Sta 


0.0  3 

0.0  6 

I'.O  i  14 

0.0  :  11 

0.0  !  5 

0.0  I  9 

0.0  I  10 

0. 0  6 

0.0  I  10 

0.0  11 


0. 0  I  10  3  27 
0.0  ,  12  10  12 
0.0       9  1  12  !     9 


7  '  15 
14  I  3 
8 

12       9 
16 


A.  P.  Hazard. 
14     8.  A.O.Matthews. 

14     s.         Lewis  K.  Warren. 
10     s.  O.  M.  Mitchell. 

Miss  K.  P.  Uavenel. 


13 

13  [     7 


8  no  I  11  1  10 


William  B.  Wolfe. 
K.  S.  Wei-ks. 
.L  S.  Wannainak(>r. 
W.(i.  Walker. 
T.  .s.  Lucas. 

Mi.ss  F.H.Gadsden. 
.1.  .\.  Westerberg. 
.1.  li.  Hul.son. 


0.0 
0.0 
0.0 
0.  n 
0.0 

0.0 
0.0 
0.0 
0.0 
0.0 


6  11       9  I  11      ne.     ,  W.  M.  Brown. 

12  10        1      20     w.      I  II.  H.  Kussell. 

6  12        5  .    1-1  I  11.       i   K..I.  Ilite. 

S  ....'....! !  .L  N.  Owens. 

7  ....I L.  M.  Parker. 


ne.    '  W.  (;.  Brow  n. 

i  .lames  C.  I'aris. 

I  .!..!.  Murran. 

ne.     '   Prof.  F.  II.  U.  Calluuin. 
ne.       f.  S.  Weather  Bureau 


0.  0  2  ! . . . . 

12  .... 

0. 0  14  5 

0.0  .  6  13 

O.U  8  I     5 


0.0 
0.0 

0.0 
I!.  (I 
0.(1 

0.0 
0  0 
0.0 
II.  0 
0.0 

0.(1 
0.  n 

0.0 
0.0 
T. 


15  !    8 

13  I  6 
6  '   14 

5  8 

11  :  6 

14  :  8 

11  i    7 

10  '.... 


.1.  .\.  Townsend. 

Harry  A.  Parshall. 

ne.  .1.  II.  Woodside. 
w.  !  M.  M.  Cil.iouu. 
sw.    i  J.  Marvin  Bowers. 


R.  Ilartwell  Wilds,  1).D..' 
.lohii  T.  lioggs. 
.1.  M.Sease,  .M.  1). 
Williams.  Middletou. 
.losepli  .M.  .lohnson. 

J.  H.  Brown. 
Warren  (i.  Pelersou. 
.loshua  Y.  .loui'S. 
Mrs.F.  V..I.Ma.>cwell. 
K.  W.  .leter. 

V.  P.  Hobinson. 
Mrs.  S.  v..  Long. 
W.  P.  Goodman. 


9  ,     9  i     8  '  14  i  ne. 

'        I        I 
9     10  I    9  i  12  I  ne. 


The  departures  from  the  nonnal  temperature  and  precipitation  are  computed  (mly  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
determining  section  or  division  means.      Reference  letters  (».  ^.  <•').  appearing  in  the  tal)le  indicate  number  of  days  mi>>ing:  for  e.vample.  >'  represenis  two  days  nii-^sing.  etc. 

t  Also  on  other  dates,  tr  Received  too  late  to  be  included  in  means  and  summaries.  "  'remperature  data  are'  from  observed  readings  of  the  ilry  bulb:  means  are  cmii- 
pnted  from  observed  readings,     tt  Past  ofi  ice  addresses  of  these  stations  are  as  follows-     Of  Kdisto.  Kmbree:  of  Gaston  Sl.oals.  GalVmy ;  of  Winthrop  College.  Uin-k   Hill. 

T.  Preci))it.ation  is  le.ss  than  0.01  inch  of  rain  or  melted  snow  . 


.J.\Ni\l;V.     l!)l(i. 


CU.M.VrOI.OCKWI.    DATA:     SOU'll!    (WKOLINA    SIlCTION. 


Daily  Precipitation  for  January,    1916. 


Day  of  month 

SUllinllS. 

\\  ati'i'slieil. 

1 

2       3 

4 

5 

6 

7 

8 

9 

10 

11      12 

13 

14 

15 

16 

17 

18 

19 

20     21     22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

* 

1 

I'jisferii  Pt»iti>ii. 

A!l.Miiliile||!| 

1!  luifort 

m.icUvillcllil 

SavaiiiKili 

.30 

.... 

.12    .42 

.10 
.15 
.25 

.02 

T. 

.25 

'.'ii 

.10 

.10 

Coa.st 

Ivlislo 

do 



— 

'.'63 

.14 

.27 
.10 

.20 

.... 

.23 

".24 

. . . . 
. . . . 

0.99 
1.57 
1.23 
L43 

1.34 
1.92 
1.61 
1.77 
1.62 

1.21 
1.78 
1.05 
1.38 
2.01 

1.25 
1.16 
L80 
1.82 
1.67 

1.3J 
1.07 
1.45 
1.49 

1  07 

'.'.'.'.['t.' 

.07 

.59 



.18 
4? 

.48 
.25 

.09 
.22 
T. 

.07 
.30 

.33 

T. 
.09 
T. 
.06 

Pee  De" 

T. 
0'' 

.03 
■64 

....1   -04 

.33 

.28 

.28 
.37 
.82 
.42 
.45 

.14 
.52 
.20 
.26 
.68 

.40 
.30 
.40 
.35 
1.00 

.36 
.12 
.36 
.35 
.25 

.21 
.29 
.23 

.15 

.48 
.20 
.16 
.25 
.25 

.09 
.29 
.05 

.15 
.00 
'.'21 

.16 

.07 

.20 

.42 

19 

.03 

.28 

.02 
.16 

T. 

.04 
.01 

.01 
't'.' 

Charleston  *** 

Coa*^t 

T. 

T. 
.06 

T. 
T. 

Oi-'i-iiw  i!il  

■ill^VHvllii 

1  liiio'ton  III! 

I'ee  Dee 

.20 

.09 
T. 
.04 
.02 

.28 
T. 
.48 
.20 

.46 
.48 
.35 
.49 

tv 

I*eo  Deo 

m 

T. 

.... 

.09 
.20 

.05 
T. 

08 

■    llDll                                         .     . 

Little  I'ee  Dee 
ICdisto       

f'S 

.02 

.07 
.27 

.10 

T 

T 

.05 

F(li<to  IHI 

.10 

.30 

ri1in;;l;tun  illi           

Lynches 

.22 

.03 

.34 

.08 

iviiic  lllll 

■ 

T. 

.10 
.18 

.IS 

.12 

.20 

.30 

.23 
T. 

do       .... 

T 

.60 

.25 

.55 
.10 
.24 

.20 

.10 

ficorjretowu  .             . . . . 

Coast 

T. 

T. 

Klacic       

45 

.15 

.11 
.09 
.17 

.05 
.12 

'.'26 

.12 
.15 

Mavt'sville  (iiea:r) 

()nk>       

do 

do 

T. 

tv 

.03 
.02 

.05 
.04 

,01 

.... 

.30 
.  14 
.06 

.23 
.03 



.16 
.51 
.40 

.05 

T. 
.01 

.02 

.12 

'.'6i 

.17 
.10 
.30 

.02 
.25 

.01 

.10 

T. 

I*in(jpi)li>;                 

CoopiT       .  .    . . 

Uimiiii  nil   

Santep 

.01 
.02 

T. 
.03 

.05 



.41 
.13 
.30 
.25 

.20 
.03 
.35 

V39 

.11 
.32 
.17 
.13 

T. 
.03 

.06 
.15 

0<1 

St  Gcowellll        

Edisto     

.'■23 

.02 

St   MiUlliews  |||| 

.Santee 

Smillis  Mills  III] 

I'ee  Dee 

.12 

'.'i'i 

.05 
.05 

■.'67 
T. 

.05 

.00 
.11 

.20 
.00 
.05 

.20 
.20 
.38 
.23 

.30 

.03 

.10 
'.'06 

'.'si 

T. 

.25 

.06 

.12 
.25 

.15 

Society  Hill  1111 

do 

.04 

T. 

.05 

.13 
T. 

tv 

.15 

tv 

.30 

.17 
.23 

.10 

.16 
.02 

.03 

.05 
.32 

.05 
.04 
T. 

.^iiuiiiierville 

Ashley 

Ashepoo 

C'oiubahee  .  . . 

..... 

.... 

.... 

.70 
.51 
.20 

.40 
.03 
2P 

.08 
.09 
.11 

'.'08 
.16 

T. 

.08 

.28 

T. 
t.' 

'.'62 
.01 

.02 
t'.' 

1.89 
1.77 
1.60 

1  45 

Wiilti'i  i)()ro                .... 

^■(•iiuisseellil   

.31 

T. 

.35 
.13 

AiUeu 

Kdisto 



.40 
.48 
43 

.05 
.04 

Savannah  .... 
Fdisto    

.09.... 

.34 

iii 

.16 
.27 

.02 

.03 

2.37 
L55 
2.06 
1.30 

1.57 
L82 
1  11 

li.ileshiirgllll 

Bliiirs  nil 

I?road 

.10 

.15 

".2\ 

.87 

.22 

.02 

Calhoun  Falls  llll 

.11 

.34 
.05 

29 

.19 
T. 

.... 

.16 

.20 
.10 

<  '.iiinlen  nil 

Wateree 

.05 
.13 

.07 
.45 

.81 
1.08 

.44 
.07 

.12 

.08 

.37 
.08 
.15 

.06 
.08 

.50 
T. 
.14 
.32 

T. 

'.'ii 

.15 
.03 



1  .ilawlia  1111 

.29 

.10 

.15 
.37 

tv 

.15 

Voi 

.13 

Chappellsllil 

SaUida  

Clt'iiison  ('ollo{?0 

Savannah  



.20 
T. 

T. 
T. 

.01 
.02 

t.' 

.13 
.17 

.12 

.15 

.39 

.08 

.03 

.18 

.47 
.01 

.01 
.28 

.01 
.01 

T. 

02 

in 

3.00 
1.32 

0.65 
1.51 
3.10 
1.81 
2.39 

3.78 
3.05 
1  63 

.  33    -  - 

01 

l'Mi?eliol(l  nil 

(iastoii  Slioals  '111  

Hioad  

i^ahida  

lio 

.08 

T. 

T. 
T. 

.23 
•12 
.16 
.30 

1(< 

.20 
.05 

tv 

.10 
.26 
.20 

.17 
.97 
.62 
.53 

.73 
.80 
.67 
.79 
.56 

.71 

i.or- 

.38 
.52 
.55 

.20 
.80 
.40 

.... 





T. 
T. 

.08 
.24 

T. 
.07 

.26 
.28 
.42 

1   qi 

.11 
.86 

.15 

.02 

.05 
.03 

'.'io 

.02 

.03 
.03 

(Ireenville  ||ll 

(iivcnwood  nil 

Widerei? 

.10 
.OS 

.71 

.04 
.25 
.32 
.10 

.07 

.18 
1.00 

.30 

.03 

.29' 

09 

I.aiiilrinn 

liroad    

.02 

T. 
.01 

.12;.... 
.101  T. 



T 


T. 

"n 

.45 

.03 
.10 
T. 
T 

.02 
.05 

.13 
T. 

.02 

T. 

.05 

.46 
.10 

l.iiicrtv 

Savannah 

Salnda   

. 

... . 

T. 

.W'  .15 

....1  T. 

.... 

.10 

.25|  .04 
.071---. 

I.illle  .Moiiiilniii 



.35;  .17 
.07j  T. 
.24    .11 

.26   .50 
.20   .08 

Mori'.M'tiicr 

T. 

T. 
.05 

T. 

T. 

.04 

.25 
.06 
.34 

V26 

.22 
T. 

.... 

.03 


T. 
T. 

.06 
.04 

'.'08 
.06 

".'i'i 

.26 

.45 
.10 
.32 
.07 
.15 

.16 

T. 

.29 

1.45 
1  53 

MoiU'tta 

Kdisto 

.Savannah 

Sahida     

....!  .03 

T. 

.10 

-    OS 

.12    .30 

.02 

05 

01 

Moimtaiii  Rest 

New  i)env 

T. 

.05 

.11 
.12 

.10 
.20 

.40 
.09 

.02 
96 

.27 
T. 

.50 

.02 

.24 

.05 
.02 

.02 

.77 

3.82 
1  87 

IVlzer  nil 

....do 

;i2 

T. 

.20 
.11 
.07 

.09 
.26 
.05 

.02 

.02 

.04 

T. 

2.34 
1.95 
2.36 

1.62 
1.77 
1  41 

<lo 

05 

.07 

tv 

tv 

T. 

.47 
.13 

T. 
.18 

.18 
.17 

'.'is 
.10 

.80   .12 

24 

1    . 

.08 

.02 
.49 

T. 
T. 

T. 
.04 

Sparlaiibtir^  ||!| 

Trciitoii 

do 

Kdi.sto 

.04 

.02 
T. 

■":ntlirop  College 

Cataw  ba  

12;    .  10 



.  15  . . . . 

....|.10 

10 

Kxcept  as  otlenvisp  indicated,  observations  are  Renerally  made  late  in  t!-.e  afternoon,  near  snnset,  and  precipitation  recorded  is  for  the  24  honrs  ending  at  tlie  time  of 
Innervation.  Iljl  I'reciiiitation  measured  in  tiie  morning:  amount  then  reconleil  is  for  the  precedinsr  24  hours.  **"=  Regular  Wcatlier  linrean  .station;  precipitation  is  for  the 
Miour  period,  midnight  to  midnight.    '  Precipitation  inchideil  in  the  next  following  measurement,    t  Separate  dates  of  falls  not  recorded.    T.  Trace,  or  le.ss  than  0.01  inch. 


COMPARATIVE  DATA  FOR  JANUARY. 


Year. 


TcmpiTaluii 


Precipitation. 


■Kvei'ai,'!'   n  u  mbe  ]■  of 
days- 


'    '•—  :z.  C^        ^ 


1SS7 


4M 
4ii.2  I 
44.9  i 

54.1  i 

46.2  I 


iMiKl. 
I  NOT. 
ISOS. 
1N99. 
llli«l. 


42.7 

38.0  ' 

17.9  I 

44.2  ; 

4:!.  H  : 

J'J.  2  ' 

■i;i.2  1 
-II.  1 

14.(1 

4.1. 1 

42,  4 

43.  7 


SI 


2.8(1 

2.  94 
5,81 
1,16 

3.  .56 
6.75 
2.  .52 
3  15 
7.31 
3. 02 
2.  29 
I.Sil 
4.72 

2.  4;i 
;>.  5.') 
2.1  5 

3.  85 


1 

8     

10  ! 

nw. 

10  1 

ne. 

f.  i 

sw. 

1 

w. 

nw. 

61 1 

1.) 

L' 

n 

11 

ll". 

s 

hi 

ll 

14 

n 

1.1 

Year. 


Temperatu 

re. 

I'reciiiitation. 

.Vverage  number  of 
days- 

S 

& 

S 

.c 
bo 

X 

p 
0 

< 

.Yverage 

days  with 
0.01  inch 
or  more. 

Clear, 

"-a 

0,0 

3 
5 

1) 

nw 

fi 

nw 

9 

sw. 

••) 

w. 

CoMiwudl- 

1904 

1905 

1906 

1907 

1908 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916 


Period. 


40.2 
41.4 
47.0 
53.4 
44.2 
49.  6 
45.  5 
49,  !S 
40,  2 
5;i.  S 
46.7 
4.i.  1 
.'>2.  3 


45.  6 


89 


8 

8 
12 
18 
17 

9  ' 
11 
16 

6  I 
23  I 
IS    1 

i;i 
111 


2.  97 

8 

2.  00 

/ 

--..  s5 

11 

0.71 

4 

4.86 

9 

1..54 

5 

2.  98 

7 

1..58 

5 

4.92 

9 

3.21 

s 

2.  U\ 

5 

Ii.  :;l 

9 

1.7li 

9 

3.37 

8 

5 

11 

6 

10 

4 

15 

s 

10 

9 

111 

111 

7 

s 

9 

4 
(1 
9 
(i 

14 
15 
(i 
1:1 

9 

12 
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Daily  Temperatures  for  January,  1916. 


Stations. 


18      19  1  20  i  21   I  22     23 


24  j  25     26  !  27 


28     29     30  !  31     Mean. 


EHflei'n  rwtinii. 


AJlendale  % 

Hcaufort 

niaekvilles^* 

Bowman 

Centenary 

Charleston 

Cheraw  §* 

Conwiiy'JiJ 

Darlington  sS^S 

Dillon 

Ferguson  % 

Florence  1  % 

Georgetown 

KingstreeW 

Mayesville  (near). 

Oaks 

St.  (icorge  % 

St.  Matthews  S^sV-- 

Society  l\\\\% 

Summorville 

Wiilterboro 

YeniasseeS^S^ 

W'cxiern  I'ai 

Aiken  

Anderson 

Bate.sbnrgS\sS 

Camden  W 

Clemson  College  . . 

Columbia 

Greenville  W 

Greenwood  '^•^ 

Heath  Spring 

Landrum 

Liberty 

Little  Mountain  . . . 

Meriwether 

Monetta 

Mountain  Rest 

Newberry 

Saluda 

Santuck  

Spartanb\irg  sS* 

Trenton 

Winthrop  College  . 


Maximum  . 
Minimum. . 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum.. 
Maximum  . 
Minimum.. 
Ma.ximum  . 
Minimum.. 
Maximtim  . 
.Minimum. . 
.Maximum  . 
Mininuim. . 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum. . 
Ma.ximum  . 
Minimum. . 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum. . 
Maximum  . 
.Minimum. . 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum.. 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum. . 
.Ma.ximum  . 
Minimum. . 
Maximum  . 
Minimum. . 
Ma.xinnira  . 
Minimum. . 
Maxinuim  . 
.Minimum. . 

idii. 

Maximum  . 
Minimum. . 
.Maximum  . 
Minimum. . 
-Maximum  . 
Minimum. . 
.Maximuir  . 
Minimum. . 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum. . 
JIaximum  . 
Minimum. . 
Ma.ximum  . 
Minimum. . 
Ma.ximum  . 
Minimum.. 
.Maximum  . 
Minimum.. 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum. . 
.Maximum  . 
Minimum. . 
Maximum  . 
Minimum. . 
-Maximum  . 
Minimum. . 
Maximum  . 
.Minimum.. 
Maximum  . 
Minimum.. 
Maximum  . 
Minimum. . 
Maximmu  . 
-Minimum. . 
.Maximum  . 
Minimum.. 


68  71 
40)  60 
67:  74 


33 

68 
35 
55 
32 
53 
44j 
56 
34i 
59t 


70 

45l 
721 


60  59' 


78 
51 
70 
61 


80!  72 
48  59 


521  43 

65  70 

49l  46 

68  68 


56 
69 
39 
65 
47 
64 
42 
64 
44 
65 
46 
57 
47 
69 
40 
67 
49 
68 
47 
69 
49 
68 
50  41 
74  69 


31i  32 
60i  70 

28  32 
60 

29  33 
60'  73 
381  38 
63] 

32l  36 
581 
461  36 
61] 
57 
66 
31 ' 
58: 


72  70 
60  40 
66  62 
60  54 

75  70 
52  54 

76  68 
45l  51 
76i 
56 
76 
38 
78 
38 


72 
34 
72 
33 
74 
32  31 
61  74 


33!    38 


74  68 

64:  44 

73j  61  i  55| 

48  431  28 

73  68l  581 

52l  48  351 

78;  671  60i 

53j  43  28 


6 

49 

74 

44 
67 
43 
65 
60 
76 
60 
60 
46 
71 
44 
65 
51 
68,  60 
301  50 
65|  64 
3«'  49 
65  70 
42  58 
72|  76 
391  58 
68i  74 
40'  57 
53'  63 
.341  52 
66,  71 
36|  ,53 
681  75 
33J  68 
641  65 
38l  .62 
62:  61 
34   46 


50 
29 
43 
30 
60 
25 
44 
29 
4' 
30 
43 
30 
46! 
29l 
44 
29 
38 
26 
43 
27 
44 
32 
42 
28 
53 
31 
44 
30 
41 
30 
42 
29 
45 
30 
41 
36'  28 
601  40 
■61  i  28 
70,  46 
45!  29 
58!  42 
36,  26 


23  25 


76;  72 

67]  51 

80  79 

40!  50 


72 
50 
69 
48 
74 
54 
74 
56 
74 
49 
78 
47 
79 

49|  52 
75 

38 

72 

35 

78 

46 

76 

38 

76 

49 


20i  30l 


75 
44 

70 

39 

71 

41 

75 

36 

60 

42 

74 

51 

62 

34 

69 

35 

62 

42 

69 

40 

62 

41 

70 

46 

75 

47 

72 

45 

61 

41 

70 

46 

72! 

471 

68|  73 

42f  51 

661  60 

34!  50 

71!  75 

451  51 

67]  75 

42  53 


72:  58 


56. 
38  . 

60!  56 
40,  32 

80!  64 


55 

28 

55 

28 

59 

29 

51 

39 

59 

30 

51 

36 

52 

29 

52 

30 

55 

29 

47 

30 

69 

30 

&■ 

36 

56 

29 

56 

33 

54 

26 

54 

33 

6 

29 

54 

33 

51 

31 

54] 

29: 

55 

42 


54  49  41!  42  50 


63 

65 

60 

47, 

35  45!  391  26' 

54]  59:  43!  52 

31!  331  36i  20 

6O1  65  54!  52 

361  35  30,  21 

48|  55;  56 

39 

291  33 

34 

20 

49!  63 

63 

44 

37  40 

,32 

28 

36'  52 

42 

37 

28:  32  38 
48  57   40 

18 

43 

33 

39 

20 

43 

61 

40 

41 

28 

.32 

30 

18 

47;  56 

40 

48 

27!  37 

37 

18 

461  58 

43 

44 

32  32 

40 

21 

38  56 

37 

41 

31!  32 

37 

20 

48!  60 

41 

45 

32i  37 

36 

22 

47 

56 

44 

44 

30 

30 

38 

20 

61 

52 

•52 

44 

27]  32 

35 

17 

64   60 

67]  44| 

29 

35 

.35 

20 

48 

60 

50 

44 

44 

65 

41 

44 

30 

33 

.39 

21 

39 

53 

40 

41 

27 

28 

32 

16 

50 

61 

f8 

44 

32 

37 

38 

22 

53]  63 

59 

47 

31 1  38 

22 

55 

66 

43 

46 

31 

36 

39 

20 

46 

66 

55 

43 

30 

33  33 

40 

45  45 

39 

29 

32  27 

18 

52 

63  40 

42 

28 

32!  33 

19 

42 

64 

41 

41 

27 

28 

,38 

28 

52 

46 

46 

39 

33!  36 

34 

16 

41!  58 

50 

41 

291  33 

28 

22 

49!  44 

33 

,38 

29 

30 

26 

16 

41 

66 

38 

41 

29 

30 

34 

18 

36 

52 

41 

39 

27 

30 

,33 

17 

43 

47 

44 

36 

27 

31 

21 

17 

42 

42 

46 

38 

31 

33 

29 

18 

45 

.541  61 

46 

28 

32!  29 

19 

43 

541  41 

49 

33 

33:  33]  19] 

49 

641  52]  41 

31 

34|  33 

19 

44 

471  46 

41 

28 

31   22 

10 

44 

53]  47 

41 

29 

33i  29 

19 

46 

65 

.52 

42 

30 

34 

.32 

18 

44 

52 

49 

40 

29 

32 

27 

17 

39 

49 

29 

37 

29 

30 

27 

16 

46 

53 

53 

41 

31 

33 

31 

20 

421  63!  47 

40 

28 

32 

27 

16 

68!  "6 


61  60  66  75!  76  75 


45  73 

281  30 


29  33 

53i  74 
26  32 


75  751  63: 
621  59  46! 


50 
75 
61 

68 
43 

64 
63 
70 

48:  58 


70 

62 

60 

53 

77 

70 

,62 

50 

68 

68 

56 

63 

73 

63 

57 

48 

77 

60 

431  51 

59  75 


50  51 

59  63] 

36'  46 

64  63' 


77;  70 

56  56 

70  79 

521  57,  60 

681  72,  76 

541  58 

68!  68 

491  52i 
6 
57 


75!  70 
41]  61 
74I  79 
37]  51 
77'  79 
431  64J 
801  75! 
32 
73 
31 
72 
411 
75 


8(1 
32  50 
76  80 
42  65 
75 


48| 

631 

531 

65 

50 

65 

35 

63 

48]  48 

79  63 

60i  52 

761  58 

46]  52 


42 
76 


74 
44 
74 

361 

'^ 
50] 

78] 

491 


60 
58  62 


341  46 

68,  70 

37!  45i 

58  70 

33  38 
60  71 
50  45: 
68  72' 
48!  .36i 
671  64i 

34  36! 
66  67] 
38  42i 
62  70i 
37,  40] 

59  67] 

35  41 
66  71 
38  481 
60]  63| 


70  68 
52  60 

68 


51]  46 

78]  74 


55,  61 

78l  74 

36]  58 

79  73 

46!  51 

761  74 

551  62 

78]  74 

5(1  50 

77  73 

66]  46 
74 

,54  47 

79  71 


451  55 

65]  71 

38]  55 

73;  77 

32i  52 

58  66 


70:  71 
44   55; 


57'  67!  77 

35  46!  51 

60  68 

3?!  41 

63  68 

40j  50 

63'  71]  81 

401  50  61 

64;  68   76 

40  41   50 


63  55 

49  35 

68]  55 

44'  35 


50!  60 


40  51 


72 

611 

■'1 
60] 

ii 
70] 


(Hi  58 
49]  34 


42  60 

67!  73 

44:  60! 

63  70] 


68|  56 

35i  32 

62!  54 

47]  32 

63l  56 

50]  31 

63'  541 


^ 
53 
73 
541 

79i 

^ 
54 

76: 
581 
771 
53! 

73] 
58| 
77 
541 
721 


62]  65] 

64  72' 

60I  ,54] 

611  75 


61 
65 

48 
62 

52l  62 
64 


57, 
66! 


29!  46] 


691 
69! 
70! 


43  56| 


44' 

31 

4.5! 

,52 

,^8 

.53 

56 

62 

42 

32 

.32 

46 

63 

57 

60 

73 

48 

34 

44 

,■^3 

64 

54 

62 

72 

40 

30 

43 

62 

71 1  77 

65:  51 

71i  67 

54  62 

75 

57 

75 

67] 

74 

56  50 


46,  54 
65  79 
49]  53 
65|  77 
47'  47 
661  79 
47 1  56 
79 
59 
74 
55 
76 
52 
79 
54 
79 
54 
78 
56 
80 


"  66.2 
t  46.5 
68.0 
43.3 
67.7 
44.7 
61.9 
42.5 
64.0 
47.8 
59.7 
43.8 

•  65.0 

•  42.0 
64.4 
38.9 
65.4 
41.9 
66.1 
42.  9 
63. 2 
39.9 
66.0 
42.6 
66.1 
42.  0 
66.2 
41.6 
67.8 
43.0 
66.2 


68 

59  52 

69] 

57!  46 

70]  70 

56  65 

72  '•■ 

61 

68 

58 

70 

60 

71 

63 

65 

50 

64 

58 


3 
55 
71 
60 
73 
63 
69 
67 
76 
55 
62 
54 
65!  62 


78  78 

52!  53 

61 i  77i 

451  45] 

68]  78] 

64  56i 

62|  80 

50!  68 

65!  go 

48  55 


681  76 

501  54 

55  67 
44]  52 
60!  69 
45;  47 
6I!  76 

56  58 
63!  63, 
48]  54! 
69  76! 
481  58 
57!  64 


41; 
60: 


56 

60 

70 

72 

56 

,64 

71 

74 

60 

,68 

78 

78 

64 

,64 

69 

75 

60 

54 

69 

71 

,52 

57 

70 

10 

60 

53 

70 

76 

60 

51 

68  73; 

60!  501 

70]  66j 

49  57] 

67  76i 

60  W, 

68!  64 1 

68!  48; 


45:  46 

58  71 

43  54! 

56!  60; 

43]  511 

54]  62! 

46;  52] 

66  73| 

46l  ,661 

69]  76 

50  55 

72  75 

49  56 

66  58 

46  49 
5S|  73 
461  57 
68  74| 

47  56' 
66'  72 
441  54 
57  66 
42  44 
68'  76 
49!  64, 
55,  70: 
42,  53! 


65.5 
43.1 
62.4 
38.7 
67.  6 
45.1 
68.8 
46.0 
67.6 
43.6 


64.4 
41.4 

58.0 
39.4 
62.5 
39.5 
62.0 
43.3 
67.8 
42.1 
62.  3 
43.6 
57. 2 

36.  1 
69.4 

37.  9 
57.7 
39.7 
54.8 
38.3 
67.4 
42.4 
61.6 

42.  6 
64.  6 

43.  6 
63.1 
43.3 
56.8 
38.3 
6(>.5 
41.3 
62.  7 
41.  1 
69.  3 
40.1 
55.8 
36.  S 
62. 1  . 
42.0 
69.5 
40.1 


Reference  letters  (».  b,  c),  appearing  in  the  table  indicate  number  of  days  missing:  For  example,  ''  represents  two  days  missing,  etc. 
%  Instruments  are  read  in  the  morning;  the  maximum  temperature  then  read  is  <'harged  to  the  preceding  day,  on  \\  hich  it  almost  alw  ays  occurs. 
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No.  2. 


GENERAL,  SUMMARY. 

AI)normaI]j-  wai'm  weather  prevailed  up  to  the  middle  of  the 
month,  when  a  marked  cold  wave,  attended  by  freezing  tem- 
IH'rature.s  to  the  coast,  materially  checked  further  unseasonable 
advance  of  vegetation.  Considerable  truck  and  young  tobacco 
on  the  coastal  plain  were  damaged;  otherwise,  frost  injury  was 
comparatively  light,  although  fruit  trees  were  budding  freely, 
and  some  were  in  bloom,  ^\'inter  crops,  on  the  whole,  con- 
tinued in  favorable  condition.  Precipitation  was  much  below 
normal  on  the  coastal  plain.  Unusual  floods  occurred  in  the 
Pee  Dee  and  Santee  River  Systems  incident  to  heavy  rains  over 
tlie  upper  watersheds  on  tlie  1st  and  2d.  The  month  closed 
with  a  cold  wave,  accompanied  hy  considerable  snow  over  the 
higher  elevations. 

PRESSURE. 

The  mean  sea-level  pressure,  determined  from  reports  of  7 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30.09  inclies.  The  higliest  pressure  in  the  region 
centered  l)y  reports  was  80. (UJ  inches  at  Asheville,  N.  C,  on  the 
8d  and  at  Columbia,  S.  C,  and  Wilmington,  N.  C,  on  tlie  4th; 
low(>st  pressure,  29.38  inches  at  Wilmington,  N.  C,  on  the  25th, 
and  in  the  Section  proper,  29.48  inches  at  Cliarleston  on  tlie 
same  date.  

TEMPERATURE. 

The  monthly  mean  for  tiie  Section,  determined  from  reports 
of  44  stations,  was  48.5°,  or  1.6°  above  the  established  normal. 
The  higliest  temperature  was  81°  at  St.  George,  Dorchester  Co., 
\\'alterboro,  Colleton  Co.,  and  Yemassee,  Plampton  Co.,  on  tlie 
1st.  Tlie  warmest  periods  were  generally  on  the  1st  over  the 
eastern  portion  and  between  the  18th  and  23d  over  the  western 
portion.  The  lowest  temperature  was  11°  at  Darlington,  Dar- 
lington Co.,  on  the  15th.  The  coldest  periods  were  generally 
from  the  14tli  to  the  f6th  and  during  the  last  4  days  of  the 
month.  

HUMIDITY. 

The  mean  relative  humidity,  determined  from  records  of  7 
regular  Weather  Bureau  stations  in  and  surrounding  the  Section, 
was  as  follows:  8  a.m.,  78%  ;  8  p.m.,  ()5%.  The  highest  per- 
centages occurred  over  the  extreme  eastern  coast  district,  and 
the  lowest,  over  the  central  counties  of  the  lower  Piedmont. 


PRECIPITATION. 


The  average  for  the  Section,  56  stations  reporting,  was  3.96 
inches,  or  0.48  inch  below  the  established  normal.  Precipitation 
was  generally  above  normal  over  the  Piediiiont- counties,  where 
the  total  monthly  amounts  ranged  from  5  to  over  6  inches;  on 
the  coastal  plain  the  amounts  were  decidedly  below  normal 
and  ranged  from  3  inehc^s  downward  to  1  inch  on  the  CJeorge- 
town  County  coast.  There  were  five  periods  of  rain,  and  \\\o 
aninunts  were  fairly  well  distributed  as  to  area.  The  greatest 
local  monthlv  amount  was  (i.X(;  inehes  nl  Pelzer,  .\nderson  Co.; 


least  amount,  1.00  inch  at  Georgetown,  Georgetown  Co.  The 
greatest  24-hour  amount  at  any  station  was  3.22  inches  at  Green- 
wood, Greenwood  Co.,  on  the  1st  and  2d.  The  average  number 
of  rainy  days  was  11%  below  normal. 

Snowfall,  ranging  from  Trace  to  5.2  inches,  occurred  over  the 
higher  elevations  on  the  27th,  28th  and  29th  and  at  a  few  sta- 
tions on  the  3d.  Sleet  was  also  quite  generallj'  reported  from 
the  upper  districts  on  the  28th. 


WIND. 

The  prevailing  winds  were  from  the  southwest.  The  average 
hourly  velocity,  determined  from  7  anemometer  records,  was 
10.5  miles.  The  highest  average  velocity  in  the  region  covered 
by  reports  was  13.4  miles  per  hour  at  Savannah,  Ga. ;  lowest, 
8.0  miles  per  hour  at  Augusta,  Ga.  In  the  Section  proper  the 
averages  were  8.1  miles  per  hour  at  Columbia  and  12.1  miles 
per  hour  at  Chai'leston.  The  highest  velocity  for  any  5-minute 
period  was  48  miles  per  hour  from  the  northwest  at  Charlotte, 
N.  C,  on  the  18th,  and  at  Savannah,  Ga.,  on  the  26th;  highest 
in  the  Section  proper,  34  miles  per  hour  from  the  north  at 
Charleston  on  the  13th. 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthl}^  sunshine,  determined  from  7  automatic 
records,  was  217.6  hours,  or  68%  of  the  possible  amount.  The 
average  number  of  clear  days  was  17;  partly  cloudy,  6,  and 
cloud}',  6,  as  against  normals  of  13,  6  and  9  daj'S,  respcctivelj'. 


RIVER    CONDITIONS. 


Heavj^  rains  over  the  upper  reaches  of  the  Pee  Dee  and  Santee 
Systems  on  the  1st  and  2d  were  followed  by  unusual  floods  which 
continued  in  the  lower  rivers  until  the  18th.  Flood  crests  were 
recorded  as  follows:  Blairs,  20.9  Ft.  on  the  3d;  Camden,  34.4 
Ft.,  3d;  Catawba,  21.2  Ft.,  3d;  Chappells,  20.3  Ft.,  4th;  Che- 
raw,  36.3  Ft.,  4th;  Columbia,  22.7  Ft.,  4th;  Ferguson  15.7  Ft., 
9th;  Rimini,  21.5  Ft.,  7th;  Smiths  Mills,  16.8  Ft.,  12th.  Con- 
servative estimates  place  the  unavoidable  losses  at  $16,864,  while 
moval)le  property  saved  at  the  instance  of  Weather  Bureau  warn- 
ings approximated  $103,140. 


MISCELLANEOUS    PHENOMENA. 

Earthqval-es  (dates). — One  to  two  pronounced  tremors,  6:40 
to  6:45  p.m.,  21st,  at  Belton,  Calhoun  Falls,  Columbia,  Chap- 
pells, Clemson  College,  Gaston  Shoals,  Greenville,  Greenwood, 
Landrum,  Little  Mountain,  Liberty,  Monetta,  Newberry,  San- 
tuck,  Spartanburg,  Summerville,  Westminister,  and  Winthrop 
College,  Rock  Hill. 

Hail  (date). — At  Georgetown,  Trenton  and  Yemassee,  9. 

Halos  (dates). — Solar:  Columbia,  4;  Liberty,  27;  Mavesville 
(near),  28.  

MISCELLANEOUS  DATA  FOR  FEBRUARY,  1916. 


1 

Temperature- 
degrees  Fahr. 

Precipita- 
tion- 
inches. 

Wind. 

Mean 
relative 
humidity 

M 
0.= 

Stittioii.s. 

1 

bu   • 

M  = 

a;    . 

a 

4-> 

■Si 

OJ 

■3 

".2 

'St; 

£ 

g 

'is 

CS'" 

OJ  l- 

eg 

p. 

K 

^ 

X 

kJ 

H 

OA 

<.=  >B 

£^ 

«> 

CO 

01 

Aslipvillp,  N.C.... 

30.  n 

37.9 

69 

14 

3.73 

1.62 

10.9 

nw. 

80 

61 

53 

Augusta.  (I'ii 

30. 10 

50.4 

74 

23 

4.28 

2.25 

8.0 

w. 

79 

67 

67 

(;hai-l('.stoii.  S.  C... 

30.  09 

52.  0 

76 

22 

1.47 

0.94 

12. 1 

sw. 

75 

70 

79 

Chai-lottp.  N.C  ... 

30.  07 

43.6 

68 

14 

5.87 

3.12 

12.3 

ne. 

79 

64 

74 

('(iluinl)iii,  S.  0 

:io.  10 

49.2 

74 

18 

3.76 

1.88 

8.1 

n. 

81 

54 

69 

Si\  viniimli,  (hi 

30.10 

,53.8 

78 

24 

1.85 

0.64 

13.  4 

nw. 

73 

66 

70 

Wiliiiiiijnoii,  N.C. 

30.  08 

48.0 

74 

15 

2. 64 

0.84 

8.7 

w. 

79 

73 

65 

Moans  and  ex-  ) 
tr(!ines i 

.30.  09 

47.8 

78 

14 

.3.37 

3.12 

10.5 

w. 
nw. 

78 

65 

68 

12 


CLIMATOLOGICAL  DATA:    SOUTH   CAROLINA   Sj-X'TlON. 


Fkbiuai!v,  hug. 


Climatolog-ical  Data  for  February,  1916. 


Couiilies. 


Temperat\ire.  in  degrees  Fahr. 


Precipitation,  in  inclies.    iNumberof  days. 


c— ■ 


^5    Si 


Observers. 


go 


Eastern  Portion. 


Allendale  . 
Beaufort  .. 
Klackville  . 
Bowman.. . 
Centenary . 


Charleston.. 

Cheraw 

Conway  

Darlington  . 
Dillon 


Edisto  tt... 
Ertinghani. 
Kergnson . . 
Florence  1. 
Florence  2. 


Georgetown 

Kingstree 

Mayesville  (near) . 

Oaks  

Pinopolis  *• 


Rimini 

St.  George 

St.  Matthews. 
Smiths  Mills.. 
Society  Hill  .. 


Snmmerville 
Walterboro . . 
Yemassee 


Division  means  and 
Westnn  Pintion. 


Aiken  

Anderson  

Batpsburg Lexington . 

Blairs ,  Fairtield 

Calhoun  Falls Abbeville 


Barnwell 

Beaufort 

Barnwell 

Orangeburg  . 
Marion 


Charleston  . 
Chestertield 

Horry 

Darlington  . 
Dillon 


Bamberg 

Florence  

Orangeburg  . 
Florence  . . . . 
Florence 


Georgetown  . . 
Williamsburg 

Sumter 

Georgetown  . . 
Berkeley 


Clarendon. . . 
Dorchester  . . 

Calhomi 

Georgetown  . 
Darlington  .. 


Dorchester. 
Colleton  ... 
Hampton  . . 


Camden 

Catawba 

Chappells 

Clem.son  College  . 
Columbia 


Edgefield 

Gaston  Shoals  tt. 

Greenville 

Greenwood 

Heath  Spring  . . . 


Landrum 

Liberty 

Little  Mountain  . 
Meriwether  . . . . 
ilnnetta 


Mountain  Rest. 

New  berry 

Peb.er 

Raluda 

Santuck  


Spartanburg 

Trenton 

Winthrop  College  tt. . . 

Division  means  and 

State  means  and  ex 


Kershaw.. 

York  

Newberry 

Oconee 

Richland  ., 


Edgefield... 
Clierokee  .. . 
(treenville  .. 
Greenwood. 
Lancaster.. . 


Spartanburg . 

Pickens 

Newberry 

Edgefield  ... 
Saluda 


Oconee . . . 

Newberry 
Anderson. 

Saluda 

I'nion 


Spartanburg 

Edgefield 

York 


extremes  . 
tremes 


186 
21 
296 
160 
43 

48 
144 

25 
17.5 
100 

143 
106 
63 
136 
136 

12 
54 

70 


97 
1(19 
2f)9 

62 
192 

75 
69 

24 


Aiken 527 

Anderson  i    764 


656 
293 

508 

222 
562 
402 
850 
351 


680 
989 
671 
568 

1063 
900 
711 
450 
400 

1380 
502 
850 
536 
512 

875 
620 
690 


66 


•■49.8 
52.5 

"52.0 
50.2 
47.2 

52.0 
47.2 
50.4 
*47.  6 
"47.1 


49.6 
47.4 


50.5 
48.8 
50.4 
"49.4 
49.3 


'49.8 
50.9 


52.6 
53.2 
51.4 

49.8 


"48.8 
46.8 
47.5 


47.7 
49.2 


44.2 
45.8 
45.0 

44.2 

45.8 
49.2 
50.5 
50.0 

43.8 
48.0 


47.8 
46.2 

44.0 
49.3 
46.0 

47.1 

48.5 


+  1.6 
+0.9 

+4.8 
+2.8 


+0.2 
+2.7 
+3.1 
+3.0 
+0.7 


75 


+1.9 
+2.2 


80 


+2.0 
+  1.7 


+  1.2 


+2.7 
+5.0 


+L0 

+3.8 
+2.8 
+3.0 

+2.5 


-0.2 
+2.9 
+2.7 


+2.5 


+5.2 
+1.4 


+3.7 
+2.8 
+3.0 


+3.3 

+  4.0 
+4.1 


+3.8 


+  1.5 
+3.6 

+1.7 
+3.2 
+3.3 

+2.8 

+1.6 


23 

t    1 

1 

t    8 

t     1 

1 

18 

1 

1 

tl2 


1 

t     1 


tl2 
18 
23 


18 
12 
18 

20 

23 

t    1 

17 
18 


22 


15 
tl5 


tl6 


18  t  15 

19  15 
16         15 


15  i  "43 
15  49 
15 


2.77 
1.74 
2.45 
2.90 
3.05 

1.47 
3.47 
3.51 
2.67 
2.36 

2.25 
3.65 
1.93 

4.71 
3.03 

1.00 
2.77 
3.51 
2.33 
2. 27 

3.15 
2.41 
3.10 
2.86 
3.04 

2.56 
1.55 
1.97 

2.66 


4.10 
5.84 
4.89 
5.58 
6.32 

4.23 
5.78 
4.78 
5.87 
3.76 

4.89 
5.98 
5.96 
6.37 
3.57 

.5.95 
5.09 
4.45 
5.21 
5.30 

5.48 
5.89 
6.86 
4.57 
5.65 

5.28 
5.87 
3.79 

5.2fi 

3.96 


-1.38 
-2.25 
-2.  (tt 
-L33 


-2.04 
-0.85 
-1.08 
-L93 
-L42 

-2.76 
-L78 
-2. 12 
+0.21 
-1.47 

-3.54 
-L46 


-1.25 


-1.74 
-1.84 
-1.64 
-L72 

-L88 
-2.  77 
-2.06 

-L73 


1.15 
0.61 
LOO 
0.88 
0.84 

0.94 
L72 
0.98 
1.61 
0.73 

0.96 
L77 
0.65 
L67 
L35 

0.95 
0.95 
L31 
0.98 
0.67 

L20 
0.75 
1.61 
1.15 
1.65 

0.94 
0.62 
0.70 


+0. 02     1. 35 

+0.34  !  L84 
-0.  85  I  1.  74 
+  1.68  !  2.30 
+  L16     2. 


+0.09 
+  1.27 
+  1.07 
+0.45 
-0.95 


+  1.58 
+0.68 
+  1.56 
-0.71 


-0.70 
-0. 34 
+0.63 


+  L75 
+2.38 
-0.17 
+0.71 

+0.47 
+0.45 
-0.33 

+0.57 

-0.48 


L36 
2.55 
2.07 
1.51 
1.88 

1.80 
2.75 
L92 
3. 22 
2.30 

2.20 
2.04 
2.15 
1.65 

L78 

2.54 
3.00 
2.55 
2.04 
L80 

2.32 
1.70 
2.35 

3. 22 

3.22 


0 
0 
0 
0 
T. 

0 
1.0 
T. 
T. 
T. 

0 
0 
0 

T. 

T. 

0 
0 
T. 
0 
0 

0 
0 
0 
0 


0 
2.5 
T. 
T. 
T. 

0 
3.0 

0 
3.5 

T. 

T. 
4.0 
4.1 
T. 
T. 

3.1 
3.0 
T. 
T. 
T. 

5.2 
1.0 
3.2 
T. 
1.7 

4.0 
T. 
2.0 

1.4 

0.7 


10 

0  i     8 

0  ;    5 


19       7 


8;  17 

8  I  17 


20  I     1 


17       5 
15     10 


sw. 

nw'. 


w. 
se. 


w. 

sw. 


R.  B.  Vance. 

Miss  Lillian  H.Rice. 

Mrs.  D.  B.  Sanders. 

R.  O.  Evans. 

D.  L.  Carmichael. 

l".  S.  Weather  Bureau. 

,1.  H.Powe. 

Paul  Quiitllfbaum. 

D.C.  MoCall. 

A.  E.  Kowell. 


Nathan  .lenkins. 

H.B.  McCall. 

.loseph  P.  Simons. 

H.  K.Gilbert. 

Pee  Dee  Experiment  Sta. 

A.  P.  Hazard. 
A.O.Matthews. 
Lewis  E.  Warren. 
O.M.Mitchell. 
.Miss  E.  P.  Ravenel. 

William  B.Wolfe. 
K.  S.  Weeks. 
.1.  S.  Wannamaker. 
W.  (i.  Walker. 
T.  S.  Lucas. 

Mi.ssE.  H.  Gadsden. 
.1.  A.  Westerberg. 
.1.  G.  Hutson. 


W.  Jl.  Brown. 
II.  H.  Ku.s.sell. 
E..I.  llite. 
.1.  N.  Owens. 
L.  M.  Parker. 


W.  C.  Brown. 

.lames  C.  Karis. 

.1. .).  Murran. 

Prof.  F.  H.  H.  Calhoun. 

V .  S.  Weather  Bureau. 

J.  .\.  Townsend. 
Harry  A.  Parshall. 
J.  H.  Wood.side. 
M.  M.  Caliioun. 
J.  Marvin  Bowers. 

R.  Hartwell  Wilds,  D.D.S. 
.lohn  '1'.  Boggs. 
.1.  M..Sease,  M.  D. 
Williams.  Miildleton. 
.loseph  M.  Johnson. 

J.  H.  Brown. 
Warren  (i.  Peterson, 
.loshua  Y.  .lones. 
Mrs.  F.  v., I.Maxwell. 

E.  W.  Jeter. 

F.  P.  Robinson. 
Mrs.  S.  E.  Long. 

W.  P.  (iOOlilllHll. 


The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
determining  section  or  division  means.     Reference  letters  (a,  b,  cj,  appearing  in  the  table  indicate  number  of  days  mi.ssing:  for  example,  i>  represents  two  days  mi.-sing,  etc. 

t  Also  on  other  dates,  tt  Received  too  late  to  be  included  in  means  and  summaries.  •'  Temperature  data  are  from  observed  readings  of  the  dry  bulb :  means  are  cnm- 
puted  from  observed  readings,     tt  PostoflTice  addresses  of  tlie.se  stations  are  as  follows:    Of  Edisto.  Eiiibree:  of  (Jaston  Slioals,  (ialVney :  of  Wintliiop  College.  Ko<'l<  Hill. 

T.  Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


FEIUilAKY,     liMfi. 
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Daily  Precipitation  for  Feb 

ruary, 

1916. 

Watershed. 

Day  of  month. 

Stations. 

1        2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15     16     17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

1 

Ranter  a  Pnrtinn. 

aiiptiiIhIp  nil 

Savannah 

1.15 

.05 

T. 
.10 

.43 

■.55 

.20 

.05 
.03 

.25 
.09 
.05 

.05 
.10 
.22 
.11 
.12 

.04 
.26 

.12 

.  77 
.61 
1.00 

2  77 

Beaufort 

BlarkvilU'llll 

Bowiiuiii 

.45 

1.74 
2.45 
2.90 
.3.05 

1.47 
3.47 
3.51 
2.67 
2.36 

2.25 
3.65 
1.93 
4.71 
3.03 

1.00 
2.77 
3.51 
2.33 
2.27 

3.15 
2.41 
3.10 
2.86 
3.04 

2.56 
1.55 
1.97 

4.10 
5.84 
4.89 
5.58 
6.32 

4.23 

5.78 
4.78 
5.87 
3  76 

Edisto 

1.00 

.10 

.10 

.....do 

.88 

.63 
.60 

.16 
.30 

.  77 
.65 

.21 
.30 

.22 
.14 

.08 

.31 
T. 

.02 

.48 

.02 
1.72 

.45 
l.fil 

.38 

.96 
1.77 

.65 
1.67 

.18 

T. 

.80 
.35 
.38 

1.20 
.75 

1.61 
.42 

1.65 

.36 
.12 

.70 

.18 

.07 

.04 

.01 
.11 
T. 

.05 
.09 

.10 
.05 

.84 

.92 
.67 

!40 
.73 

.72 
.95 
.65 

.81 
.85 

T. 
.95 
.95 
.98 

Charleston  '*• 

Coast 

T. 

.01 
.43 

.03 
.19 

.10 
.65 

.15 
.78 
.32 

't'.' 

.03 
T. 

.01 
T. 

Waccaiiiaw 

T. 

T. 

n.) rliiitrton  llll 

P^f.  f)ee 

.12 
.45 

Dillon 

Little  Pee  Dee 
Edisto         

.40 

T 

Fdi^to  llll 

.15 
.40 
.25 
1.12 

.28 

.15 

.07 

.05 
.05 
.10 

.33 

KInrpiicc  I    1 

Poe  Dee 

.14 
.25 

.95 

.40 

.42 
.10 

.05 
.05 

.03 

.02 

't'.' 

T. 

flo       

T. 

1.35 
T. 

.15 
.05 

Coast         

T. 

Black 

.45 

.45 

.12 

...  do 

1.31 

'.'oe 

.20 
.65 

.56 

.04 

.05 
.08 
.01 

.05 
.08 

.05 
.04 

T. 

T. 

.67 

f 

Oaks                 

do 

.01 

.01 
.48 

.30 
.57 

.18 

T. 

CoOPtT        

.50 

.55 

SiUltCO          .     ... 

.14 
.09 

.01 

.43 

.08 

.07 
.09 
.55 

.95 
.75 
.94 
1.15 

St   Georffe  lll| 

Kdisto       

St.  Matthews  llll 

Siiiitlis  Mill-:  llll 

Saiitee 

.23 

.12 
.01 

.37 

.52 

.05 

m 

Society  Hill  III! 

do         .    .. 

.23 

.27 
.54 

.26 

.39 
.10 
T. 

.25 
.15 
.11 

.28 

.15 

.36 
.02 

IS 

.59 

.03 
.03 

.05 

.02 

.01 

.05 

.13 
.07 
.06 

.94 
.62 
.62 

1   3=1 

C'oinbtihee .... 

.54 

.05 

Edisto 

Savannah  

Edi.sto 

liroad 

.80 
1.27 

1.35 

1.84 
1.74 
>  30 

.05 
.47 

.... 

.30 

.05 

.05 

1.02 

90 

1.13 
.52 
.92 

1.10 

.09 
1.07 
1.00 
1.51 

.34 

.80 
.65 
1.36 
1.32 
.48 

2.20 
1.70 
.70 
.61 
.60 

1.02 
1.10 
1.04 
.08 
1.10 

.55 
1.00 
1.10 

.02 
.14 
.13 

.50 

.36 
.97 
.90 
1.11 

.47 

!97 

'.'36 

.85 
.56 
.96 
.82 
.23 

.30 

.09 
.15 
.36 

BUiii-sllll            

Callioim  Falls  llll 

Savannah  

Wateree 

.43 

2.97 

.77 
2.55 
2.07 
1.49 
1.36 

1.80 
2.75 

1     Of) 

.16 

1.36 

.99 

34 

.19 
.97 

Canirlen  i|!l       

.05 
.01 

.40 
.03 

.10 
.08 
.40 

.02 

Catawba  llll 

Catawba 

Saluda  

.06 

.22 

ChaDDellsllll 

('leiiisDii  College 

Savannah  

Congaree 

Savannah  

'■:^ 

.18 
.02 

.65 
.08 
.31 
.39 

'.'6i 

.22 
.51 

.05 

.50 

T. 

.07 

.10 
.07 

.09 
T. 

T. 

1.17 
.56 

CoUiiiiliia  *** 

T. 

.15 
.21 
.10 

.02 

.09 
.90 
.42 
.20 

T. 

EilseHeld  llll 

4.89 
5.98 
5.96 
6.37 
3.57 

5.95 
5.09 
4  45 

Oastoii  Shoals  |||| 

Broad 

Sahida 

do 

.83 
.79 

T. 

.03 

T. 
T. 

(iiveiiville  |||| 

T. 
.12 

.41 

T. 
.20 
T. 
23 

Greenwood  llll 

.  30  3. 22 

Wateree 

2.30 

1.88 
2.04 
2.15 
1.60 
1.78 

2.54 
3.00 
2.55 
2.04 
1.80 

2.32 
1.70 
2.35 

.15 

.04 
.25 
.10 
T. 
.06 

.07 
.13 
.06 
.05 
.21 

Laiiiirnm 

Broad 

Savannah  

Saluda   

Savannali  . . . . 
P^disto 

Savannah 

1.36 
.20 
.40 
1.  (-.5 
1.45 

.03 
T. 

T. 
.20 
.03 
T. 

.15 

'.'is 

.29 

Liberty 

T. 

.50 
.92 
1.12 

.89 

.67 
.86 
.96 

.80 
.50 

.70 
.98 

T. 

Meriwether 

5  21 

Moiietta 

.05 

.07 
.06 
.10 
.08 
.02 

.10 
T. 

.37 

.16 
.03 

.05 

"Ai 

.66 

.05 

.68 
.02 

5.30 
5  48 

Mountain  Rest 

.27 
.09 
.08 
.69 
.08 

T. 

Newberry 

Saluda 

.48 
1.10 

.71 
1.59 

.80 
1.  50 
.02 

5  89 

Pelzerllll 

do 

.22 

.10 

. 

6  86 

Saluda 

do 

.06 
.06 

.06 
.29 

'f.' 
.20 

4  57 

Santiiek 

Broa(! 

do 

Edisto 

Catawba 

T. 

5.65 
5  28 

Spartanburg  |||| 

.02 

.04 


.75 

T. 

Trenton  

.60 

1 

.09 
.12 

T. 

WintliropGollege 

1 

T. 

3.79 

1 

Except  as  otherwise  indicated,  observations  are  ffenerally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observation.  ||||  I'reeipitatioii  measured  in  tlie  iiiorniiig:  amount  then  recorded  is  for  the  preceding  24  hours.  ***  Regular  Weather  Bureau  .station;  precipitation  is  for  the 
2-1-hour  period,  midnight  to  midnight.    *  Precipitation  included  in  the  next  following  measurement.    X  Separate  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  0.01  inch. 


COMPARATIVE  DATA  FOR  FEBRUARY. 


V.'ar. 


Temperature. 

Precipitation. 

Average  nnm 
days- 

bar  of 

^ 

y. 

*jr 

be 

Ii£.t:  =:  -~ 

>>>> 

>i 

- 

J= 

0^ 

g 

£s.=  o 

u 

+^" 

■c 

.tj 

0 

> 

t  f  ^  " 

c 

i:o 

0 

•'' 

— 

'-S 

< 

<^A-o 

^ 

e-cj 

u 

fcH     --    4- 


18S7 

188,S 
18!<9 
189'; 
1S91 
IWi 
Is'.iH 
1S(M 
IWi 
1S9('t 
1S97 
1S9S 

um 

1900 
19III 
19IL> 
198 


52.6 

80 

49.9 

76 

41.9 

75 

,56.1 

83 

54.7 

83 

49.2 

73  I 

51  0 

82 

48.9 

76 

37.4 

78 

48.2 

81   1 

nO.  (1 

S3 

44.5 

7H 

43.0 

8(1 

44.0 

7« 

43,  2 

7S 

40.6 

77 

49.0 

81 

1 

24 

15 

10 

21 

13 

18 

25 

16 

6 

5 

15 

10 

II 

1 

11 
11 


3.41 
4.83 
5.60 
2.38 
4. 23 
3.64 
5.05 
4.  35 
3.07 
6.  13 
7.80 
0.86 
6.98 
5.77 
3.  08 
.5.89 
7.03 


s\v. 
s\v. 


sw. 

mv. 

sw. 

sw. 

w. 

w. 

w. 

11  w 

IIW. 

sw. 


Year. 


Temperature. 


a 


Precipitation. 


<^6  o 


Average  number  of 
days— 


^ 

^f^ 

t>> 

cS 

^"O 

■a 

0 

s§ 

B 

0 

d.u 

0 

Cniitiniieil- 

1904 

1905 

1906 

1907 

1908 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916 


Period. 


45.2 

86 

15 

3.  59 

38.9 

72 

0 

5.21 

46.0 

76 

12 

2.58 

45.1 

84 

16 

3.63 

43.6 

81 

12 

5.28 

52.  2 

84 

12 

4.49 

44.7 

79 

15 

4.71 

52.  1 

85 

20 

1.60 

42.  3 

80 

8 

5.99 

48.9 

80 

22 

4.50 

44.  6 

78 

14 

4.41 

48.6 

80 

20 

3.15 

4.H.  5 

81 

11 

3.96 

46.9 

86 

-  11 

4.44 

12 

6 

11 

10 

4 

14 

16 

5 

10 

8 

10 

14 

6 

9 

15 

6 

12 

6 

10 

13 

8 

15 

5 

9 

12 

4 

12 

12 

6 

10 

15 

(1 

7 

17 

6 

6 

13 

6 

9 

ne. 
ne. 
lie. 


•  .\lso     IIH  . 
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Daily  Temperatures  for  February,  1916. 


Stations. 


12       3       4       5       6       7 


9       10      11      12      13      14      15      16      17  I  IS      19     20     21      22     23     24     25      26     27     2S      29     30     31 


Eddern  Portion. 


AllemliiloM ( 

Beaufort j 

BliU'kvilleW \ 

Bowman j 

Centenary j 

Cliarleston j 

Cheraw  ^^ j 

Conway  ij>5 j 

Darlington  S^S^ ) 

Dillon j 

Ferguson 'sSsS j 

Florenee  1  % \ 

Georgetown j 

KlngstroeV^S^ Tj 

Mayesville  (near). ..  j 

Oaks j 

St.  George  ■^'i j 

St.  Matthews  SW \ 

Society  Hill  SN^ j 

.Suninierville j 

Walterhoro | 

YeniasseeS^S^ j 


Maximum  . 
Minimum. . 
Ma.ximum  . 
Minimum. . 
Maximum  . 
Minimum. . 
Ma.ximum  . 
Minimum. . 
Maximinn  . 
Minimum. . 
Maxirniun  . 
Minimum. . 
Maximum  . 
Miniminn. . 
Ma.xinnun  . 
Miniminn. . 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum . . 
Maxinmm  . 
Minimum. . 
Maximinn  . 
Minimum. . 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum. . 
Maximinn  . 
Minimum. . 
Ma.ximum  . 
Miniminn. . 
Maximinn  . 
Minimum. . 
Maximinn  . 
Minimum. . 
Ma.ximum  . 
Minimum. . 


\\'este>-n  Vortloii. 


Aiken  

Ander.son 

HatesbnrgSSS^ 

Camden  ^W 

Clomson  College  . 

Columljia 

Greenville  V^S^ 

Greenwood  >s^^ 

Heath  Spring 

Lan<lrnm 

Liberty 

Little  Mountain  .. 

Meriwether 

Monetta 

Mountain  Rest... 

Newberry 

Salnda 

Santuok  

Spartanburg  ^SS. .. 

Trenton 

Winthrop  College 


J  Maximum  . 
(  Mininuim. . 
)  Maximum  . 
(  Minimum. . 
(  Maximum  . 
I  Minimum. . 
)  Maxiinurr  . 
/  Minimum. , 
j  Maxinunn  . 
/  Minimum. . 
)  Maximum  , 
/  Mininuim. . 
)  Maxinuim  . 
(  Minimum. . 
)  Maximum  . 
/  Minimum. . 
)  Maximum  . 
/  Miniminn. . 
S  Maximun:  . 
)  Minimum. . 
\  Maximum  . 
/  Minimum. . 
j  Maxinunn  . 
(  Minimum. . 
)  Maximum  . 
)  Minimum. . 
)  Maximum  . 
'  Minimum. . 
)  Maximum  . 
/  Minimum. . 
S  Maximum  . 
'  Minimum. . 
j  Maximum  . 
'  .Minimum. . 
j  Maximum  . 
)  Minimum. . 
j  Maxinumi  . 
)  Minimum. . 
)  Maximum  . 
(  Minimum. . 
S  Maximum  . 
I  Minimum. . 


43  53 

2(il     32 

44  5K 


52  61 

25|  33 

47i  60 

29j  34 

44!  57 

20,  23 

47  59 

26,  31 

49  61 


66 
29 
65 
43 

75 

39]  51 

751 
45t  48 


28!  40 


63  59 


66 


70 

501 

64 

38 

64 

41 

65 

50 

62 

45 

66 

48 

64 

32 

62 

,33 

50 

32 

64 

41 

63 

43 

6 

53 

67 

45 

65 

50 

62 

42 

62 

44 

65 

45 

61 

42 

62 

32 

64 

49]  41 

59  64 

43   37 


68 

38 

66 

43 

68 

32 

61 

32 

67 

39 

67 

29 

68 

35 

64 

39 

65 

.30 

64 

32 

68 

41 

70 

32 

68 

38| 

62i  6f 

32|  43 

68   72 

31 1  42 

65;  73 

34l  29 

66|  70 

32|  40 

66;  68 
32 
71 
49 
70 
42 


23  18 

52  46 

26!  19 

43|  44' 

20  16,  27 


61 
24 

58 1  68 

28:  43 

60  76 

24|  30 

551  60 


22|  32 
54  66 


56  66 


76  55 

44I  38 

74  65 

48  40 

75 

38 

70 

45 

69 

41 

72 

50 

74 

40 


70  62 
46l  41 


59  5' 

60  39 

63!  53 

46'  40 

57i  57 

45  37 

60,  58  _. 

47l  40l  31 


55 

45! 
55, 

50 
63! 

47; 
55!  55 
441  50l 


63,  57 

55  39 

63  51 

461  39 

64'  55 

50,  42 

63  55 

5ll  40 

63!  54 


65;  61 

53  42 

66>  54 

48;  41 

60;  46 

54'  40 

66|  48 

541  43 

65l  50 

451  40 

67,  57 

57  40 

65'  55 

50|  43, 

63  46 

55  41 1 

56  55l 
48  33 
56  65 
44'  .39 
67 1  58 
55|  41 
66!  56 
50;  42 
63:  551  56 
34  38'  35 

59 


54  54 
35  29 


55  54 

43  22 

.52,  49 

43  33 


39I  31 

45!  42 

39!  29 

471  42 

39!  30 

52 1  54 

37  31 

53'  54 

38!  '^^ 

52  53 


34  28 

53,  .52 

37  32 
53:  54 
31 1  .30 
56  52 
40!  30 
48  52 
40,  30 
571  50 

38  30 
50'  50 
40!  30 


51      53 
33     33 


i(V     45  43 

27  32 

49:  48 

30,  35 


49 
29 

50 

26 

46 

31 

50 

33 

45 

31 

47!    -is!    48 

32'    30!    35 

46 

21 


451     41 
271     32 


46!  44 

26!  '-^fi 

35  41 

26  25 

43  48 

26  29 


45!  45 

27i  28 

49  47 

28!  34 

451  45 

23  31 


«  62.4 

t  37.1 

63.  0 

42.0 

»  65.8 

38.3 

63.9 

.36.  6 

57.9 

36.6 

60.9 

43.1 

56.7 

37.7 

62.0 

38.9 

•  60.5 

"  34.8 

■1  60.2 

"  34.2 

61.8 

37.4 

58.9 

35.9 

62.6 

38.4 

61.7 

35.  9 

64.2 

36.6 

''  62.6 

^  36. 1 

63. 1 

'  36.6 

62.  8 

39.  0 

f  57.9 

e  32.9 

65.2 

39.9 

66. 1 

40. 2 
64.2 
38.  6 


■>  61.3 
"  36.4 
58.9 
34.7 
57.2 
37.8 
59.0 
38.8 
58.0 
37.4 

59.  5 
38.8 
58.1 
30.3 
57.7 
34.0 
55.9 
34.1 
55.9 
32.5 
56.9, 
34.  7  1 

60.  4 1 
38.  Oj 
62.  g| 
38. 21 
61. 

38.91 
55.41 

32. 3 
59.  9 
36.  0 
60. 9 
34.8 
5S.0 
34.5 
.55.  8 
32.  3 
60. 2 

38. 4 
57.3 
34.7 


Referenee  letters  (".  ''.  "■).  appearing  in  the  table  indieate  number  of  days  missing:  For  examnle.  ''  renre.sents  two  days  missing,  etc. 
SS<i  Instruments  are  read  in  the  morning;  the  maximum  temperature  then  read  is  chargeil  to  the  preceding  day,  on  which  it  almost  always  occurs. 
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S   DEPARTMENT  0?  AGRICULTURE,  WEATHER  BUREAU. 


SOUTH   CAf^OLilJSlR   SECTIOfl. 
RICHARD  H.  SXriiLIVAN.  Meteorologist. 


'    Vol.  XIX.  Columbia,  S.  C,  March,  1916. 


No.  3. 


GENERAL  SUMMARY. 

March,  19 10,  was  unusually  windy  and  veiy  diy.  The  sus- 
tained cold  of  the  lirst  two  decades,  witli  three  marked  changes 
to  low  temperatures,  was  not  offset  by  the  succeeding  warmth, 
and  thermal  conditions  were  somewhat  below  tlie  seasonal  aver- 
age for  the  month  as  a  whole.  Sharp  freezes  during  the  early 
part  of  the  month  cau.'^ed  considerable  damage  to  early  truck  on 
tlie  coastal  plain,  necessitating  much  replanting,  but  fruits  suf- 
fered no  material  frost  injury.  While  the  season  was  backward, 
winter  grains  continued  in  wholesome  condition.  The  weather 
has  been  favorable  for  outdoor  work,  and  much  plowing  and 
planting  has  been  done.  Warm  rains  were  needed  at  the  close 
of  tiie  month  for  winter  grain  crops,  to  improve  pastures  and  to 
germinate  seed  in  cornfields  and  gardens. 


PRESSURE. 


The  mean  sea-level   pressure,   determined  from   reports  of  7 
regular  Weather  Bureau  stations  in  and  surrounding  the  See- 


on 
tlie 
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tion,  was  2L).99  inciies.  The  highest  pressure  in  the  regi 
covered  by  reports  was  30.36  inches  at  Asheville,  N.  C,  on  t 
4tli,  and  at  Wilmington,  N.  C,  on  the  "iOth,  and  in  the  Section 
proper,  30.35  inches  at  Columbia  on  the  12th;  lowest  pressure, 
29.23  inchesat  Charlotte,  N.  C,  on  the  22d,  and  in  the  Section 
proper,  29.37  inches  at  Columbia  on  the  same  date. 


TEMPERATURE. 


The  monthh'  mean  for  the  Section,  detern.iined  from  reports 
of  43  stations,  was  53.7°,  or  0.9°  below  the  established  normal. 
Tiie  liighest  temperature  was  87°  at  Aiken,  Aiken  Co.,  on  the 
22d.  The  warmest  period  was  generally  l)etween  the  21st  and 
25th.  TJie  low(>st  temperature  was  15°  at  Mountain  Rest,  Oco- 
nee Co..  on  tlie  i)tli.  Tiie  coldest  periods  of  the  month  were 
on  the  3d  and  4tii,  9th  and  10th  and  15th  to  17tli,  and  during 
the  first  two  decades  daily  mean  temperatures  above  normal 
were  an  exception.  

HUMIDITY. 

T!ie  mean  relative  humidity,  determined  from  records  of  7 
regular  Weatiier  Bureau  stations  in  and  surrounding  tlie  Section, 
was  as  follows:  8  a.m.,  73%  ;  8  p.m.,  57%.  Tlie  highest  per- 
centages occurred  over  the  extreme  eastern  counties,  and  the 
lowest,  over  the  north-central  districts. 


PRECIPITATION. 


Tli(>  average  for  the  Section,  5()  stations  reporting,  was  2.14 
inches,  or  1.72  inches  below  the  established  normal.  By  far  the 
larger  portion  of  the  rainfall  occuncd  on  the  2d  and  3d,  7th  and 
8th  and  21st,  but  copious  showers  oeeurred  over  the  western  por- 
tion on  the  2Gth  and  27th.  Though  greatly  deficient  in  quan- 
tity as  a  whole,  the  amounts  were  fairly  well  distributed;  over 
the  upper  cna^tiil  plain,  the  grenter  jiart  of  the  Piedmont  and 
the  extreme  siuitlHM'n  coast  districts  the  lueasureiiients  were  less 
tliiiii  2  inehcs.  and  at  only  a  few  scattered  stations  were  the 
Itii'iil  iiKiiitlily  amounts  above  )>  inches.  The  grentest  local 
iiiiiiithly  amount  was  '^.',7  inehcs  at  Ceorgetown,  (ieorgetown 
Co.;  least  aniouiit.  0.S2  itieli  at  .Meriwether.     The  greatest  24- 


hour  rainfall  at  any  station  was  2.11  inches  at  Bowman,  Orange- 
burg Co.,  on  tlie  3d.  The  average  number  of  rainy  days  was 
38%  below  normal. 

Snow  flurries  occurred  at  8  stations  of  the  upper  Piedmont  on 
the  3d  and  Sth.  

WIND. 

The  prevailing  winds  were  from  the  southwest.  The  average 
hourly  velocity,  determined  from  7  anemometer  records,  was 
11 .8  miles,  or  about  3  miles  per  hour  higher  than  any  previous 
March  record  during  the  past  15  years.  The  highest  average 
velocity  in  the  region  covered  by  reports  was  15.0  miles  per  hour 
at  Savannah,  Ga. ;  lowest  average,  9.0  miles  per  hour  at  Augusta, 
Ga.  In  the  Section  proper  the  average  velocities  were  12.8 
miles  per  hour  at  Charleston  and  10.7  miles  per  hour  at  Colum- 
bia. The  highest  velocity  for  any  5-minute  period  was  54  miles 
per  hour  from  the  southwest  at  Charlotte,  N.  C,  on  the  22d, 
and  in  the  Section  proper,  46  miles  per  hour  from  the  southwest 
at  Columbia  on  the  same  date. 


SUNSHINE    AND    CLOUDINESS. 


The  average  monthly  sunshine,  determined  from  7  automatic 
records,  was  281.1  hours,  or  76%  of  the  possible  amount.  TJie 
average  number  of  clear  days  was  19;  partly  cloudy,  8,  and 
cloudy,  4,  as  against  normals  of  14,  8  and  9  days,  respectivel}^ 


RIVER    CONDITIONS. 


Excepting  a  few  sharp  rises  in  the  upper  rivers  incident  to 
copious  showers  during  the  first  few  days,  and  moderate  flood 
stages  in  the  upper  Santee  River  up  to  the  I7th,  the  rivers  of 
the  Section  were  relativelj^  low  throughout  the  montli. 


MISCELLANEOUS    PHENOMENA. 

Fofj.^  {(Idtcs) . — Centenary,  26;  Charleston,  26;  Clemson  Col- 
lege, 25;  Gaston  Shoals,  2;  I^andruni,  2,  25,  26;  INIayesville 
(near),  26;  Mountain  Rest,  25;  Pelzer,  2;  Rimini,  IS;  Smiths 
Mills,  26. 

Hail  {dates). — Centenary,  7;  Cheraw,  7;  Little  Mountain,  7; 
Meriwether,  7;  Oaks,  3;  Saluda,  7;  Santuck,  25;  Summerville, 
7;  White  Oak,  7. 

HaJ OS  (dates) . — Lunar:  Columliia,  18,  21.  Solar:  Columbia, 
4,  20,  2(5;  Liberty,  17,  20. 

Meteors  (date). — Newlierry,  14,  very  bright  in  west  just  before 
sunset;  Santuck,  14,  at  dusk,  very  brigjit. 

Thenderxtonns  (dates). — Batesburg,  1,2;  Centenary,  2,  3,  7, 
21;  Charleston,  2,  3,  7,  21;  Cheraw,  7;  Columbia,  1,  2,  3,  7; 
Darlington,  2,  8;  Florence  No.  2,  2,  3,  26;  Landrum,  3;  Lib- 
erty, 3,  7,  21,  26,  27;  Little  Mountain,  2,  7;  Mountain  Rest, 
2,  7,  27;  Newberry,  2,  3,  7,  21,  26;  Oaks,  2,  3;  St.  George,  7; 
Santuck,  2,  3,  7,  21,  25,  26;  Walterboro,  2,  3;  WJiite  Oak,  7; 
Yemassee,  2.  

MISCELLANEOUS  DATA  FOR  MARCH,  1916. 


stations. 


Tpiiiporatiii'o— 
(legrt't'S  Fnlir. 


Prppipit.n- 
lioii  — 
inclips. 


Asliovillc,  X.C... 

Aiijriistii.  (ia 

eharlcslDi!.  S.  (;.. 
ChnrUill.'.  X.C  .. 
Cohiinliiii.S.C... 
Siivnniiali.  (ia.. . . 
Wiliiiiiitrton,  X.  (■ 

Moans  and  ex-  ( 
trctiip.s i 


29. 98 
.30. 00 
30.01 
29.  96 

29.  99 

30.  02 
29.  98 


29. 99     .52.  7 


44.0 

76 

m.  7 

84 

55. 2 

7s 

49.  S 

77 

.^4.  r, 

Kl 

57.  2 

k:! 

.52.  0 

so 

13 

27 
2^ 
21 

2r. 

30 
25 


Wind. 


i^JIs 


Jfpa  n 
I'plativp 
humiditj- 


1.74 
1.39 
1.96 
1..38 
1.9S 
1.37 
2.  83 


0.66 
0.80 
1.12 
0.  .32 

0.  84 
0.  .50 
1.19 


11.6 
9.0 

12.  8 
14.1 

10.7 
l.i.  0 
9.4 


nw. 
nw. 

sw. 
sw. 
sw. 
sw. 
sw. 


13  1  1.81     1.19  ,      11.8     sw. 


76 

57 

75 

59 

71 

65 

72 

47 

71 

43 

72 

58 

74 

68 

73 

57 

61 
83 
80 
84 
76 
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Climatolog-ical  Data  for  March,  1916. 


Ptulioii.s. 


Counties. 


Temporatiire.  in  degrees  Kalir. 


Enstmi  Portion. 


Allendale  . . 
Beaufort  t+. 
Hlackville  .. 
Bowman — 
Centenary . . 


Charleston. 

Cheraw 

Conway  — 
Darlington  , 
Dillon 


Barnwell 

Beaufort 

Barnwell 

Orangeburg  . 
Marion 


Charleston  . 

Chesterfield 

Horry 

Darlington  . 
Dillon 


Kdisto  tt Bamberg 

Kttiiigham Florence  — 

Ferguson J  Orangeburg  . 

Florence  1 i  Florence 

Florence  2 P'lorence 


Georgetow  n Georgetown  . . 

Kiugstree Williamsburg 

Maye.sville  (near) Sumter 

Oaks  (Jeorgetown  . 

Piiiopolis  ** Berkeley 


Clarendon. . . 
Dorchester  . . 

Calhoun 

Georgetown  . 
Darlington  .. 


Rimini 

St.  George 

St.  Matthews. 
Smiths  Mills.. 
Society  Hill  . . 


Snnimerville 
Walterboro . . 

Yemassee 


Division  means  and 
llVs/cni  Portion. 


Dorchester. 
Colleton  . . , 
Hampton  ., 


Aiken  

Anderson  

Batesburg 

Blairs  

Calhoun  Falls. 


Camden 

Cataw  ba 

Chappells 

Clemson  College 
Columbia 


Edgefield 

Gaston  Shoals  It 

Greenville 

Greenwood 

Heath  Spring  . . . 


Land  rum 

Liberty 

Little  Mountain  . 
.Meriwether  .... 
Monetta 


Mountain  Re.st. 

\e«  berry 

Pelzer  . 


Aiken  

Anderson  . 
Lexington. 
Fairtield... 
Aljbeville. . 


Kershaw.. 

York  

Newberry  , 

Oconee 

Richland  . 


Edgefield  .. . 
Ciierokee  . . . 
(ireenville .. 
Greenwood. 
Lancaster.. . 


Spartanburg . 
Hckens 

Newberry 

Edgefield   ... 
Saluda 


186 
21 
296 
160 
43 

48 
144 

25 
175 
100 

143 

106 

63 

136 

136 

12 
54 
70 


54 

97 
109 
269 

62 
192 

75 
69 
24 


Oconee 1380 

New  berry 502 

Anderson S50 

.Saluda |  Saluda !    536 

Santuek •  Union I    512 


527 
764 
656 
293 
50S 

222 
562 
402 
850 
351 


680 
989 
671 
568 

1063 
900 
711 
450 
400 


Spartanburg Spartanburg  , 

Trenton !  lylgefield 

White  Oak ,  Fairfield 

Winthrop  (^)llege  tt.  ..i  York 


Division  means  and  |extremes  . 
State  means  and  extremes 


875 
620 
548 
690 


56.5 
"55.5 
'51. S 
55.2 
52.1 

55.2 
53.4 
53.8 
52.7 
"54. 2 


54.2 
52.4 


55.2 
53.  9 

55.8 


57.0 
56.2 


51.7 

56.0 
''56.2 
55.0 

54.7 


'52.  6 
54.0 
■'52.  4 


53. 


53.2 
54.6 


50.4 
50.8 
51.8 

50.6 
52.5 
52.8 
55.9 
55.  1 

■48.5 
53.7 


54.4 
52. 4 


o  — 


-L2 
-3.5 
-0.3 
-3.0 


-2.0 
-0.5 
-3.0 
-3.6 
-1.1 


-2.1 
-3.0 


-2.7 
-3.4 


-3.4 


-0.3 
-1-0.1 


-3.5 

-2.7 
-4.6 
-3.2 


-3.6 
-0.4 


+0.3 
-1-0.6 


-0.2 
-2.4 
-2. 3 


-0.6 
-3.3 

-0.9 


-1.5 


-2.8 
-1.2 


49.6  -1.8 

54.  6  -2.  0 

53.9  I  +0.4 

52.0  I  -1.9 


-1.6 
-0.9 


^  be  I 


25 
22 

t21 
22 

t  25 

14 
25 
14 
25 
25 


14 
22 
t22 
22 
22 


25 


30 


20 


22  28 
22  ••  27 
22  j       24 

22  '      20 


22 

t  19 

25 


83 


22 


t  21 
22 


22 

t21 

22 

22 
21 
25 
25 
25 

t21 
25 


'  21 

21 

■>  23 


83 

25 

22 

79 

25 

20 

79 

21 

21 

83 

25 

23 

81 

25 

20 

80 

25 

19 

9 

9 
16 
12 
17 

9 
16 

t  12 
12 

t     9 


16 


t    9 


t    9 


12  !     52 


tl7 


22 

22 


9 
16 

16 

16 

t    9 

9 

t    9 

16 

9 
9 


50 


46 
47 
49 

53 
49 
51 
50 
52 

"52 

50 


Precipitation 

in  inches. 

Numberof  days,  j 

1 

?: 

"3^ 

II 

>i 

1 

?.'  F 

"2 

c  — 

a~\ 

o 

_. 

£  3 

1° 

=  U 

s5' 

►> 

J. 

j5 

u 

|~ 

«  " 

^"" '  ^ 

^ 

o 

o 

C  — 

o 

."O      ^ 

s 

cr* 

c 

— 

r^ 

i-d    C 

o 

2.30 
2.21 
L47 
2.96 
1.94 

1.96 
2.27 
2.96 
2.06 


-0. 52 

-1.20 
-2. 22 
-1.23 


-1.76 
-1.45 
-0.74 
-1.25 
3.  14      -0. 27 


2.46 
1.99 
3.12 
2.57 
2.26 

5.57 
1.72 
1.88 
2.92 
3.11 

1.35 


1.05 

1.38 
1.83 
2.  58 
1.48 


2.22 
2.00 
1.74 

1.58 
1.98 

1.61 
1.37 
1. 29 
1.39 

1.90 

2.96 
3.50 
2.02 
0.82 
1.56 

1.97 
2. 00 
1.62 
1.64 
2.80 

1.75 
2.  25 
2.34 
1.23 

1.85 
2.14 


0.80 
1.10 
0.75 
2.11 
0.98 

1.12 
0.90 
1.28 
0.87 
1.07 

1.35 
0.93 
L99 
1.1« 
1.20 

1.65 
0.79 
0.63 
1.13 
1.13 

0.78 
0.97 
0.85 
1.15 
0.93 

1.30 
1.17 

1.27 


-1.16     2.11 


-1.60 
-2.  08 
-0. 24 
-0.46 
-0.77 

+2.12 
-1.73 


-0.54 


2.  63 

-0.90 

1.50 

-2. 02 

2.71 

-Ml 

2.31 

-1.05 

2.81 

-0.62 

2. 13 

-1.73 

2.05 

-1.52 

-2.96 
-3.75 
-2.  73 
-0.  99 
-3.34 

-1.41 
-2. 82 
-1.82 
-3.26 
-1.72 


-3.34 

-4.21 
-2.  68 
-1.77 


-1.91 
-1.85 
-3.64 


-1.85 
-.3.  Its 
-2.  42 
- 1.  60 

-3.05 
-2.  18 
-1.60 
-2.  72 

-2. 52 

-1.72 


0.55 
0.50 
0.81 
1.36 
0.79 

0.96 
0.80 

0.  90 
0.61 
0.84 

0.78 
0.09 
0.46 
0.60 
0.74 

2.09 
1.51 
1.00  [ 
0.82 
0.76  j 

0.56  I 
0.90 

0.88  I 
1.02  ! 
0.95 

I 
0.60 
1.00  \ 

1.  12  . 
0.48 

2.09 
2.11 


0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 

0 

T. 

T. 

T. 
0 
0 

T. 

T. 
0 
0 


0 
0 
0 

T. 
T. 


19 


20 


6  !  6 
5  I  21 
23 


19 


23 


nw. 


3  I  sw. 
0  I  ne. 


3  '  sw. 


15  i  12 
22  !     6 


sw. 
sw. 


w. 


R.  H.  Vance. 

Miss  Lillian  H.  Rice. 

Mrs.  D.B.. Sanders. 

B.  O.  Evans. 

D.  L.  Carmichael. 

r.  .s.  Weather  Bureau. 

.1.  11.  Powe. 

Paul  Quattlebaum. 

D.  C.  McCall. 

A.  E.  Rowell. 


Nathan  .lenkins. 

H.  B.  xMcCall. 

I  .losepli  P.Simons. 

sw.    j  H.  K.  Gilbert. 

sw.    I  Pee  Dee  Kxperiment  Sta. 


A.  P.  Hazard. 
A.O.  Matthews. 
Lewis  E.  Warren. 
().  M.  Mitchell. 
Miss  E.  P.  Ravenel. 

William  B.  Wolfe. 
R.  S.  Weeks. 
.1.  S.  Waiinamaker. 
W.(;.  Walker. 
T.  S.  Lucas. 

Miss  E.  H.  Gadsden 
.1.  A.  Westerberg. 
.1.  G.  Ihitson. 


W.  .M.  Brown. 
H.  11.  Rus.sell. 
E.  .1.  Hite. 
.1.  .\".  Owens. 
L.  JI.  I'ark.'r. 


W.  C.  Brown. 

.lames  C    Finis. 

.1.  .1.  Mil  nan. 

Prof.  F.  II.  ll.CiiIlioun. 

V.  S.  Weather  liun^au. 

J.  A.  Townseud. 
Harry  A.  Parshall. 
J.  H.  Woodside. 
M.  M.  Caliioun. 
J.  Marvin  Bowers. 


5    R.  Hartwell  Wilds.  D.D.S. 

4     SW.    I  .loliu  T .  Bog>;s. 
3     W.         .1.  .M.Sea.M',  .M ,  D. 

7  1 '  William  S.  .Middlelon. 

0     SW.    [  .loseph  .M.  .lohiison. 


J.  H.  Browi). 
Warren  G.  Peterson, 
.loshua  Y.  .tones. 
Mrs.  F.  v.. 1.  Maxwell. 
K.  W.  .leter. 


1     sw. 
1     sw, 

1  !  sw. 


sw. 
sw. 


F.  P.  Robiu.son. 
Mrs.  S.  K.  Long. 
T.  U.  Patrick  it  Co. 
W.  P.  (iciodman. 


The  departures  from  the  normal  temiierature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
deteriiiining  section  or  division  means.      Reference  letters  (»,  I',  ci,  appearing  in  the  table  indicate  number  of  days  missing:  for  example,  ^  represents  two  days  missing,  etc. 

t  Also  on  other  dates,  tt  Received  too  hue  to  be  included  in  means  and  siniiniiiries.  **  Temperature  data  are  from  observed  readings  of  tlie  dry  bulb;  means  are  com- 
puteil  from  observed  readings,     tt  I'ostothce  a<ldresses  of  these  stalions  are  as  fcillows:     Of  Kdisto.  Eiiibiee;  of  Gaslon  Shoals.  Gartney ;  of  Winthrop  College,  Rock   Hill. 

T.  Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


March,    IDIG. 
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Daily  Precipitation  for  March,    1916. 


Day  of  month. 


Watershed. 


12      3       4       5       6 


9      10     11      12     13     14     15     16     17     18     19     20     21     22     23     24     25     26     27     28     29     30     31 


Knslpri)  Portinn. 

.AlliMKlak'llll 

Bi'aui'ort 

HlacUvillellll 

How'iiiaii 

Centenary 

Charle.^iton  *" 


Cheraw  !|||  . 
Coiuvay  ||||. 
l).\rlinglon  I 

Dillon 

Kilisto  nil  .. 
Etiingliaiii  I 


Ferguson   |||| 

Kliirenee  lllll 

K.orence  2 

(ieorgetOHli 

King.streellll 

Maye^ville  (near) . 


Oaks 

Pinopolis  

Kiiuini  |||| 

St.  George  II II.... 
St.  Matthews  nil. 
Smiths  Mills  ||1|  . 


Savannah  , 

Coast 

Edisto 

do 

Pee  Dee 

Coast 


Pee  Dee 

Waceamaw . . . 

Pee  Dee 

Little  Pee  Dee 

Kdi.sto 

Lynches 


Santee . . 
Pee  Dee. 

do.. 

Coast . . . 
Black... 
do.. 


Society  Hill 

Smmnervillu 

Walterboro. 

Ycmasseellll. 


WeMerii  Pdiiiiin. 

AiUen 

Anderson 

Bateshurg  |||| 

BUiirsllll 

Calhoun  l''alls  ||||  ... 
Canideii  illl 


do.. 

Cooper  . 
Santee.. 
Kdisto  . . 
Santee. . 
Pee  Dee. 


do 

Ashley 

Ashepoo  ... 
Conibahee 


C:\ta\vlia  ||l| 

ChiippelUIIII 

Cleiiison  College. 

Columbia  *" 

liilgeMeld  nil 

Gaston  Shoals  ||||. 


Greenville  |||l 
Greenwood  |{| 
licntli  Spring 
Landrum  . . . . 
Liberty 


Kdisto 

Savannah  . . 

K<listo 

Broa<l 

Savannah . . 
Wateree 


Catawba 

Saluda  

Savannah . . . 

Congaree 

Savannah  . . . 
Broad 


Little  .Mountain Saluda 


Salnda 

do 

Wateree  . . . 

Broad  

Savannah  . 


Meriwetlier Savannah  . 

Moui'lta ,  Kdisto 

Mountaiu  Kest |  Savannah. 

Newberry ,  Saluda 

PelziT  nil ; do 

Saluda do 


Saniuek Broad  . . . 

Spartanburg  |||| ', do  . . . 

Trenlon  Kdi.<to  . . . 

White  Oak !  Broad  . . . 

Wintlirop College Catawba 


T. 


.74 
l.M 


.70 
. ..  i.in 
.12    .60 


.30 
.36 
.10 

.90 
.45 
.87 
L07 
.39 
.44 


.40 

.8f 
.76 
1.05 
.40 
.28 


2.11 
.30 
1.06 

.26 
.82 
.24 
.51 
1.35 
.38 

1.99 
.23 
.30 

1.45 
.44 
.36 


..57 
1.00 
.35 
.61 
.30 
.68 


.93  .23 

54  .74 

16  .74 

T.  .70 


.52 


70 

36 

1.02 


LOO 


.94 


.37   .03 

.201. 
.15. 


T. 


.62 


1.06 


1.20 
.12 


.40 


1.13 


.70 
.54 
.80 
1.00 

.82 
.76 
.56 
.90 
.04 
.35 

.95 
'1 

.65 
1.12 

48 


.73 
L2S 


.93 


.73 

LIS 


1.55 
.79 
.63 


L13 


.97 
.85 
1.15 

.92 
1.30 
1.17 
1.2' 


.15 


.81 
1.36 
.79 
.95 

.80 
.80 


.32 


.45 


.03 


.11 


.05 


.02 


.03 


.05 


.18 


.  10  ... 
.071... 
.20   T. 


.13'  T. 
.071... 


.07 


T. 


.04 


.01 


T. 


.05 


.04 


.30 


.01 


.06 


.15 


.02 


.03 


2.09 
05 


.38 


T. 


2.30 
2.21 
1.47 
2.96 
1.94 
1.96 

2.27 
2.96 
2.06 
3.14 
2.46 
1.99 

3.12 
2.57 
2.26 
5.57 
L72 
L88 


2.92 
3.11 
1.35 
2.63 
1.50 
2.71 

2.31 
2.81 
2.13 
2.05 


1.05 
1.28 
1.83 
2.58 
1.48 
2. 22 

2.00 
1.74 
1.58 
1.98 
1.61 
L37 

1.29 
1.39 
1.90 
2.96 
3.50 
2.02 


.82 
1.50 

].;i7 

■>.  00 
1.62 
1.64 

2.80 
1.75 
2.25 
2.34 
1.23 


Kxeept  as  otherwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  tlie  time  of 
ob-ervation.  ||||  Precipitation  measured  in  the  morning:  amount  then  recorded  is  for  the  preceding  24  hours.  ***  Regular  Weather  Bureau  station:  precipitation  is  for  the 
21-hour  period,  midnight  to  midnight.    *  Precipitation  included  in  the  next  following  measiu-enient.    t  Separate  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  0.01  inch. 


COMPARATIVE  DATA  FOB  MAKCH. 


Year. 


Temperature. 


Precipitation. 


Average  number  of 
days- 


IRR7 

1S8S 
ISW) 
1890 
1S9I 
18>*J 
1893 
1894 
).S9') 
I.S91; 
1S97 
IHils 
1.S99 
I9il(P 

liny 
1 903 


51.4 
.52.  1 
51.6 

52.  5 
50.  (1 
52.8 
53.9 
.59.  3 

53.  5 
53.  1 
5(i.  4 
59. 1 
.55.  2 
5L0 
53.4 
54.0 
00.4 


23 

1.85 

19 

6.71 

20 

3.41 

11 

2.90 

20 

7.88 

23 

3.78 

18 

2. 22 

15 

2.08 

24 

5.71 

19 

2.  12 

21 

4.54 

22 

2.  99 

12 

3.  89 

22 

4.  22 

10 

4.  30 

li) 

4.0s 

20 

5.  92 

sw. 


w. 

sw. 
ne. 
nw. 
sw. 
sw. 
sw. 
sw. 
sw. 
ne. 
sw. 
sw. 
sw. 
sw. 
lie. 


Year. 


Temperature. 

Precipitation. 

Highest. 
Lowest. 

6 
S 

Average 
days  with 
0.01  inch 
or  more. 

Cniiliiiiie.l 

1904 

1905 

19116 

1907 

I90,-< 

1<)09 

1910 

1911 

1912 

1913 

1914 

1915 

1916 


Period. 


50. 2 

87 

23 

57.8 

93 

28 

51.6 

82 

18 

62.0 

99 

20 

01.4 

90 

29 

,54.1 

90 

27 

59.4 

93 

22 

54.9 

90 

22 

.53.2 

8.S 

15  1 

56.  9 

88 

22  I 

50.2 

91 

12  1 

46.  3 

81 

22 

53.  7 

87 

15 

54.0 

99 

10 

3.42 
2.  15 
.5.34 
l.,57 
4.  .50 
4.  80 
I.3S 
2.  30 
6.  79 
7.411 
2.  .59 
2.  00 
2.14 


Average  num 

ber  of 

days— 

>>>; 

>> 

a 

'  -t'^ 

■0 

S 

0 

Si 

0 

ShU 

0 

13 

9 

9 

15 

6 

10 

13 

6 

12 

15 

10 

6 

15 

K 

s 

14 

S 

!) 

21 

0 

4 

17 

8 

6 

14 

,T 

12 

13 

rt 

13 

14 

9 

8 

15 

8 

8 

19 

8 

4 

14 

8 

'•' 

w. 

nw. 

sw. 
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CLIMATOLOGICAL   DATA:    SOUTH    CAROLINA    SECTION. 


Mai'.cik    U)16. 


Daily  Temperatures  for  March,  1916. 


Stations. 


Eimtern  Portion. 
. ,,      ,1   ,ui  >  Maximum  . 

A11''"'1''1''W (Minimum.. 

,,       ,     .  )  Maximum  . 

Be'"ifO'"t i  Minimum., 

„,     ,     .„   ,(,(  )  Maximum  . 

BlackviIle'S* i  Minimum., 

_  i  JIaximum  , 

Bo^'ma" 1  Minimum., 

_     .  )  Maximum", 

Centenary j  Minimum. , 

^.      ,     .  )  Ma.ximum  , 

Charleston i  Minimum., 

„.  ,,,r  S  Maximum  . 

Cheraw^'S (Minimum.. 

_,             ,,,i  )  Maximum . 

ConwayJsS i  Minimum.. 

,,     ,.      .       ,r.t  '  Jlaximum  . 

Darlington 'S^S (Minimum.. 

,^.,,  )  .Maximum  . 

J''"'-"' (Minimum.. 

,t;  )  Maximum  . 

Ferguson  sSiN (Minimum.. 

„,  ,  ,,,,  )  Maximum . 

Horencel  W'^ j  Minimum.. 

_  ,  >  Maximum  . 

Georgetown (Minimum.. 

,,.       .       ,5,;  )  Ma.ximum  . 

KingstrcesS^ (Miuimum.. 

.,,    ,  \       i  Maximum  . 

Mayesville  (near)...  j  Minimum.. 

j  Maxinmm  . 

'^'^^^ (  Minimum.. 

r,..    r,            M  )  Maximum  . 

St.  George  W (Minimum.. 

r...  .r  .».         .(,!  i  Maximum  . 

St.  Matthews  % j  Minimum. . 

r.     .  .     Ti....t,i  (.Maximum. 

Society  IIillV^'^ (Minimum.. 

,,                .,,  )  Maximum  . 

Sunun.Tville (Minimum.. 

,,.   ,,     ,  \  Maximum  . 

Walterboro (Minimum.. 

,,                ,,,t  )  .Maximum  . 

\emassee\S'J (Minimum.. 


WrKteni  Pi 

Aiken  

Anderson 

liiitesl.urfrW 

Camden  V^* 

Clem.son  College  — 

Columbia 

Greenville  % 

Greenwood  S\'J 

Heath  Spring 

Lanilruni 

hilicrty 

Little  Mountain 

^h^ri\vetller 

Monetta 

Mountain  Re.st 

Xe\vl)erry 

Saluda  

Santnek 

Spartanburg  *» 

Trenton 

WliiteOak 

Winthrop  College  ... 


rlioii. 

)  .Maximum  , 
(  Minimum., 
>  Maxinunn  . 
(  Jlinimum. , 
\  Maxinuim  , 
(  Minimum. , 
)  Maximuir  . 
(  Minimum. 
\  Maximum 
(  Minimum. , 
)  Maximum  , 
(  Minimum. , 
\  -Maximum  , 
(  Minimum. 
\  Ma.ximum  , 
(  Minimum. 
\  Maximum  , 
(  Minimum. 
)  -Maximuir 
(  Minimum. 
)  Maximum  , 
(  Minimum. 
\  Maximum  , 
(  Minimum. 
1  Maximum  , 
I  .Minimum. , 
\  Maximum  . 
(  Minimum.. 
j  Maximum  . 
(  -Minimum., 
j  Maximum  . 
(  -Minimum., 
j  Maximum  . 
(  Minimum, , 
)  Maximum  . 
(  .Minimum. , 
)  .Maximum  . 
(  Minimum. . 
)  Maximum  . 
(  -Minimum. . 
(  .Maximum  . 
(  -Minimum. . 
j  -Maximum  . 
(  Minimum- . 


37  50 

..   75 
32  44 


CO 

30 

50 

28 

56 

38 

50 

31 

61! 

29  39! 

55I  7l| 

271 

55| 

4 


72 
45 

65  65 

42,  44 

69i  69 

54'  40 

69;  50 

4(11  50 


6S 
47 
57 
40;  41 
72!  03 
40i  3' 
74;  62 
32!  40 
71'  55 
33;  42 
73  70 
40  48 
72;  66 
34  46 
72  71 
42  48 
72;  68 
45  49 
74!  64 


55  52 


11  I  12 


15  16  1 


18  19  '  20  I  21  I  22  23  24 


I .,..  I .,- ! 


25  ;  26 


28  !  29  30  31  Mean 


G2  66|  74 
30;  33|  42 
53  65 

41 

70 

35 

64 

38 


46  59 

28  33 

49  65 

32  40 

48  64 

28  401     44 

501  65|     73 

29|  34 
67 


51 

29i     34 

49;.... 

28, 

50 

32 

50 

29 

59 

30; 


30 
66 
37 

55|  651 
29i  32 
53;  66|  71 
271  35!  48 
51  64' 
30|  33; 
53;  65i 
43!  3fi| 
63]  661 
28 1  37 
49;     67 


54 

31 

51 

30 

57 

33 

52 

35 

44 

32 

53 

37 

46 

29 

52 

32 

46 

34 

43     67; 

33     35 

43;     69! 

33     38, 

51;    701 

341     40 

55     74 


51  651 

301  35! 

53,  66 

30|  37i 

53,  66; 

28  35 


33|    41 
62; 


73  52 
39  25 
63     56 


73     75! 

341     401 

66!     7o! 

34     46, 

62l   '70 

30i     43I 

741     741 

28 

63 

39 

66 

40 

68 

27 

64 

26 

63 

.38 


35,  40, 

54  72| 

29  41 

51  68! 

,35  38; 


32'  41 

51  70 

.35  38 

49  66 

34  34, 


51;  51 

34,  24; 

62,  55; 

35i  27; 

04;  52! 

40  26; 

73'  65 

46  28, 

69  51 

44  281 

01  52: 

30|  241 

64,  53! 

41 1  25[ 

67|  53 

44i  27 

61!  52; 

36'  25! 

50,  53; 

37 1  26 

64;  51  i 


65 

48 
73 
48 
65 

38! 
71 
37 
63| 
38, 
(•)5:  63 
31   40! 


66, 

371 
65' 
38!  46! 


74, 
46, 


64 
37, 

64;  72| 
371  46 
65'  64, 


49. 

■72; 

41! 
70; 


38  31 
65  68 


39, 
66; 


39  25 
65l  50 


38  45 
64,  70 


45 
52 
25 

58!  62 
38|  42 
68!  60 
56!  35 
66!  50 


69  51 


52,  62 
27!  31| 
51!  68 


50  61 


66  54 

44|  50i 

71  55f 

46'  52 

74;  54 

46  51 

76  72 

56  46 

71 1  67 

55;  43 

741  53 

60;  46 

76;  53 

521  46 

68;  .53 

51,  47' 


26 
51 
24 
48 
29 
50 
26 
55 
29 
5P 
28 
50 
25 


53!  60; 

45,  28| 

63!  55I 

371 

551 

45;  26! 

69;  CO 

38i  23 

58'  51 


44!  26 

40  52 

39  21 

57  j  56 

34!  24 

59!  57 

36|  36 

45|  57 

391  27 

48'  5S 


71  66 

58  42 

72I  67 

48  44 
77  55 

49  49 


76  59 

56!  .3; 

63;  5' 

52  21 

71;  45 

49  44 


51,  62 

30;  37 

54 1  62 

24!  .34 

50!  61 

24'  28 

50;  62 

28  31 


.50  63! 
26  29 


531  60 
21'  32 


''1 

291  44 
..|  81 
39 
75 
35 
68 
36 
69 
42 
74 
42 
74 
39 
74 
32 
74 
45 
74 
38 
72 
33 
75 
39! 
74 
37 
74 
36 


56|  59 
41   28 


61 
421 
51j 
47- 


80, 
48 
77 
48! 
81 
531 
77 
50! 
73! 
65; 
78 
52! 
79! 
54! 
81 
54 
81 
48 
80 
56 
80 
40 
78 
44 
82 
50 
80 
45 
81 
54 


67,  51 

59  28' 

68  54 

50  31 

66;  55 

58|  25 

68!  56 

48!  24 


73,  53 

52  27 

68;  47 

,  40!  30 

64  44 

59  24 


48!  28 

70  47 

50!  29 

7S!  57 

52  26 


60 
2 
60 

24i  36 


52 

21 


4' 
65  59 


55 
67 
57 
59 

50| 
651 

47I 


49  59 
24,  27 


62, 

49j 


60;  51 
42  40! 
61 1  571 
40  3S 
63  59 
48:  30 
65!  ,V.t 
46!  33 
59 
39 
3  CO 
35 
45 
26 
69 
33 
60 
34 
67 
33 
44 
38 
69 


66 
56 
70 
53 
64 
54 
59 

66!  33 

68  61 

53  36 

65  5' 


50;  56 

25,  34 

51  61 

26  3C 

53  58 
18,  25! 
6I!  68| 
22!  23 
45!  58 
23'  34! 

51  .56 
23  34; 

52  561 
20  33 
51  59 
23  34 

54  61 
25  32! 
51,  601 
24'  32! 
48  561 
1.5i 

22'  ,34! 

,55  61 

23  33! 

55  58; 


561  67 

41!  31 

52|  59 

37!  29 

...  I  50 

42!  28 

441  ,57 

43!  29 

57  56 


60  64 

371  '^^ 

.55;  57 

361  22 

56!  5*^ 

381  25 

55!  67 

38!  28! 

55,  60! 

44!  26 

56|  57 

40  28 

50|  56 

.32:  23 

65,  58 

38,  25 

56;  68, 

50  25! 

54!  55 

23  331  351  24 


74' . . . 
441... 

76;  79 
42;  51 

74i.... 
30  46 
76  81 
29! ... . 
72|  74 
42  63 
75!  80 
44!  ,56 
76;  78 
30|  43' 
74;  78| 
27'  41! 
70  75! 
26!  55 
75!  77! 
34;  54 
741  76 
39  64; 
79  70; 
50!  35I 


69|  52 

60;  30 

67  51 

58  25 

66,  46 

56!  24 

70!  55 

52;  28 

70,  56 

52,  28 

70:  60 

51,  26 


79  50 
44l  22 
63  53 


33 


76, 
4fi 
73, 


.30; 
691 


36  23;  .35  44:  54   34 


51!  57 

24  26 

50!  59 

23!  33, 

52  69' 

23  ,32' 

49  .59! 

20  33 


68  75 


39l  51 

75!  74 

40  60 

74  79! 

41'  47 

74;  79 

40,  52 

72  77! 

42'  54, 


64 
63 
74, 

41! 
65! 
34 

55!  52 

51 1  20 

62(  48 

,50;  21 

65,  51 

48,  21 

68'  46 

33,  20 

69  51 

33!  20 

46!  49 

23!  32 

64  51 

43!  25 

75!  51 

49i  23 
46 
18 


63! 

30; 

70  49 


.34!  25| 

54!  57! 

39:  27, 

58  57; 

36;  25! 

,55!  54! 

34,  24: 


78 

27;  40 

72,  78 

42!  52 

73;  79 

40  54 

72  72 

38  52 


35'  20 

67  48 

48  21 

72  48 


76,  78 
37:  59 

■Jll 

41; 

78 
35; 
80 
33 


56 
80 
44 
78 
45 
661  66 
29  5(: 


69 
44 
64 


35  52 


681  82 

461  ,50 

65  79 

47!  48 

82;  85 

43!  49 

79!  81 

44|  521 

64!  67! 

40!  44 


68  72 
28  381 
73  75] 
35!  38i 
73 
38 
73 
59 


38!  46 

59'  76 

40  45 

62  77 
39  43 
60  74 

39  43 
64  80 
38  40 
62|  74 

40  42 
55!  78 
43!  46 

63  81 


75  76 

.38;  40! 


80 
50 
83 
431  49 
59!  76 
371  43 
62  81 


76! .... 
42!  ... 
65,  81 
40  45! 


77  79!  84! 
49!  49|  53 
71!  74;.... 
52;  53 

84 1  851  »4 
47!  46;  47 
7.61  791  82 
48!  ,59 
66  80 
43,  48! 

5li 


46, 


56  58 

76! 
441 


81 
52 

7oj  74 
43  49 


78 
4li 
78; 
45  42 


80' 

67 

70; 

46!  ^4| 

66  75 

63  48 

70'  79, 


83 
49 
83 
49 
86'  84 


52;  64 
79|  81 
48 
80 
52 
84 


51;  46i  52; 

81!  791  83l 

481  431  45 

80,  75  80' 

511  42  48 

77 1  83 

"■  69 


52,  ,52 

681  79!  84 

46|  44!  53 

651  80!  83 

43!  41;  43 

6  79 


81 

51 

82 

51 

721  77 

49  44 


47  53 

79!  83 

461  55 

82 

48 


24   32 
68'  71 1 

34  66 


34l  34! 

78 


3t;!  58; 


681 
31 

74 1 

n\ 

30! 
70! 


76. 

47|  43;. 

77;  7l! 

69;  40 

80!  77 

621  43I . 

831  70! 

48  46! 


77]  78 

49  58 

76  81 

...  53 


43!  23  28; 

73;  48,  57! 

41!  20!  26; 

69  45  54! 

37  19,  24 


311  65 

68  69 

32|  36| 

74  75, 

36;  551 

72;  74' 


40'  48 

67|  80 

42  46 

61  77 

38  46 

61  79; 

36!  3j(, 

66,  80! 

421  4s, 

67!  77; 

.39  46 

65  75 

36  56 


591  3b! 

77  69 

6O!  37 

8"!  75 

49|  42 

82;  791 

61!  40, 

81'  75] 

61:  44' 

77!  68l 

58;  29! 

80;  74! 

61  41; 

8'>!  80' 

CO;  38  i 

76;  74 

CO  39! 


71  67, 

47]  37 

81;  74 

59  42 


6, 

61:  42 
75  74 
61     40, 


54 
70 
4' 
80 
58 
71 
50 
79 
47 
74 
60 
72 
■53 
72 
57 
82 
58 

8{; 

60 
82 
57 
68 
51 
82 
57 
83 
58 
79 
63 
76 
50 
83 
58 
81 
64! 
73  80, 
45,  54 


72  65  68 

59!  44  44 

72;  66  64 

55'  46;  47I 

67'  68l 


72  77 

45  42 
67  73 

46  46 


72; 

601  41 
7(1 


551  41 
73.  66 


661  68' 
42 


58!  43 

74!  69 

56l  46 

76  66 

65  43 

'li 
60 

78; 


63;  43 

80 !  66 

63'  42 

70!  80 


79 
54 
781  70 


78 

54! 
71 
61! 


76 
60 
75 
63 

71 
53 

70 
64  i  48 
74 1  65 
58!  51 
77]  65 
58]  54 
75!  71 
52!  61 
72!  68 
56'  50 
72,  70 
60!  50 
781  74 
62!  53 
81 
62!  53 


79 
61 


66  62 

50  43 

771  73 

62l  55 

80;  74 

62|  54 

74!  69 

59!  51 

74  66 

68  53 

79j  71 

60  53 

76;  73 

60|  6' 

761  72 

61,  60 


61 
46 

631 
481 
00' 
43 
59 
45|  46 
65i  62 
43 


621  42 
73'  70 
63!  42 
79)  69 
59;  42 
67 
46 
69 


69]     63! 


78  82 

42  391 

70!  75I 

40,  41 

59;  59] 

411  39 

67|  72 

48  49I 

63!  74 

40,  47' 

66!  77 

43!  42 

611  " 

39]  40 


40|  41 

56]  60 

48  421 

65  75! 

4ll  42] 

69|  77! 

43!  43 

68]  74 

43!  39 

67;  75 

3S!  38 

67'  75 

42l  39 
69, 


43  45 

66  60 

41,  41 

68!  64 

42]  47 

69  66 

43;  46 

C61  66 

40  41 


46 

44 

70 

76 

42 

44 

63 

74 

38 

40 

69 

75 

41 

41 

68 

42 

40 

69 

75 

40 

38 

68 

75 

41 

42 

73 

78 

41 

64 [     64; 

41 

57 

41 

63 

42 

62 

36 

60 

38 

66 

39 

59 

39;     36 

58     6: 


40i     461 

67      74! 


31 

39  40 

61;  66  70 

40!  36;  41 

62 

661  73 

44 

42!  44 

65 

72-  77 

39 

37  38 

65 

70l  75 

32 

as!  40 

57 

67]  75 

39 

38!  44 

59 

69;  73 

35  40 

68,  74 

44  45 

70  77 


40;     40 


63!     65 
39!     39 


41' 

67 

42 

67 

33 

67 

38 

70 

3' 

6' 

37,    41 

69'     73 

39,     41 

701     75 


39 

'■i\ 

43! 
70' 
36: 
73 
.39 
75 


39  45 
65!  73 
3C!     44 


69.5 
43.5 
66.6 
44.4 
73.7 
41.8 
69.8 
40.7 
63.7 
40.5 
65.0 
4.5.4 
63.5 
43.4 
65.6 
42.1 
65.9 
39.5 
67.4 
40.9 
67.8 
40.5 
C5.4 
39.5 
67.8 
42.6 
67.5 
40.3 
69.8 
41.7 


68.2 
46.9 
09.8 
42.6 
65.1 
38.3 
68.7 
43.3 
70.6 
41.8 
68.9 
40.9 


f  67.6 

'  37. 6 

67.2 

40.8 

"  65.5 

"  39.2 

"  67.9 

«  39.5 

64.7 

41.7 

66. 4 

42.7 

64.5 

36.2 

C5.1 

36. 4 

63.2 

40.5 

63. 2 

38.  0 
C4.  9 
40.1 
65. 8 

39.  7 
69.  7 
42. 1 
67.  8 
42.  4 

»  61.7 
»  3,5.3 
CO.  9 
IC.  5 
t\s.  > 
4!i.  1 

to. :! 
39.  5 
62.  8 
:i(;,  4 
C7.  6 
41.7 
C7. 1 
4(1.7 
C4.5 
39.  6 


Reference  letters  (".  ''.  <=).  appearing  in  the  table  indicate  number  of  days  missing:  For  example,  "  repre.sents  two  days  mis.sing,  etc. 
SW  Instruments  are  read  in  the  inorning;  the  maximum  temperature  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always 
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CLIMATOLOGICAL  DATA:     SOUTH   CAROLINA  SECTION. 


March,  1916. 


AIR  DRAINAGE  EXPERIMENTS  IN  THE  LOCUST  HILL 
ORCHARDS,  MERIWETHER,  S.  C. 

To  persons  interested  in  commercial  fruits,  proper  location 
of  orchards  and  the  important  element  of  air  drainage  the  data 
shown  in  the  accompanying  table  should  have  special  signifi- 
cance. The  ol)servations  were  taken  by  Mr.  William  S.  Middle- 
ton,  Co-operative  Observer,  at  IMeriwether,  Edgefi(>ld  County, 
where  his  orchards  are  located.  Thermometers  were  lent  to  the 
observer  by  the  Weather  Bureau  for  the  experimental  readings, 
and  in  his  report  Mr.  Middleton  says: 

"A  minimum  thermometer  was  placed  at  tlie  foot  of  the  hill 
near  a  branch;  then  up  the  hill,  not  quite  half  way  or  about  75 
feet  rise,  I  had  another  thermometer,  and  on  the  summit  of  the 
hill  I  placed  a  third.  I  would  estimate  the  sunnnit  of  tlie  hill 
to  be  about  225  feet  above  its  foot.  Maximum  thermometeis 
were  not  used,  as  I  wanted  to  ascertain  the  extreme  lowest  tem- 
peratures. 

"From  my  observations  I  find  the  highest  variation  to  be  12 
degrees  on  March  14.  We  iiave  iiad  some  cold  west  winds  that 
l)lew  all  day  and  night — nearly  gales;  during  sueJi  nightsl  found 
the  temperature  to  run  1  to  5  degrees  lower  on  the  summit  of 
the  hill.  During  cloudy  nights  tlie  temi)eratures  were  about  the 
same  at  all  three  points,  but  during  still,  frosty  niglits  it  was 
uniformly  colder  at  the  bottom.  Take  the  6th  :  At  the  bottom 
the  temperature  was  37  degrees,  cold  enough  for  frost  (at  the 
ground),  while  at  tlie  summit  the  reading  was  47  degrees,  or  10 
degrees  higlier.  This  extreme  ditt'erenee  on  a  frosty  niglit  at 
the  present  time  would  injure  peaches  and  vegetables  on  low 
lands,  ))ut  would  not  hurt  them  on  high  lands." 

This  experimtMit  of  jMr.  Middleton  simply  bears  out  the  ex- 
perience of  orchardists  and  Weather  Bureau  ollieials  tliat  have 
made  tests  in  orchards  in  connection  with  orchard  heaters  in 
extensive  areas  of  Kansas,  Colorado,  Utah  and  elsewhere,  nnt- 
v,-ithstanding  the  fact  that  strong  mixing  winds  would  tend  to 
ecjualize  temperature^  values  as  between  moderate  liills  and  val- 
leys rather  than  show  sharp  differences  of  1  to  5  <I(  grebes  colder 
at  the  summits  of  moderateslopes. 

Tliere  is  much  land  in  the  PicMlmont  sections  of  Soutii  Caro- 
lina that  is  suitable  for  commercial  fiuit  development,  as  in 
otlier  states  of  the  lower  slopes  of  the  Appalachians.  In  this 
connection,  it  might  be  well  for  the  writer  to  re-state  what  is 
connnonly  designated  as  the  phenomenon  of  air  drainage  and  its 
inlluenee  on  the  selection  of  sites  for  new  orchards  or  restoring 
plats  for  old  orchards,  as  follows: 

In  regions  of  liill  and  valley  condition  the  air  in  the  lower 
portions  of  the  valley,  as  niglit  sets  in,  cools  oiT  by  radiation  and 
remains  practically  in  place,  cooling  off  more  and  more  through- 
out tlie  niglit.  On  the  slopes  of  the  valleys  the  air  in  contact 
with  vegetation  is  cooled  by  tlie  radiation  eflectsand  movesdown- 
ward  on  the  slope  to  a  certain  extent;  lint  at  the  same  time  it 
flows  outward  over  the  layers  of  colder  and  heavier  air  1ow(m- 
down  in  the  valley  and  exchanges  places  witli  tlie  free  air  at  the 
same  and  at  slightly  higher  levels,  away  from  the  faces  of  the 
hillside.  As  this  free  air  is  warmer  than  the  air  in  contact  with 
the  slope,  the  exch.ange  tends  to  keep  th(>  slope  surfaces  warmer 
than  would  otherwise  lie  the  case.  In  conseeiuence  of  this  action, 
there  is  a  certain  level   in   the  valley  slope  tliat  i'^  warmer  than 


any  other  place,  and  this  level  gradually  rises  thiroughout  the 
night,  although  the  temperature  of  this  warm  belt  is  gradually 
falling.  By  morning  the  level  of  the  highest  temperature  in  tl;e 
valley  has  reach(>d  its  maximum  elevation  on  the  slope. 

This  matter  of  selection  of  orchard  sites  in  connection  with  air 
di'ainage  has  been  given  too  little  attention  in  many  instances, 
and  the  question  of  north  and  south  slopes  of  hillsides  has  been 
given  too  much  weight.  As  a  matter  of  fact,  the  south  hillside 
quite  freeiuently  offers  exposure  for  too  much  heat  duiiiig  the 
dormant  period  in  winter,  and  one  side  of  the  tree  will  scald 
while  the  other  side  freezes.  We  all  know  that  freezing  and 
thawing  is  not  good  for  wheat,  and  a  half-thaw  and  a  half-freeze 
at  the  same  time  in  tlie  same  tree  in  infinitely  worse.  When  it 
is  known  that  the  range  in  temperature  between  sunshine  and 
shade  is  between  15  and  25  degrees,  according  to  the  state  of  the 
atmosphere,  this  proposition  ma}'  lie  readily  understood.  The 
trouble  may  be  obviated  to  a  large  (>xtent  by  whitewashing,  and 
some  orchardists  have  adopted  a  very  good  plan  of  standing  a 
whitewashed  board  against  the  sunward  side  of  each  tree.  All 
such  precautions  cause  work  and  expense,  just  as  winter  i)runing 
and  spring  thinning  of  green  fruit  for  choice  products  do;  lint 
an  eye  to  the  condition  of  each  tree  and  its  ability  to  withstand 
abnormal  weather  influences  so  that  it  may  perform  its  full  func- 
tion is  just  as  much  a  part  of  pn-paratory  frost  preventive 
methods  as  selection  of  site,  buying  orchard  heaters  and  haul- 
ing fuel  for  smudges.  li.  II.  S. 


Datf>- 
( 10  a.  m.) 


Temperature. 
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Pe))ruary 


.March 
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23 

17 
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30 
38 
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31 

■20 

21  

34 
32 
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41 

•23 

42 

■24 

52 
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38 

■2fi 

•27 

32 
31 

2S 

27 

29 

35 

1 

29 

2 

43 

3 

46 

4 

28 

5 

30 

G  . 

37 

51 

H 

42 

y  

25 

10 

27 
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47 

12 

25 

13 

32 

14 

41 

16 

Hi 

25 

17  ... 

24 

1«  

33 

19 

20 
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.Vverages, 


25 
38 
38 
.32 
39 
40 
46 
47 
48 
38 
32 
31 
30 
30 
30 
42 
46 
28 
36 
46 
57 
39 
25 
32 
47 
26 
40 
52 
43 
25 
28 
34 
57 
44 

38.1 


Coiulition  of  woatlior.  etc. 


25 
30 
3S 
56 
44 

37.1 


0 
2.4 


Clear;  ice. 

Clear. 

Clear;  wim'y. 

Clear. 

Clear. 

Clear. 

Clourly. 

Partly  cloudy. 

Partly  cloudy. 

Partly  cloudy ;  windy. 

(Jloudy  ;  windy  ;  ice. 

Clear;  windy ;  ice. 

Cloudy;  sleet  and  snow. 

Cloudy. 

Partly  cloudy  ;  heavy  l"ro.-;t;  ice. 

Partly  cloudy. 

Clear;  windy  and  cold. 

Clear ;  windy ;  no  frost. 

Clear. 

Clear;  still  night. 

Cloudy. 

Cloudy ;  windy. 

Clear;  windy. 

Cloudy. 

Cloudy. 

Clear;  frost  and  ice. 

Clear. 

Cleal. 

Cloudy. 

Clear;  ice;  no  fro.st. 

Clear;  ice. 

Clear ;  little  frost. 

Clear. 

Partly  cloudy. 


'  Located  at  bottom  of  hill. 

^  LocatiHl  about  half  way  up  the  hill,  or  75  feet  above  No.  1. 

^  Located  at  top  of  hill,  or  about  '225  feet  above  Xo.  1. 
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GENEKAL   STJIUMARY. 

Ai)ril  cIoschI  -witli  the  total  pn-cipitation  much  Ix^low  normal 
over  i)ractieally  tlie  entire  Section,  and  recun-ing  dry  weather 
al'ter  tlie  good  rains  of  the  first  decade  was  generally  detrimental 
to  winter  and  spring  giain  crops  and  pastures.  Thermal  con- 
ditions were  siMiiewhat  l-elow  the  seasonal  avei'ag(>  for  the  month 
as  a  whfile.  A  sharp  cold  wave  and  freeze  on  the  10th  carried 
the  frost  ]in(>  soutliward  to  near  the  extreme  southern  coast,  and 
considerahle  damage  resulted  to  truck  on  tlie  coastal  plain,  to 
fruits  on  the  uplands  and  to  gardens  geneially,  while  the  supply 
of  toliacco  plants  was  furth.er  reduced.  In  consequence  of 
drought,  germination  was  irregular  and  unsatisfactory,  and  much 
of  the  cotton  and  corn  crops  had  not  sprouted.  Native  straw- 
herries  were  being  mark,  ted  at  the  close  of  the  month.  Plenti- 
ful rains  wonl<l  materially  imprcn'e  the  general  croji  situation. 

PKESSUKE. 

']'h(~  mean  ?ea-le\e]  jn-essure,  determined  from  r(^ports  of  7 
regular  \\'(atfier  Jiureau  stations  in  and  surrounding  the  Sec- 
tion, was  oO.OO  inches.  Tlie  highest  pressure  in  tlie  region 
cov(>red  l)y  reports  was  30.40  inches  at  Charleston,  S.  C,  and 
Wilmington,  N.  C,  on  the  lltli;  lowest  pressure,  29.60  inches 
at  Asheville,  N.  C,  on  the  2,1st,  and  in  the  Section  prop(>r, 
29.!;9  inciies  at  Char!(v4.in  on  the  8th. 

TEDIPERATUE.E. 

Tl'.e  monthly  mean  for  tlie  Section,  determined  from  reports 
of  42  stations,  was  ()!.()'^,  or  0.7°  below  the  established  normal. 
T'le  Iiighest   temperature  was  98°  at  Anderson,  Anderson  Co.; 

liiidi'ii,  Kers]:aw  Co.;  Darlington,  Darlington  Co.;  St.  V.ai- 
thews,  Callioun  Co.,  and  Society  Hill,  Darlington  Co.,  on  the 
i:5;h.  Tiie  warmest  i)eriods  of  the  month  were  on  the  13th  and 
1-ith  an<l  at  a  few  stations  about  the  20lh.  The  lowest  tem- 
ivrature  was  2 1°  at  (Jreenville,  Greenville  Co.,  on  the  lOlh. 
Tlie  c  )olest  period  of  the  month  v/as  on  the  lOtb,  when  practi- 
cally all  the  latest  spring  killing  frosts  occurred,  witlj  freezing 
temperatures  to  near  tlie  southern  coast. 


HUMIDITY. 


The  mean  relative  humidity,  detei'miiKnl  fi-om  rcp/orts  of  7 
nguiar  Weatiier  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  S  a.  m.,  70%;  <S  p.  m.,  07%.  The 
higiiest  percentages  occurred  over  the  extreme  east(M-n  and  ex- 
treme southei'u  coastal  plains,  and  the  lowest,  over  the  nortliern 
interior. 

PRECIPITATION. 

The  average  for  the  Section,  .57  stations  reporting,  was  1.79 
inches,  or  0.98  inch  below  the  established  normal.  Practically 
tlie  entire  effective  precipitation  of  th(>  month  occurred  during 
the  period,  2d  to  8th;  however,  local  showers  were  more  or  less 
numerous  ov(>r  the  western  portion  after  the  Kith  and  ov(>r  the 
eastern  portion  on  the  17th,  2ltii  and  2."')th,  and  29th  and  30th. 
Excepting  small  nr(\ns  of  the  f^xtren.ie  northwestern  and  extreme 
soul  hern    comities,    the    rainfall    was    uniformallv    below     the 


normal,  particularly  in  the  region  of  Fairfield  and  Kershaw 
counties,  where  the  amounts  were  less  than  1  inch.  The  greatest 
local  monthly  amount  was  3.14  inches  at  Bowman,  Orangeburg 
Co.;  least  monthly  amount,  0.54  inch  at  Camden,  Kershaw 
Co.  The  greatest  21-hour  amount  at  an^'  station  was  2.05 
inches  at  Bowman,  Orangeburg  Co.,  on  the  3d,  and  at  Charles- 
ton on  the  2d  and  3d.  The  number  of  rainy  days  was  29% 
below  normal. 

Snow  flurries  were  reported  from  the  upper  parts  of  Oconee, 
Greenville  and  Spartanburg  counties  on  the  8th,  9th  and  10th, 
and  sleet  in  the  upper  part  of  Spartanburg  Co.  on  the  7th  and 
9tli.  , 

WIND. 

The  jirevailing  winds  were  from  the  west.  The  average 
hourly  velocity,  determined  from  7  anemometer  records,  was 
10.2  miles.  The  highest  average  velocity  in  the  region  covered 
by  reports  was  13.5  miles  per  hour  at  Savannah,  Ga.;  lowest 
average,  6.8  miles  per  hour  at  Augusta,  Ga.  In  the  Section 
proper  the  average  velocities  were  11.7  miles  per  hour  at  Char- 
leston and  8.3  miles  per  hour  at  Columbia.  The  Iiighest  velo- 
city for  any  5-minute  period  was  48  miles  per  hour  from  the 
northwest  at  Charlotte,  N.  C,  on  the  23d,  and  in  the  Section 
projier,  .")S  miles  per  hour  from  the  south  at  Charleston  on  the 
21st.  

SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  7  automatic 
records,  was  280.7  hours,  or  73%  of  the  possible  amount.  The 
average  number  of  clear  days  was  18;  partly  cloudy,  8,  and 
cloudy,   1,  as  against  normals  of  15,  8,  and  7  days,  respectively. 


RIVER    CONDITIONS. 


On  account  of  prolonged  drought  and  general  absence  of  con- 
centrated heavy  rains,  the  rivers  of  the  Section  were  uniforml3' 
low  throughout  the  month. 


MISCELLANEOUS    PHENOMENA. 

EcrlJicjiinl-es  (dates). — Simimerville,  slight  tremors  on  lOtli  at 
6:5(;  a.  m.,  and  on  oOth  at  1:45  a.  m. 

Fi>g^,  dense  {dates). — Centenary,  1;  Liberty,  7;  Rimini,  KJ. 

ILdI  {d(ites) . — Cheraw,  5;  Liberty.  8;  Little  IMountain,  29; 
Winthrop  College,  7. 

HaJos  {d(ites) . — Lunar:  Charleston,  10;  Columbia,  16,  19; 
Liberty,  II;  Santuck,  11.  .8V)/rfj-;  Charleston,  27;  Columliia,  2; 
LibertV,  10;  Mavesville  (near),  21,  28;  Santuck,  10,  12;  Wal- 
halla,  'lO.  

ERRATA. 


-February,  1916.  iiredpitation  rlnparturo  (page  12),  sliould  be  —2.15. 
-Marcb,  lUlfi,  precipitation  departure  'page  20),.shoul<l  lie  —0.27. 
-Marcb,  liHCi.  precipitation  departure  (iiage20),  sliould  be  —2.13, 


]'i'i;f:v>ox. 

Fi:i'.i:rsoN. —!■....-.., i-.™ .." ^    .--„-  -    -- 

(;.\'.A\Vii.\.— March,  liHCi.  precipitation  departure  (iiage20),  sliovdd  be 


MISCELLANEOUS  DATA  FOR  APRIL,  1916. 
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Climatolog-ical  Data  for  April, 
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Counties. 
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Temperature 

in  degrees  Fahr. 

Precipitation,  in  inches. 
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Observers. 

Eastei'n  Potiion. 

186 

21 

296 

160 

43 

48 
144 

25 
175 
100 

143 
106 
63 
136 
136 

12 
54 
70 

27 
29 
27 
15 

63.6 

-0.4 

87 

tl3 

32 

10 

36 

1.47 

-0.99 

0.74 

0 

5 

21 

5 

4 

w. 

R.  B.  Vance. 

Beaufort 

I 

Miss  Lillian  H.  Rice. 

Barnwell  .        ... 

64.4 
62.0 

+0.5 
-1.5 

92 

88 

■  13 

■  20 

28 
29 
30 

38 
33 
33 
31 
°  34 

10 
10 
10 

10 
10 
10 
10 
9 

46 
42 
41 

30 
37 
34 
44 
«45 

1.53 
3.14 
L27 

2.35 
2.37 
1.45 
0.73 
2.15 

1.42 
1.01 
1.89 
1.08 
1.04 

1.80 
1.63 
1.58 
1.17 
1.81 

2,05 
2.08 
L85 
1.35 
1.09 

2.33 
2.75 
2.78 
2.50 

1.77 

LOl 
3.12 
1.77 
1.24 
2.20 

0.54 
1.82 
1.33 
3.04 
Lll 

1.08 
1.95 
2.41 
1.24 
1.17 

-L77 
-0.34 

-0.64 
-0.41 
-1.46 
-2.42 
-0.61 

-2.20 
-2. 17 
-0.91 
-1.82 
-1.86 

-1.50 
-1.18 

-i.'ie' 

'-6.'93' 
-1.39 
-1.92 
-2. 20 

-1.15 

-0.  .58 

'-6.47' 
-1.29 

-2.11 
-0.15 
-1.14 
-0.87 
-L38 

-2.57 

-0.58 
-0.87 
-0.74 
-1.75 

'-i.'27' 
-1.27 
-1.69 
-1.76 

0.90 
2.05 
0.52 

2.05 
0.94 
0.55 
0.33 
1.50 

0.65 
0.73 
1.19 
0.84 
0.45 

1.00 
0.97 
1.04 
0.64 
1..31 

1.18 
1.59 
L20 
0.65 
0.43 

1.39 
1.64 
L95 
1.49 

2.05 

0.64 
1.91 
0.82 
0.64 
1.16 

0.34 
0.82 
0.81 
1.42 

0.54 

0.65 
0.74 
0.62 
0.43 
0.60 
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0 
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0 
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0 
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0 
0 

0 

0 
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0 
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3 
6 

5 
7 
5 
5 
6 

4 
4 
4 
4 
5 

4 
3 
5 
6 
3 

6 
6 
4 
6 
6 

6 
5 
6 
6 

5 

5 

4 
4 
6 

4 
5 
4 
5 
4 

2 
6 

6 
4 

1 

Mrs.  D.  B.  Sanders. 

Orangeburg 

Marion 

22 
17 

18 

3 
9 

5 
4 

3 

sw. 
w. 

s. 

B.  0.  Evans. 

D.  L.  Carmichael. 

Charleston 

Che.stertield 

45 
26 
30 
21 
13 

28 
23 
30 
27 

64.0 
61.6 
60.6 
62.1 
°6L8 

+0.2 
+0.5 
-2. 2 
+0.4 
-0.3 

89 
91 
86 
93 
"  92 

14 
13 
20 
13 
13 

V.  S.  Weather  Bureau. 

.1.11.  Powe. 

Paul  Quattlei)auin. 

Darlington 

Dillon             

14 

5 

11 

D.  C.  Mc(;an. 

Dillon 

A.  K.  Rowell. 

Bamberg       

Nathan  Jenkins. 

Florence  . 

H.  B.  McCall. 

Orangeburg 

Florence 

65.6 
61.4 

+3.5 
-0.5 

89 
90 

14 

20 

30 
33 

10 
10 

40 
42 



Joseph  P.  Simons. 

15 
14 

19 
20 
15 
17 
19 

10 
11 

10 
4 

8 
8 
9 

5 
5 

1 
6 
7 
5 
2 

ne. 
sw. 

n. 
n. 
s. 
w. 
sw. 

H.K.Gilbert. 

do             

Pee  Dee  E.xperiment  Sta. 

G6orff6town 

Georgetown 

Williamsburg 

Sumter 

21 
27 

63.4 
62.2 
62.0 
''61.4 
62.2 

-0.1 
-0.3 

'-6'2' 

90 
90 
92 

'  87 
86 

tl3 
13 
13 
14 
14 

34 
31 

28 

>>  31 

34 

10 
10 
10 
10 
10 

44 

42 
46 

"47 

A.  P.  Hazard. 

A.O.  Matthews. 

Mayesville  (near) 

Oaks               

Lewis  E.  Warren. 

0.  .M.Mitchell. 

Pinopolis** 

Berkeley 

54 

97 
109 
269 

62 
192 

75 

69 

4 

24 

66 

6 
27 
27 
20 
24 

18 
13 

MissE.  P.  Ravenel. 

Clarendon 

Dorchester 

William  R.Wolfe. 

65.0 
63.4 

+  1.4 
+0.9 

90 
93 

20 
13 

35 
31 

10 
10 

37 
42 

19 
19 

I 

5 
3 

sw. 

s. 

K.  S.  Weeks. 

J.  S.  Wimnamaker. 

Georgetown 

Darlington 

Dorchester 

Colleton  

W.  G.  Walker. 

60.7 

63.5 
"64.2 

-1.1 

+0.2 
-1.0 

93 

88 
90 

13 

13 
14 

32 

32 
•  30 

10 

10 
10 

40 

41 
•43 

22 

19 
18 
22 
22 

18 

22 
20 
23 

4 

9 
9 
5 
4 

7 

6 
0 
3 

4 

2 
3 
3 
4 

5 

2 
10 

4 

w. 
sw. 

s. 

sw. 

w. 
w. 
n. 

T.  S.  Lucas. 

MissE.  II.  Gadsden. 

J.  A.  Westerberg. 

\Vl»it:Phall  ( near)     

..     .do 

Special  Rice  Exp.  Station. 

Yemassee 

Hampton  

20 

62.0 
62.7 

-1.8 
-0.3 

88 
93 

92 
93 

88 

t  13 
13 

20 
13 
13 

28 
28 

30 
34 
29 

10 
10 

10 
10 
10 

41 

47 

49 
41 
41 

J.  G.  Hutsou. 

Western  Pwtion. 

Aiken 

527 
764 
656 
293 

508 

222 
562 
402 
850 
351 

55 
20 
27 
13 
23 

56 
12 
12 
24 
29 

2 

3 

23 

27 

15 

W.  M.  Brown. 

Ander.son  

Lexington 

Fairtield 

60.4 
60.5 

-0.9 
-1.0 

H.  H.Russell. 

Batf^burg 

E.J.  Hite. 

Blairs                        

J.  N.  Owens. 

Abbeville 

L.  M.  Parker. 

Camdpn               

Kershaw 

6L4 

0.0 

93 

13 

29 

10 

42 

21 

4 

5 

sw. 

W.  C.  Brown. 

York 

James  (;.  Faris. 

Newberry 

.1. .).  Murran. 

Clenison  College 

60.3 
62.6 

+0.9 
-0.2 

84 
89 

13 
13 

30 
33 

10 
10 

37 
33 

20 
14 

4 
12 

6 
4 

sw. 
w. 

Prof.  F.  H.  H.  Calhoun. 

Richland 

U  S.  Weather  Bureau. 

Edgefield   

Edgefield 

J.  A.  Townseud. 

Ga'^toii  Hhoals  XX 

Cherokee 

680 
989 
671 
568 

500 
1063 
900 
711 
450 

400 
1380 
502 
850 
536 

512 
875 
620 
1061 
548 
690 

Harry  A.  Parshall. 

Greenville     

Greenville 

Greenwood 

Lancaster 

58.7 
60.4 
59.4 

+1.3 
-0.3 
-LO 

92 

90 

88 

13 
13 
13 

24 
30 
30 

10 
10 
10 

45 
40 
42 

15 
22 
9 

6 
0 
18 

9 
8 
3 

w. 
w. 

n. 

J.  H.  Woodsicle. 

M.  if.  Callioun. 

Heath  Spring 

J.  Marvin  Bowers. 

Kershaw 

John  W.  Hamel. 

Landrum 

Spartanburg 

Pickens 

1 

17 
23 
13 

9 

is' 

12 
15 

23 
13 
27 
13 

17' 

58.6 
60.4 
"62.2 
•"63. 2 

62.3 
56.5 
61.4 

■+6.'i" 

+0.3 
+0.7 

-6.' 6' 

88 

90 

"  89 

^  90 

88 
86 
90 

14 
13 
13 
13 

t  13 

13 

113 

27 

30 

34 

•  29 

30 
25 
27 

10 
10 
10 
10 

10 
10 
10 

45 
42 
"38 

41 
44 
44 

2.92 
3.10 
1.48 
1.40 

1.78 
3.08 
1.41 
1.92 
L72 

1.88 
2.72 
1.17 

-i.'ss' 

-L69 
-L53 

■-i.'36' 
-1.62 
-0.75 

-L40 
-0. 52 
-2.16 

L32 
1.82 
0.75 
0.97 

1.03 
1.31 
0.79 
0.76 
0.81 

0.97 
1.28 
0.60 

T. 
0 
0 
0 

0 
T. 
0 
0 
0 

0 
T. 

0 
T. 

0 

0 

T. 
T. 

6 
10 
6 

4 

6 
11 

7 
6 
6 

7 
7 
3 

16 
16 
23 
13 

14 
18 
12 

11 
11 

1 
11 

14 

7 

14 

3 
3 
6 
6 

2 
5 
4 

sw. 

s. 

sw. 
sw. 

R.  Hartwell  Wilds,  D.D.S 

Liberty 

John  T.  Boggs. 

Little  Mountain 

Newberry 

Edgefield  

Saluda 

J.  M.Scase,  M.  D. 
William  S.  Middleton. 

Monetta .             

.Joseph  M.  Johnson. 

J.  H.  Brown. 

Newberry 

Newberry 

Warren  G.  Peterson. 

Joshua  Y.  .lones. 

Saluda    

Saluda 

60.6 

60  0 
58.5 
62.0 

-1.9 

-0.2 
-1.4 
-0.6 

90 

89 
90 
89 

13 

tl4 
13 
13 

26 

29 
30 
30 

10 

10 
10 
10 

48 

46 
41 
40 

23 
19 

4 
9 

3 
2 

w. 
w. 

Mrs.F.  V.J.Maxwell. 

Union 

E.  W.  Jeter. 

F.  P.  Robinson. 

Trenton  .           

Edgefield 

18 

10 

2 

w. 

Mrs.  S.  E.  Long. 

Walhalla 

Oconee 

H.  W.  Brandt. 

White  Oak      

Fairfield 

62.0 
60.4 

60.6 
61.6 

+0.9 
-0.1 

-0.4 
-0.7 

90 
90 

93 
93 

tl3 
13 

13 
13 

30 
31 

24 
24 

10 
10 

10 
10 

45 

48 

49 
49 

0.90 
1.92 

1.81 
1.79 

-1.74 
-LIO 

-L47 
-0.98 

0.33 
0.83 

1.91 
2.05 

7 
4 

6 
5 

17 
14 

18 
18 

10 
14 

8 

3 
2 

4 
4 

sw. 
nw. 

w. 
w. 

T.  G.  Patrick*  Co. 

York 

W.  P.  Goodman. 

extremes 

State  means  and  ex 

tremes 

The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  iiscd  in 
determining  section  or  division  means.     Reference  letters  («,  b,  c),  appearing  in  the  table  indicate  number  of  days  missing:  for  example,  •>  represents  two  days  missing,  etc. 

t  Also  on  other  dates,  ft  Received  too  late  to  be  included  in  means  and  summaries.  •*  Temperature  data  are  from  observed  readings  of  the  dry  bulb;  means  are  com- 
puted from  observed  readings.     XX  Postoftlce  addresses  of  these  stations  are  as  follows:    Of  Edisto.  Embree:  of  Gaston  Shoals,  Gaffney :  of  Winthrop  College,  Kock  Hill. 

T.  Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


April,   1916. 
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Daily  Precipitation  for  April 

,   1916 

• 

Watershed. 

Day  of  month. 

stations. 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

Ennlern  Pmtion. 
Allendale  nil    

.08 

.25 

.74 

.30 

T. 

.10 

1  47 

Beaufort 

Coast 

Blackvillellll           

Edisto 

.15 
2.05 

.43 
L98 

.22 

.35 

.18 

.90 

.20 
T. 

.10 

1  53 

do 

!20 
.22 

'."28 

.32 
.12 
.07 

3  14 

Centenary 

Pee  Dee 

.16 

.32 
T 
.73 
.55 

.33 

T. 

T. 

.04 
.01 

1  27 

Coast 

Pee  Dee 

.07 

T. 

2.35 
2.37 
1.45 

.73 
2  15 

Cheraw  llll 

.35 
.25 

.22 
1.50 
.51 
.64 
1.19 

.94 
T. 

.07 
.07 

(15 

.01 

.07 
.13 

.06 

T. 

Conway  |||| 

Waccamaw . 

T. 

.17 

Darlington  ||||           .   . . 

Pee  Dee 

.05 

Dillon                 

Little  Pee  Dee 
Edisto 

.20 
.09 
.09 
.10 
.10 
.45 
1.00 

.02 

T. 

.08 

T. 

Eiii-ito  llil         

.65 
.16 
49 

.17 
.12 
.11 
.11 

1  42 

Etlingiiani  ||||            .   . 

Lynches 

T. 

1  01 

FergU'ion  1 1] 

Santee 

1  89 

Pee  Dee 

T. 

'si 

.20 

.84 
.17 
.45 

.45 
.23 
.38 

.03 
.06 

T. 

.05 
T. 

1  08 

do 

1  04 

Georgetown  .            . . . . 

Coast 

T. 

T. 
.21 

.15 

1  80 

Kingstree  ml      

Black 

.97 
T. 

1  63 

Maj'esville  (near) 

do 

1.04 
.64 
1  31 

T. 

.12 
.02 
.29 

.06 

.13 
.10 
.21 

1  58 

Oaks      

do 

.01 

.02 

1  17 

Fiinjpolis              

Cooper  

1  81 

Kiniini  ||||             

Santee 

.02 
.07 
.15 
.20 

.12 
1.39 

1.64 
1.95 
.47 

.18 
1.91 

1.18 
1.52 
1.05 
.45 

.23 
.02 

.01 

.56 

.26 

50 

.03 

.25 
.20 
.15 
.12 

.09 

2  05 

St   George  llll   

Edisto 

.01 

.02 

2  08 

St.  Matthews  ||l| 

Santee 

1  85 

Smiths  Mills  llll      

Pee  Dee 

.08 
.20 

'.'.38 
.45 
.43 

.42 

.43 
.06 
.01 
.01 
.55 

.11 
.05 
.52 
.50 

.08 

1  35 

Society  [Till  l|l| 

do 

.02 

1  09 

Suiinnerville      

Ashley 

.39 
.45 
.04 

.09 
.20 
.34 
.19 

2  33 

Walterboro 

Ashepoo 

2  75 

Whitehall  (near) 

.01 
.12 

2  78 

do 

L02 

.15 

2  50 

AlUen      

Edisto 

.64 
.44 

.05 
.17 
.09 

.03 
.04 

1  01 

Anderson 

Savannah  

T. 

.49 
T. 

.02 
.34 
.02 

3  12 

Batestiurg  |||| 

Edisto 

.82 
.64 
1.16 
.16 
.41 
.45 

'.'43 
.59 
.62 
.43 

T. 

1  77 

Blairsllll 

liroad 

.08 
.13 

1  24 

Calhoun  Falls  |||| 

Savannah  .... 

.40 

.30 

.19 

.02 

2  20 

Camden  i||| 

Wateree 

.34 

.82 
.42 

.02 

.02 
.06 

54 

Catawba  llll 

Cataw  ba 

.36 
.36 

1.42 
.54 

.17 

1  82 

Chappellsllll 

Saluda 

T. 

.10 
T. 

1.33 

Clemson  College 

Savannah  

T. 

.30 

.64 
.42 

.63 

.05 
.12 

T. 
T. 

T. 

3  04 

Columbia  *** 

Congaree 

T. 

.65 
.74 
.59 
.37 

.03 

T. 

1  11 

Kdgelield  |||| 

Savannah  .... 

1  08 

Gaston  .shoi\ls  li|| 

.10 
.35 
.16 
.25 

.43 
.26 

T. 

.06 
.42 

T. 

T. 

.03 
.16 
.16 

.... 

T. 

T. 

.01 
.07 

1  95 

Greenville  |||| 

Saluda 

T. 

2.41 

(ircenwood  |||| 

do 

.05 

1  24 

Heatti  Spring 

Wateree 

Lynches 

.28 

.60 

.04 

1  17 

T. 

Landrum 

Broad  

1   3? 

.01 

'.'io 

.72 

.63 

.78 
.25 
.97 
.56 
.73 
.33 

.40 

.22 
.02 
.03 

T. 



.02 

.02 

T. 

.03 

.08 

.05 

T. 

.08 

T. 

.02 

.10 

T. 

.04 

.09 

.11 

T. 

.02 
.25 
T. 

2.92 

Liberty       

Savannah  .... 

.0-2 

1.82 
.75 
.24 
1.03 
1.31 
.79 
.20 

.81 
.97 
.85 
.51 

T. 

.25 
.10 
.16 
.04 
.32 
.04 
.36 

.05 

T. 
T. 
T. 

T, 

3  10 

Little  Mountain 

Saluda 

1  48 

Savannah  

1.40 

Monetta 

Edisto 

.03 
.25 
.09 
.52 

10 

1.78 

Mountain  Rest 

Savannah  — 
Saluda 

T. 

T. 

'."6i 

.56 

T. 

.03 
.04 
.20 

.82 

.07 

T. 

.13 

.08 

3.08 

Newberry 

1.41 

Pelzerllll 

do 

1.92 

Saluda 

do 

.15 

.21 

.02 

.05 
.04 
.12 

1.72 

Sautuck  

Broad 

T. 
.43 

.01 

.15 
..32 

.45    .24 

T. 

.22 
.06 
9.5 

T. 

.08 

1.88 

Spartanburg  ||||       .   . 

. .  do 

'.'60 
.49 
.30 
.43 

.70 

T. 

T. 

2  72 

Treutoji 

Edisto 

T. 

.05 

.04 

1. 17 

WaDialla 

.09 
'.■54 

'.'61 
.12 

.10 

.18 

T. 

.02 

T. 

.09 

White  Oak 

Broad  

.33 

.83 

.01 

.03 

T. 

.90 

Wintlirop  ('ollege  . 

Catawba 

1  92 

Except  as  otherwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observation.  ||||  Precipitation  measured  in  the  morning:  amount  then  recorded  is  for  the  preceding  24  hours.  ***  Regular  Weather  Bureau  station;  precipitation  is  for  the 
24-hour  period,  midnight  to  midnight.    *  Precipitation  included  in  the  next  following  measurement,    t  Separate  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  0.01  inch. 


COMPABATIVE  DATA  FOR  APBIL,. 


Temperature. 

Precipitation. 

Average  num 
days. 

ber  of 

t^   r'  ^^ 

Year. 

Temperature. 

Precipitation. 

Average  num 
days. 

ber  of 

o§ 

Year. 

1 

0) 

'k 

1 

< 

Average 
days  with 
0.01   inch 
or  more. 

5 

-.5 
11 

o 

5 

1 
do 

s 

0) 

1 

<! 

Average 
days  with 
0.01  inch 
or  more. 

03 
O 

o 
5 

18S7 

62. 3 
64.6 
62.4 

62.8 
63.2 
62.8 
66.7 
62.  6 
61.4 
66.9 
62.  2 
5S.0 
60.0 
62.  4 
50.  0 
60.4 
60.4 

94 
95 
93 
91 
92 
88 
94 
95 
94 
98 
95 
92 
91 
90 
89 
91 
88 

28 
31 
30 
31 
26 
29 
34 
30 
28 
30 
31 
26 
27 
24 
30 
24 
26 

2.09 
1.33 
2.01 
2.02 
1.66 
1.13 
1.30 
2.01 
5.  .55 
1.3! 
3.24 
5.05 
3.02 
5.41 
5.03 
2.18 
2.95 

5 
4 
6 
6 

Cnndniied. 
1904 

59.2 
62.8 
65.1 
56.4 
66.6 
63.9 
63.4 
61.6 
64.3 
61.2 
63.7 
63.1 
6L6 

62. 3 

89 
92 
93 
89 
95 
96 
95 
91 
91 
90 
98 
96 
93 

98 

21 
25 
28 
20 
31 
30 
3'2 
30 
32 
30 
30 
25 
24 

20 

1.34 
3.83 
1.39 
4.40 
4.75 
2.95 
1.71 
2.95 
4.24 
2.00 
2.86 
1.47 
1.79 

2.77 

6 
9 
4 
10 
9 
7 
5 
8 
9 
6 
7 
4 
5 

7 

14 
15 

20 
10 
11 
14 
15 
12 
14 
20 
14 
20 
18 

15 

8 
8 
6 

13 

10 
9 

10 
9 
5 
4 

10 
6 
8 

8 

8 

4 

9 
7 
5 
9 
11 
6 
6 
4 
4 

7 

1888 

sw. 

ne. 

sw. 

sw. 

nw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

n. 

ne. 

nw. 

w. 

w. 

18!<9 

1905     .     . 

1890 

1906 

SW 

1891 

1907 

1892 

1908 

sw 

18<« 

5 

6 
10 
4 
9 
8 
7 
9 

8 

15 

15 
12 
14 
10 
16 
12 
12 
15 
15 
14 

10 
10 
9 
11 
6 
7 
9 
9 
6 
9 
9 

5 
5 
9 
5 

8 

9 
9 
9 
6 

7 

1909 

1894 

1910     .    . 

sw. 

1895 

191] 

1896 

1912 

1897 

1913  ...     . 

189» 

1914 

1899 

1915 

w. 

19(W 

1916 

1901 

Period 

19(;« 

19U3 

sw. 

30 
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i'l 


Daily  Temperatures 

for 

April, 

1916. 

Stat 

ons. 

1 

2 

3 

4 

5 

6 

7      8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

,23 

|24 

25 

26 

27     28 

29 

30 

1         1 

1  31  !  Mean. 

1         1 

I'jiKterii 

J 'art  ion . 

AlleiKliUi-'J'V'i 

)  .Maxiniinn  . . 

HO 

80 

67 

72 

80 

75     60 

66 

55 

64 

73 

83 

87 

87 

79 

7f 

83 

79 

85 

87 

81 

77 

87 

80 

74 

80 

73 

74 

70 

80 

76.5 

■■  ■  (  Mininnun. . . 

•11 

45 

51 

51 

52 

64;    57 

49 

39 

35 

32 

50 

54 

61 

5C 

5( 

60 

49 

49 

63 

63 

68 

65 

60 

64 

48 

47 

49 

52 

49 

50.8 

\  Maxinuim  . . 

Beivufort 

" '  *(  MininiiUii. . . 

'.'.'.X'-'.' 

Ii!ackvill('>J'5 

)  Maxiinimi  .. 

"h2 

"84 

"63 

"78 

"so 

77 

65 

"64 

"62 

"74 

"75 

"87 

"92 

"89 

"88 

8( 

85 

"si 

"92 

"90 

"82 

"88 

"89 

"79 

"79 

"79 

77 

"79 

"so 

"84 

""so.'i 

•  •  ■  i  .Vlininuim. . . 

■K) 

48 

58 

48 

50 

54 

44 

43 

37 

28 

42 

44 

53 

55 

52 

49 

51 

46 

46 

62 

58 

52 

63 

57 

53 

46 

45 

45 

53 

45... 

48.6 

nou'iiiiui 

j  Maxinnjm  . . 

80 
50 

81 
55 

68 
48 

70 
45 

72 
48 

71 
53 

68 
50 

64 
45 

52 
37 

63 
29 

71 

40 

80 
46 

81 
48 

82 

78 

76 
45 

78 
46 

80 
44 

80 

88 

82 

80 

88 

80 

81 

80 

78 

79 

69 
54 

80  ... . 

76.0 

■  ■  •  (  Minimum.. . 

50 

50 

48 

58 

62 

54 

66 

56 

50 

48 

43 

40 

41 

47.  9 

J  Maximum  . . 



Centenary 

■  ■■  i  .Vlinimum. . . 

'"« 

"43 

"56 

"48 

"46 

"53 

"45 

"46 

"39 

"30 

"36 

"49 

"55 

"65 

"55 

"42 

54 

"42 

"4i 

"56 

"6.3 

"56 

'51 

"52 

"53 

"4i 

"41 

"42 

"53 

"44 

"■  47:9 

Cli:u'li'>t(iu 

\  .Maximum  . . 

66 
51 

76 
58 

64 
56 

70 
52 

70 
56 

82 
58 

65 
56 

70 

55 

56 

38 

66 

80 
52 

87 
57 

89 

75 

68 
58 

75 
62 

71 
58 

78 

78 

79 

78 

87 

69 

77 

77 

68 

68 

64 

76 

7. 25 

•  •  ■  /  .Minimum. .. 

5' 

43 

48 

59 

61 

56 

61 

66 

59 

58 

68 

57 

69 

54 

64 

56 

61 

65.5 

Clicraw  V> 

\  Maximum  . . 

79 

79 

51 

68 

73 

62i    49 

58 

51 

59 

68 

82 

91 

88 

72 

74 

80 

74 

83 

87 

84 

74 

87 

72 

73 

72 

71 

72 

71 

79 

72.8 

■•■  (  Minimum... 

49 

53 

52 

46 

55 

511     48 

40 

38 

33 

38 

54 

59 

60 

54 

50 

56 

54 

46 

62 

64 

55 

58 

f.O 

60 

42 

41 

44 

52 

481.... 

50.1 

Conway M 

j  .Maximum  .. 

76 

78 

68 

69 

81 

63]     56 

63 

56 

61 

69 

75 

83 

76 

68 

67 

83 

70 

75 

86 

77 

71 

80 

71 

71 

77 

73 

68 

62 

72 

71.5 

•••  (  Minimum... 

42 

45 

59 

50 

48 

54     49 

49 

41 

33 

38 

50 

53 

63 

53 

43 

5.=^, 

46 

49 

58 

66 

89 

48 

55 

65 

44 

48 

44 

61 

41 

: ::: 

49.6 

Darlin-tonSSs^ 

>  Maximum  . .. 

8') 

79 

66 

76 

77 

67l     53 

&: 

54 

62 

70 

S6 

93 

89 

76 

76 

82 

78 

86 

89 

85 

76 

88 

76 

78 

77 

74 

75 

72 

81 

76.0 

■  ■  ■  )  Minimum. . . 

43 

46 

60 

46 

49 

51     45 

44 

38 

31 

41 

5f) 

54 

60 

54 

80 
56 
76 

42 

56 

44 

42 

69 

62 

56 

50 

48 

57 

40 

38 

40 

51 

49 

":: 

48.2 

)  Maximum  . . 

80 
41 
75 

80 
44 
80 

63 
52 
81 

70 
47 
78 

74 
49 
77 

64     54 
43     47 
68     58 

60 
41 
65 

54 
34 
54 

61 

35 
62 

70 
39 
70 

85 
52 
82 

92 

58 
85 

89 
64 
89 

75 
43 
75 

80 
57 
83 

75 
49 
75 

85 
44 
85 

89 

88 
87 

87 
65 
85 

75 
56 
80 

88 
51 

88 

It 

80 

76 
42 

8;i 

"73 

75 

44 
78 

79 

«  75.3 

Dillon 

41.... 
76  ... . 

' ' '  t  Minimum. . . 
\  -Maximum  . . . 

•^  48.  3 

Ferffuson  % 

"76 

"so 

76.8 

•■•  (  Mininuim. . . 

44 

50 

54 

52 

52 

601     56 

49 

38 

30 

31 

62 

64 

68 

65 

63 

63 

61 

61 

65 

71 

75 

70 

57 

51 

44 

42 

43 

44 

50 

54.5 

I'Moreni'i'  1  S^\^ 

)  Ma.xiinum  . . . 

80 
45 

68 
45 

55 
42 

66 
46 

68 
47 

64     52 

52     48 

55 
44 

52 
38 

61 
33 

71 
37 

84 
46 

87 
55 

84 
63 

79 
58 

76 

45 

73 
55 

77 
47 

87 
45 

90 

86 
65 

76 
56 

89 

74 
50 

53 

78 

79 
43 

80 
45 

80 
50 

83 

45 

74.7 
48. 2 

' ' '  t  Minimum. . . . 

60 

54 

44 

Geortjrlouii 

)  .Maxinuim  ... 

73 

78 

69 

70 

75 

72     63 

67 

56 

60 

68 

84 

90 

90 

68 

65 

8" 

75 

82 

82 

83 

86 

ss 

78 

76 

78 

76 

73 

70 

80 

75.1 

•  ■  ■  (  Minimum 

44 

47 

58 

50 

51 

571    53 

52 

42 

34 

40 

51 

56 

65 

46 

52 

46 

54 

47 

63 

67 

58 

57 

58 

66 

48 

47 

46 

59 

47 

51.7 

Kingstri'i'^Nii 

)  Maxinunn  . . . 

79 

81 

67 

70 

77 

671    57 

64 

55 

61 

71 

84 

90 

88 

77 

76 

84 

76 

8:; 

87 

86 

75 

87 

75 

74 

81 

72 

74 

66 

79 

75.5 

■  ■  •  (  Mininnnn 

42 

46 

58 

49 

49 

5ll     48 

49 

39 

31 

35 

42 

52 

60 

57 

46 

57 

45 

45 

60 

63 

66 

51 

54 

52 

45 

42 

45 

50 

46 

48.8 

Maycsvillo  (near) 

)  Maxinuim  . . . 

79 

80 

72 

70 

77 

73     63 

63 

61 

61 

72 

■84 

92 

89 

88 

76 

83 

80 

86 

88 

82 

76 

88 

80 

75 

SO 

72 

74 

72 

79 

77.3 

■  •  ■  (  Minimum 

40 

44 

53 

43 

47 

53     41 

45 

38 

2H 

39 

49 

52 

58 

56 

42 

54 

42 

42 

66 

M 

52 

49 

52 

50 

40 

40 

40 

.50 

42 

46.7 

Oaks 

j  Maximum  ... 

76 

80 

69 

76 

69     65 

54 

60 

69 

83 

86 

87 

84 

74 

80 

78 

84 

8.-. 

85 

75 

86 

76 

75 

80 

70 

74 

68 

77 

:::: 

''  75.8 

■  ■  ■  (  Minimum 

40 

42 

50 

46 

55  ... . 

"•ii 

40 

31 

36 

45 

48 

63 

54 

41 

53 

43 

42 

54 

63 

88 

45 

53 

54 

41 

44 

40 

52 

42 

*  47.0 

St.  Oeorse  % 

\  Maximum  . . . 

81 

82 

"63 

68 

77 

71     60 

67 

52 

62 

72 

83 

89 

88 

79 

78 

84 

79 

87 

9fi 

83 

78 

88 

81 

77 

81 

74 

76 

67 

80 

76.6 

•  ••  (  Minimum 

48 

50 

60 

50 

52 

58     56 

52 

42 

35 

44 

52 

56 

60 

59 

52 

60 

5" 

50 

62 

65 

57 

.5.=^ 

69 

56 

50 

51 

50 

57 

50 

53.  3 

St.  Maltlie\vsSN\\... 

)  Maximum  . . . 

82 

81 

61 

71 

77 

69j    54 

63 

55 

64 

74 

87 

93 

90 

78 

77 

86 

80 

88 

90 

85 

79 

9" 

73 

77 

82 

76 

78 

75 

81 

77.2 

•  ■  ■  (  Minimum 

40 

50 

59 

47 

49 

53     50 

44 

37 

31 

41 

49 

54 

60 

55 

46 

57 

48 

46 

69 

64 

54 

55 

.5'- 

53 

44 

44 

43 

.54 

46 

49.6 

Sdci.'ly  IlillM-... 

j  .Maximum  . .. 

79 

80 

57 

70 

75 

63!     51 

60 

52 

61 

70 

87 

93 

89 

73 

76 

81 

76 

86 

89 

85 

75 

88 

7 

74 

75 

71 

72 

69 

80 

74.5 

■  ■  ■  (  .Minimum 

48 

48 

56 

45 

46 

51:     45 

41 

37 

32 

40 

43 

54 

57 

53 

42 

65 

44 

41 

56 

64 

53 

51 

46 

60 

39 

39 

4' 

49 

43 

46.9 

Suunncrville 

)  MaxinuLm  . . . 

77 

79 

69 

71 

76 

72;     64 

68 

63 

61 

70 

81 

88 

87 

83 

74 

83 

76 

84 

83 

82 

77 

sr; 

82 

76 

79 

72 

75 

67 

77 

76. 1 

•  ■  •  '(  -Mim'nunn 

44 

47 

59 

51 

51 

55 

53 

52 

41 

32 

40 

48 

53 

57 

59 

49 

57 

48 

46 

49 

64 

55 

53 

58 

53 

47 

47 

48 

55 

47 

50.9 

WallerliDro 

)  -Maxinunn  . .. 

80 

82 

72 

70 

67 

72 

67 

70 

61 

63 

73 

88 

89 

90 

84 

77 

85 

8'' 

S3 

87 

82 

79 

86 

82 

77 

81 

77 

77 

70 

79 

77.  7 

•  ■  ■  i  Mininmm 

42 

55 

58 

51 

52 

55 

53 

52 

40 

30 

49 

51 

.59 

57 

49 

58 

46 

45 

6e 

66 

55 

52 

57 

5! 

45 

45 

4i 

56 

45 

»  5'i.7 

V.Miiassee'i^S'i 

)  Maximum  . . . 

78 

81 

68 

70 

77 

77 

62 

69 

55 

62 

72 

"82 

88 

88 

78 

76 

85 

78 

83 

87 

81 

78 

87 

80 

77 

82 

74 

76 

63 

78 

76.4 

■  •  ■  /  .Mininuim 

oS 

41 

56 

50 

49 

50 

54 

52 

39 

28 

38 

41 

47 

.55 

55 

46 

52 

47 

44 

59 

59 

52 

48 

54 

52 

43 

42 

47 

51 

43 

47.7 

Wrstrrn 

I'urliiiii. 

S  Maximum  .. . 

80 

75 

73 

80 

79 

81 

72 

64 

67 

62 

74 

83 

90 

89 

89 

82 

86 

83 

87 

92 

89 

78 

87 

86 

76 

79 

75 

73 

71 

81 

79.4 

AiUiMi  

'  "  t  Miniiiuun. . . . 

)  .Maximum  . . . 

Hi 

"74 

"63 

"72 

"75 

"ii  "60 

"(V' 

"S4 

"61 

"72 

"83 

"8.3 

"87 

"83 

"72 

"79 

"76 

"85 

"88 

"76 

"72 

"s5 

.... 
76 

75 

"69 

"71 

"73 

"75 

"S3!.::: 

""72:7 

An<ler.<oM 

■■■  /  .Minimum 

48 

51 

47 

48 

53 

46     41 

40 

36 

34 

47 

.52 

58 

59 

51 

50 

56 

48 

49 

60 

6e 

57 

56 

54 

49 

47 

43 

48 

49 

48;.... 

48.2 

HalesliurK\V,\ 

\  Maxinuim  . .. 

74 

76 

61 

69 

74 

69     51 

48 

51 

59 

69 

81 

88 

86 

70 

76 

79 

75 

84 

87 

75 

73 

84 

69 

72 

7! 

69 

71 

70 

78  ... . 

72.0 

•••  (  .Minimum 

50 

58 

59 

45 

47 

50 

51 

40 

37 

29 

33 

40 

51 

64 

55 

.52 

55 

47 

50 

54 

6" 

53 

54 

65 

52 

51 

43 

45 

4s 

41  .... 

49.0 

CannleMV'i* 

\  .Maxinnnr  . . . 

78 

79 

65 

72 

76 

66 

51 

62 

54 

61 

72 

87 

93 

90 

73 

74 

84 

77 

86 

88 

81 

76 

89 

73 

75 

75 

72 

74 

78 

81  .... 

75. 5 

■  ■  ■  1  Mininnnn 

42 

44 

49 

47 

47 

53 

50 

44 

39 

29 

30 

44 

51 

52 

64 

48 

48 

47 

45 

46 

64 

55 

57 

54 

52 

46 

38 

38 

53 

45,.... 

47.4 

Clenison  Collf^jje  . 

\  .Maximum  . . . 

74 

73 

67 

68 

71 

71 

66 

55 

51 

55 

67 

77 

84 

81 

'i7 

76 

76 

74 

78 

83 

8fl 

73 

80 

79 

69 

6-! 

67 

68 

72 

74;..., 

71.7 

■  ■  ■  !  .Minimum 

44 

47 

50 

50 

53 

50 

41 

40 

38 

30 

43 

50 

5s 

62 

50 

53 

58 

45 

46 

5X 

64 

65 

58 

65 

53 

46 

42 

42 

43 

42 

48.9 

Colnniliia 

\  -Maximum  . .. 

76 

78 

65 

68 

76 

66 

56 

60 

52 

60 

70 

83 

89 

88 

77 

76 

80 

74 

84 

87 

79 

74 

86 

71 

72 

73 

70 

72 

69 

79 

73.  H 

•■•  (  -Mini\num 

48 

54 

49 

47 

53 

53     45 

42 

38 

33 

46 

50 

58 

66 

57 

52 

58 

62 

64 

63 

65 

57 

56 

56 

54 

49 

44 

46 

53 

47 

51.5 

Greenville  SS« 

)  Maximum  . . . 

SO 

77 

52 

72 

69 

69;     47 

56 

52 

60 

72 

8^-- 

92 

88 

79 

72 

79 

77 

84 

88 

77 

78 

86 

66 

73 

71 

71 

73 

75 

82 

73.4 

•  •  •  (  .Minimum 

40 

43 

52 

46 

47 

4Ci     45 

36 

32 

24 

27 

36 

50 

57 

51 

44 

49 

43 

41 

49 

61 

51 

54 

51 

44 

39 

35 

43 

44 

40 

44.0 

Grpon\vo<i(l  ^'^ 

)  .Maximum  . . . 

79 

77 

69 

71 

75 

68|     51 

58 

52 

59 

70 

81 

90 

87 

79 

77 

80 

77 

85 

88 

77 

75 

85 

68 

73 

68 

70 

71 

71 

78 

73.  6 

•  ■  •  (  .Mininnnn 

45 

47 

58 

45 

45 

47,1     49 

38 

34 

30 

31 

45 

50 

58 

50 

47 

52 

47 

47 

5' 

61 

62 

52 

51 

51 

47 

42 

44 

45 

45.... 

47.2 

Ilpalh  Si>rins 

)  -Maximum  . . . 

75 

75 

63 

73 

70 

62      63 

51 

48 

55 

66 

82 

88 

85 

74 

72 

78 

72 

79 

78 

78 

84 

84 

68 

71 

61; 

69 

74 

77 

78.... 

71.9 

■•  ■  /  -Minimum 

44 

51 

46 

40 

53 

48 

49 

40 

35 

30 

40 

48 

59 

63 

45 

45 

55 

43 

43 

54 

60 

51 

51 

49 

48 

47 

38 

45 

43 

41 

46.  8 

^  Maximum  . . . 

85 

72 
48 
73 

72 
48 
67 

71 
41 
64 

69 
40 
63 

72 
40 
69 

71 
46 
71 

79 
43 
71 

Kerslia\v 

■  •  •  (  .Minimum 

Landruni 

S  Maximvnr  . . . 

77 

'74 

"69 

"69 

"65 

"65:"  56 

".^5 

"46 

'57 

"70 

"82 

"86 

'S8 

"75 

"7i 

77 

7.^ 

"82 

"8.5 

"so 

"76 

"84 

71.7 

•  ■  •  1  Mininnnn 

45 

49 

49 

45 

53 

47      35 

34 

32 

27 

38 

43 

54 

55 

54 

46 

60 

47 

40 

55 

59 

50 

62 

47 

46 

38 

37 

44 

45 

40 

4.",  5 

Liberty 

)  .Maxinunn  . . . 

7/ 

73 
51 

67 

48 

72 

70 
53 

67'     57 
45    -SX. 

53 

48 

60 
30 

70 

82 

90 

85 

79 

68 
48 

56 

76 
43 

81 
43 

85 
59 

76 

76 
62 

83 

76 
63 

72 

67 

57 

73 

73 
46 

82 

4^.  I'l 

' ' '  /  Minimum. . . . 

43 

4« 

37 

.33 

43 

50 

56 

63 

59 

62 

55 

50 

61 

51 

41 

41 

)  Maxinunn  . . . 
•  ■  •  f  .Mininnmi 

80 
£0 

79 
53 

70 
46 

70 
44 

78 
53 

681     60 
49I     42 

56 
39 

54 

35 

60 
34 

70 
44 

82 
52 

89 
57 

84 
64 

80 
60 

76 
50 

88 
61 

83 
63 

80 
54 

88 
56 

75 
53 

54 
52 

70 
53 

71 
41 

74 
40 

71 

47 

78 
48 

'  7-1    1 

Little  Monnlain  . . 

"58 

"56 

"50 

511.  1 

J  Maxinunn  . . . 
•  ■  •  )  -MiniLuinn 

82 
42 

80 
54 

73 
52 

76 
48 

79 
50 

73;     62 
50l     48 

62 
42 

54 
37 

63 
29 

90 

87 
61 

81 
53 

79 
51 

82 
57 

85 
46 

88 
51 

90 
59 

80 
63 

53 

87 
53 

87 
57 

77 
61 

75 
41 

73 
42 

76 
41 

76 
45 

83 
43 

>•  77.  s 

Meriwether 

"42 

"46 

"  4S.5 

Monet  ta 

\  .Maximum  . . . 

78 

78 
52 

74 

■70 

75 

75:     63 

59 

50 

59 

70 

82 

"88 

87 

79 

78 

8" 

76 

85 

88 

S3 

li 

S 

82 

72 

71 

70 

73 

71 

79 

7.5.1 
40.  5 

' "  i  Mininnnn . . . . 

4-1 

50 

45 

51 

50     46 

41 

36 

30 

44 

47 

56 

64 

57 

49 

67 

51 

51 

62 

62 

.54 

.53 

56 

49 

47 

44 

44 

47 

47 

Moinilain    Ile.st... 

\  -Maxinunn  . .. 

73 

70 

57 

69 

65 

66     54 

50 

44 

54 

66 

80 

86 

82 

73 

62 

73 

72 

77 

81 

77 

72 

79 

70 

67 

63 

67 

05 

67 

75 

6s.  ', 

■  ••  /  .Mininnnn 

45 

47 

50 

45 

48 

43     37 

35 

30 

25 

36 

41 

50 

60 

49 

48 

51 

38 

44 

52 

62 

47 

55 

49 

47 

38 

40 

40 

41 

40 

4  1..^ 

New  lii-rry 

\  -Maxinunn  . . . 

80 

78 

70 

70 

76 

68     62 

57 

53 

61 

71 

84 

90 

88 

78 

78 

82 

77 

86 

90 

80 

76 

88 

75 

74 

70 

71 

72 

72 

80 

7,',    ;' 

••_•  )  Minimum 

42 

52 

48 

45 

52 

49,     43 

40 

35 

27 

44 

48 

54 

62 

52 

47 

57 

49 

44 

61 

64 

54 

53 

53 

47 

40 

38 

42 

47 

42 

r  7 

Salnila 

j  Maxiinum  . . . 

80 

80 
51 

73 
50 

74 
45 

76 
47 

69     63 

60 

54 

62 

71 

82 

90 

89 

79 

79 

81 

78 

85 

89 

81 

76 
50 

87 

78 

75 

73 

73 

75 

72 

82 

7i,  " 

'  •  ■  '  Minimum. . . . 

37 

48i    44 

39 

35 

26 

40 

46 

52 

59 

46 

45 

56 

38 

41 

60 

64 

51 

50 

46 

38 

36 

36 

40 

38 

4.'i.  1 

Santiuk 

j  Maximum  . . . 

78 

76 

68 

71 

73 

66     .54 

57 

52 

59 

69 

81 

88 

89 

77 

76 

80 

76 

84 

89 

77 

76 

86 

75 

72 

68 

70 

73 

72 

80 

7:;.  7 

■  ••  (  Minimum 

41 

48 

47 

44 

53 

46     40 

3S 

34 

29 

40 

49 

53 

59 

47 

44 

57 

46 

43 

60 

64 

51 

55 

60 

49 

39 

37 

40 

46 

43 

4I-.  1 

Spartanbnrs  %... 

\  Maximum  . . . 

80 

76 

49 

70 

69 

65     46 

55 

48 

59 

70 

83 

90 

76 

76 

76 

79 

75 

84 

88 

76 

77 

86 

68 

68 

68 

68 

73 

72 

81 

71   7 

•  ■  ■  )  Minimum 

43 

45 

47 

43 

47 

45|     45 

36 

33 

,30 

37 

45 

55 

49 

45 

45 

55 

45 

44 

52 

61 

5n 

53 

48 

48 

40 

37 

42 

50 

46 

45:  3 

Trenton 

)  Maxiimnn  . . . 

79 

78 

71 

72 

76 

70,     59 

59 

52 

60 

70 

81 

89 

84 

79 

79 

79 

76 

85 

88 

78 

73 

85 

77 

73 

76 

72 

73 

73 

80 

74.9 

■  •  *  /  Mininnnn. . . . 

48 

53 

42 

45 

52 

51'     46 

40 

35 

30 

41 

51 

56 

59 

54 

52 

50 

50 

48 

60 

63 

.53 

55 

56 

52 

50 

43 

43 

45 

48 

49.0 

White  Oak 

)  Maxinunn  . . . 

80 

80 
51 

73 

71 
44 

75 
54 

72;     62 

58 

52 

62 

70 

82 

90 

90 

82 

76 

83 

76 

87 

90 

81 

75 

88 

85 

73 

73 

71 

73 

73 

83 

7f''.  2 

■  ■  ■  (  -Minimum 

4.') 

48 

47,     41 

39 

35 

30 

41 

50 

58 

62 

51 

45 

55 

46 

45 

00 

63 

50 

56 

49 

48 

49 

40 

43 

46 

45 

47.  9 

Wintlirop  College 

)  .Maximum  . .. 

•?« 

72 

72 

68 

71 

64      63 

54 

50 

57 

79 

83 

90 

81 

79 

72 

78 

75 

81 

87 

81 

75 

83 

82 

68 

66 

66 

70 

72 

77 

73.  1 

"  •  (  Minimum 

■1-': 

51 

46 

^2 

56 

46^ 

40 

36 

34 

31 

44 

51 

56 

59 

57 

46 

52 

43 

46 

60 

63 

52 

53 

49 

48 

56 

39 

40 

44 

45 

47.6 

Ilnfereneo  letters  («.  ''.  <•),  appearinsr  in  the  table  imlieate  number  of  days  missing:  For  examnle,  ''  repre.sents  two  days  missing,  etc. 
<vlnstnnnentsare  road  in  the  morning;  the  maxinunn  temperature  then  read  is  ehargod  to  the  preceding  day,  on  which  it  almo.st  always  occurs. 
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GENERAL  SUMMARY. 

General  lack  of  copious  rains  until  the  last  decade,  with  alter- 
nating periods  of  almormal  heat  and  cold,  marked  the  weather 
of  the  month  of  May.  In  fact,  the  drought,  which  set  in  after 
the  rains  of  early  April,  was  not  more  than  temporarily  relieved 
over  extensive  areas  of  the  middle  and  southern  counties,  and 
the  prolonged  dry  weather  caused  progressive  deterioration  of 
all  crops,  except  corn,  which  maintained  unexpected  vigor. 
These  conditions  were  attended  Ijy  unsatisfactory  germination 
of  cotton  and  late  corn,  slow  growth  of  young  tobacco,  parched 
pastures,  gardens,  and  field  truck  and  the  falling  of  staple 
fruits.  Wheat  exceeded  expectations,  but  the  oat  yield  was 
materially  reduced.  Late  rains,  however,  improved  the  general 
situation,  and  the  month  closed  with  cotton  coming  to  good 
stands  nearly  everywhere,  tobacco  becoming  vigorous,  late  corn 
germinating  and  growing  well,  and  sweet  potatoes  being  trans- 
planted in  large  areas.  Native  strawberries  of  fine  quality  were 
marketed  during  the  month.  Excessive  rains  in  the  Catawba 
River  watershed  on  the  22d  and  23d  were  followed  by  a  mod- 
erate freshet  in  the  lower  rivers,  the  crest  passing  Ferguson  by 
the  29th.  

PRESSURE. 

The  mean  sea-level  pressure,  determined  from  reports  of  7 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  29.96  inches.  The  highest  pressure  in  the  region 
covered  by  reports  was  30.27  inches  at  Columbia,  S.  C,  and 
Wilmington,  N.  C,  on  tiie  1st;  lowest  pressure,  29.60  inches 
at  Wilmington,  N.  C,  on  the  16th,  and  in  the  Section  proper, 
29.04  inches  at  Charleston  on  the  same  date. 


TEMPERATURE. 


The  monthly  mean  for  the  Section,  determined  from  reports 
of  44  stations,  was  73.8°,  or  2.2°  al)ove  the  established  normal. 
The  highest  temperature  was  103°  at  St.  Matthews,  Calhoun 
Co.,  on  the  8th  and  27th.  The  warmest  periods  of  the  month 
were  generally  between  the  8th  and  12th  and  from  the  26th  to 
28th,  when  temperatures  near  or  above  100°  were  general  over 
the  Section.  The  lowest  temperature  was  42°  at  Bowman, 
Orangeburg  Co.,  on  the  1st  and  18th;  at  Centenary,  Marion 
Co.,  on  the  1st;  at  Dillon,  Dillon  Co.,  on  the  2d,  and  at  Moun- 
tain Rest,  Oconee  Co.,  on  tlie  5th.  The  coolest  periods  were 
during  the  first  week  of  the  month  and  between  the  17th  and 
19th.  

HUMIDITY. 

The  mean  relative  humidity,  determined  from  reports  of  7 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.  m.,  72%;  8  p.  m.,  60%.  The 
highest  percentages  occurred  over  the  immediate  coast  districts, 
and  the  liv.vest,  in  a  narrow  I)elt  extending  from  middle  Georgia 
to  mid<lle  North  Carolina. 


PRECIPITATION. 


The  average  for  the  Section,  59  stations  reporting,  was  2.44 
inches,  or  1.03  inclies  lielow  the  established  normal.  The  pre- 
cipitation was  liadly  distributed  as  to  amount.     Although  there 


was  a  short  period  of  rain  on  the  4th  and  5th  and  a  more  ex- 
tended period  of  showers  between  the  14th  and  19th,  copious 
rains  were  a  rarity  until  the  22d,  23d,  and  24th,  when  the  gen- 
eral drought  situation  was  materially  relieved.  The  greatest 
amounts,  ranging  from  4  to  over  7  inches,  were  confined  to  the 
extreme  northwestern  and  extreme  eastern  counties,  while  over 
the  remainder  of  the  Section  the  measurements  were  much  be- 
low normal,  particularly  in  a  belt  extending  from  Barnwell, 
Bamberg,  and  Dorchester  counties  to  Lancaster  and  Chesterfield 
counties,  where  the  amounts  were  less  than  1  inch.  The  greatest 
local  monthly  amount  was  7.36  inches  at  Mountain  Rest,  Oconee 
Co.;  least  monthly  amount,  0.57  inch  at  Camden,  Kershaw 
Co.  The  greatest  24-hour  amount  at  any  station  was  3.71 
inches  at  Greenville,  Greenville  Co.,  on  the  22d  and  23d.  The 
average  number  of  rainy  days  was  38%  below  normal. 


WIND. 

The  prevailing  winds  were  from  the  southwest.  The  average 
hourly  velocity,  determined  from  7  anemometer  records,  was 
9.2  miles.  The  highest  average  velocity  in  the  region  covered 
by  reports  was  12.3  miles  per  hour  at  Savannah,  Ga. ;  lowest 
average,  6.2  miles  per  hour  at  Augusta,  Ga.  In  the  Section 
proper  the  average  velocities  were  11.0  miles  per  hour  at  Char- 
leston and  7.9  miles  per  hour  at  Columbia.  The  highest  velo- 
city for  any  5-minute  period  was  58  miles  per  hour  from  the 
northwest  at  Charlotte,  N.  C,  on  the  18th,  and  in  the  Section 
proper,  35  miles  per  hour  from  the  northeast  at  Charleston  on 
the  14th.  

SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  7  automatic 
records,  was  326.8  hours,  or  76%  of  the  possible  amount.  The 
average  number  of  clear  days  was  20;  partly  cloudy,  7,  and 
cloudy,  4,  as  against  normals  of  15,  10,  and  6  days,  respectively. 


RIVER    CONDITIONS. 


Excepting  moderate  freshets  of  short  duration  in  the  Catawba, 
Wateree,  Santee  and  upper  Pee  Dee  rivers  subsequent  to  the 
heavy  rains  on  the  22d  and  23d  in  the  upper  reaches,  the  rivers 
of  the  Section  continued  relatively  low  throughout  the  month. 


MISCELLANEOUS    PHENOMENA. 

Fogs,  dense  (dates). — Centenary,  29;  Darlington,  13;  Smiths 
Mills,  28,  29. 

Hail  (date). — Georgetown,  16. 

Halns  (dates) . — XuHar;  Bowman,  10;  Liberty,  12.  Solar:  Col- 
umbia, 3;  Liberty,  12;  Mayesville  (near),  3,  8. 

Severe  Storm. — Charleston,  thunderstorm  on  30th;  wind  squall 
estimated  at  75  miles  per  hour  blew  down  a  sign  and  killed  one 
negro  man. 


MISCELLANEOUS 
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Temperature- 
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Precipita- 
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Aslieville,  N.C.... 

29.96 

65.6 

88  J 

44 

3.60 

2.62 

7.9 

nw. 

71 

55 

61 

Augusta.  (Ja 

29.92 

75.6 

99 

53 

1.65 

1.16 

6.2 

se. 

72 

50 

81 

Charleston.  S.  0... 

29.98 

74.4  1       9(1 

5fi 

1. 22 

0.59 

11.0 

s. 

70 

74 

79 

Charlotte,  N.C  ... 

29.96 

72.6  :       96 

53 

4.41 

3.21 

10.9 

sw. 

70 

49 

HI 

Columbia,  S.  C 

29.  96 

95.9  ]       99 

56 

0.58 

0. 20 

7.9 

sw. 

71 

47 

77 

Savannali.  fia 

29.  98 

75.4          95 

58 

1.61 

1.35 

12.3 

s. 

7? 

73 

Wilmington,  N.  C; 

29.  98 

71.8  :       92 

51 

3.35 

2.18 

8.5 

sw. 

79 

74 

74 

Means  and  ex-  1 
tremes j 

29.96 

73. 0         99 

44 

2.35 

3.21 

9.2 

sw. 

72 

60 

76 
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Observers. 


Kitstern  Pnrlion. 


Allendale Barnwell  , 

Bi-anl'ort ;  Beanfort 


Itlackville  . 
Bowman.. . 
Centenary . 


Charleston., 

Cheraw 

Conway  

Darlington  . 
Dillon 


Barnwell 

Orangfbnrg  . 
Marion 


Charleston  . 
Che.stertield 

Horry 

Darlington  . 
Dillon 


Edisto  tt Bamberg 

Effingliam l-'lorence  — 

Ferguson '•  Orangeburg  . 

Florence  1 Florence 

Florence  2 do 


Georgetown Georgetown  . . 

Kingstree Williamsburg 

Mayesville  (near) ;  Sumter 

Oaks  tt Georgetown  . 

Pinopolis  •• Berkeley 


Clarendon. .. 
Dorchester  . . 

Calhoun 

Georgetown  . 
Darlington  .. 


Summerville Dorchester. 

Walterboro Colleton   ... 

Whitehall  (near) do 

Yemassee 1  lampton  . . 


Rimini 

St.  George  — 
St.  Matthews. 
Smiths  Mills.. 
Society  Hill  . . 


Division  means  and 
Western  Portinn. 


Aiken  

Anderson  

Batesburg 

Blairs  

Calhoun  Falls. 


Cam<len 

Cataw  ba 

Chappells 

C'lcmson  College  . 
Columbia 


e.xtremes 


Aiken  

Anderson  . 
Lexington. 
Fairfield. . . 
Abbeville. . 


Kershaw.. 

York  

Newberry 
Oconee  . . . 
Richland  . 


Edgefield Edgefield  .. . 

Gaston  .Shoals  tt Cherokee  . . . 

Greenville |  (Jreenville  .. 

Greenwood '  Greenwood. 

Heath  Spring Laiica.ster. . . 


Kershaw Kershaw 

Landrum i  Spartanburg  . 

Liberty Pickens 

Little  Mountain Newberry 

Meriwether     Edgefield   


Monetta 

Mountain  Rest. 

New  berry 

Pelzer 

Saluda 


Saluda 

Oconee . . . 
Newberry 
.\nderson. 
Saluda 


Santuck I'nion 

Spartanburg i  Spartanburg 

Trenton i  Edgefield 

Walhalla Oconee 

Whitv  Oak I  Fairfield 

Winthrop  College  tt. .  .1  York 


Division  means  and   extremes  . 
State  means  and  extremes 


18C 

21 

29G 

IGO 

43 

48 
144 

25 
175 
100 

143 
lOfi 
63 
136 
136 

12 
54 
70 


luy 

2(19 
62 
192 


527 
764 
65B 
293 
508 

222 

562 
402 
850 
351 


680 
989 
671 
568 

500 
]0Ci3 
900 
711 
450 

400 
13S0 
.5112 
8,50 
,536 

512 
875 
620 
1061 
548 
690 


20 


75.9 
75.6 
76.7 
73.4 


74.4 
74.  I 
70.4 
74.0 
73.2 


''73. 2 
74.6 


74.8 
74.0 
73.5 
"72. 2 
72.1 


76.0 
76.2 


'70.6 


73.8 
''73.8 


72.9 
73.9 


■173.8 
73.9 
73.7 


+2.7 
+2.0 
+3.2 
+  1.1 


+  1.4 
+3.4 
-0.6 
+2.6 
+  1.6 


+2.1 
+2.1 


99 

■>  95 

102 

101 

96 

90 
99 
93 
99 
f  97 


99 
101 


+2.6 
+  1.9 


+  L1 


+3.1 

+4.2 


-0.4 


-1.8 

+0.8 


-0.1 
+  1.8 


+0.6 
+3.3 
+2.2 


'74.6 


71.2 
75. 9 


72.5 
74.0 
72.  6 

73.8 
71.0 
74.2 
74.6 
''76.  4 

■75.1 
68.4 
75.0 


74.3 

72.8 
74.4 


75.4 
73.8 


73.8 
7.3.8 


+4.7 


+  1.9 
+4.1 


+.5.4 
+2.6 

+  1.8 


+4.2 
+2.4 
+.5.  6 


+3.7 
+  i.'iV 


+3.  9 
+2.7 
+2.0 


+4.2 
+3.6 


+3.0 
+2.2 


27 

9 

t    8 

27 

27 


27 

t    8 


100 
103 


■102 


97 
103 


101 
99 
96 


■100 


100 
98 
100 

102 
97 
98 

101 
'■102 

101 
92 
102 


101 

101 
10(1 
100 


102 
98 


102 
103 


7 
27 

27 
8 

t     8 


t     8 


27 
t  11 
til 


26 


27 
11 
27 

27 
11 

t  8 
27 

t  11 

27 
27 
27 


52 
•■  48 
51 
42 
42 

56 
52 
45 
44 
f  42 


50 


45 
,50 
53 

SO 
43 

51 
,50 
51 

»  ,52 
42 
50 


1 

t     1 


t    2 


27 

til 

27 


27 
11 

til 

t    8 


1 
1 

t     1 

1 

t  1 
IS 
3 
6 

19 
5 
5 


»42 


»40 


1 

tio 

5 

t    1 


0.95 
L40 
0.78 
0.92 
3.22 

1.22 
2.29 
5.16 
2.39 
3.12 

1.47 
3.86 
1.05 
2.85 
2.25 

2.90 
1.92 
2.86 
2.  1 1 
2.03 

1.37 
0.77 
0.83 
3.89 
L47 

2.96 
1.14 
2.20 
1.38 

2.09 


2.  .32 
3.17 
1.46 
1. 33 
2.63 

0.57 
1.58 
L97 
4.60 
0.58 

1.98 
5.06 
4.59 
l.SO 
1.10 


0.93 
7.07 
.3.24 
2.  06 
3.01 

1.53 
7.  .36 
1.67 
3.90 
2.11 

2.83 
4.71 
1.87 
4.29 
1.07 
2.83 

2.75 
2.44 


-2.  42 
-1.75 
-2.68 
-2.49 


-2.25 
-1.25 
+  1.80 
-0.96 
-0.03 

-1.56 
-0.49 
-3. 12 
-0.  70 
-L30 

-0.04 
-0.92 


0.  ,50 


-2.41 
-2. 56 
-0.04 
-1.75 

-0.05 
-2. 51 


-1.92 
-1.28 


-1.08 
+0.53 
-1.96 
-1.21 
-0.90 

-2.64 
-1.74 
-0.56 
+  1.19 
-2.61 


1.35 

+2. 09     2.  ,5' 


0.38 
0.40 
L7a 

0..59 
0.56 
2.55 
1.36 
L80 

0.82 
2.47 
0.35 
1.20 
0.90 

1.00 
0.75 
1.33 
1.05 
1.25 

0.,54 
0.50 
0.31 
2.44 
0.65 

0.95 
0.80 
0.98 
1.38 

2.55 


0.79 
2.02 
0.82 
0.46 
2.01 

0.26 
0.69 
1.10 
2.30 
0.20 


+0.2: 
-1.82 
-2. 10 


-1.15 
-0.  79 

+0.  .53 


-1.29 
+  0.16 
-0.43 

-0.12 
-0.51 
-0.99 
+0. 26 
-2.11 
+  1.  33 

-0.69 
-1.(13 


3.71 
1.05 
0.47 

0.  ,52 
2.  .30 
2.50 
1.03 

2.  15 

1.28 

3.  70 

1.  32 

2.  90 
l.,52 

2.24 
2.75 
1.45 
2.00 
0. 76 
1.40 

3.71 
3.71 


23 


25 


23 


sw. 
sw. 


w. 
nw. 


sw. 
sw. 


sw. 
sw. 


R.  B.  Vance. 

Miss  Lillian  H.  Rice. 

Mrs.  D.  B.  Sanders. 

B.O.Evans. 

D.  L.  Carmichael. 

r.  S.  Weather  Bureau. 

.1.  11.  Powe. 

Paul  Quattlebaum. 

D.  C.  .McCall. 

A.  E.  Rowell. 

Nathan  .lenkins. 

H.  B.  McCall. 

Joseph  P.  Simons. 

H.  K.Gilbert. 

Pee  Dee  Experiment  Sta. 

A.  P.  Hazard. 
A.O.  Miittlirws. 
Lewis  E.  Warren. 
O.  M.  Mitchell. 
Miss  E.  P.  Kavenel. 

William  B.Wolfe. 
R.  S.  Weeks. 
.1.  S.  Wainuimaker. 
W.  G.  Walker. 
T.  S.  Lucas. 

Miss  E.  lT.Gad.sden. 
.1.  ,\.  Wi'Slerberg. 
Special  Rice  E.xp.  Station. 
.1.  (i.  llulsou. 


W.  M.  Brown. 
H.  H.  Ku.ssell. 
E..L  llile. 
.1.  N.  Owens. 
L.  M .  Parker. 


W.  C.  Brown. 

James  C,  h'aris. 

J.  ,1.  Murran. 

Prof.  F.  II.  H.  Calhoun. 

n  S.  Weather  Bureau. 

J.  \.  Town.send. 
Harry  A.  Parsliall. 
J.  11.  Wood.side. 
M.  M.  Calhoun. 
J.  Marvin  Bowers. 

John  W.  Hamel. 

R.  llartwell  Wilds.  D.D.S 

John  T.  Boggs. 

J.  M..Sease,  M.  D. 

Williams.  Middleton. 

Joseph  M.  .Tohnson. 
J.  II.  Brown. 
Warren  (i.  Peterson, 
.loshua  Y.  .lones. 
Mrs.  F.  \'..l.  .Muxui'll 


E.W.Jeter. 

F.  P.  Robinson. 

Mrs.  S.  E.  Long. 

H.  W.  Bran.lt. 

T.  G.  Patrick  &  Co. 

W.  P.  Goodman. 


The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
determining  section  or  division  means.      Reference  letters  (»,  b,  i^l,  appearing  in  the  table  indicate  number  of  days  missing;  for  example.  ''  represents  two  days  missing,  etc. 

t  Also  on  other  dates,  tt  Received  too  late  to  be  ineludc'd  in  means  ami  sunniiaries.  ••  Temperature  data  are  from  ob.served  readings  of  tlie  dry  bulb;  mi'ans  are  com- 
pnti'd  from  oliserved  readings,     tt  Posloll'ice  addresses  of  these  stations  are  as  follows:     Of  Edisto,  Einbree;  of  Gaston  Shoals.  GalVuey  ;  of  WiiUhrop  College,  Rock  Hill. 

T.  Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 
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1 

Daily 

Precipitation  for  May 

1916. 

f 

Watershed. 

Day  of  month. 

stations. 

1 

2 

3 

4 

5       6 

7 

8 

9 

10 

11 

12     13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

0 

j-jtsfrrn  Portion, 
Alli'llilllll'  nil 

Savannah 

T. 

.... 

.05 

.50 

* 

.18 

.40 
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0.95 
1.40 
0.78 
0.92 
3.22 
1.22 
2.29 
5.16 

2.39 
3.12 

1.47 
3.86 
1.05 
2.85 
2.25 
2.90 

L92 
2.86 
2.11 
2.03 
1.37 
0.77 
0.83 
3.89 

1.47 
2.96 
1   14 

T. 

1.40 

T. 

HUickvilK'HIl 

Edisto 

.05 

.20 
.40 
.70 
59 

do 

.08 

T. 

T. 

.06 
1.78 
.21 

T. 

38 

t't'iiti'iiary 

(Mill  rUwtnii  *** 

T. 

T.' 

.56 

.04 

T. 
T. 
T. 

T. 

.01 

.37 
.42 

53 

(yOast 

■'55 

T. 

Clicraw  nil 

Poe  Dee 

.11 
T. 

.01 
T. 

T. 

.32 

.21 
.89 

.47 
.01 
.52 
.85 
.25 
.51 

Couway  |||| 

Waccaniaw  .. . 

.12 

2.55|  T. 



1.60 

.31 

■.■53 
.54 
25 

Dnrlin^'ton  1111 

Pee  Dee  

T. 

1.36 
.23 

.25- 

Little  I'ee  Dee 
Kdisto 

• 

T. 

1.80 

.64 
.30 

T. 

.44 

K(U<to  III!               

.12 
T. 
.15 
T. 

Ktliii^haiii  1 11              V 

Lynches 

T. 

.03 

2.47 
.27 

1.20 
.90 
.50 

.75 
1.33 
.04 

Ki-rjrii.<oii  III 

Santee 

.10 
T. 
.48 
1.00 

Fee  Dee 

T. 

.48 

'."62 

.04 

T. 
.53 

.70 

.62 

.47 
T. 

.      do 

.17 
.70 

.15 

Cicorj?»'t()\vu  . 

Coast 

T. 

Black 

.23 

.47 

Mavesville  (near)     .   . 

do 

T. 
.13 

31 

.05 

T. 
.05 

.48 
1.05 
1.25 

.05 

T. 

.69 

.07 

Oak--           

do 

.  77 
.55 

Fiiiopolis   

Coop'er 

.23 

Kiniini  l!l|   

Santee 

.18 

.11 

.31 

2.44 

.65 
.50 

.47 
.50 
.19 

.13 

.54 
.09 
.23 
.47 

.37 

St  (Ji'orKf  nil        

Edisto 

03 

.04 

St.  .Matthews  lljl 

Smitlis  Mills  llll 

Santee 

.10 
.92 

.01 
.95 
.26 
.98 

Pee  Dee 

T. 
09 

.06 

T. 
.02 

Society  Hill  nil 

do 

.07 

.20 
.25 

Ashley 



85 

T. 
.11 

.22 

.06 
.06 

T. 

.54 

T. 

19 

Waltt'iliofo 

Ashepoo 

.10 
.35 

.01 

.06 

Wliiti'hall  (near) 

(^oinhahee .... 

03 

.61 
1.38 

.50 

.17 

't.' 
'.'ie 

2.20 
1.38 

2.32 
3.17 
1.46 
1.33 
2.  63 
0.57 
1  .58 

Yeiiiasseelllj 

do 

T. 

T, 

T. 

.06 

Aiken     

Edisto 

.03 

2.' 62 

.79 

.99 
.62 
.44 

2.01 
.16 
.38 

1.10 

2.30 

.07 

1.00 

2.57 

3.71 

1.05 

.37 

.22 

2.30 
2.50 
1   03 

.49 
.02 

.45 
.02 
.48 

Anderson 

Savannah  .... 

.07 

05 

Bateshnrgilll 

Edi.sto 

T. 

.06 

.10 
.14 

T. 

.06 

.20 
.46 
.06 
.10 
.69 
.25 

Blairsllll 

liroad 



.07 
.12 
T. 

Calluuin  Falls  ||l| 

Savannah  

.09 

.02 

.33 

Camden  |||1 

Wateree 

.16 
.16 

T. 

.07 

.50 

'.'i4 

.28 
T. 

T. 
.03 

.15 
.25 

('ataul)a  |||| 

Catawba  

Chappellsjlll 

Saluda 

.12 

1.52 
.13 

1.97 

4.60 
0  58 

rieinson  Colleere 

Savannah  

.04 

T. 

.20 

.02 

.01 
.02 

.73 
.09 

'38 

Columbia  *** 

Congaree 

T. 

.02 

.09 

.05 

Edgelielii  nil 

Savainiah 

.09 
.02 
.03 

.35 
1.47 
.17 

.35 
.10 
.10 

.01 

1.98 
5.06 
4.59 
1   80 

Gaston  shoals  |||| 

(Jreenville  |||| 

liroad 

Sahida 

T. 

.05 
.06 

.02 

T. 

.03 
.03 

.13 
.36 
.25 

.12 
.01 

.37 
.22 
.15 

'.'65 

'.'34 
'.'83 

Cireenwood  |||| 

do 

Heath  Sprinpr  

Wateree 

.03 

.47 
.30 

.16 
.02 
.03 

'.■•22 

.02 

.11 

1  10 

Kershaw 

Lynches 

T. 

03 

.01 

0.93 
7  07 

Lanilruni 

Broad 

.03 
.04 
.26 

1.01 

.02 
.04 

1.80 
.25 
.10 
.26 

.20 
.01 

1.54 
.38 
.51 
.54 
.10 
.02 
.05 
.22 

.13 
T. 

Savannah  

3  24 

Saluda 

.13 

T. 

.09 

2.06 
3.01 
1  53 

Meriwether 

Savannah  . . . . 



T. 

T. 

.06 
.04 
.08 
.02 
T. 

■'  15 

Mouetta 

Edisto 

.02 

1.28 
3.70 
1.32 
2.90 

1.52 
2.24 
2.75 
1.45 
1.72 
.7f 
1.40 

Mountain  Rest 

Savannah  

T. 

T. 

.19 

3  18 

.02 

.17 

7  36 

Newljerrv 

Saluda 

.01 
.04 

.05 

T. 

T. 

T. 

.15 

.12 

.40 

.09 

37 

1  67 

I'elzi'r  nil 

do 

T, 
'.'08 

.02 
.11 

T. 

3  90 

Saluda 

do 

.05 
.06 

.20 
.01 

.05 

2  11 

Santnek  

Broad 

.04 
.67 

T. 

2.83 
4  71 

Spartanburg  llll 

do 

.08 

.12 

.18 

T. 

2.00 

.08 

Trenton  

Edisto 

T. 

T. 
.02 

.42 
22 

1  87 

Wahialla       

T 

05 

.05 
.01 

.20 

03 

4.29 
1  07 

White  Oak 

Broad  

T. 

T. 
.50 

.18  .... 

T. 
.50 

:o4;:::: 

Winthrop  College 

Catawba 

43 

2  83 

1     " 

.... 

Except  as  otherwise  indicated,  observations  are  generally  made  late  in  tlie  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  tlie  time  of 
observation.  ||ll  Precipitation  nieasm'ed  in  tlie  morning;  amonnt  then  recorded  is  for  the  preceding  24  hours.  ***  Regular  Weather  Bnrean  station;  precipitation  is  for  the 
24-hour  period,  midnight  to  midnight.    *  Precipitation  included  in  the  next  following  measurement,    t  Separate  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  0.01  in<'h. 


COMPARATIVE  DATA  FOR  MAY. 


Temperature. 

Precipitation. 

2       2  ;^-~  0 

Average  num. 
days. 

ie  r  of 

5 

X 

i; 

>> 

1887. 

I88S. 

1889, 

1890. 
'  1891. 
;  1S92 
'  1S93. 
'  1.S91. 
j  1895. 
I  18%. 
■  1897 
'  1898. 

1899. 
:  19IX). 
1  191)1. 
I  1902. 


72.5 

97 

70.2 

99 

71.7 

101 

71.0 

95 

69.0 

100 

71.1 

94 

70,2 

97 

70.7 

98 

69.0 

101 

76.7 

104 

69.3 

97 

73.8 

106 

73.7 

100  i 

70. 2 

96  1 

71.4 

99 

74.  0 

101 

13 

9 

10 

16 

11 

12 

14 

13 

18 

8 

18 

10 

15 

10 

19 

7 

1 

13 

10 

s 

15 

10 

Year. 


Temperature. 


Precipitation. 


1903 

70.7 
70.6 
73.4 
70.7 
70.8 
71.8 
69.  5 
69.8 
72.  6 
72.4 
71.7 
72.1 
73.0 
73.8 

71.6 

104 

99 

99 

99 

96 

96 

100 

99 

106 

101 

101 

105 

98 

103 

106 

44 

38 
42 
30 
41 
36 
35 
40 
35 
43 
38 
42 
46 
42 

30 

2.69 
2.04 
,5.70 
3,00 
4.51 
2.  92 
4.26 
4.03 
0.  65 
4.08 
2.  13 
0.  83 
7.  20 
2.44 

3.47 

1 904   

1905 

1 9  16 

1907       

1908 

1909 

1910 

1911 

1912 

1913 

1914 

1  <)  1 5     

1916   

Period 

Averag 

e  number  of 

days. 

F-l 

>-A 

>> 

S 

0 

oS3 

^ 

2h:^ 

^ 

12 

9 

10 

18 

8 

5 

12 

9 

10 

17 

6 

8 

11 

12 

8    1 

16 

11 

4 

14 

12 

5 

15 

10 

6 

20 

8 

3 

16 

6 

9 

19 

6 

6 

18 

10 

3 

U 

11 

9  1 

20 

' 

4 

15 

10 

S 

38 


CLIMATOLOGICAL    DATA:    SOUTH    CAROLINA    SECTION. 


May,    1916. 


•f 


Daily  Temperatures  for  May,   1916. 


n 


Stations. 


FAistei'ti  Portion. 

,,.      ,  ,   .,,,  )  Maximum 

Allendale  ^'S (Minimum. 

,,       ,     J  )  Maximum 

Keaufort  i  Minimum. 

Til     1     -n   i!.(  )  Maxinuim 

BlackvilleW (  Minimimi. 

„  .,  )  Maximum 

Bo^™^" iMiuiminn. 

„     .  )  .Maximum 

Centenary i  Minimum. 

„,      ,     ^  „  )  Maxinuim 

Charleston (Minimimi. 

„,            .i.t  \  Ma.ximum 

Cl'ei-awS^'J (Minimum. 

„              ,t,c  )  Maximum 

Coii"ay«'5 i  Minimum. 

„     ,.      ,   ,,.r,t  )  Maximum 

Darlington  SS\S ^Minimum. 

^.,,  )  Maximum 

'^"'"'" (Minimum. 

„                It,!  )  Maximum 

Ferguson # J  Minimum. 

,,,              ,  ,t,t  )  Maximum 

Morencel  % i  Minimum. 

„           ,  )  Maximum 

Georgetown J  Minimum. 

,,.       ,       ,t,c  )  Maximum 

kingstreeW I  Minimum. 

»i  11    (  ,„„-\       )  Maximum 

Mayesville(near)...i  j,j,,i„^„,,^ 

Oaks  \  j;?^''""'" 

"'*"" (  Minimum. 

„.    ,,            ,(,5  j  Maximum 

St.  George  W (Minimum. 

,..    ,,    ...          ,1,1  )  Maximum 

St.  Matthews ^'S i  Minimum. 

c     ■  ,.    ii-n  ,w  )  .Maximum 

Society  IlilU'i* i  Minimum. 

_                .,,  )  Maximum  , 

Summerville j  Minimum. 

,,,  ,.     .  )  Maximum  , 

Walterboro (Minimum., 

,,                ,r,t  )  Maximum  , 

^emassooSSsS i  Minimum., 

Weil  nil  Pmtion. 

)  Maximum 

"""^" (  Minimum. 

.     ,  S  Maximum  , 

A'"5<^rson i  Minimum, 

„  ,    ,         ,,,,  i  Maximum  , 

Batp.sburg«« i  Minimum. 

„       ,      ,,,,  )  Maximum  , 

CamdenW i  Minimum. 

„,  „  ,1  i  Maximum 

Clemson  College....  jj,i„i„ju,„ 

_   ,        ,  .  )  Maximum  , 

Columbia (Minimum, 

_           .,,    ,,,r  S  Maximum  , 

Greenville  SS^J (Minimum, 

_                 ,  ,,,t  \  Maximum  , 

GreenwoodS'i'S (Minimum, 

,,     .,   ,.     ■  )  Maximum 

Heatli  Spring (Minimum, 

,,      ,  S  Maximum  , 

Kershaw  (Minimum, 

.       ,  i  Maximum  , 

Laudrum i  Minimum, 

,  .,      .  S  -Maximum  , 

L"'Pi-ty (Minimum, 

,.,.,,,        .    .  )  Maximum  . 

Litll.' Mountain J  Minimum, 

,,     .      .,  )  Maximum  , 

Meriwether (Minimum., 

,,       ,.  )  Maximum  . 

Mo"etta i  Minimum., 

.,        1  ■      r>    »  S  Maximum  , 

Mountain  Rest j  Minimum,, 

.,      ,  \  Maximum  , 

Newberry i  Minimum,, 

„   ,    ,  )  .Maximum  . 

*"""'"* (  Minimum,, 

_      .     ,  )  Maximum  , 

Santuek I  Minimum,. 

„       .      ,         ,t,t  )  Maximum  , 

Spartanburg  ^'J i  Minimum.. 

„       .  )  Maximum  , 

Trenton J  Minimum., 

,,,,   ,.    n  I  S  Maximum  , 

^^'"teOak (Minimum,, 

Winthrop  College...  j-;{f,™5'; 


83     82 
53;    52 

781 
48 

8fi; 

51 


85 
591 

78|     78, 
58!     fiO, 


87 
511 
80!  81 
42      45 


50     51 


53;  57 

83  83 

501  5fi 

82;  82 

43,  53 

83!  83 

54;  54 

82!  83 

54  51 

86  8f) 

53l  54 

82 1  83 

5:\!  55 


83      84 
50!     54 


82;  82 

531  5f, 

85  8f. 

521  55 


98  95 

BOl  651 

93i  95 

66  66, 


100: 

66i 


99!  103 

60 

97 

57 

92 

58 

82 

56 

94 

52 


69i 
88 
70 
93 
63 
92 
61 
97 
58 
96 
59 
95 
65' 

93: 

64t 

92 

62 

93 

55 

92 

59 

97 

63 

97  i 

631     63i 

97i     90 

551     61 

96l     92! 

64'     64 

98     92 

60!    61 

971     96 

60      61 


12      13      14      15      16 


981    91      8'; 


68'     69 


84      85| 
701     70; 


88 


19     20 


22      23 


101 
66 


96     S8 
58     60 


66      67 

85!  80! 
69  68  671 
93  9-2I  82 
68  C3  64' 
80 


64 

80 
71 

88 
70 
78 
67 

98!     91 

68!     66 

961.. 

70 


95 


64 


5»     61 


90, 


68!     e4| 
89!     82 


72 

71 

67 

66 

96!  85 

88 

86 

621  68 

62 

63 

98  94 

89 

90 

67;  61 

63 

60 

94!  83 

85 

85 

68 

69 

60 

61 

97 

87 

88 

89 

69 

68 

66 

67 

lOl!  90; 
631  63 
lOOj     89 


891     93 
60      61 


92'     94 
BO      62; 


96 

57 
82!  86 
53;  53 
881  93 
60  61 
91  97 
50  51 
881     92 


98 

58; 

86 
60: 
96! 
66, 
961 

5'! 

93 

541  58  63 

90!  921  97 

57,  58,  61 

89!  921  96, 

55,  54'  59 

88;  92!  S4: 

59:  55  59! 

92;  95l  98! 

,57,  .5,i!  64 

88,  91 1  97, 

00:  6(1!  62 

Oil  97;  98; 

54'  59 


93 
64 
94 

63i  58 
93:  94 
66,  58 
93;  93 
...  51 
851  84 
641  54 
92;  94 
70;  60 
91 1  90 
60,  50 
93 
6"!  65 
89l  91 


51 


65  53 

8"!  89 

69;  43 

92;  94 

63!  53 

9-2;  94 

691  61 


9-1;  95 

.59  62 

83;  89;  89 

63 


93,  95 


531  58 
91 1  95: 
53!  541 


91; 

48 

90  96! 

51!  52 


97 
60' 

491  53! 
96 


90!  94I 

52!  S'^l 

86  92, 

5C!  58i 

89;  95 

58  61 
90 

55  67! 


61 
96 

51 1 
94; 

64! 

97 

64, 

93!  94 


61 


60 

84 

51 

95 

54 

94 

47 

94 

53 

93 

,52!  59i 

95,  98! 

62;  66! 

95  100' 
681  56,  67; 
91;  91  98; 
69  53; 


65  61 


63  61 

89!  '' 


90 
68 
72 
78 
931 
66l 

85; 

65 


63I  691 

91!  93: 

65!  fit' 

92  74 

62 1  64 

80:  86 

70 

74 

66 

84 

64 

74 

65 

78 

65 

89!  80 

62;  64 

90;  78 

591  60|  62 

87j  86j  77 

66  67 


67 
88'  78 
65 
89  8' 
66  62 


93 

64  661 

89  92| 

67|  65| 

891  871 

66.  66! 

91'  88! 

la  65! 

85'  85 

68  68 

89!  86 

70  68 

90,  91 

65  67 
90!  88 
68;  68 


88  85 
62   61 


881  85 

68:  64 

86;  90 

60  64 

91!  92 

68!  68 

90;  89 

68  67 

92;  91 

66  68 

92;  88 
68 


66(  67 

89  92 

65!  f"'* 

92i  89 


64! 
91; 

67; 
95: 


681 

87; 

70 

80 

68! 

78 

68! 

86i 

68; 

82  , 

68'. 

74. 

68l 

84' 

68! 

83! 

72! 

841 

68! 

87 

62; 

83' 

68; 

89! 

67; 

90i 

67! 

83 

66 

86 

68 

85 

62 

91 

66 


63;  62 
89   83 


85 
63 
76, 

59 
??' 
64! 
78 

60! 
82! 
58; 
75 
60; 
92 

60 ; 
83! 

57; 

78 
.56 
8II 
62, 
77 
51 
82 1 
58, 


.58'  55 
771  74 


53 

49 

78 

78 

,52 

55 

81 

84 

6fl 

.54 

76 

79 

.55 

52 

74 

76 

51 

45 

62   56; 


88 
66 
91 

's,s 

65 

82 

56 

90 

67 

91 

66 

88 

66 

88!  76; 

65  55! 


59 


53 

79i  79! 

54!  ■'>fi 

72  72 

,52;  47 

80  81 

53  51 

80  80 

48  47! 

80  81 

57!  51 1 

78; 

.^0 

78'  77 

54;  56; 


67   63;  63 


60; 

84! 
64 


8«i 

64! 

90;  791  81! 

65;  ,56;  55; 

85  75;  74I 

65!  56;  531 


79  87  92  85 
59  65  58  60 


85;  94 
54i  54, 
81!  881 
46!  48 
...!  84 
57  ."=,3! 
73;  76 
63'  67! 
78;  83; 
53  58! 
74i  7Sl 
59!  551 
81,  87! 
561  ,"i3; 
78!  83i 
49!  64 
80!  80 
48'....  . 
80  86' 
56;  541 
80!  85 
59;  58 
79!  86 
56!  53 
79  86 
54;  .52 
77|  84 
57 
88 
57 
88 
54 
86 


96  85 

57;  .59 

92  84 

50  60 

88  81 

56;  62 

82!  78: 


58 
81 
58 
80 
58 

'54 

77  85 

59,  59; 

84;  93! 

56;  56 
86 

49  56 


80  87 

52,  55 

82  88 

49  53 


78 
511 


82  5X1 

54!  54 

75 1  80 

50l  52 

78  85 


48  52 

79!  85 

53,  55 

73  83 

53;  53 

79  81 
53'  .53 
77!  82 
47  49 

80  88 
53!  57 
80'  80 
,'■.21  .55 
831  91 
53!  54 
SO;  87 
52  55 


72 

81 

44 

47 

81 

88 

53 

54 

83 

87 

50 

51 

83 

88 

51 

52 

82 

88 

51 

53 

79 

88 

53 

85 

54 
88 

59;  62 
92,  81 


57' 
86;  91 


78 
70 
81 
61 
76 
67 
75 
67. 
73 
6' 
76 
69 
75 
63!  6-4 


76! 


76;  75 

6O!  68 
88 


91!  83, 

591  62 


76 
65 

90!  801  80 

58'  69! 

91;  84, 

561  63! 

90;  85 

55;  65 

881  80 

55!  61 

94|  84 

59!  67 

95  85 
67! 


24 


55;  55: 


80 


61 

891  83 

51;  62 

89i  80 


65  65 
90!  72! 
53  60 


91  88 

59,  66 

94 1  83 

59,  59 

90l  83 

60  66 
84 1  86 
56!  65 
85!  85 
57i  62 
90'  83 
63'  68l 
94;  68! 
54  59I 

90  79; 
62'  64! 
85  79| 
61|  61 

89  82 
59|  62! 
88  82 
49'  58 

91  83 
6OI  60 

90  84 
58  67 
95!  84 
61 1  68 
92;  85 

61  67 
84 1  80 
52;  56 
92!  84 
60  67 
92 


58  56 
93;  80, 


65 
78 
64 
76 
66 
75 
66 
74 
67 
74 
70 
79 
60 
80 
61 
70 
67 
74 
62 
70 
59 
79 
67 
76 
64 
85 
66 

69 
76 
63 
79 
67;  68 
82  81 
67 


9 

65!  64 
69!  75 
64   63 


82 

80 

67 

65 

83 

77 

63 

68 

87 

72 

62 

64 

25  26  27  28 


99  92 

68  6' 
91  8' 
71,  7(1 
102  100 
68  69 
101,  94 
70  70 
96  90 
07'  66 
86,  81 
72'  74 
99:  95 
70 
82 
70 
99 1  94 
67!  (55 
90:  92 
07  70 
951  99 
72! 


68; 

85 
68 


96 


101 
69' 

91 1  88 

68'  69 

99'  93 

67  6' 

99  92 

64  66 

94  90 

64  67 

100,  93 

69:  69 

103'  96 

70,  71 

102  97 

67  65 

93  89 

67'  68 

88'  91 

67,  70 

95!  90 

52,  64 


96 
63 
95 
65 
93 
64 
100 
62 
89 
66 
98 
67 
98 
61 
93 
66 
95 
64 
98 
63 
95 
63 
95; 
64 
97 
67 

93  99 

64;  65 

88,  97 

63!  65 

84  90 

58 

92 

63 

91 

61 

91 

62 

90 

65 

89 

63 

91 

61 

89 

62 


96 


101 
69 

99  94 

66  ff 

96!  94 

64  6 
99,  96 

65  66 
91'  86 
79  68 
99  96 
73  70 

10(1;  94 

62  64 
97;  94 
70  69 

100  95 

63  66 
102  96 

69  74 

96  92 

68  62 


97 

96 

90; 

64 

70 

63 

101 

96 

92 

72 

62 

70 

102 

95 

96 

(!7 

68 

68 

101 

94 

91 

70 

68 

70 

92 

87 

83 

.58 

58 

57 

102 

97 

94 

67 

68 

68 

100 

95 

92 

63 

67 

68 

101 

97 

94 

66 

68 

68 

100 

95 

92 

65 

67 

64 

100 

93 

91 

/  / 

66 

67 

102 

99 

95 

69 

66 

69 

95 

98 

90 

64 

67 

70 

29 


30 


89 


93  82 


89;  78 
59  60 


Mean. 


86 
65 
85 
62 
84 
62 
85 
65 
80 

'88 
64 


85 
58 
83 
63 

'64 
80 
00 
85 
63 
8.= 
57 
85 
61 
84 
61 
85 
62 
81 
61 
84 
56 
86 
61 
SO 
62 
86 
64 
81 
53 
88 
62 
87 
57 
84 
60 
82 
60 
85 
63 
84 
62 
83 
61 


88.0 
63.2 
85.2 
66.0 
92.0 
61.4 
88.6 
58.1 

M.'e 

81.5 
67.3 
85.7 
62.  5 
8(1.6 
61.3 
87.9 
60.0 
85.9 
60.5 
87.2 
59.2 
88.1 
61.2 
85.5 
64.1 
87.3 
60.6 
88.5 
58.5 
85.  3 
59,1 
88.7 
63.3 
90.5 
61.9 
81.7 
59.4 
85.3 
62.  4 
8.5.8 
61.7 
87.0 
58.8 


88.4 

59.1 

87.9 

59.9 

85.  9 

61.5 

60.  6 

60.6 

82.0 

60.4 

87.3 

64.5 

87.8 

.57.  2 

86.5 

61.5 

84.2 

60.9 

86.9 

60.6 

84.9 

57.2 

87.5 

60.9 

87.3 

62. 0 

91.4 

61.3 

87.7 

62.5 

81.6 

5.5.2 

89.2 

60.9 

89.1 

57.9 

88.5  ' 

60.1 

87.2 

.58.5 

87.5 

61.4 

89.0 

61.7 

86. 2 

61.3 


Reference  letters  (»,  ''.  '^).  appearing  in  the  table  indicate  number  of  days  missing:  For  exam'ile.  ^  represents  two  days  mis.sing.  etc. 
Instnimeiits  are  read  in  the  morning ;  the  maximum  temperature  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
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GENERAL,   SUMMARY. 


Rainfall  during  -June  averaged  poniewhat  aliove  normal  and 
was  well  distriliuted  as  to  area,  but  tiie  amounts  ranged  from 
abnormally  high  to  abnormalh'  low  over  various  portions  of 
the  Section.  Thermal  conditions  showed  no  marked  extremes. 
Dry  weather  of  more  or  less  intensity  continued  over  portions 
of  the  upper  coastal  plain  until  tiie  last  decade,  when  the 
drought  was  effectivel}-  broken.  Semi-drought  continued  over 
a  small  area  of  the  upper  Savannah  and  upper  Saluda  water- 
sheds. However,  the  rains  were  of  sufficient  quantity  to 
greatly  improve  all  vegetation.  Cotton,  which  was  ver^'  slow 
and  irregular  in  germinating,  due  to  insufficient  moisture  and 
persistent  cool  nights,  finally  came  to  good  stands,  but  the 
crop  as  a  whole  was  ragged  and  in  various  stages  of  advance- 
ment. Corn  withstood  the  drought  well  and  was  coming  into 
roasting  ear  northward  over  the  central  counties  l>y  the  close  of 
the  month.  Tobacco,  though  I)ackward,  was  greatly  improved, 
and  curing  began  during  the  last  week.  Field  truck,  gardens, 
and  pastures  were  rapidly  coining  into  prime  condition.  Nativ(> 
peaches  of  fine  quality  were  being  marketed,  and  wild  small 
fruits  were  plentiful.  Stubble  lands  were  being  turned  to 
corn,  cow  peas,  sweet  potatoes,   and   peanuts  at  the  close  of  the 

month.  

PRESSURE. 

The  mean  sea-level  pressure,  determined  from  reports  of  7 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  29.V)4  inches.  The  highest  pressure  in  the  region 
covered  liy  reports  was  3;). IS  inches  at  Wilmington,  X.  C. ,  on 
tiie  2d,  and  in  the  Section  proper,  30. Ki  inchesat  Charleston  on 
the  same  date;  lowe.-^t  pressure,  29.-57  inchesat  Asheville,  N.  C., 
on  the  6th,  and  in  the  Section  proper,  2i).64  inciies  at 
Colnmbia  on  the  same  date. 


TEMPERATURE. 

The  monthly  mean  for  tlie  Section,  determined  froiu  repoits 
of  44  stations,  was  76.4°,  or  1.2°  below  the  established  normal. 
The  highest  temperature  was  1(J()°  at  Blackville,  Barnwell  Co., 
on  the  22(1.  The  warmest  periods  of  the  month  were  gener- 
ally between  the  20th  and  24tli,  on  the  29th  and  30th,  and  at 
a  few  stations  of  the  eastern  portion  from  the  10th  to  the  12th. 
The  lowest  temperature  was  4S°  at  -Mountain  Rest,  Oconee 
Co.,  on  tiie  9tli.  The  coolest  periods  of  the  month  were  on  the 
1st  and  2(1  and  aliout  the  9tli  and  lOtli. 


HUMIDITY. 


The  mean  relative  humidity,  determined  from  reports  of  7 
regular  Weather  Bureau  stations  in  and  surrounding  i  lie  Sec- 
tion, was  as  follows:  S  a.  ni.,  S()%  ;  8  p.  m.,  70%.  The 
highest  percentages  occurred  over  the  northeastern  const  dis- 
trict ■<,  and  the  lowest,  over  tiie  north-central  counties. 


PRECIPITATION. 


Tlie  average  for  the  Section,  nU  stations  reporting,  was  .5.12 
inches,  or  0.09  inches  above  the  established  normal.  While 
there  were  three  fairly  well  defined  W(>t  periods,  intermittent 
showers  occurred  in  some  jiart  of  the  Section  every  day  after 
the  1st.     'JTie  distributii)ii   of  rainfall   was  very  irregular,   wet 


and  relatively  dry  belts  alternating  from  the  coast  as  follows: 
5  to  over  9  inches  over  the  major  })ortion  of  the  coast  counties; 
less  than  4  inches  over  the  upper  coastal  plain;  o  to  over  i) 
inches'over  the  lower  Piedmont;  4  to  less  tlian  2  inches  over 
the  middle  Piedmont,  and  5  to  7  inches  over  the  extreme 
northwestern  counties.  The  greatest  local  monthly  amount  was 
9.75  inches  at  Charleston;  least  amount,  1.76  inches  at  Calhoun 
Falls,  Abbeville  Co.  The  greatest  24-hour  amount  at  any 
.station  was  4.69  inches  at  Kershaw,  Kershaw  Co.,  on  the  14th 
and  16th.  The  average  number  of  rainy  days  was  10%  above 
the  normal. 

WIND. 

The  prevailing  winds  were  from  the  southwest.  The  average 
hourly  velocity,  determined  from  7  anemometer  records,  was 
7.7  miles.  The  highest  average  velocity  in  the  region  covered 
by  reports  was  10.3  miles  per  hour  at  Savannah,  Ga. ;  lowest 
average,  5.5  miles  per  hour  at  Augusta,  Ga.  In  the  Section 
proper  the  average  velocities  were  9.5  miles  per  hour  at  Charles- 
ton and  7.0  miles  per  liour  at  Columbia.  The  highest  veloc- 
ity for  any  5-minute  period  was  72  miles  per  hour  from  the 
west  at  Charlotte,  N.  C,  on  the  20th,  and  in  the  Section 
proper,  3(S  miles  per  liour  from  the  northwest  at  Charleston  on 
the7tli.  

SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  7  automatic 
records,  was  271.2  hours,  or  63%  of  the  possible  amount.  The 
average  number  of  clear  days  was  12;  partly  cloudy,  11,  and 
cloudy,  7,  as  against  12,  11,  and  7  days,  respectively. 


RIVER   CONDITIONS. 

Tlie  Santee  River  was  slightly  al>ove  Hood  at  Rimini  and 
Ferguson  l)etween  the  ISth  and  the  23(1,  and  sharp  rises  occurred 
in  the  (ireat  Pee  Dee  River  at  Cheraw  on  the  Sth  and  I7th  and 
in  the  \\'ateree  River  at  Camden  on  the  17th.  The  Black  and 
Fdisto  rivers  were  unusually  low.  Otherwise,  moderate  stages 
of  wat(~r  ])revailed  in  the  remaining  rivers  of  the  Section. 

MISCELLANEOUS    PHENOMENA. 

Eaiilicjiiake  {date). — Summerville,  25tli,  7:04  a.m.;  two  dis- 
tinct bumps,  attended  by  rumbling  sounds  before  and  with 
shocks. 

Fofl'<,  den-'ic  (ddtc^). — Camden,  29;  Charleston,  5;  Cheraw,  23, 
29;  Columbia,  29;  Darlington,  23;  Mayesville  (near),  25,  29; 
Rimini,  5,  23;  Santuck,  5;    Smiths  Mills,  23;  Society  Hill,  12. 

Jf((il  (d(dc--<) . — Aiken,  6;  Anderson,  6;  Cheraw,  3;  Greenville, 
6;  Liberty  19;  Mon(>tta,  6;  Xewberrv,  6;  Walhalla,  U; 
White  Oak,  3;  Winthrop  College,  3,  23. 

l[<d()!<  {dates) . — Liiiuir:  Columl)ia  and  Society  Hill,  11.  Solar: 
Columbia,  IS;  Walhalla,  20. 


MISCELLANEOUS  DATA  FOR  JUNE,   1916. 


Stations. 


.\shovillo,  X.C 

Aiigiistii.(;a 

Ci^iirlc.-iton.  S.  (;.. . 
Cliaildlti',  N.  (•  ... 

("oliiiiibiii.  S.  (' 

Savainiiili,  (;ii 

Wilmington,  X.C. 

Means  and  ex-  I 
trcnios i 


Temperature- 
degrees  Falir. 


Precipita- 
tion- 
inches. 


Wind. 


Mean 
I  relative 
hmnidity. 


o  > 


«   ,   -2 


2° 


^—5  B  o 


29.93  I  ()7.8 
29.  93  7S.  2 
7,S.  (I 
74.2 
7.S.  (I 
7H.  9 
75.2  ' 


48  .5.15  !  1.10 
60  ,7.41   2. 78 


29.96 
29.  92 
29.  94 
29.96 
29.  95 


67 
.58 
62 
66 

58 


9.75 
5. 55 
4.15 
2.44 

6.73 


3.97 
2.  76 

1.84 
0.76 
3.11  I 


5.7 
5.5 
9.5 
8.8 
7.0 
10.3 
7.1 


Pu-C 


29.  94   75.  S 


4S  5. 88   3. 97 


CC 

oo 

84 

67 

79 

67 

1  i 

80 

65  : 

77 

62 

80 

75  1 

82 

79 

80 

70 

47 
68 
66 
76 

57 
62 
65 

63 


44 


CLIMATO LOGICAL  DATA:   SOUTH  CAROLINA  SECTION. 


June.  1916. 


CUmatolog-ical  Data  for  June,   1916. 


StatiDiis 


Precipitation,  in  indies.    iNumberof  days. '  .5 


Counties 


Eastern  Portion. 

Allendale Barnwell 186 

Beaufort  Beaufort '  21 

Blackville Barnwell l  296 

Bowman Orangeburg 160 

Centenary ,  Jlarion i  43 

Charleston |  Charleston I  48 

Chenuv '  Chesterfield '  144 

Conway Horry 25 

Darlington Darlington 1 

Dillon Dillon ;  100 

EdistoJt Bamberg I  143 

Kfhnghani Florence  |  lOf! 

Kergiison Orangeburg 63 

I'lorence  1 j  Florence '  136     27 

Florence  2 do '  136       1 

Georgetown 'Georgetown I      12     21 

Kingstree Williamsburg |      54     27 

Mayesville  (near) Sumter i      70  j     1 

Oaks  ft Georgetown i    1 

Pinopolis** Berkeley 54  !  66 

Rimini !  Clarendon |      97 

St.Cieorge Dorchester I     109 

St.  Matthews |  Calhoun 269 

Sinitlis  Mills I  Georgetown 62 

Society  Hill Darlington 192 

! 

Summerville Dorchester, 

Walterboro !  Colleton 

Whitehall  (near) I do 

Yemassee |  Hampton 

Division  means  and   extremes  . 

Wealern  Piniinn. 

Aiken Aiken 

Anderson  .\ndersoii 

Batesburg Lexington 

Blairs Fairfi<'ld. . 

Calhoun  Falls Abbeville 

Cainden Kershaw I  222 

Cata  w  ba  York  '  562 

Chaiipells Newberry 402 

Clenison  College Oconee 850 

Columbia Kichland :  351 

Edgelield ICdgefield ! '•    2 

Gaston  Shoals  tt Cheroki'C 680  '    3 

Greenville Greenville 989     23 

Greenwood Greenwood 671      27 

Heath  Spring  Lancaster 568     15 

Kershaw Kershaw 

Landrum Spartanburg 

Liberty Pickens 

Little  Mountain Newberry 

Meriwether    Edgefield 

>(onetta Saliida 

.Mountain  Best Oconee 

Neu  berry Newberry 

Pelzer Anderson 

Saluda Saluda 


5    '°ll        >> 

O        .t:q'   .:i       ci   !    ° 


Santuck 

Spartanburg 

Trenton 

■\Valhalla Oconee 

Wliite  Oak Fairfield 

Winthrop  College  tX- ..    Y'ork  . . . 

Division  means  and   extremes 
State  mean.s  and  ex  tremes 


Oliservers. 


R.  B.  Vance. 

Miss  Lillian  H.  Rice. 

Mrs.  D.B.Sanders. 

B.  0.  Evans. 

D.  L.  Carmichael. 

U.S.  Weather  Bureau. 

T.H.Powe. 

I'aul  Qiiatllebaum. 

D.  C.  McCiiU. 

A.  E.  Rowell. 


Nathan  .Jenkins. 

H.B.  McCall. 

.losepli  P.  Simons. 

H.  K.Gilbert. 

Pee  Dee  Experiment  Sta. 

A.  P.  Hazard. 
A.O.Matthews. 
Lewis  10.  Warren. 
O.  M.  .Mitchell. 
Miss  E.  P.  Kavenel. 

William  B.  Wolfe. 

R..S.  Weeks. 

.1.  S.  Wannamaker. 

W.G.Walker. 

T.  S.  Lucas. 

Miss  E.  H.  Gad.sden. 
.1.  A.  We-liTbi^rir. 
Special  Kice  Exp.  station. 
.1.  G.  Hutson. 


W.  M.  Brown, 
li.  II.  Itii-sell. 
E.  .1.  llite. 
.1.  N.  Owens. 
L.  -M.  Parker. 

W.  C.  Brown. 

,hime>  C.  Fiiris. 

.1.  .1.  Miirran. 

Prof.  F.  H.  H.  Calhoun. 

U   S.  Weather  Bureau. 


J.  .\.  Town.send. 
Harry  A.  Par>hall. 
•T.  H.  Wood.-.ide. 
.M.  M.  Ciillioun. 
J.  Marvin  Bowers. 

John  W.  Hamel. 

R.  Hartwell  Wilds,  D.D.S 

.lohn  T.  Boggs. 

.1.  M..Sease,  M.  D. 

Williams.  .Middleton. 

i  .lo.seph  M.  .Tohn.son. 
J.  H.  Brown. 
Warren  (i.  Peterson, 
.losluia  Y.  .loiies. 
Mrs.  F.  v.. I.. Max  well 


Union 512  |  23 

Spartanburg 875     13 

Edgefield 620  '  2' 

1061  ,  13 


E.  W.  .leter. 

F.  P.  Robinson. 
Mrs.  S.  E.  Long. 
H.  W.  Brandt. 

T.  (i.  Patricks  Co. 
W.  P.  (ioodman. 


The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  nre  used  in 


determining  section  or  division  means.     Ueference  letters  (" 


<-'!,  ai)pi'aring  in  the  table  indicate  number  of  days  missing;  for  example,  ''  represents  two  days  missing,  etc. 


t  Also  on  other  dates,    ft  Received  too  late  to  be  included  in  means  and  suniuiiiiies.     "  Temperature  data  are  from  observed  readings  of  the  dry  bulb;  irn'ans  are  com- 
puted from  ob.served  readings,     tt  Po.stoflice  addresses  of  these  stiitions  are  as  follows-     Of  Edisto,  Embree;  of  Gaston  Shoals.  (Jaflney ;  of  Wimhrop  College,  Hock  Hill. 
T.  Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


JrxE,    1916. 
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Daily  Precipitation  for  June,    1916. 

Watershed. 

Day  of  month. 

stations. 

1      2   13 

4 

5 

6 

7 

8 

9 

10     11 

12 

13 

14 

15 

16  1  17 

1 

18 

19  j  20     21 

22 

23 

24     25 

26 

27 

28     29 

30 

31 

d 
^ 

K(i.<lmi  l'<»tion. 

.\llendale  nil 

Beaufort 

Savannah  

L15 

! 

.32 

.05 

T. 

.... 

T. 

... 

T. 

.05 

.75 

.06 

.95 

.05 

.... 

.75 

4.13 

Blaokvillejill            

1  Kdisto       1 

ns 

.45 
.60 
1.00 
.13 

.88 
.93 

1.73 

'.'62 
.69 
.80 
.91 
.90 

L05 

1   35 

.52 

.15 

.20 

L20 
30 

.40 
"0,5 

.10 
.10 
.12 
3.47 
T. 
.40 

.04 

.18 

.85 

1.60 
T. 
.04 
•SO 

.03 
.38 
.29 

95 

5  05 

do I.... 

.30 

T. 

.43 

..38 

T 

'.'62 

T. 

.20 

.17 

2.50 

1.44 

.26 

L84 

.10 
T. 

.12 
.27 

.081-02' 

3  72 

. . . .  i  .13 

.08 
.09 

T. 
T. 
.17 

.20 

T. 
T. 

.09 

73 

T. 
T. 
.19 
T. 

.27 

T. 
T. 

L21 
2.00 

T. 

'.'7i 

T. 
?0 

2.98 

('harlc*iton  ***.         . . . . 

Coast     ■ 

T. 

T.  !  .20 

33 

71 

1   17 

9  75 

Cheraw  llll    

Pee  Dee 

Waccamaw .. . 

Pee  Dee 

'i''.' 

1 

— 

07 

.54 

.05 

'.'i7 
.07 
.05 
T. 

.... 

.65 
.15 

.68 

'.'2i 
1.22 
.31 
.32 
.50 

2.00 
.16 

L25 
.60 

.10 
.12 

.53 

.30 
.60 

.70 
.01 

't'.' 

50 

8.46 
5.21 

5  01 

Conwaj-  llll 

Darlington  ||[| 

T. 

.15 

1 

Dillon 

Edi.>to  llll  

Little  Pee  Dee 
Kdisto 

.28 

.02 

'.'68 

.60 

T. 

T. 

.01 

.29 

T. 

.78 

T 

.22 

4.97 
3.77 

.09 

.22 

T. 

.11 

■f.' 

.21 

.50 
.04 
.55 
1.30 

.54 
.03 
.60 

.24 

.48 

.36 
1.43 

.as 

T. 

1.75 

67 

3  64 

Santee 

Pee  Dee 

.10 
T. 

't.' 

10 

.07 
.04 

.10 

1    OS 

5  25 

KloDMice  llll    

.77I  .08 

.211  T. 

3  76 

K.orencc  2 

do 

.70 

16 

.86 
.75 

L08 

T. 
.81 

3  ()7 

(ii'orprotow  n 

Coast 

.15 

■.01 
.10 

'.'05 

"ifi 

.48 

T. 

T. 

2.25 

'.'62 
.04 

1..34 
.04 
.01 

1.03 

.31 

.15 
.38 
40 

.35 
.15 

.30 

05 

9  19 

Kinsfstrfo  |||| 

Black 

do 

do 

Cooper  

Santee 

.15 

.  77 

'.'6i 
.44 
.22 

.62 

'.'47 

1.34 
.14 

.02 

35 

4.57 

Mayesville  (near) 

Oaks 

....'  .02^  .68 
.. ..!....!  .67 
....|  .?3.... 
.12|  .0911.31 
.;3 1  .91 

'.'61 
.01 

:::: 
.... 

T. 
.02 

'.'6i 

.01 
.30 

'.'ie 

.10 

1.13 
.88 

1.25 
.01 
.44 
.20 

.39 
.70 

".b\ 
.02 

1.41 
.58 

1.19 

.07 

11 

'.'62 

.03 
.03 

'.'is 

'.'06 

.13 

.23!  .01 
1.0rtll.54 
.18     10 

....1  T.     T. 
.01    .101.00 
.  18  1.91  1   l.T 

2. 63 
6,54 
7  81 

Kiniini  llll 

1.70 
1   61 

i.'or, 

.25 
.12 

.01,  .04 
....!  .03 
....!  .39 

.03   .88 

4  12 

St.  Geo rse  llll 

K<listo 

Santee 

.04 

.20 

2.20 

.65 

.16 

.02 

'f.' 

.45 
.02 
.02 
T. 
1.45 

4.80 

St.  Matthews  llll 

.95 
.95 

1.07 
.31 
.5h 
.83 
.54 

1.08 
.08 

1.12 
.90 

.05 
T. 

■f. 

....'1.32 
.07|1.43 

.111  .51 
.38;  .50 
.761  .08 
.55     14 

5.76 

Smith.-:  Mill.s  nil 

Pee  Dee 

do 

.05 

.25 

51 

.05 

.02 
T. 

'.'25 

.40 

.11 

.03 
.01 

'.'io 

'.'65 

5.03 

Society  Hill  ||l| 

1  41 

6.97 

Snmnierville 

Ashley 

Ashepoo  

Conibaliee  .. 

::'::::: 

't.' 

.03 



'.'io 

T. 

'.'os 

.23 
T. 

T. 

0  sr, 

.29 
T. 
.01 
.63 

.07 

i.94    .651... 
.03   .34!.... 
.  00'     fifi 

9. 15 

Waltcrhoni 

'.'70 

.48 

.651.... 
.  14! . . . . 

.71'-  -- 

83 

8fi 

....1  .32 

92 

.03     l."; 

4  .54 

Whitehall  ( near) 

1  78!     in 

6  6'' 

Veinas.-ieellll 

do 

Kdisto 

Savannali 

'.'io 

1.01 
.41 
.34 

1.02 

81 

T. 

.66 
.10 
.61 
.38 

.04 
.09 

.  18:1. 07 

.01 

.99 

.44 

7!  01 

Wr.^tei'ii  Porllon. 
Aiken      

"qn 

.04 

"08 

.08 

.63 

6.30 
2.34 

.\ii<lersoM 

Batesl>nr!,'|||| 

Kdisto 

Broad 

T. 

"m 

.76 
1  9n 

48 

T, 

T. 

67 

.33 

t.    .... 

4.31 

Blairsllll 

.02 

ffj 

'.'i7 

04 

2.51    .08 

04 

.81    .40 

.84    .47 

.55   .05 

i 

1.23 

.  031 ... . 
.90l  - 18 

.50 

.10 
.41 
.74 

"33 

5.78 

Ciilhoini  Falls  nil 

Savainiali 

, 

.88'.... 

1.  76i  T. 

.80,  .04 

.  71)1  T. 

.17 

.03 

15 

T.     .39 

33 

....  2. 00 

T.       ■'.=; 

T. 

.08.... 

1  76 

Caillilell  llll 

Wateree 

1 

.80 
.22 

.60   .2i 
.40   -18 

.07 

.48 

6.43 

Catawba  llll 

ClKiDpellsllll 

Catawba 

Saluda 

.... 

.  29  . . . . 

.60 
.  10 

■'65 

't.' 

.... 

.15 
T. 

.40 
.03 

.33 
T. 

.16 
.01 

T. 

.0>< 

.\2 

.... 

.... 

3.92 

4.4S 

Clemson  Colli'se 

Savamiah 

Con^aree 

Savannah  

T. 

■f.' 

1 

KK<          1 

.13 

T. 

.08 
.03 

.01 
.85 

1.22 
.22 

..54 

4.85 

Columbia*'* 

lOdSetield  nil 

....  11.84 
.10 

T. 

70 

T. 

.05 

.90 
1  9" 

.01 

T 

1.00.... 

-09 

4.15 
4.  78 

<iaston  Shoals  |||| 

(ireenville  |||| 

Broad 

.Saluda 

T. 

?;! 

1.95 
.07 
.  1.=,, 
.80 

1.88 
.20 

.67 
.91 

.50 

03 

t.    i.62 
15     I'i 

.... 

S9 

T. 

'.'63 

05 

.61 
.46 
.90 
.95 
3.85 

1.10 
.61 
.46 

.20 

.  18 

.... 

T. 

.02 
T. 

T. 

'.'33 
.29 

.07 
.04 

.99    .43 
.06,  .25 

1.26,  .13 
.  33  . . . . 

1.32  1.23 

'.'62 


6.99 
3.75 

(Ireenwood  |||| 

do 

Wateree 

1 

.17i.... 

1     . 

. . . .  j. . . . 

03 

3. 63 

lleatli  SpriiiK 

fW 

.15 
.10 

65 

.04 
.09 

.13.... 

4.04 

Lynelies 

Broad  

i 

.00 

.  i\  -  o5 

81i.... 

.02   .321  .15 
05 

.84i  .52 

09 

[ 

T. 

9.19 

I-nmlnnii 

'.'46 

'.'76 

.031  .02 
.10:.... 

.10.... 

.02 
.35 
.19 
T. 
1..36 
.15 



4.43 

l.ilHTly 

I.iltle  .Mountain 

Siivannah 

Saluda   

T.     tV 

......... 

.20    .10 
.  05  2.  01 
T.  11.39 

....1.34 
.80   .66 
...'2.  92 

....1  .12 

...  1.95 
.41  1.50 
T.    1.12 

.'6    .18 
.23  1.82 
.  40  2. 10 

■5' 

28 

.02 
.02 

.39 

.70, 

....!  T.    .... 

.17  .-...j.... 

1.70 !.... 

....    .13.... 

4.29 
3.23 

Meiiuether 

Savannah  



1 

.57 

.  71 

T 

.    ..!  .47 
.35|  .-54 
.  66  . . . . 

3.31 

Monelta 

Mountain  Ke.st 

Kdisto 

.Savannah 

'.'.'.W  T. 

.114 
1.80 

.80 
•>fi 

.02 

'.'io 

T. 

.i'j 

.. 

.07 
.07 

T.    .... 
.281.... 
1.05j.... 

....     .04 

.6i  .... 

....    T. 

::::i':26i:;:: 

.41, 53 

'.'si 

.36 

".b'i 

6.90 
7.12 

Ncwbi'rry 

IVlzerllll 

Saluda | ' 

do i ;.  .. 

T...... 

.  46, . . . . 
.12,1.22 

1    ss 

.04 

. . . . '  .  03  . . . . 
.08  .10|.... 

. 32  ....... . 

.34   .06!.... 

.80 

....\  .21 
1 

.78.... 
.22,  .22 

T.    .... 
T    1.,... 

5.86 
2.52 

Sahida 

do 

1 

.05 

riT 

10 

.49 

15 

.15 

4.69 

Samuel;  

Broad 

do 

Kdisto 

Savannah  

Broad  

Cataw  ba 

....    .31 
...    .631 

.  q4'         T. 

T.     .01........ 

....    T.     .13   T. 

. . . .  1  .  20  ....  1 ... . 

.10 
.  10 

10   .10 

.20 T. 

.05 

...-I 

3.  59 

Si)ai'tanburg  |||l 

T.    ....1  .38   .sol.... 

.  2(1  ....  1 85   T. 

....:....  I  .  05    .  OCr  .... 
1  .19    .61!  .04 

37 

f. 

.03 

.30 

1.07    .03 

! 

4.29 

Trenton 

2.42    .30.... 

.60 :..., 

.01,  .01 

.69   .10!.... 

T. 
39 

■■■'1 

3  97 

Walballa 

.is: 93 

'.'.'.'.  '.'55';;!! 

.i7    .()i      13 



23.... 

....|.87,... 

4  57 

White  Oak 

!oij  T.  '.'.'.'.'. 

.01'.... 
.  35  . . . . 

.  04  . . . . 
.50.... 

T. 

4.67 

Winthrop  College 

651.... i....i  .92  1.06 

.25 

7.57 

1 

1 

1 



1 

1 

E.xeept  as  otherwise  indicated,  observations  are  freuerally  iiiade  late  in  the  afternoon,  near  sunset,  and  pieeipitation  recorded  is  for  the  24  hours  endinsr  at  the  lime  of 
Observalion.  ||||  Precipitation  measured  in  tlie  mornin?:  aiiuiunt  then  reconled  is  for  the  preci-diu!;  24  hours.  ***  Kep-ular  Weatlier  Bureau  station:  iirecipiUition  is  for  the 
24-hour  peiiod,  midnight  to  midnight.    *  Precipitation  included  in  the  next  following  measiiremcut.    \  Separate  dates  of  falls  not  recorde<l.    T.  Trace,  or  less  than  o.Ol  inch. 


COMPARATIVE   DATA   FOP.  JUNE. 


Year. 


Temperature. 


Precipitation. 


be      I  S .-  s  : 


Average    n  u  m  be  r  of 
days. 


1887 77.9 

188S 78.1 

1889 74.4 

1890 80.9 

1891 79. 3 

l-** 7.5.1 

'•^^J 76.5 

1^94 I  77.0 

Isy.') 7,s.2 

!>>% !  77.9 

1  ■'97 ...               I  7<)  o 

-'W '.'.'.  79]  7 

.« 79.4 

'" 76.2 

"1 76.7 

"-' 78.  5 


107 
102 
99 
103 


99 
96 
105 
105 
102 
103 
105 
105 
97 
1('2 
1(5 


44 

3.53 

51 

2.73 

39 

5.10 

50 

2.41 

3. 20 

53 

5.25 

53 

7.  64 

41 

3.  91 

10  ,. 

8     . 


5u 
,52 
49 
55 
48 
.52 
48 
,52 


3.04  I 

5.42  I 
.5.44 

4. 15  ; 

3.89  I 

7.94  I 
6.  .-5 

4.-18  1 


S\v. 
sw. 


svv. 
sw. 


Year. 


1903 74.2 

1904 '       77.0 

1905 I       78.9 

19<«; [       78.4 

1907 7.5.8 

I911S !       76.0 

1909... 
191U,.. 
1911... 
1912... 
191.3... 
1914... 
1915... 
1910 71;.  4 

Period....        77.0 


Temperature. 

Highest. 
Lowest. 

I'lvciiiilation. 


c  c 


79.2 

7.\5  1 

8U.  9 

75.  5 

SI.  1 

7*'..  11 

'.'6 
1(2 
101 
102 

99 
K" 
105 

(rS 

1(0 
101 

11 .0 

ll,S 

1(3 
I(;(l 


e 

< 

8.  09 

14 

4.  00 

H 

1.92 

t; 

8.88 

12 

5.  <;2 

10 

4.90 

9 

0.87 

12 

7.  78 

13 

.3.  42 

s 

5.  (-8 

9 

5.  53 

12 

Average  11  u  m 

jer  of 

days. 

^ 

>>>. 

>i 

sl 

.^ 

S. 

0 

CL,U 

0 

!»  S  C 


3.80 
4.20 
5.  12 

5.03 


14 
8 
13 
13 
14 
11 
12 

9 
12 
10 
11 


e. 

sw. 

sw- 

ne. 

sw. 

sw. 

sw. 

sw. 


4() 


CLIMATOLOGICAL    DATA:    SOUTH    CAROLINA    SECTION. 


June,   1916. 


Daily  Temperatures  for  June,   1916. 


StiUioiis. 


9   10  11   12  13  14  I  15   16  17 


I    I    I    I    I    I    I    '    i 
18   19  20  !  21  '  22  '  23  24  25  26  I  27  i  28 


29  !  30     31     Mean. 


EnMera  PuHion. 


AlleIl(lak-S^^ 

Beiiufoit  

BhK'kvilk'S'iV^ 

Bouman 

Centenary 

Charleston 

Cheniw  W 

Conway  S^SS 

DarUnstonW 

Dillon 

FergnsonS^^ 

Florence  1  % 

Georgetown 

Kintfstree'SlJ 

Mayesville  (near) 

Oaks 

St.  (Jeorge  % 

St.. Matthews  ijSsV.. 

Soeiety  llillS\'i\ 

Sunuiierville 

Wallerhoro 

YeniasseeSSsS 

Wealrrn  I 

Aiken 

Anderson 

RatesbnrgsS'5 

CaindcnV'? 

Clenison  College  .. 

Columbia 

Greenville  >Ss'i 

Greenwood  sW 

Heatli  Spring 

Kershaw  

Landruni 

Liberty 

Lillle  Monntain  . . . 

Meriwether 

Monetta 

Mountain  Kest 

Newberry 

Salnda  

Santnek 

.Spartanburg  S^S^ 

Trenton 

WliiteOak 

Wintlirop  College  . 


Maximum 
Mininuim. 
Ma.ximura 
Minimum. 
Ma.xinunn 
Mininunn. 
.Maxinuim 
.Mininunn. 
.Maximum 
.Minimum. 
>Ia.\imum 
^^ninuun. 
Maximum 
Minimum. 
Maxinuun 
Mininunn. 
Maxinuim 
Mininuim. 
Maximum 
Minimum. 
Maximum 
.Minimum. 
Maximum 
.Minimum. 
.Maximum 
.Mininunn. 
.Maxinunn 
.\Iinimum. 
Maxinuun 
.Minimum. 
>laximum 
Mininunn. 
.Maxinuim 
>linimum. 
.Maximum 
Minimum. 
j  Maxinuim 
(  Jlinimum. 
s  .Maxinuun 
)  Mininunn. 
j  Maximum 
I  Minimum. 
j  -Maximum 
(  .Minimum. 

rlloii. 

J  Maxinuim 

I  Minimum. 

)  Maxinuun 

/  Miuimum. 

Maxinunn 

Minimum. 

.Maxinuni 

.Minimum. 

.Maxinuim 

.Minimum, 

Maximum 

^linimum. 

Maximum 

.Minimum. 

.Maximum 

.^Iininulm. 

.Maximum 

Minimum. 

Maximum 

Minimum. 

.Maximun. 

.Minimum. 

Maximum 

Minimum. 

Maxinuim 

Minimum. 

.Maximum 

Minimum. 

Maximum 

Minimum. 

j  Maxinunn 

I  Minimum. 

\  Maxinuim 

'  Minimum. 

j  Maximum 

'  -Minimum. 

S  Maximum 

I  Minimum. 

\  .Maximum 

i  Klinimum. 

)  Maximum 

I  Minimum. 

I  Maximum 

)  Minimum. 

i  Maximum 

I  Minimum. 


86     89 
63,     60 


86;  86 

581  58 

«2l  85 

621  58 
85 

56!  56 


90  79 
67  69', 


92 


91  80' 
«S'  64 

851  78 


851  85; 

58!  5:i 

8y  89 

60  ei 

87]  90 

58|  59 

85  88 

55'  56 

85  86 


88 
63 

88 

55|  551 

91 !  81 ; 

621  69 

861  84 

64'  65 

90  83 


62 

65 

84 

62 

87 

79 

60 

63, 

87 

85 

67 

63, 

69  64, 


62   66 
so!  87 


S3;  83 

57!  59 


88;  81 

70  66, 

92!  85 

6«|  58 

88!  82' 

61  64 

821  80 

fiO!  60 


831  83 
60|  65 
83;  85 
68  62 
84   8.T 

64,  67 
85!  81 

65,  65 
87!  85 
64  64 
901  86 
63,  04 
83  83 
64  62 
87 1  86 
66 
87 
65 
86 
64 
88 
65 
86 
6.i 
88 
62 


88 
61 
81 
00 
71) 
(.4 
8."> 
66|  66 
8:>l  78 
73  65 


901  79 


8.T  85 

63  64' 

88  88 

59  64 
91  91 

60  60 
87  87 
60  631 
77  78 
56  58 
87;  89 
56|  62! 
88,  88, 
54|  6l! 
87i  88! 


88'  81 
671  57 


561  67, 


69;  69 
92l  84 
56,  601  68;  60 

84|  86; 
56;  60! 
86'  85; 
61!  61 
89!  91 
58|  60| 
841  84I 
58|  02 


92 

85 

67 

59 

87 

S6 

68 

62 

92 

83 

61 

63 

9(1 

74 

K8I  821 

58 

90 

56 

91 

61 

92 

60 

89 

60 

83 

60 

94 

00 

9-2 

69 

90 

56 

91 

58 


62 
82 
63 

80 
63;  60 
86  81 
65!  63 
92;  86 
67  64 
92'  85 
631  '-'■^ 
90  85 
71  61 
79  74; 
60  59| 
92  85 


68  00 


64 
85 
631 
83 
63! 
821 
611 
80 
621 
92 1  93,  87l 
60|  (VI ;  60 
88  85  84! 
60!  05   02 


88'  89 
61   68 


93)  95  92'  89 
641  661  ■'31  68 


95; 

61 
92 

(iOi 
88'  92 
61  06 
881  S'Jl 
70'  71 
861  88 
57  60 
82 1  90 
U3l  67; 

so!  89; 

62! 

ssl 

63 

901 


86 
69 
So 
54 
84 
59 
SO 
55 
80 
55 
80 
62 
84 
51 
85 
52 
81 


95;    92 
70     69| 


92!     94 


95  94 

62!  ti9 

92  88 

66,  66' 

89i  92l 

72;  74 

88.  77 

66l  68! 

82|  81 

701  68 


91'  85, 

64;  691 

89  84! 

67  71 

92I  921 


93;  88' 

67:  69! 

89  8S; 

09  69; 

93;  911 

70!  70! 

93:  89! 

59]  00] 

91,  88, 

74;  75 

95i  93] 

68!  71 

97I  941 

68,  73 

91;  82, 

631  68! 

94'  94 

07  721 


93  92! 

65!  65 

92  90 

OS  01 

80  88 

63  61 

SO,  83, 

69!  74 1 

84;  85 

63;  64' 

79|  81 

65;  63 

88|  87' 

62  61 

85l  87, 

62,  62 

86l  89 
721.... 

90,  90 

63l  62, 

83!  85! 

66;  631 

91  89 

64'  64 

88|  91! 

64!  08! 

84,  87, 

71!  75! 

90!  921 

66  04 1 

88  92 

65  64 

88  89; 

61  60 

88  86l 

671  62; 


021  69 


89  92 

Oil  66 

SO;  79 

56  61 

86 

58 

92 

57 

78 

55 


89 
73 

80 

CO 

89  86 

02!  09 

92  90 
00  72 
70|  811 
641  (if<; 

90     90  ^7 

65!     67;  71 

801     82  84 

51      60  0) 

88      88'  85 

01      63  65, 

S5i  ftS  87| 
58  66| 
88'  88 
58!  60, 
83'  8O! 
50  55! 
841     81 

5il'     03'  08 

90;     SKI:  92 

02;     05'  67 

93  90 


86!    88 
66!    59 


90;  91 

06[  oi; 

87  83 

031  03 

88'  89 


68 
88 
05 
80 
69 
78 
08 
74 
60 
77 
71 
79 
67 
87! 
701 
8O; 
73' 
80! 
69; 
79 


95     93 

09      68 


88,     85, 
67|     65] 


83;  84 

68  64 

8li  Sll 

69|  65| 

86]  87 1 

69|  04, 

86  85; 

68!  C5: 


94; 
69 


941  95 

65|  61 

89'  91 

581  05 

85  90 

03  03 


85; 
73! 
881 
62 

85; 
68; 

NS' 
65, 
89 1 
67 
88; 
65 
90 
65 
90 
70: 
91, 
66 
901 
64l 
871 
76 
90 
071 


92  891 

69j  66, 

88  88, 

67  64l 

87'  88 

691  fi'l 

87  so! 

69;  08 

881  8 

64l  65 


86 
67 
82 
65:  64 

821  84 


65 
90 
04! 


03' 
90| 
07' 
761 
63; 
87 


791  80 

651  68 

87,  88 

66;  09j 

851  841 

61;  66, 

87l  891 

64!  65! 

84!  90; 


611 


92'  89 

06'  72 

771  S2 

48  62 


90|  90 

5-1,  66; 

89i  87: 

541  63' 

85 

54 

88 

65 

90 

60 

83 


90' 

7o! 

89! 
7(1, 
88' 
66 
84;  79 
60i  65 
89l  87  . 
651  72, . 
88  85 
04   07, 
S3  78 
01   66 


61 1  61 

82!  82 

65!  62 

86|  82 

03'  08 

90;  9(1 

66l  65 

921  93 

65 1  65 

911  «' 

66  67 

79  79 
56l  58 
88i  92 
63!  68 
89!  92 
621  ^^ 
88  89 

62  04 

80  S7 

63  65 
...  91. 

88'  90, 

62,  03 

82!  82I 

60  03; 


05  08' 

78  79; 

08!  (57; 

82  87 1 

69,  09! 

m  82; 

05,  64! 

81!  82 

(i(il  66 

76]  76 

65;  65 

»"  83 

66,  65, 

78'  8()I 

65  63| 

841  84 

67  66 ! 


8O;  S3 
67  66 
89! ... . 
67; ... . 
83,  84 
06'  68 


90;  921 

62  67, 

88  92: 

62  651 
86!  S8. 
67 1  091 
84!  83' 
65,  68! 
85!  89! 

63  661 


96| 

69; 
90! 

621 
93 
68 
88 
74 
91 
66 
85 
721 
91 
69! 
911 
69 
92] 
65 
921 
69l 
9l' 

94! 

7o! 

94 

68; 

92 

951 
Os! 
951 
701 

95 

(is! 

91 
67 
84 
70 
91 
60 


94!  96 
73:  71 


92  100 


72 
92 1 
05 
S8 
70, 
89 
75 
83 
70 
82 
72 
8(; 
7(  ! 
85 

0;. 

88l  89l 


95  881  921 
74  72;  70; 


90;  90 

71  71 

88;  85' 

091  70; 

88:  sg! 

68l  71 

83!  82! 

■72,  711 

83  83 

67|  70 

79  80 

731  ■?! 

861  88 


70 
9(i! 
69! 
SO 
72 

9i> 


92;  93 
09!  71 
93i  91 


03'  61 

S3;  84 

681  67 

84'  85 

67  66, 

84  83, 

60  65 

84'  82; 

64  65 

. . . ,  82 

. . . ,  06 

80  85, 

00;  (55 

Si'  82' 


07!  69 
91'  90 


93  85 

0, 


04  07 

87  91 

Os'  09! 

90'  90 

. . . !  OS 

84'  84 

03l  OC 
89 
08 


93 
08' 

951 
69 

sol 

69| 
92   91 


72 

89  911  93 
00  63  07 
89  93  91 
58  08  09 


'.13:  89! 


88 
60 

78 
69i  6S 
85i  90 
651  57 

88;  89 
55;  56 
84;  89 
65  57 

83;  87! 
02!  56 
S3  S3 
08  64! 
85  89! 
04,  59j 
82'  85 


88  93 

66  69 

80  88 

50  62 

89,  89 

02!  05 

89i  95 


61  09  09 


83; 


00  68 

84   8-1 


93  89 
0 


62 


94' 

71! 
97! 
701 
92 
71 
87| 
70' 
88 
70! 
90 
75; 
93 
07 
91 
70 
85 
71 
87 
71 
90 
00' 

93: 

72 
9-2 

02! 


951 
07; 
90| 
05 

95; 

60! 
95 1 
05' 
93; 

97] 
67 
90, 
69! 
97, 
67; 
90 
67 
90 
68 
91 
661 


95  411 
72  68 
95  94' 


08 


76 


93  88 

71  69 

85  S-s! 

75  07! 

87  86' 

70'  68: 

89  92 


71 


70 


92  92 

67,  04 

941  9^ 

70!  07 

81  90; 

72  66' 

89  90l 


05  64 

90  891 

74  07 

95  931 


5.^'  01 

90  90,  91 

06'  09!  70! 

88  92  90; 

00,  08,  70! 

91 1  92:  93 

66  67  69 

90  92i  94: 

63  66  OS 

88  93  89 

02!  65  63! 

90  941  92, 


66,  69| 


70 


SS  891  **6: 


(io   05  04  59'  05  07 


94 
72' 
87; 
08' 
91 
701 
93' 
On 
90' 
70 
89, 
681 
94 
71 
91 
72, 
87' 
70 


08 
84! 
681 
87 
72 
88 
69 
84 
70 
88 
69 
87 
69 
84 
72 
87 
69 
87 
71 


"90!  ■  '95  95 

69 1  69  68 

94  95  95 

70;  711  '^ 

84  90  97 

09,  69  66 

85,  87:  89! 

74'  74  68! 

89  91 1  91! 

67!  69  70 

77,  81  sol 

71;  71 

88!  92' 
68 
85 


691 . . 


0!  67l 

86  93; 

69  69!  671 
92,  91;  911 

70  72I  74! 
sol  89,  93 

71  67 


821  so! 


721  711 
84,  84   84 


80; 

''M 

83 

74; 
82 
72 

861 
72 

85,  85; 
08  08j 
81 !  iV'\ 
71;  73, 
80  851 
70i  71! 
891  S4i 
67|  68 


70 
95 
69 
80  89 

4i  72 


93 
71 
91 
65 

961 
66! 

go; 

691 

84!  921  92, 

69   70  68 

83'  91;  94 

71  i  72  68 

88;  93  96 

661  69;  07 

83  92!  90 
61 


70 

82 

70, 

86!  93;  92 

68  69  68 


091. 
93. 

0!  091 . 


88  91 
00   06; 


86  87; 
70!  09! 
97 


i-8 
69 
84 
70 
86 
68 
84   86 


85  831 


69 

*iSl 
711 


85|  88 
68!  (i9! 


94  90 
721  69 
83  82 
63  01 

95  92 


70,  05, 

95  92 

69  60 1 

92!  94 

66'  65 

94  91 

72;  70 

94  94' 

091  67' 

84!  89, 

00  07 


71,     72 

881     92 

(is] 

84 

09 

79 

08 

84 

68 

80 

64 

87 

08 

86 

71 

90 

70 

84 

71 

80 

00 

86 

70 

89 

09 

87 

(i9 


'1 
94! 
611  641 
87  85, 
69'  69 
83,  87 
68|  67! 
84!  89! 
(i9;     08 


92     91  . 

70     69. 

96     96! . 

(is!     68  . 

90     91 

70     09' . 

90 

72 

89 

72 

92 

72 

9' 

06 

91 

70j 

89 

09 

90 

70 

95 

08      66  , 


88  . 
7ll. 
931. 
68. 
95. 
661. 
93;. 
69;. 

88  . 
651. 
93. 
60. 
93  . 


86;     89 1 


60      601 


90. 
03. 
95. 
70. 
98,. 
69!. 
921. 
69. 
871. 
64  . 
96. 
67  . 
95. 
66j. 
9Si. 
67. 


00 


09  69 

86  »! 

(i9  69 

85  86 


89 !     88! 
09! 


93 
67 

88 
01 
96 

70 

94 

67' 

97| 

681 

95     93  . 

70!     68  . 

89;     93  . 

69     08  . 

93!     97  . 

091    67;. 


90  . 


Reference  letters  («.  i>.  <^).  anpearing  in  t!ie  table  indicate  number  of  liays  missing:  For  example.  "  repre.sents  two  days  missing,  etc. 
Instruments  are  read  111  the  morning:  the  inaximinn  temperature  then  read  is  charged  to  the  preceding  day.  on  which  it  almost  always 


90.9 
67.9 


92.  4 
60.  0 
90.1 
64.5 
88.2 
64.7 
84.5 
67.3 
85.2 
(i4.  5 
80.9 
00.7 

•  87.6 
(55.2 
80.2 
04.9 
88.2 

j  68.5 
88.9 
65.6 
86.1 
67. 2 
»-8.6 
05.  8 
89.1 
64.5 
86.5 
09.1 
89.8 
67.0 
90.  0 
67.2 
S-8.  0 
03.6 
87.2 
06.7 

»  87.3 

^  07.4 
88.2 
04.1 


8S,  8 

>>  07.0 

88.2 

03.  9 
80. 1 
00.0 

"  S8.0 
■  05.9 
82.  1 
05.  0 
87.7 
08.  4 
87.7 
01.8 
86.8 
64.8 
84.5 

04.  1 
87.3 
04.6 
81.7 
61.0 
87.0 
04.4 
S9.  2 
00.1 


>^.0 

60.  6 

80.7 

59.  1 

89.5 

65.9 

88.9 

64.7 

88.9 

63.7 

87.3 

03.1 

87.5 

00. 0 

89.4 

04.7 

84.4' 

04.8 


ays  occurs. 
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Columbia,  S.  C,  July,  1916. 


No.  7, 


GENERAL   STJMMAKY. 

Jul\- was  a  remarkahly  stormy  iiionth,  with  rainfall  far  in 
e.xcess  of  any  previous  record  in  the  historj'  of  South  Carolina. 
Temperatures  ranged  considerably'  below  the  seasonal  average, 
and  tlie  mean  for  the  Section  was  close  to  the  lowest  July  aver- 
age. Persistent  showery  weather  culminated  in  the  enormous 
rainfall  that  attended  the  South  Atlantic  hurricane  that  passed 
over  the  Section  Ijetween  the  18th  and  15th,  and,  as  a  result, 
the  Santee  River  Sy.<tem  experienced  the  most  extended  and 
disastrous  floods  in  its  history.  While  the  winds  accompanj-- 
ing  the  disturbance  were  not  extraordinarily  high,  the  force 
was  sui'h  tliat  crops  in  immense  areas  were  beaten  flat  into  soggy 
ground,  resulting  in  extensive  losses.  General  crop  deterio- 
ration set  in  after  the  first  decade,  due  to  continuous  wet, 
cloudy  weather,  rapid  accumulation  of  grass,  and  inability  of 
planters  to  cultivate  the  soil.  'The  situation  was  considerably- 
Ijetter  in  the  western  portion,  toward  the  Savannah  River,  where 
tiie  rainfall  was  neither  so  heavy  nor  so  prolongecL  IL)wev(>r, 
the  early  corn  croj)  was  practically  made  during  the  month, 
and  forage  p(>a-<,  cane,  sweet  potatoes,  and  pastures  grew  lux- 
uriantly. At  tl'.e  close  of  tlie  month,  cotton  was  not  fi'uiting 
well  and  had  begun  to  shed,  and  in  some  parts  choi)]iinf)-  had 
not  IxHMi  completed. 

PRESSURE. 

Tlie  mean  sea-level  pressure,  determined  from  reports  of  7 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30.00  inciies.  The  highest  pressure  in  the  region 
covered  by  reports  was  30.27  inches  at  Asheville,  N.  C,  on  the 
3()th,  and  in  the  Section  proper,  30.2(5  inclies  at  Columbia  on 
the  same  date;  lowest  pressure,  20.02  at  Charleston  on  the 
1  kh,  as  the  destructive  south  Atlantic  hurricane  passed  iidand 
towar<l  tlic  noith. 

TEMPERATURE. 

The  month.ly  mean  for  the  Section,  determined  from  reports 
of  42  stations,  was  77. S°,  or  2.1°  below  tlie  estal)lished  normal 
andbntO.l  dt-gree  above  the  mean  of  tlie  cool  July  of  1894. 
The  highest  temperature  was  9!)°  at  Newberry.  Newberry  County, 
on  the  3rd.  Tlie  warmest  i^eriod  was  generally  between  the 
1st  and  4th  over  the  western  portion,  and  local  maxinnun  tem- 
P'.M-atures  occurred  on  various  dates  in  the  remainder  of  the 
Section.  "I'he  lowest  temp(MTit\irc  was  fiO'^  at  Clieraw  on  the 
Hth  and  at  Wintln-op  College  on  the  27th.  The  coolest  period 
of  lh(^  month  wa->  generally  during  the  first  decade. 


western  portion  every  day,  while  there  were  but  two  short  dry 
periods  in  tlie  eastern  portion  during  the  month.  X'eritable  del- 
uges occurred  over  the  eastern  and  extreme  northern  counties 
where  the  monthly  amounts  ranged  from  15  to  over  31  inches- 
over  the  western  part  of  th.e  Section  toward  the  Savannah 
watershed  the  amounts  ranged  from  10  to  below  (i  inches.  A 
very  large  proportion  of  this  enormous  rainfall  was  develo])ed 
during  the  passagi^  of  the  south  Atlantic  liurricane  that  ap- 
proached the  Carolina  coast  on  the  13tli,  passed  northwestward 
over  the  State  on  the  14th,  and  disappeared  over  the  lower  Aij- 
palachians  l)y  the  KJlli.  Unprecedente<llj' heavy  rains  fell  in 
the  region  from  Berkeley,  east  Charleston,  and  Georgetown 
counties  northward,  where  10  to  over  13  inches  wei'c  measured 
on  tiie  14th  and  15th.  During  the  period,  14tli  to  18th  the 
entire  eastern  portion  of  the  Section  was  drenched  with  rainl'all 
ranging  from  5  to  n(>arly  17  inches;  The  greatest  local  month- 
ly amount  was  31.1;*)  inches  at  Kingstree,  Williamsburg  Count  v 
breaking  the  previous  highest  record  at  Charleston  in  x^ugust' 
1885,  liy  11.95  inches;  least  )nontlily  amount,  5.73  inches 
at  Edgefield,  Edgefield  County.  The  greatest  amount  during 
any  24  hours  was  13.25  inches  at  ICtlingham,  Florence  County 
on  the  14th  and  15tli,  or  1.60  inches  above  the  previous  highest 
24-liour  record  of  August,  1908,  at  Anderson,  Anderson  County. 
The  average  number  of  rainy  days  was  55%  aliove  the  normal. 


WIND. 

The  prevailing  winds  were  from  the  soutliwest.  'J'he  avcra'n' 
hourly  velocity,  determined  from  7  anemometer  records  was 
.S.3  miles.  Tlie  highest  average  velocity  in  the  region  covered 
liy  I'cports  was  11.2  miles  per  hour  at  Charleston;  lowest  aver- 
age, 5.7  miles  per  liour  at  Augusta,  (uv.,  and  in  the  Section 
proper,  6.7  miles  i)er  liour  at  Columbia.  The  highest  velocitv 
for  any  5-minute  period  was  64  miles  per  hour  from  the  nortii 
at  Charleston  on  the  14tli,  the  highest  recorded  velocity  durin<» 
the  south  Atlantic  hurricane  that  passed  inland  on  that  dale. 


HUMIDITY. 

The  mean   relative  humidity,    determined  from  reports  of  7 

regular  Weather  Bureau  stations  in  and  surrounding  the  Section, 

was  as  follows:        8  a.  m..  87%;  8  p.  m.,  81%.       The  highest 

percentages  occurred  over  the  northern  and   eastern  counties, 

1  the  lowest,    in  a  narrow  l>elt   extending  from   the  Congaree 

liersiied  to  the  middle  coast. 


PRECIPITATION. 

Tlie  average  for  the  Section,  56  stations  reporting,  wns  1  j.G9 
Indies,  or  S.S7  inches  above  the  estal)]ished  normal  and  2.24 
inches  al>ove  the  previous  highest  mon.thly  average  since  State- 
wide ob-Jervat  ions  were  l)egun,  nhniely:  that  of  August,  1893. 
Copious  showers  to  excessive  rains  occurred  in  some  part  of  tlie 


SUNSHINE    AND    CLOUDINESS. 

The  average  montlily  sunshine  determined  from  7  automatic 
records,  was  194.6  hours,  or  44%  of  the  possible  amount  and 
much  below  the  seasonal  average.  The  amount  of  cloudiness 
exceeds  all  previous  records  for  July,  except  that  of  19(J6.  The 
number  of  clear  days  was  5;  partly  cloudy,  12;  and  cloudy,  14; 
as  against  normals  of  12,  12,  and  7  days,  respectivelv. 

RIVER    CONDITIONS. 

Heavy  rains  over  the  upjicr  rea(4ies  of  the  Santee  Sj'.stem  on 
the  9th  and  lOth  wei'e  followed  by  moderate  floods  in  the 
Saluda,  lower  Catawba,  Wateree,  ami  upper  Santee  rivers  ht- 
tween  the  11th  and  15th. 

The  enormous  downpours  of  rain  attending  the  south  Atlantic 
hurricane  during  its  passage  over  the  State  between  thcD'tb 
and  1.5th,  together  with  extraordinary  rainfall  over  the  drainage 
areas  of  the  Saluda,  Broad,  and  Catawba  rivers  in  North  Caro- 
lina up  to  the  18th,  created  a  situation  favorable  for  the  most 
extensive  and  destructive  floods  in  the  history  of  the  Santee 
System,  authentic  records  lieing  available  as  far  back  as  1840. 
During  the  period,  14th  to  18th,  the  rainfall  in  the  Broad  and 
Catawba  watersheds  along  the  immediate  Appalachian  slope 
ranged  from  10  to  over  24  inches,  and  near  tlie  northern  edge 
of  McDowell  County,  N.  C,  an  enormous  downpour  of  over  19 
inches  was  recorded  on  the  16th.  The  runoff  was  consequently 
attended  by  a  river  stage  at  ^U.  Llolly,  N.  C,  that  was  lu-arly 
twice  the  height  of  the  1901  record,  12  feet  above  the  Catawba 
record  for  1908,  over  3  feet  above  the  Wateree  record  at  Camden 
for  1908,  2  feet  above  tlie  Santee  record  of  1908  at  Rimini, 
and  1  foot  above  the  190S  record  at  Ferguson.  Compared  with 
the  floods  of  19f)S,  when  all  the  rivers  were  in  liigli  flood,  the 
'  ''ontiiiiicil  oil  \>;\go  .^I'l.) 
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Cliinatolog'ical  Data  for  July,   1916. 


Counties. 


EfLileni  Portion.       \ 
1 

AUoiidale  '  Biinnvpll  .. 

Ui'iUifort }ii>;uif()rt  .. 

liUickvillu Hiinnvcll... 

Hownian Oraiifriiburs 

Centenary Marion 


Charleston Cliarleston  . 

Cheraw Clu'SlerlieUl 

Conway llorry 

Darlington |  Darlington  . 

Dillon Dillon 


E.listo  tt BamborjT  .... 

Kmnghlini '  Florence   .... 

Ferguson i  Orangeburg  . 

Florence  1 1  I''lorenee  . . . . 

Florence  2 do 


180 

•21 

296 

1(K) 

43 

48 
144 

25 
175 
100 

143 
lOfi 
63 
130 
130 


o  ^ 


Terapeniture,  in  degrees  Fahr. 


Precipitation,  ill  inches.     Nnnihorof  days. 


GJ   p 


Georgetowu Gporgoto\\n  . . 

Kingstree Williani.sburg 

Mayesville  (near) Sumter 

Oaks  tt !  (Georgetown  . . 

I'inopolis  *• '  Berkeley 


Rimini '  Clarendon.. 

St.  George Dorclicster  . 

St.  Matthews |  Calhoun 

Society  Hill Darlington. 


12  21 
51  27 
1 
1 
66 


54 


Summerville '  Dorchester. 

Walterboro Colleton   . . 

WUiU'liall  (near) j do 

Yeniassee ilanipton  . 


97 

109  '  27 

62  20 

192  1  24 

75  18 

69  13 

4  .... 

24  20 


Division  means  and  le.xtrenies  . 


Wi'flrni  rmiinii. 

Aiken  

Anderson  

BaU'sburg 

Blairs  

Callioun  Fall.s 


(^aniiien 

Catawba 

Cliappells 

Clenison  Collef 
Columbia  — 


Aiken  527 

Anderson  764 

Le.xington 656 

FairHeld 293 

Abbeville |  508 

Kershaw 222 

York  I  562 

Newberry 4(V2 

Oconee I  850 

Richland ,  351 


Edgelicld '  Fdgelield | 

(iastonSlioalstt '  Cherokee 6S0 

Cireenville |  (JreenviUe |    989 

Greenwood Greenwood 671 

Heath  Spring I  Lancaster ;    568 

Kershaw !  Kershaw j    500 

Landrum !  Spartanburg i  1063 

Liberty '.  Pickens i    900 

Little  .Mountain i  Newberry i    711 

Meriwether    '  KdgetieUl  450 


Monetta ■  Saluda 

Mountain  Rest ,  Oconee 

New  iKM-ry '  Newberry  . . 

Polzer :  Ander.son. . . 

Saluda ,  Saluda 


Saittuck I'nion 

Spartanburg Spartaulnirg 

Trenton lidgelield  . . . 

WaUialla Oconee 

White  Oak I  Fairfiel<l  .  . . 

Wiiithrop  College  tt...^  York 

Division  means  and   extremes 

State  means  and  extremes 


400 
13S0 
502 
850 
536 

512 

875 
620 
1061 
548 
690 


c^       I  ^ 


•J.  — 


79.6  !  -1.: 


t3 


t2 


79.2  I  -2.5 
78.2  -2.2 
78.  C    


79.1 
77.4 
77.0 
78.2 
78.4 


30     l'78. 2 

27       78.8 

1 


"80.5 
79.4 
78.6 


-2.2 
-2.5 
-3.1 
-1.8 
-1.8 


-1.2 
-2.6 


-0.1 
-L2 


-2.5 


78.7  :  -2.1 
79.2  -0.7 
78.4  I   -I.  1 


78.4 


78.2 
78.5 


78.4 
76.5 

76.8 


76.8 

78.8 


77.4 
70.6 
75.4 

77.6 
75. 6 
77.8 
78.5 
''76. 8 


-1.5 


-2.8 
-1.8 


-2.8 
-3.2 
-2.9 


-1.0 
-2.3 


+  1.0 
-3.4 
-5.0 


-1.4 

-1.9 
-3.4 


19 
4 

t  2 

20 
11 
28 
13 
11 


90 


78.4 
72.8 
78.8  1   -2.0 


78.0  I  -2.5 

78.3  1-1.3 

77.6  I   -1.4 

77.7  •   -2.8 


78.4      -1.2 
76.0      -3.9 


77. 2      -2. 2 
77.8      -2.1 


tl2 
4 


tiO 
4 
20 
20 
20 


67 
05 
03 

08 
00  I 
05  i 
64 
04 


T2 
1 

8 


24  I  13.75 


t  c 


9S 


-f  8.24      3.11 


0  !   10  '     3 


27  I  13.63  +  8.31  2.  IHl 
30  14.88  +  9.34  2.76 
29  I  16. 23    6.  75 


P72 
05 


t3 
8 


19 

4 

28 

n 


3 

2 

t3 

3 
31 
t2 
4 
3 

t4 
tl7 


t3 

3 

t2 

1 


13 
t3 

3 
3 


tl 


07 

67  I 
62  I 

04 


t2 
4 
31 


t8 
1 


1 

t3 

11 

6 
13 

11 
t2 
27 

t  1 

27 

1 


11.61 
15.87 
13. 23 
18.83 
13.79 

14.41 
24. 95 
27.33 
18.05 
20.27 


20.25 
31.13 
19.24 


+  4.35 
-1-10.09 
+  6.74 
-1-15.  CO 
+  8.08 

f  8.77 
-t-20.  47 
4-21.41 
-1-12.80 
-1-15.(12 


4.19 
9.38 
2.60 
10.10 
7.60 

2.20 
13. 25 
7.  .52 
9.  15 

a.  05 


0  I  21   ;     5 
0      17  !   13 

0  ;  IS  i  1 


0  ■  16 

0  i  18 


12 

16 

is' 

ii' 

0 

1'^ 

17 

13 

11 

14 

1    11 


-1-13.30     4.75 

-1-25.53    12.00 

...    6.52 

16.80  I i  8.95 

21.22    -1-14.94  i  8.50 


0  j  16 

0  i  19  ! 
0     18 
0  I  16 
0  !  20 
0  j   12 

0  I  14 


6     21 


14.22 
21.89 
10. 20 
19.43 


18      12 


-f  15.  88 
+  4.85 
-1-13.24 


2.80 
5.50 
1.72 
8.94 


23     17.50    +11.48     5.24 


0  14 

0  I  20 

0  i  14 

0  >  20 

0  :  19 


4  15 

13  13 

0  8 

1  i  27 


8  1     7 
1  '  17 


20  J  13.08    +  6  33     5.53 
'.33  ;  17.71  >  +  11.85    13.25 


8.47 
11.27 

10.48 


+  3.93 
+  5.93 
+  5  05 


13.36 

+  8.20 

15.22 

+10.48 

14.89 

+  10.04 

15.55 

+  9.81 

7.  80 

+  3.59 

8.46 

+  3.23 

7.58 

+  1.52 

5.73 

17.65 

+  9.07 

12. 12 

+  6.70 

10.79 

+  5.70 

11.79 

+  7.54 

31 

t  1 
t  1 
t2 


1 
60 

27 

to 


10.  79 
20.  80 
10.  69 
13.03 
9.08 

8.03 
24.  45 
12.22 
12.  04 

7.79 


4.89 
8.29 


32 

23 
28 


+  7.78 
+  6.74 
+  3.58 


10. 23 

+  5.28 

15.48 

+  11.18 

7.  91 

+  2.26 

14.53 

+  8.57 

16.  (.'5 

+  11.  14 

15. 65 

+  10.76 

12. 26 

f  7.88 

14.69 

+  8.87 

1.17 
1.99 
2.18 
4.25 
1.72 

3.10 
6.60 
L75 
1.64 
2.26 

1.70 
6.42 
3.50 
3.06 
5.27 

5.  73 
3.10 
3.04 
2. 20 
1.74 

2.  .32 
4.98 
3.10 
1.84 
1. 10 

3.16 
4.50 
2.  56 
3.01 
0.02 
4.00 

6.  00 
13.25 


18      13  ;     2 
17       5      12 


R.  B.  Vance. 

-Miss  Lillian  H.Rice. 

Mis.D.  1!.  Sanders. 

H.  O.  Kvans. 

D.  h.  Carmichael. 

V.  S.  Weather  Bureau. 

.1.  ll.Powe. 

Paul  Quattlebaum. 

D.  C.  McCall. 

A.  K.  Rowcll. 


sw. 
n\v. 


Nathan  .Jenkins. 

li.  B.  McCall. 

.luMM>h  P.  Simons. 

H.K.Gilbert. 

Pee  Dee  Kxperiment  Sfa. 

A.  P.  Hiizard. 
A.O.Matthews. 
Lewis  K.  Warren. 
O.  .M.  Mitchell. 
Miss  K.  P.  Ravencl. 

William  P..  Wolfe. 
i;.S.  Wi'cks. 
.1.  S.  Wannaniaker. 
T.  S.  Lucas. 


22 
0  i  15 

0  I  17 
0  I  14 
0  I  20 


■gTii'i'ii 

2      10  j  19 


0  I  17 
0  20 
0  I  18 
0  i  10 
0     15 

0|17 
0  !  22 
0  1  21 


14  i  10 

0  i  22 

21  [     7 


20 


3 

7  I  10 
1  '  25 
3  i  12 


0     20     11 
3  I  14      14 

II       9  1  22 


Mi.vsK.  ir.CJadsdcn. 
.1.  A.  Westerberg. 
Special  Rice  Exp.  Station. 
L  (i.  Hutson, 


W.  M.  Brown. 
II.  11.  Russell. 
K..I.  Ilite. 
.1.  N.  Owens. 
L.  M.  Parker. 


W.  C.  Brown. 

.lames  C.  Paris. 

.1.  .1.  Murran. 

Prof.  F.  11.  II.  Callioun. 

V  S.  Weather  lim-can. 


0 

23 

11 

3 

17 

0 

19 

2 

16 

13 

0 

16 

0 

12 

;J 

i9 

9 

0 

21 

1 

20 

10 

0 

11 

6 

14 

11 

0 

LI 

4 

19 

8 

0 

18 

6 

12 

13 

0 

17 

5 

12 

14 

sw. 
.se. 
se. 
sw. 


.1.  .V.  Townsend. 
Ilarrv  A.  Parshall. 
,1.  II.  Wuod.Mde. 
.M.  M.  Cal'ioun. 
J.  Marvin  liowers. 

.lohn  W.  Ilamel. 

R.  Ilartwell  Wilds.  !).]). S 

.hihii  'I'.  Bnggs, 

.1.  M.Sease,  M.  D. 

Williams.  .Middld.n. 

.Ic)>.eiih  .M.  .lohnsou. 
,1.  H.  lirown. 
Wanvii  G,  Pelcisdn. 
.Id-hua  Y.  ,1(1111'.^, 
Mi>.  F.  \'..I..Maxuell 

K.  W.Ieter. 
F.  P.  lidbinsiin. 
Mrs.  S.  E.  Long. 
H.  W.  Brandt. 
r.  (;.  Patrick  ct  Co. 
W.  P.  <i()odman. 


The  departures  from  the  normal  temperature  and  preciiiitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  rei)orts  are  used  In 
determining  section  or  division  means.      Reference  letters  C.  '',  t),  appearing  in  the  table  indicate  number  of  days  missing;  for  cxamiile.  l>  represents  two  days  niis-ing.  et<-. 

t  Also  on  other  dates,  ft  Received  too  late  to  be  included  in  means  and  summaries.  **  Temperature  data  are  from  observed  readings  of  the  dry  bnib:  means  are  cciu- 
puted  from  observed  readings,     tt  Postollice  addresses  nf  these  stations  are  as  follows:     Of  Edisto.  Embree;  of  (iaston  Shoals,  (iaIVney :  of  Winlhrop  College,  Rock  Hill. 

T.  Precitiitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


July,    IDIO. 


CLl.MATO LOGICAL    DATA:    SOUTH    CAROLINA    SbXTlON. 


Daily  Precipitation  for  July,    1916. 


Watcr.slu'd. 

Day  of  month. 

stalidii.s. 

1 

2 

3    1    4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18  '  19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

a 
0 

Eiialrni  I'intUm. 
.^Upii.laUHIil 

Savannah  

....2.00 

.... 

T. 

.81 

.. 

.09 

80 

.32 

.71 

.63 

.10 

|1.10 

.80 

1.10 

3.11 

T. 

.08,1.10 

.10 

.30 

'.... 

13.  75 

lihu-kvill.MIII 

Houmaii  

Kilisto 

do 

IVe  Dee 

Coast 

I'ce  Dee 

Waec-ainaw  .. . 

i'ec-  Deo 

Little  IVe  Dee 

ICdisto 

Lynches 

Santee 

I'eeDeo 

(to 

.ioi.Ho 

T.  1  .Of 
. . . . !  .30 
T.  :  .45 
.44.... 
1.  05, ... . 

. . . .  i  T 

.25 

■'i'.' 

.02 

.11 

15 

13 

'.'62 
.22 
.45 
.60 

.28 
.01 

■f.' 
i."45 

2.'i6 
.40 
.30 

1.40 
.41 
.80 
.68 

i.'oo 

.62 

i.'53 
.27 
.28 
.35 
.83 

.95 
.01 

'.'57 
.22 
1.32 

IS 

.10 
T. 

.08 
.16 
T. 

'.'2(' 

■.■30 
'.'06 

.20 
.32 

'r. 

T. 

.09 

.14 
.25 
1.69 
.24 

'.'3f 

T. 

2.00 

.05 
.08 
.13 

'.'26 
.17 
I.  00 

.06 

T. 

.40 

.08 

.30 

'.'28 
.67 
Lib 

.60 
2. 76 
6.  75 
2. 13 

.33 
2. 20 

1.55 
7.60 
.44 
2.  50 
2.88 
I.2H 
4.15 
4.75 

3.45 
6.  52 
8.95 
8.  .50 
1   35 

.80 
.99 
1.78 
1.04 
9.38 
2.60 

10.10 
.06 

1.93 
13.25 

7.52 

9.15 
1 1.  05 

3.75 

12. 60 
4.18 
LOO 
.73 
2.  70 
5.50 
1.72 

.98 
1.55 

.34 

'.'46 
.18 
.03 
.04 
.25 

.74 
.07 

.35 
.28 
.15 
.16 
.16 
.48 

.26 
.30 
.63 
.65 

1.55 
.48 
.72 

1.40 

.22 
.48 
.24 

.10 
1.15 

.3C 
3.97 

.03 

.27 

41 
.93 
.93 

L'25 
.70 
.47 
.15 
.90 

.30 
.46 
,54 

i.65'  .33jl.30  2.0O 
1.08  1.722.38    .,59 

'.'69 
T, 

.55 
1    17 

1.80 
.91 
.49 
.01 
.11 
.17 

.57 

.15 

'.'56 
T. 

't'.' 

.10 

.68 

i3.'63 

14.88 
16.23 

.42 
T. 
.02 
L03 

T. 

'.'66 
..33 
.07 
.05 

.15 
.22 
.30 
.48 
.11 
.24 
.65 

.03 
.50 

.07 
'.'62 

'.'08 

.02 

'.'42 
T. 

.88 

T. 

38 

't'.' 

T. 

.  50  2.  56 
.48:  .11 
.90;  .50 
L  92:1. 46 

.  35  1. 25 
.  '24  1. 10 
I.50I  .15 
.  43 1. 06 

2.871  .60 
.31!  .99 
.601.20 

.02,  .50 
.22;  .82 
1.551.08 
.  131  .  02 

1.05  0.85 
.321  .01 

Cliiirlcslon  •** 

Clvrau-  III!  

Conuay  llll 

n^irlin-'ton  ||!l          

11.01 
15.87 
13.23 

19.83 
13  79 

Dillon                

....1  .12  .... 

.68 
.  07 

.... 
.08 
.15 
.05 
.20 

.60 

.13 

. . . . 


'.'62 
.75 

'.'27 
.35 
1.00 

T. 

l-Mi<to  III!  

K:li!«liam  i||| 

.70    -  44 

'.'48 
'.'08 

1.78 
.09 

.  'vi'> 

.45  2  20I 

.20 

.35 

•2. 12 

.31 

.40 

.30 
.13 

.47 
.89 

14.41 
24.  95 
27.33 
18.  05 
'■"0  27 

2.87 
.07 

.52 

T. 

.35 

1.05 

.... 

.60 
.01 
.66 

'.'35 

.72 
T. 

.24 

1.40!  1.50 
.  70'3.  88 

.12 
.10 
.38 
.45 

Flnreiico  11 1| 

.21 
2.' 60 

.47 
.55 
L38 

1.20 
.49 
.12 
.41 

.82 
.15 
.53 

1.60 
.21 
.27 

1   01 

Coast 

lilack 

do 

do 

1.07 
.04 

{.'•io 

.12 

.45 

.00 

.34 

80 

T. 

■2.25 
.02 
.05 

20.  25 
31   13 

.17 

'.'60 
.16 
.09 
.20 

1.58 
.02 

2. 62 
.81 

.33 
.40 
.90 
.95 
.30 

.14 

.12 

.^!ayesville  (near) 

Oaks 

.02 
.04 

.04 
.13 
1.60 

.392.75 

1. 18|2.71 
.88    .80 

19.  '24 
If..  8(i) 
21.22 
14  2'' 

Cooper  

Santco 

.37  1.17 

Rimini  |||]     

1.30 
.45 
45 

.85 
2.43 

1.24 
.07 
L40 

.60 
1.53 

1.  73  2.  8(1 

.55 
.15 
.80 

St.Georirellll 

St.  .Matlliowsllll 

Soci(>tv  Hill  nil 

Kdisto 

Sun  toe 

.85 

.60 

1.17 

'.'io 

.17 

LO'i 
.30 

.  75 
.65 

8.94 
5.24 

.97 
.46 

.80 
.74 

.98 
.30 

.83 
1.90 

.74 
1.30 

.22 

.57 

3.13 
.95 

.09 
.07 

21!  89 
10.  26 

19.43 

do 

-Ashley 

Ashepoo 

.54 
1.06 

.04 

.12 

1.25 
.03 

.45 
.04 

.32 

.06 

.19 
.51 

.33 

.70 

Suniinrivilli! 

Wjilti'i boro   

2.51 

.06 

T. 

.... 

17.50 

Wliitcliall  (noar) 

Conibajiee  .... 

....;:;: 

:::: "" 

Vi'iiiassi'cilll 

do 

Kdisto 

Sa vannali  .... 

Kdislo 

lirond 

Savannah  

Wateree 

Catauba 

Sahida 

Savaniiali 

Con^^aree 

Savannah 

■.'93 
2.41 
1.64 
.62 

.31 
T. 

.  ii 

.09 
'.•46 

.23 
.99 
.09 

'.'52 
.95 
T. 

'.'oi 

30 

.31 

.42 

.08 

1.20 

L41 

'.'64 
.11 
.03 

L37 

.21 
'.'i'j 

.07 

'.49 
.... 
.11 

.15 

.11 
1.61 

'.'65 

1.64 
.09 

.30 

.53 
1. 11 

.45 
.  77 

K1 

.22 

.13 
.15 
.24 
.13 
1.23 

'.'('« 
.38 

'.'02 

.08 
60 

T. 
.37 

.05 

.09 

5.53 

.11 
1.43 
L2y 
4.  '25 

.22 
3.10 
6.60 
1.60 

.56 
.34 
.45 
3.20 
l.OH 
.57 
23 

.13 

i.'99 
T. 
.90 
.21 

'.'■78 
.30 

.41 

6.42 
3.50 

.  77 

.04 
.94 

'.'37 
.36 

'.'27 
L54 

'.'33 
33 

.05 
.22 

'.'is 

.18 

.04 

.09 
.17 

.19 
.33 

1. 43  2. 20 

1.17!  .63 
.53,  .04 

2. 18'  T. 
.15   .91 

.05 

L.33 
.66 
T. 

.68 

'.'62 
L49 

'.'67 

.08 

.•20 

.06 

.... 

13  08 

Writtrru   J'nrtioii. 
.\ikcM 

.15 

.15 

8.47 
11  27 

l!:ilcsl)Ui-;j|lil 

l{|;nrs|iil 

. 50    .  67 
1.09    .48 
.46  1.19 
.31!  ..57 
1.70  1.30 

T. 

■.'39 
.04 

.08 

T. 
i.'72 

.27 
.25 
.03 
1.10 

.04  1.32 
. 72  1  -  4 1 

'.'26 

'."62 
.80 

'.'62 
'.'44 

'.'65 

.14 
.12 
.03 
.10 
.89 
T. 

.14 
.30 

.20 

'.'69 
.02 
.80 
.06 

.03 
1.55 
1.76 
.47 
.45 
.13 
.35 
T. 

.65 
.04 
T. 

'.'■24 
.17 
.46 

.52 

'.'64 
1.24 

'.'32 

'.'io 

'.'63 
.16 

.09 

i.82 



10.48 
13.  36 
15.22 
14.89 
15.  f  5 

Calhoun  Kall.s  |||| 

C'anKliMi  nil 

Catawba  nil 

.99 

.61 

.47 

".G7 

i.'ii 

1    80 

.49 

'.'■48 
'.'08 

.69 
.82 
.70 

.09 
.39 

'.'24 
.62 
.11 
.45 
.09 

.55 
.51 
T. 

i.''75 
.11 

.08 

.05 
.  39 
.23 

'.'48 
.6e 
1.30 

1.55 
.62 

i.'75 

1.01 
.30 

'.'6i 

.59 
.80 
.58 
.72 

.72 

T. 

.20 

'.'46 
.05 
1   37 

i.'is 
i.'oo 

'.'47 
.45 

.85 
.01 
3.06 
1.90 
.46 

.07 

!49 

.65 
.01 
1   i^i; 

.83    .47!  .04 
.90'  .40    .04 
1.'28    .48    .40 

ChapiM-llsllll 

.57 

1.62 
1  39 

.45 
.20 

.08 

.03 
1.43 

.10    .12 

.  09  . . . . 

1  91:     l-i 

7.86 

Clomsiin  C()lli>!re 

Columbia'"        .... 

■;^^ 

T.' 

.34 

'.'oi 

L70 
.27 
.11 
.43 
.08 
.02 

.03 
.40 

'.'65 

'.'36 

'.'66 

.50 

'.'69 

.'to 

.67 

8.46 
7.58 
5  73 

K.l<?i'tii'l.l  nil 

..:.:.. 

.88      40 

.55 
.'25 
.01 

(lastDiiSliDalsllll 

ti'iveiivillc  nil 

I'.road 

Saluda 

do 

Wateree 

.75 

.50 
.16 
.... 

.... 

'.'02 
T. 

i.'46 

.05 
.30 

't.' 

.29 

T. 
.11 

'.'64 
2. 26 

T. 

.15 

'.'08 

■.'06 
.95 
.04 
T. 

"04 

T. 
.30 

't." 

'.'32 

'f.' 

T. 

't'.' 

i.'i8 
f.' 

■f.' 

'."31 

'.'io 

.  06 
.31 

'.'45 
T. 

.02 

'.'54 
.51 

T. 

.ir 
.10 

.15 

.'.  05 
1. 0- 
.90 

* 

.15 
4.98 
.31 
.'(■ 

.17 
.37 
T. 
.  17 
>.  9I-- 

.o.~ 

.12 

L34 
1.34 

.lil 
1.26 

.26 

2.25 
1.10 

.90 
1.22 

.  66 
4.30 

.90 
1.  32 

.50 
1.06 
1.08 

.26 
1.22 
'.97 
1.60 

L03 
1.12 
.24 
.45 
.  50 

1.3S 
.6" 
.0.- 

'.'30 

3.35 

.62 

1.02 

.42 

.58 
1.12 

.59 
3.01 

.17 

.76 
.50 
1.45 
.38 
.63 

.21 
.04 

'.'(')4 
.38 

'.'66 

'.'l7 
T. 
.08 
T. 
.12 

.22 

.02 

.to 

T. 
'.'33 

.■'io 

.30 

'.'56 

.10 
.42 

■'65 

.01 
.01 
.05 
5.27 
.21 

.28 
.20 
1.00 
.34 
.41 

'.'76 

.28 

.18 
.6' 
T. 

'.'64 
.91' 
.34 

.09   .01 
.14    -04 

17.  05 
12  12 

(ircenuoDii  |||| 

ili'ath  Sprinj?  

.10   .30 

.36,  .45 

.09 

10.79 
11   79 

Kershaw 

Lynches 

Broail 

Siiv;innah 

Sahiiia  

Savannah  

Kdi.sto 

Savannah  

Saluda 

.11  .... 

1.84  .... 

T.    .... 

.  62  . . . . 
L  63  .... 

1.15|  .15 
.66|  .4.S 
.9,s'  .10 

.  75' . . . . 
.52,.... 
.58.... 
T.     T. 

T,  :.... 

1.381.... 
.15'.... 

5.73 

3.10 
.32 

2.  .50 
.'27 
.48 
.11' 

3.10 
.58 

.70 
.3.16 
4.00 
.68 
.29 
0.  02 
4.35 

.26 

2.  20 
1.25 

T. 

T. 

3.'8'' 
.28 
1.84 

.07 
.16 

4.50 

i.'os 

'.'i2 

.85   .31 
.11 

.01 
1  r.i 

.13 

T. 
T. 
.18 

'.'is 

'.'43 
.04 

•" 
T. 

T. 

.04 

'.'64 
'f.' 

10.79 

1.79 
.95 

't'.' 

'.'37 
.23 
1.06 

'.'26 
.50 

.'62 
.09 

.07 
T. 

't.' 

.01 
.75 
.01 

.03 
.22 

'.'i5 

.05 

.69 
.02 

'.'9i 

'.'65 
'.'46 

i."23 

LOO 
.44 

'.'40 
.02 

.65 

'f.' 

•;7 

T. 

.45 

>0  go 

I/ilifM-ly ' 

Lilllt'  .Mouulain 

Ml-.-i'.M'llnT 

Moui'lta 

Mountain    Rest 

\i'u1iit;v 

.06  .02,  .04 
1.17    .11  .... 
,321.74:  .03 
.10:  T.   2.32 
1.04:  .80,.... 
.78.  22    .10 
.10   .80   .02 

1.00   .051.10 
.17i  .30:  .01 
.10  .23   T. 
.28,  T.     .40 

2.53   .04  .... 

1.17|  .01    .02 

•2.25J  .34  .... 

10.69 
13.03 
9.  08 
8.03 
24.45 
12.22 
12.04 

I'.'l/>--r  nil 

do 

do 

liroad 

do 

Kdisto 

Savannah 

Broad  

Calau  ba 

.18  1.06 

Sahida 

Sam  nek 

S|i:irtanhnr.!,'  ||j| 

TivnKjn  

Palilalia 

WliitpOak 

.19 

■f.' 
.12 

'.'46 

.25 
.05 
.90 
.06 
.06 
.22 

.10 
.93 
.21 

1.32 
.51 
1.32 

.20 

.16 

.50 

'2.50 

i'qi 

7.79 
10.23 
15.48 

7.91 
14.  53 
16. 05 

\Vintiud|)Collo{jo 

1.85|.... 

L50    .25 

15.65 

K.Kcejit  as  otlior«ise  indicated,  observations  aie  irenerally  n\ade  late  in  tie  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  endinjr  at  tlie  time  of 
observation.  ||||  Precipitation  meastned  in  ll!i-  niovniu?:  amount  then  recorded  is  for  the  precedins'24  honi-s.  ***  I'eKular  Weather  liurean  station:  precii)ilation  is  lor  the 
21-hoiir  period,  miilnight  to  niidnisht.    *  I'rrc  i;iitation  included  in  the  next  following  measurement,    t  i-^eparate  dates  of  falls  not  recoriled.    T.  Trace,  or  l^-ss  than  0.01  inch. 


Year. 


Temperalnro. 


I'reciiiiii'tion. 


COMPARATIVE  DATA  FOK  JULY 

!   AveraiTe   n  u  m  be  r  of 


-lay^ 


1887 

82. 0     1 

110 

00 

1888 

78. 9     1 

108 

,-,.; 

3.  r-A 

1889 

79.  5 

102 

r.i 

7.  !3 

1890. 

7s.  4 

77.  9 

93 

.il'. 

(■  88 

1891 

5.  <..5 

^m> 

7S.  9 

1112 

r,\ 

7.44 

ISiW 

S-.'.  ') 

l'-4 
llin 

55 

r.  s7 

1894 

8. 24 

1895 

79.  5 

h2 

.■4 

4.  17 

1896 

80.7 

v-r, 

51 

S.  17 

1897 

,S(i.  2 

VI 

51 

5.01 

1898 

8C.0 
8e.  (1 

102 
105 

51 
47 

l.'<99 

4.e:i 

I9.W 

8'. 2 

Ie4 

55 

4.0s 

19)1 

8L4 

8f'.  S     . 

102 
!(i7 

02 
58 

4  .52 

1»J2 

3.  79 

1 
14     1 

i 

8     ' 

sw. 

l:i      

12      

- 

s\v. 
s\v. 
s\v. 

10                s 
s              M 

""u"\ 4" 

1'..'              11 
15                 6 

s\v. 
sw. 
s\v. 
sw. 

Temperatiu'e. 


1903 80. 

1904 79. 

I<>i5 1  80. 

1;HiO j  78. 

1907 81. 

1908 I  79. 

liXlO 1  78. 

1910 79. 

1911 '  79. 

1912 i  79. 

1913 !  81. 

1914 80. 

1915 80. 

1916 77. 

I'eiiod 79. 


Precipitation. 


to      I  be.-  o  S: 


Average  number  of 

(lays. 

*J  X 

^ 

0 

s  = 

0 

I-.0 

0 

103 

45 

3,  59 

8 

18 

9 

4 

11 '5 

50 

5.  96 

12 

13 

12 

6 

101 

00 

0.  16 

12 

13 

10 

,s 

100 

56 

8.40 

16 

5 

17 

9 

100 

36 

5.  00 

11 

13 

13 

■''     i 

100 

60 

5.  43 

12 

12 

13 

6     1 

104 

55 

4.  92 

10 

1:1 

12 

G     1 

102 

.58 

5.83 

13 

9 

15 

'     1 

102 

53 

3.79 

10 

12 

13 

6 

102 

58 

5.  22 

11 

11 

10 

7     1 

1119 

56 

4.78 

9 

15 

9 

7    : 

107 

,53 

5.  10 

9 

14 

13 

4     1 

1116 

.55 

3. 26 

8 

18 

10 

3 

99 

60 

14.09 

17 

■' 

12 

14     1 

110 

45 

5.  82 

11 

12 

12 

7     1 

sw. 
sw. 
sw. 


I  sw. 
sw. 


sw. 
sw. 


54 


CJJiMATOLOGlCAJ.    DATA:     SOUTH    CAROLINA    SECTION. 


July,    I'.'Ki. 


Daily  Texaperatures 

for 

July, 

191 

6. 

IS 

19 

20 

stations. 

1 

2 

3 

4 

5 

6 

7 

8       9 

10 

11 

12 

13 

•^ 

15 

16 

17 

21' 

22 

23 

24 

25  '  26 

27 

28 

29 

30 

31 

Mean. 

EaKterii 

I'ortioii. 

1 

)  Maximum  .. . 

91 

88 

94 

93 

87 

85 

80 

82     SO 

89 

90 

91 

88 

81 

89 

89 

89 

91 

94 

93 

89 

86 

84:    85 

85 

83 

85 

91 

92 

88 

88 

87.  7 

Allemialc'^S^ 

•■  ■  i  Miniimnu 

j  :ila.xinnnn  . .. 

70 

69 

70 

72 

71 

72 

70 

;ii  _;^ 

..:' 

79 

72 

72 

70 

74 

71 

69 

70 

71 

72 

72 

73 

71     70 

71 

72 

71 

09 

73 

71 

70 

71.4 

lieavifovt 

•  * '  (  Mininnun. . . . 
)  .Ma.\iuunn  . . . 

"93 

'92 

'92 

"gi 

"ki 

"88 

"si 

"si  "83 

"89 

"94 

"93 

'  '<3o 

"si 

■91 

"89 

"gi 

"ii 

'"96 

""94 

"96 

"85 

""s-ifso 

'"85 

"86 

""S5 

"94 

89 

"87 

89 

88.5 

Black  vilU'SW 

•  ■  ■  (  Mininmni 

70 

67 

69 

71 

70 

70 

69 

09     69 

71 

69 

71 

71 

70 

72 

70 

70 

73 

09 

70 

71 

71 

72!    71 

71 

71 

69 

69 

71 

67 

68 

70.0 

)  llaximum  . . . 

92 

91 

92 

93 

90 

85 

84 

80     79 

85 

91 

92 

80 

76 

82 

85 

90 

91 

92 

91 

88 

84 

85;     84 

85 

84 

85 

92 

90 

89 

90 

87.0 

Bownuin 

•  •  •  /  Minimum 

65 

66 

70 

71 

70 

69 

68 

68      69 

70 

71 

70 

70 

69 

69 

69 

09 

70 

70 

69 

70 

70 

70|     7(J 

71 

70 

69 

70 

70 

68 

69 

69.3 

S  .Maximum  . . . 

90 

93 

93 

93 

88 

88 

87 

85'     83 

87 

91 

92 

86 

77 

82 

85 

88 

89 

87 

91 

87 

85 

82      84 

83 

80 

85 

90 

87 

86 

84 

86.7 

Centenary 

■  ■ '  /  Minimum 

68 

68 

70 

71 

69 

67 

05 

63      71 

69 

73 

71 

73 

72 

75 

72 

71 

09 

74 

69 

73 

72 

72      72 

71 

72 

72 

69 

72 

71 

67 

70.4 

)  .Maxinuun  . . . 

84 

86 

89 

9( 

81 

82 

80 

82      82 

85 

87 

85 

83 

80 

82 

.S3 

84 

SO 

92 

93 

SS 

85 

78      83 

S3 

80 

82 

85 

84 

84 

84 

84.3 

Cliaileston 

"I  Minimum 

72 

74 

72 

72 

72 

74 

77 

76      76 

78 

78 

76 

68 

71 

74 

76 

74 

73 

73 

75 

75 

73 

72      72 

74 

76 

71 

74 

76 

73 

74 

73.9 

\  Maxinuun  . . . 

88 

90 

9C 

89 

87 

87 

85 

8U,     81 

87 

92 

91 

91 

73 

77 

82 

87 

89 

87 

89 

85 

84 

82     84 

SO 

78 

SO 

90 

82 

86 

8(; 

85.1 

Chfi-aw  S'l'^ 

■  ■■  (  .Mininnun 

67 

70 

68 

68 

68 

60 

05 

66      70 

■/l 

73 

71 

70 

73 

70 

72 

72 

72 

70 

70 

73 

72 

721     70 

70 

71 

09 

08 

72 

71 

68 

69.7 

j  .Maxinuun  . . . 

87 

82 

80 

85 

83 

81 

79 

85'     78 

82 

83 

83 

79 

77 

79 

82 

87 

87 

85 

88 

81 

79 

78'     79 

79 

81 

82 

90 

83 

83 

83 

82.5 

Conway  S^'ji 

■  ■ '  1  .Minimum 

68 

70 

71 

74 

70 

67 

67 

65      75 

70 

71 

70 

74 

73 

74 

73 

71 

7t 

73 

71 

73 

74 

73'     71 

72 

73 

74 

71 

73 

72 

71 

71.4 

j  .Maxinuun  .. . 

90 

92 

90 

92 

87 

88 

87 

82      82 

90 

82 

94 

89 

76 

81 

88 

88 

90 

92 

91 

SO 

84 

81      85 

79 

78 

84 

90 

89 

87 

85 

86.4 

Darlington  sSs^i 

■ "  ■  )  .Mininnun 

68 

69 

69 

72 

68 

64 

65 

65      70 

71 

74 

71 

70 

7! 

72 

73 

72 

72 

71 

09 

09 

72 

73      71 

70 

72 

70 

08 

71 

70 

67 

70.0 

)  Maxinuun  . . . 

se; 

90 

91 

91 

91 

87 

87 

89,     81 

87 

92 

91 

85 

79 

86 

84 

88 

88 

8S 

91 

86 

84 

80,     84 

81 

SO 

82 

89 

87 

84 

82 

86.2 

Dillon 

•■  •  /  .Minimum 

68 

70 

71 

71 

79 

65 

66 

64 1     69 

71 

74 

71 

73 

72 

75 

72 

72 

09 

73 

71 

74 

73 

72      64 

70 

69 

71 

70 

70 

68 

68 

70.5 

)  .Maximum  . .. 

9U 

89 

90 

88 

85 

85 

80 

85     85 

89 

90 

91 

85 

86 

89 

89 

89 

89 

89 

91 

85 

86 

84'     84 

86 

81 

87 

90 

85 

86 

85 

87.1 

Kergnson  S^S^ 

'  * '  /  Mi  iiimuin .... 

72 
93 

74 
97 

76 
89 

76 
91 

76 
91 

74 
82 

74]     74 
78;     8! 

72 
80 

72 

78 

75 
80 

75 
93 

77 
92 

73 

88 

74 
80 

169.3 
87.2 

)  .Maxinuun  . . . 

"94 

"93 

"88 

"ssf'si 

"89 

"88 

"90 

"85 

"74 

"82 

"si 

"90 

92 

90 

"'95 

Florence  1  'i^S^ 

•  •  ■  i  .Mininnun 

09 

71 

70 

73 

68 

67 

66 

05;     70 

70 

74 

70 

72 

74 

71 

73 

72 

71 

72 

70 

73 

72 

72*     71 

70 

72 

70 

70 

71 

70 

68 

70.5 

\  .Maximum  . . . 

89 

85 

90 

91 

89 

90 

85 

85     91 

90 

90 

90 

82 

84 

85 

88 

go 

90 

91 

94 

94 

94 

90  ... . 

85 

89 

89 

90 

90 

90 

89 

■■89.0 

Geortjctoxvn 

■  ■  •  (  .Mininnun 

70 

73 

72 

70 

71 

72 

67 

67;     70 

71 

72 

72 

76 

74 

70 

72 

71 

07 

73 

72 

75 

72 

72  ... . 

72 

72 

73 

72 

74 

72 

72 

"72.0 

J  .Maximum  . . . 

91 

91 

92 

94 

88 

87 

86 

84 1     88 

89 

92 

9I 

87 

77 

83 

89 

go 

91 

90 

91 

89 

87 

81,     S3 

86 

84 

87 

92 

87 

87 

86 

87.7 

KinsstroesSsS 

■  "  1  .Miniuunn 

67 

71 

69 

73 

71 

70 

66 

08 !     71 

71 

74 

70 

73 

72 

71 

73 

72 

71 

71 

71 

73 

72 

73!     72 

72 

72 

71 

70 

72 

72 

7C 

)  .Maximum  . .. 

92 

94 

94 

93 

87 

88 

86 

81      83 

90 

93 

93 

88 

80 

81 

87 

88 

89 

89 

96 

88 

86 

S3i     87 

81 

S3 

87 

91 

83 

S7 

8(. 

87.5 

Mayesville  Uicar) 

■  ■  ■  /  .Miniuunn 

69 

67 

69 

67 

09 

67 

66 

08,     70 

71 

71 

71 

71 

70 

?2 

71 

71 

71 

09 

69 

72 

71 

69i    70 

71 

72 

70 

09 

70 

70 

68 

09.7 

Oaks 

)  Maxinuun  . . . 
* "  ■  (  Miniuunn. . . . 

87 

89 

89 

90 

80 

85 

83 

85     80 

87 

88 

89 

84 

78 

83 

90 

90 

90 

90 

92 

89 

80 

SS      88 

84 

85 

84 

90 

SS 

87 

S3 

SO.  7 

)  .Maxinuun  . .. 

"90 

"89 

■91 

"96 

"87 

"85 

"so 

"79  "so 

"89 

"9i 

"92 

"85 

77 

"86 

"89 

"go 

"gi 

93 

•"94 

"87 

"87 

"79  ""86 

"87 

"so 

"85 

"gi 

"'96 

"'87 

87 

'"si.'i 

St.  (icorgc  S^'S'i 

•  •  •  (  Miniuunn 

67 

67 

69 

71 

70 

70 

69 

08     71 

72 

71 

71 

72 

70 

72 

70 

69 

71 

70 

73 

73 

71 

70;      71 

71 

71 

09 

70 

71 

70 

69 

70.3 

)  Maxinuun  . . . 

90 

93 

93 

94 

87 

85 

S3 

78      78 

89 

93 

93 

87 

76 

87 

88 

'.0 

90 

91 

95 

91 

87 

S3'     87 

79 

84 

86 

92 

87 

86 

89 

87.5 

St.  Matthcw.-iS^V^-.- 

•  •  ■  /  Minimum 

71 

69 

70 

72 

71 

7! 

69 

09     71 

71 

70 

71 

72 

73 

73 

70 

7( 

73 

70 

72 

72 

73 

72'    71 

72 

71 

7t 

70 

72 

71 

07 

70.9 

)  Maxinuun  . . . 

88 

93 

92 

91 

89 

88 

88 

84,     82 

90 

94 

92 

90 

75 

81 

88 

90 

89 

88 

90 

89 

85 

851     87 

80 

80 

80 

92 

87 

86 

88 

87.;; 

Society  Hill*sV... 

■  ■  /  Mininnun. . . . 

67 

70 

69 

70 

67 

62 

65 

65     69 

70 

73 

71 

70 

71 

72 

72 

71 

71 

70 

69 

72 

71 

72     70 

70 

70 

70 

09 

71 

70 

Ot 

69.  . 

)  .Maxin'.nni  . . . 

S9 

87 

90 

91 

84 

82 

79 

80     81 

87 

90 

90 

85 

75 

85 

87 

89 

90 

92 

90 

87 

83 

80     83 

84 

S3 

SC; 

90 

89 

87 

84 

85.  s 

Suninu'rvillc 

■  •  /  .Mininnun 

\  Ma  .Ki mum  ... 

67 

71 

70 

73 

71 

70 

69 

68     74 

73 

74 

73 

70 

73 

73 

70 

6g 

69 

..:° 

73 

72 

64 

72i     72 

72 

73 

71 

71 

74 

72 

71 

71.  1 

Wallerboro 

■  •  ^  _\[ iuimum. . . . 

'.'.'.'X'.'.'. 



.... 

\  .Maxinuun  . .. 

"92 

"S9 

"92 

'  '92 

"so 

"85 

"S2 

' 'so '  'so 

"ss 

"89 

"gi 

"S7 

"78 

"87 

""87 

'  'ge 

"irz 

•■<« 

91 

"92 

"86 

"83    "sS 

"86 

SS 

"87 

"  '90 

87 

"89 

87 

"  87.  6 

YeniassoeSS^ 

•  •  i  Minimum 

67 

OS 

67 

08 

68 

69 

69 

09 

70 

70 

68 

68 

70 

69 

71 

69 

66 

67 

68 

70 

70 

71 

70 

69 

70 

70 

69 

68 

09 

09 

09 

68.  9 

W'rsleni 

I'ni-lidll. 

)  Maxinuun  . . . 

90 

90 

89 

87 

88 

86 

83 

80 

79 

84 

S9 

90 

gi 

SI 

89 

88 

84 

90 

91 

89 

S7 

88 

80 

84 

82 

81 

85 

92 

88 

90 

89 

SO.  0 

AiUen  

•  •  i  Mininnun. . . . 

69 

67 

68 

69 

71 

68 

68 

69i     67 

69 

67 

71 

71 

72 

72 

72 

71 

71 

72 

71 

71 

71 

71 

70 

70 

70 

69 

69 

73 

71 

72 

',V.  1 

\  .Maxinuun  . . . 

96 

95 

92 

92 

8.- 

88 

77 

73     75 

76 

86 

85 

86 

S3 

81 

85 

86 

87 

85 

87 

87 

87 

85 

82 

81 

89 

84 

91 

81 

84 

91 

85.4 

Anderson 

■ '  t  Mininnun. . . . 

66 

66 

66 

63 

68 

69 

66 

65      06 

67 

65 

(i7 

68 

70 

08 

09 

69 

70 

68 

68 

70 

70 

70     67 

07 

66 

68 

68 

70 

08 

68 

07.  6 

\  .Ma.ximnm  . . . 

89 

88 

90 

90 

84 

84 

73 

78     78 

84 

87 

87 

86 

78 

85 

84 

82 

85 

87 

88 

87 

85 

75;    83 

S3 

80 

82 

88 

84 

82 

84 

S.:.  9 

Batesbnrs,'S^« 

••  (  Mininnun 

\  Maxi  mun 

67 

68 

70 

71 

70 

71 

07 

67 

08 

70 

68 

70 

69 

71 

72 

72 

71 

73 

71 

71 

72 

72 

69 

.... 

70 

70 

70 

68 

69 

71 

71 

05 

69.  s 


CainilenSW 

■  •  1  .Mininnun 

\  Ma.xinuun  . . . 

"84 

"87 

"m 

"86 

"83 

"83 

"s(i 

"73 

"74 

"77 

"82 

"82 

"84 

'82 

"s'i 

"'80 

""83 

"84 

"83 

'"83 

"83 

"84 

""so 

"'si 

"82 

84 

"8i 

""85 

'  '83 

"S2 

"86 

••■;.•/- 

Cleiiison  College  . 

•  ■  t  ^iininuun. . . . 

70 

71 

70 

71 

71 

71 

71 

69]     70 

09 

70 

69 

71 

72 

72 

74 

74 

73 

71 

71 

74 

73 

731    72 

71 

70 

69 

71 

73 

72 

7C 

71 :  J 

\  Maxinuun  . . . 

89 

91 

92 

S)2 

87 

86 

80 

79     78 

8S 

90 

90 

88 

77 

84 

86 

86 

90 

90 

91 

88 

85 

8II    84 

84 

81 

85 

91 

88 

87 

80 

86.:; 

Columbia 

•  ■  (  .Mininnun 

70 

70 

71 

72 

71 

73 

71 

71j     70 

70 

71 

72 

72 

72 

72 

71 

72 

73 

70 

72 

73 

71 

72,     71 

72 

71 

71 

70 

74 

70 

70 

71.:; 

\  Maxinuun  ., . 

88 

93 

95 

91 

88 

86 

77 

72 

77 

79 

86 

89 

90 

84 

80 

84 

90 

89 

88 

91 

SS 

89 

85[     85 

88 

90 

88 

91 

80 

SO 

94 

86.  .^ 

Greenville  S^S^ 

■  ■  1  Mininnun. . . . 

65 

68 

07 

06 

67 

67 

68 

60 

67 

67 

67 

66 

67 

71 

69 

70 

71 

72 

70 

OS 

71 

71 

70;     69 

69 

69 

08 

66 

70 

08 

66 

68. :; 

\  Ma.xinuun  . . . 

89 

92 

90 

90 

83 

85 

76 

77 

71 

8i 

84 

85 

87 

83 

82 

84 

87 

86 

86 

87 

86 

85 

78     80 

81 

S3 

83 

SS 

82 

81 

85 

83.8 

Gipenwooil  'jV'i  . .  ■  • 

•  *  t  Minimum. . . . 

67 

68 

66 

09 

70 

69 

69 

07 

67 

68 

60 

69 

7!! 

72 

70 

72 

71 

TO 

7) 

70 

71 

71 

70      71 

70 

69 

68 

07 

70 

70 

69 

69.:; 

\  Maxinuun  . . . 

87 

89 

90 

90 

85 

87 

81 

74      77 

78 

85 

88 

86 

78 

78 

81 

85 

85 

87 

83 

84 

79 

78,     70 

75 

77 

85 

88 

77 

85 

86 

82.7 

Ileatli  Spring  .... 

■  ■  /  .Mininnim .... 

6'; 

07 

0^ 

08 

67 

64 

65 

65      69 

05 

01 

66 

67 

70 

70 

70 

7: 

71 

67 

69 

71 

71 

68;     09 

7(' 

70 

09 

68 

70 

70 

68 

08. 1 

S  Ma.xinuun  . . . 

Sh 

91 

93 

92 

89 

87 

85 

79!     78 

87 

90 

90 

89 

75 

80 

83 

87 

89 

90 

88 

86 

82 

SV|     SO 

82 

83 

SS 

89 

85 

88 

87 

85.8 

Kershaw 

■ "  1  Minimum .... 

07 

69 

69 

70 

07 

64 

65 

00 1     09 

71 

06 

70 

09 

73 

71 

71 

72 

73 

08 

69 

72 

72 

09'     70 

71 

71 

09 

09 

72 

71 

67 

fig.  4 

\  Maxinuui'  . . . 

HH 

87 

89 

87 

87 

85 

79 

73     77 

7/ 

81 

86 

87 

81 

76 

78 

85 

86 

86 

84 

89 

87 

84;    85 

80 

88 

84 

90 

81 

84 

91 

84.0 

Toi\ilfMin                  ... 

65 

81 

07 

67 
91 

71 

00 

05 

67 

C5     67 

67 

66 

65 

61 

OP 

6') 

71 

71 

72 

68 

66 

67 

68 

07 1    O-'^ 

66 

•67 

05 

05 

71 

67 

67 

67.  2 

1 1(\  liiiiiiiii.>«' 

* '  (  Mini iniun .... 
\  Maxinuun  . . . 

i!2 

92 

89 

85 

80 

72'     75 

80 

84 

88 

90 

82 

83 

84 

88 

88 

89 

87 

86 

87 

84      SO 

85 

89 

86 

89 

81 

86 

89 

85.  : 

l.iL.Mly 

•  ■  /  Mininnun .... 

(,S 

70 

69 

70 

09 

69 

70 

68      69 

68 

06 

08 

70 

6;i 

70 

72 

72 

72 

71 

71 

70 

73 

70     71 

71 

70 

OS 

69 

73 

70 

7(' 

09.  9 

\  Maxinuun  . . . 

Si 

91 

9:i 

90 

85 

89 

89 

77;     79 

86 

89 

90 

91 

81 

82 

89 

89 

90 

90 

90 

87 

90 

80      79 

80 

83 

85 

89 

85 

84 

85 

SO. .-. 

Lilile  Monnlnin  . . 

•  ■  /  Minimum .... 

69 

08 

71 

68 

69 

69 

69 

68      69 

70 

(;9 

72 

70 

71 

71 

72 

72 

72 

72 

~-) 

72 

71 

69      72 

72 

71 

70 

76 

72 

69 

69 

70.  r, 

1  Maxinuun  . . . 

98 

93 

96 

93 

87 

85 

81 

87 

89 

90 

92 

irO 

90 

87 

90 

9-2 

93 

9? 

91 

91 

91 ;    8) 

87 

84 

85 

94 

87 

85 

90 

'  89.  2 

Mcriwc'llier  

■  •  i  Minimum 

69 

08 

69 

71 

69 

68 

69 

69 

68 

69 

70 

70 

70 

74 

71 

71 

71 

70 

72 

72 

72'     70 

71 

71 

67 

68 

73 

72 

67 

'70.11 

\  .Maxinuun  . . . 

90 

88 

91 

93 

85 

86 

78 

"si  "78 

86 

8S 

91 

89 

79 

88 

89 

S7 

91 

93 

91 

88 

S7 

so;     83 

86 

82 

83 

92 

85 

83 

87 

86.4 

Monetta 

•  ■  /  Minimum. . . . 

68 

09 

70 

70 

71 

71 

70 

69;     09 

70 

69 

72 

71 

72 

71 

7o 

71 

72 

71 

72 

72 

70;     70 

72 

69 

69 

69 

72 

71 

OS 

70.  5 

S  Ma  xinuun  . . . 

81 

85 

75 

74 

77 

78 

71 

08'     70 

77 

80 

82 

85 

84 

82 

76 

87 

S3 

83 

81 

83 

81 

80:     SO 

83 

85 

87 

85 

79 

80 

87 

80.  3 

Monntain    Itest... 

•  ■  /  .Mi  nimum. . . . 

63 

00 

03 

64 

07 

67 

66 

02I     05 

65 

65 

64 

65 

68 

67 

69 

69 

07 

65 

04 

65 

67 

05'     64 

04 

64 

61 

65 

09 

67 

05 

(5.  4 

\  Ma.xinuun  . . . 

90 

94 

99 

96 

80 

88 

80 

80;     81 

85 

90 

90 

90 

80 

82 

86 

87 

89 

90 

92 

89 

87 

S2      SO 

80 

83 

85 

92 

S3 

96 

88 

87.3 

N'ewtien  y 

■  •  /  Minimum 

(i2 

09 

70 

70 

70 

70 

70 

091     09 

69 

68 

70 

70 

72 

71 

73 

71 

73 

70 

72 

73 

73 

09,     70 

72 

72 

09 

egi 

74 

71 

67 

70. 2 

\  Ma.xinuun  . . . 

91 

90 

93 

93 

85 

83 

80 

so!    SO 

84 

90 

90 

90 

81 

88 

86 

81 

90 

!2 

90 

87 

89 

SO     85 

87 

SO 

84 

92 

84 

85 

87 

80.  7 

Saluila  

•  ■  )  Minimum. . . . 

08 

07 

70 

09 

70 

70 

69 

09,i     00 

69 

6« 

08 

6i) 

71 

70 

7'^ 

71 

71 

70 

71 

71 

73 

09      70 

70 

70 

07 

60 

75 

7( 

05 

( 9i  4 

\  Ma.xinunn  . . . 

89 

92 

96 

92 

89 

88 

80 

78:      81 

87 

89 

90 

89 

81 

7s 

85 

88 

90 

89 

91 

S9 

88 

86      84 

85 

90 

85 

90 

SO 

87 

90 

87.11 

Santnck 

■  ■  1  Mininnun. . . . 

66 

09 

68 

68 

OS 

67 

69 

68 !     OS 

66 

6S 

69 

77 

74 

67 

71 

72 

73 

72 

72 

70 

69 

70'     70 

70 

71 

07 

72 

70 

70 

68 

09.  0 

)  Maxinuun  . . . 

85 

91 

9! 

91 

89 

87 

80 

72'     81 

83 

8S 

89 

90 

82 

79 

S3 

88 

87 

87 

88 

89 

88 

85!     85 

87 

90 

80 

91 

86 

86 

91 

SO. ;; 

Spartivnbnrg  *!V. . 

•  ■  i  Mininnun. . . . 

66 

08 

69 

68 

68 

66 

68 

07      67 

68 

(i6 

69 

09 

71 

69 

71 

71 

71 

69 

09 

71 

71 

70;     69 

68 

70 

67 

68 

71 

68 

09 

68.  s 

\  Maxinuun  . . . 

92 

90 

91 

90 

87 

87 

77 

80      82 

84 

SO 

91 

89 

88 

87 

86 

85 

90 

90 

88 

80 

81 

76     82 

84 

78 

84 

90 

86 

SS 

88 

80.  9 

Ti-enlon 

•  ■  /  Mininnun. . . . 

70 

07 

67 

70 

70 

70 

68 

07      08 

68 

68 

70 

70 

71 

71 

70 

70 

70 

71 

',\ 

71 

72 

70     70 

70 

70 

68 

67 

70 

70 

71 

69.  5 

4  .^[axinnnn  . . . 

90 

92 

93 

92 

90 

88 

83 

77      78 

87 

90 

92 

94 

78 

80 

86 

91 

91 

90 

92 

90 

89 

80,     87 

89 

87 

87 

91 

86 

88 

88 
68 

87.  r, 

WliiteOak 

•  ■  1  Minimum 

65 

70 

69 

69 

08 

07 

68 

07      08 

70 

68 

70 

70 

70 

70 

72 

71 

71' 

09 

70 

72 

09 

08      70 

71 

71 

69 

69 

71 

70 

69.:; 

\  .Maxinuun  . . . 

84 

89 

92 

.  89 

85 

85 

84 

83,    75 

85 

85 

85 

92 

80 

75 

78 

82 

S7 

87 

88 

70 

76 

84      77 

79 

80 

83 

84 

82 

79 

83 

,S3.  (1 

Wintlirop  College 

■  ■  (  .Minimum 

07 

71 

65 

69 

09 

65 

67 

68 

65 

71 

70 

70 

70 

70 

7(1 

71 

71 

68 

70 

71 

70 

69 

69 

70 

"1 

00 

67 

71 

70 

OS- 

6S.  9 

Reference  letters  (".  ''.  ''I.  anpearing  in  the  table  imlicate  number  of  days  missing:  For  examnle.  '■  reiircsents  two  ilay.s  mi.ssing.  etc. 
IiiNtriimr-nts  are  read  in  the  ninrniug:  the  maxinuun  temperature  tlien  read  is  charged  to  the  pi-eceding  day,  on  whicli  it  almost  always  occurs. 


.]l  I.Y,    191(). 


CL1.MAT0L0(^ICAL  DATA:     SOUTH   CAROLINA  SECTION. 


oo 


Comparative  Precipitation   Data  fv>r  July,    1916, 
and  all  Previous  Months    of  Record. 


Total,  July,  191(j. 

Previous  monthly  record 

^  >i 

^  SCO 

Prpvious  24-hour  record 

STATIONS 

C3 

O 

1 

Month. 

CCJ 

Kiisfrnt  Partioti. 

.Vllriiilale l:i.75  IT.ilCI 

IVnulnrt -JJ.IW 

lila.-k\illc laa-i  IM.GJ 

Kowmau U.ss  12. :» 

('(■iitiMiary li;.2:i  1;!.  5S 

Cliaiic^tiin ll.<il  I'.i.  IS 

Cheraw 15.  S<  14.  41 

Couway 1^5. -23  11.  So 

Darliufrtou !<».83  ,  12.  :W 

Ilillon 13. 7U  10.  sy 

Ivli.'^to i  14.4!  13.41) 

KHiugham 24.9.5  1.5.44 

IVrgu>oii 27.33  15.35 

Florence  No.  1  18.05  14.17 

(Icorgetoxvu 20.25  IS.  45 

Kiugstree 31.  13  13.9(i 

Maye.svillo  (nearl..  10.24  15.55 

Oaks  Ifi.SO  10.20 

I'lnopoli.* 21.22  18.  SS 

Uiinini 14.22  9.90 

St.Ceorge 21.89  20.45 

St.Matt'iews 10.26  18.25 

s.icirtyHill 19.43  12.2(5 

Siiiiuiieryille 1(..50  1.5.42 

Walterboro 12.42 

Veniassee 13.08  12.(14 

Wi-xtn-ji  I'drfliiii. 

.Viken  s.  47  12.  S7 

.Viidersou  11.2/  l.s.  39 

Hatesbiirg UK  4S  13.0!; 

lilair.'i 13. 3t;  9. 8S 

Callioun  Falls 15.  22  14.  S9 

Canulen 14.89  14.75 

Catawba 15.55  13.04 

Chappflls 7..'^H  8.78 

Clenison  College  ...  8. 4C.  14.29 

Coliimljia  7.58  12.17 

Eilgelield 5.73  9.19 

Castou  .^hoals 17.  lo  9.23 

(.■ivcMville 12.12  19.  .52 

i;roeii\voO'l in.  79  15.72 

Heath  Spring 11.79  12.15 

K'T^iiaw 10.79  ,  9.19 

l.anaruni 20.80  '  8.89 

I.ibrrtv 10.  (i9  16.2(> 

Little  Mountain....  13.03  II. 38 

Meriwether 9.08  9. 82 

Mouptta 8.  ('3  10.99 

.Mountain  Host 24.  45  10.  OS 

Xewberrv 12. 22  9. 54 

I'el/er 12.04  11.42 

Salu.la 7.79  10.  CO 

.Santuck 10.23  14.(19 

.•Spartanburg 15. 48  15.  (i(i 

TreiUon 7.91  14.70 

Walhalla 14.53  14.37 

White  Oak  1C..05  ''13.32 

Winthrop  College  ..  15.(15  ,  12.28 


.\ug.. . 

1,S98 

:!.  1 1 

7.45 

Aug... 

1898 

.Vug.. . 

1S98 

10.  82 

.Vug.. . 

1898 

July  .. 

IS87 

2. 00 

4.93 

June.  . 

1900 

.March 

1913 

2.  7(i 

5.19 

.Vug... 

1906 

.\ug... 

1915 

0.75 

3.94 

.Mav  .  . 

1915 

.Vug... 

1885 

4.19 

9.55 

Oct.  . . 

1870 

\ug... 

1S93 

9.  ;!S 

6.50 

July  . . 

1904 

May  . . 

1915 

2.  00 

5.15 

May  . , 

1915 

June. .) 

1907 

10.  10 

8.00 

Sept.  . 

1905 

.lune. . 

1911 

7.  00 

3.  09 

Aug... 

190S 

.Iiuie. . 

190fi 

2.  20 

3.  90 

June. . 

1907 

.Vug... 

1893 

13,25 

4.70 

.■spiit.  . 

1904 

.Vug... 

1893 

7.  ,52 

0.74 

Aug... 

1893 

.Vug... 

1893 

9.15 

4.  05 

.Vug... 

1901 

Aug.. . 

1893 

4.75 

0.(!0 

"Sept.. 

189-i 

-Vug.. . 

1S91 

12.  CiO 

3.  CO 

Oct.  . . 

1913 

May.. 

1915 

(;.  52 

5.55 

May  . . 

1 915 

.May  . . 

1915 

8.95 

4.43 

May  . . 

1915 

.Vug... 

1893 

8.50 

9.13 

.Vug.. . 

1899 

July  , . 

1914 

2.80 

2.  95 

July  . . 

1914 

.Vug... 

1893 

5.  50 

4.35 

Sept.  . 

1907 

.lune. . 

U)03 

1.72 

4.  93 

Oct.  .. 

1911 

Aug.   . 

IS94 

8.94 

7.17 

Aug.. . 

1894 

.Vug.   . 

1S99 

5. 24 

4.95 

June. . 

1900 

June. . 

19Pi; 

4.  S5 

Aug... 

1904 

.lune. . 

1901; 

5.  53 

4.75 

Sept.  . 

1907 

Oct.  ., 

1911 

1.  17 

6.  10 

Aug... 

19119 

.Vug.. . 

19(r8 

1.99 

11.05 

-Vug.. . 

1908 

.Vug... 

1S93 

2.18 

3.  53 

.Vug... 

1900 

.Vug... 

I90S 

1.  25 

4.90 

June. . 

1909 

July  .. 

1905 

1.72 

7.00 

July  .. 

1905 

Aug.. . 

1878 

3.  10 

9.05 

.Vug.. . 

1908 

Vug.. . 

I!K)S 

0.  00 

3.90 

.lune. . 

1909 

-Aug. . . 

1913 

1.75 

4.75 

March 

1912 

June. . 

1900 

1.04 

4.74 

July  .. 

1908 

July  .. 

1898 

2.  20 

4.90 

Sept.  . 

1901 

July  . . 

1914 

1.70 

2.30 

July  . . 

1914 

Dee.  . . 

1914 

(;.  42 

2  77 

Dec.  .. 

1915 

Aug... 

1908 

3.  50 

7.10 

.Vug... 

190S 

July  . . 

i.syii 

3.00 

5.  70 

luly  .. 

1S96 

Aug.. . 

1903 

5.  27 

0. 50 

Aug... 

1903 

June. . 

1910 

,5.73 

4.  09 

June. . 

1910 

Jan . . . 

1915 

3.10 

3.  .37 

Dec.  .. 

1915 

May  . . 

1910 

3.04 

0.90 

May  . 

1910 

July  .. 

189(1 

2.  2il 

5. 42     ' 

,Iuly  . . 

1896 

Dec.  . . 

1905 

1.74 

4.00 

Dec.  . . 

1905 

Aug... 

190S 

2.  32 

4.14 

Feb... 

1910 

Dee.  .. 

1915 

4.98 

3.70 

May  . . 

1916 

.hine. . 

1910 

3.10 

4.  .55 

Xoy.  . 

1912 

,lune. . 

1909 

1.S4 

.5.46 

March 

1912 

,Uine. . 

1910 

1.10 

3.70 

Noy.  . 

1912 

Aug... 

1908 

3.10 

0.74 

.Vug.. . 

1908 

Aug... 

1901 

4.  50 

,5. 15 

May  .. 

1910 

July  . . 

190(1 

2. 50 

6.07 

Aug... 

1S93 

Sept.  . 

HKiO 

3.  01 

8.00 

July  .. 

1905 

Aug... 

19(18 

6.0-2 

"0.25 

May  . . 

1901 

Aug. . . 

1908 

4.00 

5. 08 

Aug.. . 

1908 

STATIONS. 


W.VTEKSHFDS 


Augusta,  (ia 

Blairs  

Calhoun  Falls 

Camden 

Catawba 

Chappells 

'  heraw 

'  olunibia 

I  onway 

K<li.s-to 

Kttinghani 

I'-prguson 

King>trep 

Mt.  Holly,  N.C... 

I'elzpr 

Rimini 


Savannah  

Uroail 

Savannah  

Wateiee 

(;ata«  ba 

Saluda 

Great  Pee  Dee 

Congaree 

Waccamaw. .. 

Kdisto 

Lynches 

Santee 

Black 

Catawba 

Saluda 

Santee 


■?-=       (5 


/•v. 

32 
14 
15 
24 
II 
14 


Ft. 
28.2 
.36.  5 
10.0 
43. 0 
40.4 
18.8 
36.4 
31.5 

9.2 

0.  s 

18.7 
24.7 
1,5.5 
4.5.5 
14.0 
35.8 


Ft. 

0 

38.8 

6 

31.1 

0 

28.2 

16 

39.  7 

9 

28.  4 

11 

34.7 

11 

44.3 

6 

35.8 

»22 

10.2 

»  5 

8.5     ■ 

M8 

20.0 

»37 

23.  7 

M9 

14.5 

3 

23.  0 

10 

25.  6 

•35 

33.8 

Also  October,  1906.    ^  Winnsboro. 

Comparative  Crest  Stag-es  of  Rivers  of  South  Carolina, 
Cu  rent  Month  and  Past  Records. 


03 'C 

■c  c 

n-   O 


22 


3 

20 


Chart  ShoAving-  Total  Precipitation 
During  July,  1916. 


Chai-t  Showing-  Total  Precipitation  During 
Period,  July  14  to  18,  I9I6. 


-Conipleled  from  .Vugust  records. 
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RIVER  COxNDlTlONS. 

(Coiitiiiued  from  I'ago  .t1.) 

July  floods  were  maintained  by  runoff  througli  the  Broad  and 
Catawha-Wateree  rivers,  while  the  Saluda  was  in  moderate 
Hood  only.  Under  pressure  of  the  enormous  volume  of  water 
pushing  into  the  Santee,  heavy  steel  railroad  and  highway 
})ridges  were  washed  away,  and  crops  were  damaged  to  such  an 
extent  that  tlie  loss  will  probably  never  bo  fully  known.  Tiie 
Pee  Dee  System  was  also  in  flood,  due  to  a  part  of  the  same 
series  of  rains,  and  the  damage  was  particularly  severe  in  the 
Lynches  and  Black  basins,  which  were  overflowed  by  the  heavj- 
up-State  runoff  in  addition  to  the  damage  by  storm. 

In  tlie  Santee  System  the  flood  area  ranged  from  about  5,000 
feet  in  width  in  the  lower  Catawba  to  a  width  of  3  to  o  miles  in 
the  Santee  basin.  The  damage  l)y  floods  in  tlie  Santee  and  FVe 
Dee  sj'stems,  comprising  bridges,  roads,  crops,  etc.,  at  this 
writing,  is  conservatively  estimated  at  about  $10,300,000,  while 
movable  property  estimated  at  a  value  of  about  $400, (X)0  was 
saved  by  timely  warnings  of  the  Weather  Bureau.  In  the  ag- 
gregate, about  $3, '200,000  represents  the  damage  in  South 
Carolina,  and  approximately  700,000  acres  of  crops  were  af- 
fected. 

A  table  of  comparative  data  for  the  July,  191P>,  flood  and  for 
previous  floods  will  be  found  elsewhere  in  this  number,  in  ad- 
dition to  charts  showing  the  distribution  of  rainfall  for  the 
month  and  during  the  period,  14th  to  18th. 


MISCELLANEOUS    PHENOMENA. 

Fog,  Dense  (dates). — Bhiirs,  31  ;'  Centenary,  6;  Columbia, 
28;  Gaslon  Shoals,  27,  28,  30.  31;  Landrum,  19,  20;  Lihertv, 
25,26,27,28;  Mayesville  (near),  11.  12,  26;  Peker.  20; 
Society  Hill,  12. 

Hull  (  d  lie  ). — Summerville,  1 . 

Ilido  ( dates). — (SWa?-;  Mayesville  (near),  31;  Santuck,  6. 

Toru'ido  f dates). — Landrum,  15,  with  little  damage  and  no 
lives  lost;  Santuck,  15,   unroofed  dwelling,    with    otiier    minor 


ERRATA,    JUNE,     1916. 
Ci'iitMinry-— Total  i>recipitatiun.  Pagfs  J-i  and  45,  slioiil<l  be  3,1-<J. 
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DATA  FOR  JULY,  1916. 

Stations. 

Barometer-. sea 

level. 

Temperature— 
decrees  V'ahr. 

Precipita- 
tion- 
inches. 

Will 

1. 

Mean 

relative 

humidity. 

c  -■ 
"5-7 

5 

1 

1 
1 

c 

si 
i| 

5.5 

(A 

oo 

g 
c. 

CO 

H 

Asheville,  N.C.... 

29. 99 

72.2 

84 

01 

9.28 

2.38 

CO 

se. 

91  1     S2 

31 

AufTusta.  Oa 

29.98 

79.2 

92 

f.9 

8.25 

1.48 

5.7 

se. 

87 

84 

m 

Cliarloston.  S.  C... 

30.00 

79. 1 

93 

68 

11.61 

4.19 

11.2 

s. 

82 

80 

56 

Charlotto.  X.  C  ... 

30.01 

76.0 

89 

64 

\a.no 

5.04 

9.4 

s. 

90 

80 

60 

roliimbia,  S.  C 

30.00 

78.8 

92 

70 

7.  .58 

2.26 

6.7 

e. 

86  !     76 

34 

Savanniih.  (ia 

30.00 

79.4 

93 

68 

8.27 

1.91 

10.6 

se. 

85  '    84 

45 

Wilmington,  N.  C. 

30.03 

78.1 

92 

66 

10.83 

4.94 

7.3 

s. 

85  ;    85 

49 

Moans  and  ex-  1 
treines i 

30.00 

77.5 

93 

61 

10.34 

■5.04 

8.3 

se. 

87        81 

''-' 

D 


c 


U.  S.  DEPARTMENT  OF  AGRICULTURE 
WEATHER    BUREAU 

CHARLES  F.  MARVIN,  CHIEF 


CLIMATOLOGICAL    DATA 


SOUTH    CAROLINA   SECTION 


AUGUST,  1916 


» 


BY 


RICHARD  H.  SULLIVAN 


METEOROLOGIST 


WEATHER  BUREAU  OFFICE 

COLUMBIA,  S.  C. 
October  7, 1916. 


lUfi; 


AufUST,  191G. 


CLIMATOLOGICAL  DATA:     SOUTil  CAROLINA  SECTION. 


61 


U.  S.  DEPARTMENT  OF  AGRICULTURE,  WEATHER  BUREAU, 


SOUTH    CflF^OLill^fl   SECTIOr^. 
KICHAED  H.  SULLIVAN,  Meteorologist. 
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No.  8. 


GENERAL   SUMMARY. 

In  direct  contrast  to  the  storm  stress  and  excessive  precipi- 
tation of  the  ijreceding  month,  August,  1916,  was  exceptionally 
dry;  in  fact,  the  average  rainfall  of  the  month  was  close  to  the 
lowest  August  record.  While  there  were  no  marked  extremes 
of  temperature,  thermal  conditions  ranged  above  the  seasonal 
average.  Altiiough  intermittent  showers  continued  during  the 
first  half  of  the  month,  crop  conditions  improved  materialh- 
until  about  the  lotii,  but,  tiie  succeeding  dry  weather  caused 
general  deterioration  of  all  staple  crops,  except  early  corn  and 
forage.  Cotton  was  in  various  stages  of  advancement,  due  to 
drought  and  irregvilar  germination  in  early  season,  wet  weather 
in  midsummer,  and  recurring  drought  during  the  current 
month;  the  early  crop  opened  prematurely,  and  picking  began 
mucli  earlier  than  usual;  the  intei-mediate  and  late  crops  were 
shedding  considerably  and  fruiting  but  slowly,  with  much  less 
middle  yield  than  usual;  however,  a  late  season  will  increase 
tlie  j'ield  l)pyond  expectations.  Karly  corn  was  in  good  condi- 
tion at  tlie  close  of  the  month,  but  the  late  crop  was  poor. 
Sweet  potato  tubers  are  apparently  not  in  proportion  to  the 
vigorous  vine  growth.  Tol)aceo  has  about  all  been  gathered  and 
sold.  The  weather  was  especially  favorable  for  harvesting  good 
hay,  fodder  and  other  forage  crops.  Preparation  of  fall  and 
winter  gardens  and  truck  was  in  progress  at  the  close  of  tlio 
month. 


PRESSURE, 


The  mean  sea-level  pressure,  determined  from  reports  of  7 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30. Oo  inclies.  Tiie  highest  pressure  in  tlie  region 
covered  by  reports  was  8{).24  inches  at  Savannah,  Ga.,  on  the 
11th,  and  in  the  Section  proper,  80.23  inches  at  Ciiarleston  on 
the  same  date;  lowest  pressure,  29.77  inches  at  Columbia  on 
the  24th. 


TEMPERATURE. 


The  monthly  mean  for  the  Section,  determined  from 
r^epnrts  of  41  stations,  was  79.6°,  or  0.8°  above  the  estalilished 
normal.  The  highest  temperature  of  the  month  was  100° 
at  Florence  No.  1,  Florence  Co.,  on  the  16th  and  at  Blackville, 
Barnwell  Co.,  on  the  17th.  The  warmest  periods  of  the  month 
were  generally  between  the  llth  and  13th  and  on  the  15th  and 
Kith,  Init  a  number  of  stations  recorded  high  tempei-atures  on 
various  dates  during  the  latter  part  f>f  the  month.  The  lowest 
temperature  was  58°  at  Mountain  Rest,  Oconee  Co.,  on  the  2.''th. 
Th<>  coolest  wc^ather  of  the  month  occurred  generally  In-tween 
tile  ]9th  and  22d  and  at  tlie  close  of  the  month. 


HUMIDITY, 

The  mean  relative  humidity,  determined  from  reports  of 
(  regular  W'eatlier  Bureau  stations  in  and  surrounding  the 
Section,  was  as  follows:  8  a.m.,  8C)%  ;  8  p.m.  77%.  The 
highest  percentages  occurred  over  the  extreme  eastern,  southern 
and  northwestern  counties,  and  tlie  lowest,  in  a  narrow  l)elt 
extending  from  middle  Georgia  to  the  Congaree  watersiied  and 
thence  to  the  middle  coast. 


PRECIPITATION, 

The  average  for  the  Section,  57  stations  reporting,  was  3.27 
inches,  or  2.99  inches  below  the  established  normal.  In  time, 
precipitation  was  confined  principally  to  the  first  15  days  and 
the  last  week.  On  the  whole,  the  showers  were  spasmodic  and 
were  generally  light  in  quantity,  except  in  Berkley  Co.,  where 
the  rains  were  frequent  and  intermittently  lieavj'.  Over  the 
middle  and  lower  coastal  plains  and  in  portions  of  the  upper 
Savannah  and  lower  Catawba  watersheds,  the  amounts  ranged 
from  4  to  over  10  inches,  while  over  a  broad  belt  extending 
from  middle  Georgia  to  middle  North  Carolina  the  measure- 
ments were  below  normal  and  ranged  downward  to  less  than 
2  inches.  The  greatest  local  monthly  amount  was  10.91  inches 
at  Pinopolis,  Berkely  Co.;  least  local  monthly  amount,  1.15 
inciies  at  Mayesville  (near),  Sumter  Co.  The  greatest  24-hour 
rainfall  at  any  station  was  4.16  inches  at  Pinopolis,  Berkeley 
Co.,  on  the  28th.  The  average  number  of  rainy  days  was  27% 
below  normal.  

WIND, 

The  prevailing  winds  were  from  the  southwest.  The 
average  hourlj'  velocitj^,  determined  from  7  anemometer  records, 
was  6.7  miles.  The  highest  average  velocity  in  the  region 
covered  l)y  reports  was  9.4  miles  per  hour  at  Savannah,  Ga., 
and  in  t!ie  Section  proper,  8.7  miles  per  hour  at  Charleston; 
lowest  average,  4.4  miles  per  hour  at  Augusta,  CJa.,  and  in  the 
Section  proper,  5,8  miles  per  hour  at  Columbia.  The  highest 
velocity  for  any  5-minute  period  was  48  miles  per  hour  from 
tiie  east  at  Savannah,  Ga.,  on  the  28th,  and  in  the  Section 
proper,  31  miles  per  hour  from  the  northeast  at  Charleston  on 
the25tli.  

SUNSHINE   AND    CLOUDINESS, 

•  The  average  monthly  sunshine,  determined  from  7  auto- 
matic records,  was  261.7  hours,  or  64%  of  the  possible  amount. 
'I'he  average  number  of  clear  days  was  16;  partly  cloudy,  10. 
and  cloudy,  5,  as  against  normals  of  12,  12,  and  7  days, 
respectively. 

RIVER    CONDITIONS, 

The  runoff  of  the  July  rains  maintained  Hood  stages  in  the 
several  rivers  until  the  folloAving  dates:  Black  River,  5th; 
Edisto  River,  3d;  Lynches  River,  4th;  Santee  River,  19th; 
^\'accamaw  River,  14tli.  At  the  close  of  the  month  all  rivers 
of  the  Section  were  uniformally  low. 


it 


MISCELLANEOUS    PHENOMENA. 

Ki,rfIi(jii(iLc     (diitc) . — Sumnierville,     14,     1:18    p.m.; 
tremor. 

Fog  (dates).— Contenary,  4,  6,  15,  18,  22,  26;  Darlington, 
18,  22;  Landrum,  1,  6;  Liberty,  1;  Mayesville  (near),  7,  18, 
22;  Pelzer,  1;  Rimini,  4,  6,  7,  22,  27;  Santuck,  3,  6;  Societv 
IliU,  6,  7.  8,  26,  27,  28,  31. 

Hah  (d(tte). — Solar:   Santuck,  11. 

Hail  (date). — Darlington,  25;  IMonetta,  27. 


MISCELLANEOUS  DATA  FOR  AUGUST,   1916. 


Stations. 


Ashevillp,  N.C.... 

Aiisriistiv.Oii 

Cliiirlpston.S.C... 
Chnrlolte.  N.  C  ... 
Cohiiiibiii.S.  C... 

Siivaiiiiah,  (i;i 

Wilniiufftoii,  N.O. 

Means  and  ox-  j 
tronies i 


Tempprattire— 
degrees  Fahr. 


30.04 

72.6 

30.02 

81.1 

30.03 

81.8 

30.03 

77.6 

30.03 

80.2 

30. 03 

81.5 

30.03 

79.0 

30.03 

79.1 

1 

Precipita- 
tion- 
inches. 


Wind. 


2.  80 
2.20 

3.  H) 


3.65 


1.11 
0.90 
1.20 
1.04 

2.  no 

2.  32 
0.61 

2.32 


Mean     '  d  , 

relative     '^j 

humidity.  I'd!: 


5.1 
4.4 
8.7 
7.6 
5.8 
9.4 
6.2 


nw. 

93 

80 

se. 

85 

71 

sw. 

79 

78 

ne. 

87 

75 

ne. 

85 

70 

,  se. 

85 

82 

sw. 

86 

82 

;  .se. 

86 

77 

39 
63 
75 
74 
61 
fiS 
70 


62 
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August,  1916. 


Cliiaatolog-ical  Data  for  Au^pust,  1916. 


Slatiiiiis. 


Counties. 


Knxlerii  PorUnii. 

Allemliile lianiwcll  .. 

Beaufort Heaufoit  . . 

Hlac-Uvillo Karnwcll... 

Bowinaii Orausi'burg 

Centenary .Marion 


Cliarleston Charleston  . 

CliL-raw Clie.sterHeld 

Conway Horry 

Darlington Darlington  . 

Dillon Dillon 


186 

2L 

290 

IBO 

43 

4S 
144 

25 
175 
100 


Kdisto  tt liainberg  . . 

Kltinghani I'^loreuce  .. 

Ferguson Oruugebnrf 

Kloi fuoe  1 Florence 

Florenee  2 tlo  . 


Temperature,  in  degrees  Fahr. 


ni 

>> 

c— 

■^ 

£  S 

5  o 

^ 

„  be 

g.s 

"5 

a 

9 

lU 

?" 

1)  *- 

a 

o 

ti 

o 

- 

C 

^ 

Precipitation,  in  inches. 


Numberof  days,  j    o 


=„j   '*-  S 


i-        Vol    U 


Observers. 


Georgetown Georgetow  ii  . . 

Kiugstree Williamsburg 

Mayesville  (near) Sumter 

Oaks  

Finopolis** 


(i'eorgi'town  . 
Berkeley  . . . . 


Kimini Clarendon.. 

St.  (ieorge 1  Dorchester  . 

St.  Matthews j  Calhoun 

Society  Hill Darlington 


Suniinerville '  Dorchester. 

Wallerboro !  Colleton   .. 

Whitehall  (near) ! do 

Yemassee Ihuiipton  .. 


75 
69 

4 
24 


Division  means  and   extremes 


W'fslriii  I'litiinii. 


.\iUi.u  Aiken 627 

,\iiiler>ou   Anderson   ;  764 

Bate-burg I,e.\inglon 650 

Hlairs '  Fairlield '  29;i 

Calhoun  Falls Abbeville ;  608 


Camden !  Kershaw.. 

t:ata«  ba  York  

('happens j  Newberry 

Clpm.<on  College Oconee  . . . 

Columbia I  Itichland  . 


222 

51)2 
4(r2 
850 
351 


Monetta '  Saluda  . . . 

Mountain  Rest Oconee  . . . 

.\'e«  berry New  berry 

I'elzer Anderson. 

Saluda  Saluda 


SiiiUuck 


Union 612  !  23 


4(10 
1.S80 
502 
850 
536 


Spartanburg Spartanburg 875 

Trenton Kdgelield ;     620 

Walhalla Oconee 1061 

Wliiti'Oak Fairtield 548 

Winlhrop  College  tt..    York 690 


Division  means  and   extremes  . 
Section  means  and   extremes. 


143  2S 

100  23 

03  I  30 

136  j  27 

136  1 

12  21 

54  j  27 

70  1 

1 

54  66 


109  '  27 
02  20 
192     24 


20 


ICdgelii'ld '  Kdgelield 1 2 

Gaston  Shoals  tt Cherokee ;     080       3 

Greenville ,  (Jreenville ,     989  I  23 

(ireenwood i  Greenwood ;     671  j  27 

lleathSpriug Lanca.sler 668  115 

Kersliaw Kershaw 500  i 

Landrum Spartanburg '  lOta  I     1 

Lilierty I'ickens i     900  :  17 

Little  Mountain Newberry '     711   !  23 

.Meriwether     Kdgetield   I    450  i  13 


80.4 


81.9 
79.6 
79.8 

81.8 

78.8 
78.4 
80.1 
'■73.  8 


+  1.3 
+0.2 


81.6 


82.4 
80.9 
80.0 
'81.6 
78.4 


+1.5 
+0. 2 
-0.9 
+  1.3 
-0.1 


+1.3 


+2.  .3 
+  1.1 


+0.5 


81.6 

81.4 
80.0 


+  1.7 
+2.1 
+  1.6 


80.6  ,   +1.3 


79.6 
80.4 


80.6 

'78.0 

78.7 


77.  6 
80.2 


-0.6 
+0.9 


+0.3 
0 
0 


100 
95 
97 

97 
96 
92 
9(! 
'94 


r23 


94 
100 


17 

tl3 

16 

13 

tl2 

16 

tl2 

tl2 


62 


27 


til 
16 


63 


24 

tu 

28 
tl6 
tl6 


24 

tlv> 

16 


95       tlO 


21 
20 
20 

30 

t20 

21 

20 

tl4 


tl4 


tl9 
20 
20 
21 
30 


36 


t20 

t20 
tl4 

20 


96 
ICO 


-0.1 

+  0.7 


79.4  I   +4.2 
78.0  I   -0.8 

77.7  [-1.7 

78.  S  I 

76.  9  I 

78.9  1   +0.  S 

80.4  :   +1.0 
_l 

79.  8  i 

73.8  I 

80.5  i   +1.1 


95 
90 

98 


17 

tic 


62  j     f20 
CO  ',     tl4 


tl2 
16 


16 

tl3 
13 

tl2 

12 

tl2 

tl3 


62 
60 

CO  ! 
I 
59 
60 
62 
62 


t28 
20 
21 

21 
21 
28 
30 


2.79 
4.08 
3.04 

3.10 
1.85 
3.42 
1.62 
3.29 

5. 34 
2.37 
3.29 
.3.38 
3.53 


2.00 
3.50 
1.  15 
3. 21 
10. 91 

6.22 
6.31 
4.53 
2.19 

2.79 


-4.54  !  0.43 


-2. 98 
-1.84 


-3.87 
-4.54 
-3.64 
-3.  43 
-1.72 

-1.00 
-4.04 
-4.04 
-2.07 
-1.92 

-4.44 
-3. 28 


+3.82 


27 
36 


79.8  ;  +0.4 
79.6  '  +1.0 


17  I 


79.4 
79.  4 


80. 0 
77.3 


7S.8 
79.6 


+  1.5 
-0.2  i 


+  1.8 
-1.3 


+0.3 
+.08 


96 
90 


100 


tlO 
tI2 
tlH 

'YV2 
27 

tl2 
tlO 


59 

0(r 
"01 
03 

(Vi 
02 

58 
58 


34 
28 
31 

33 
31 
29 
27 


21       30 
26       30 

t21       31 


21        34 


21 
30 
2(1 


26 
25 


35 
•'31 
29 

'28' 
30 

36 
30 


6.96 
5.60 


3.74 


1.95 
2.38 
3.43 
2.81 
4.53 

2.39 
2. 94 
1.82 

2.  31 

4.87 

2.15 
2.14 
1.25 
2.60 
2.93 

2.81 
1.53 
2.64 
1.59 
1.43 

4.29 
6.  59 

3.10 

3.  (10 
3.  7(1 

2.17 
1.25 
2. 23 
5.  82 
2.  3i; 
4.13 

2.88 
3.27 


-0.17 
-1.20 
-3.77 

-5.23 


-1.19 
-2.  70 


-3.79 
-3.61 
-2.  59 
-1.82 
-0.33 

-2.99 
-2.43 

-3.68 
-3.  16 
-1.91 


0.94 
1.85 
1.33 

1.20 
0.53 
1.78 
0.38 
1.08 

1 
2.89 
0.63  I 
1.70 
1.94 
2.12 

1.20 
1.11 
0.62 
1.48 
4.16 

1.76 

1.88 
2.00 
0.63 

1.28 


5     10 


6  20 
9     18 

7  I  11 


0  9 

0  I  10 

0  !  5 

0  I  10 
0 


5 
10 

7 

10 
14 


0  10 

0  10 

0  ;  6 

0  :  12 


-3.32 
-4.83 
-2.  96 
-3.  42 


-4.12 
-3.71 
-3.43 


-2.  28 
-1.49 
-■J.  17 

-3.  05 
-4.40 
-4.25 
-0.20 
-3.21 
-1.C.8 

-2.73 
-2.99 


2.00 
1.52 


4.16 


0.93 
0.61 
1.18 
1.10 
2. 07 

1.06 
1.50 
1.60 
1.43 
2.(0  j 

0.45 
0.65 
0.  42 

0.  85 
1.05 

1.24 

0.56 
1.10 
0.86 
1.03 

1.56 
2.00 
1.85 

1.  12 

0.98 

0.  73 
0.  ('5 
1  02 
1.:5 
(I.  TO 

2.  00 

2.  07 
4.  10 


0  :   8 

0  i  11 


10 


9  I  16 


0  11 

0  i  7 

0  1  8 

0  I  9 

0  '  9 


0     11 
0     12 


7  j  21 

21       8 

2     23 


24 


0  i  8 

0  I  3  i  22 

0  1  11  !  9 

0  6  1  20 

0  5  U 


13     16 


w. 
sw. 


sw. 
sw. 


se. 
\v. 
sw. 


sw. 
ne. 


sw. 
sw. 


sw. 
sw. 

sw. 

sw. 

sw. 


R.  B.  Vance. 

Miss  Lillian  H.  Rice. 

Mrs.  D.  B.  Sanders. 

B.  O.  Evans. 

D.  L.  Carmichael. 

U.  R.  Weather  Bureau. 

.1.  II.  Powe. 

Paid  (Juattlebainii. 

D.  C.  McCall. 

A.  K.  Rowell. 

Nathan  .Tenkins. 

H.  B.  McCall. 

Joseph  P.  Simons. 

H.  Iv.  Gilbert. 

Pee  Dee  Flxperimeiit  Sta. 

A.  P.  Hazard. 
A.  O.  Matthews. 
Lewis  E.  Warren. 
O.  M.  Mitchell. 
MissE.  P.  Kiivenel. 

William  B.  Wolfe. 
R.  S.  Weeks. 
.1.  .S.  Wannamaker. 
T.  S.  Lucas. 

MissE.  II.  Gad.sden. 
.1.  A.  Westerberg. 
Special  Rice  Exp.  Station. 
J.  (i.  Hutson. 


W.  M.  Brown. 
H.H.  Russell. 
E.  J.Hite. 
J.  N.  Owens. 
L.  M.  Parker. 

W.  C.  Brown. 

James  C.  Faris. 

.1.  .1.  Mnrraii. 

Prof.  F.  II.  H.  Callioun. 

U   S.  Weather  Bureau. 

J.  A.  Townsend. 
Harry  A.  Parshall. 
J.H.  Woodside. 
M.  M.  Calhoun. 
J.  Marvin  Bowers. 

John  W.  Hamel. 

R.  Hartwell  Wilds,  D.D.S 

John  T.  Boggs. 

J.  M..Sease.  M.D. 

William  S.  Middleton. 

Jo.seph  M.  .lohn.son. 
J.  H.  Brow  11. 
Warren  G.  Peterson. 
,Io>hiia  Y.  .(ones. 
Mrs.  F.  V..I.Maxwi'll 


E.  W..leter. 

F.  P.  Robinson. 
Mrs.  .S.  K.  Long. 
H.  W.  Brandt. 

T.  G.  Patrick  A  Co. 
W.  P.  Goodman. 


The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  u.sed  in 
determining  .section  or  division  means.     Reference  letters  (»,  ^,  ^),  appearing  in  the  table  indicaie  number  of  days  mi.ssing;  for  example,  ''  represents  two  days  missing,  etc. 

t  Also  on  other  dates,  ti  Received  too  late  to  be  included  in  means  and  summaries.  '*  Temperature  ilata  are  from  observed  readings  of  tlie  dry  bulb;  means  are  com- 
puted from  observed  rea<liiigs.     tt  Postotlice  addresses  of  tliese  stations  are  as  follows:     Of  Edisto.  I'jiibree;  of  Gallon  Shoals,  (Jaffney;  of  Wintlirop  College,  Rock  Hill. 

T.  Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


A  CGI- ST,  lyui. 


CLl.M.VrULOCUCAi.    DATA:    SOUTH    CAROLINA    SECTION. 


Daily 

Precipitation 

for 

Aug-ust,    1916. 

Watershed. 

Day  of  month. 

Stations. 

1 

2 

3 

4    1    5    ,    6 

' 

8 

9   j  10 

11 

12 

13  1  14  1  15  1  16 

17 

IS  '  19  ;  20  '  21  '  22 

1 

23 

24 

25 

26 

27 

28 

29 

30 

31 

0 

pjistent  i*('rtioii. 

Ali.-n.liilellll 

Hcjiiilort 

Black vi lie  nil 

liowinaii 

(Viiteiiary 

t'hiu-leston  •" 

chiTiiw  nil 

Savannah 

1 

1 
42 

.10 
'.'15 

.22 

'.'26 
f.' 

.... 

'.•i2 

'.'65 

.05 

.... 

'.'•26 
T. 
.5! 
T. 

.11 

! 

43 

1  2'^ 

Coast 

Kdisto 

do 

Pee  Dee 

(;oast 

Pee  Dee 

".ii 

'.'58 
1.33 

'.'■27 

'.'30 

t'. 

.06 

1.85 
.58 
.02 
.08 

.06 

.15 
.07 
•0-2 
.76 

.'is 

.... 

'i'.' 

T. 

.04 

.35 
.01 
.21 
.25 

'.'65 

.... 

't. 

.06 
T. 

'.'68 
.09 
.33 
.01 

't.' 

T. 

't. 

■.'94:!;;; 

T.     .  16 

T.  1  .  70 

'.'55 



"2' 79 
4.08 
3  04 

. . . . 

.04 

.30 

.31 

.09 

T. 

1.20 
03 

.08 
.53 
L78 

.36 

3.10 
1  85 

.01 
T. 

.02 

■.'65 
..32 

.74 

'.'05 
.90 

.28 

.53 

.06 
T. 
2. 8!) 
.63 
.22 
.07 

.'so 

LU 

'.'ia 

.01 
.08 
1.88 
.37 

f.' 

T. 
.02 

.20 

T. 

T. 

T.     .78 

3  42 

r)arIin*'ton  i|!|            

Pee  Dee 

.38 
.20 

'.'si 

1.'94 
2.12 

T. 

.08 

.08 
1.08 

.'67 
.06 

'.'22 

'.'78 

1  52 

Little  Pee  Dee 
Kdisto 

.15 
.20 

'.'23 

.80 

3  29 

Fili-ito  nil 

'.'63 

'.'•24 
.07 

.28 

.03 
.14 
.03 

.33 

.10 

.21 
.46 
1.70 
.65 

5  34 

'.'26 

.19 
.05 

2.37 
3  29 

Santee 

Pee  Dee 

.05 

Floivnoo  mil 

.23 
.14 

'.'44 

.17 

'.'03 
.15 

. . . . 

.25 
.04 

3.38 
3  53 

do 

.06 

T. 

T. 
T. 

T. 
.25 

.87 

.67 
1.20 

.20 
.62 
.54 

.44 

.20 

2  60 

Black 

.10 
T. 

i.'oo 

83 

.05 

T. 

.12 

.05 

.35 

.06 

.40 

.12 

T. 

.06 

'.'6i 

.05 
.11 

.60 
.01 
.04 

3  56 

do 

.02 
.42 
.06 

'.'25 
1.41 

'.'57 

.04 
.01 

.05 
.01 
2.  70 
.55 
.40 
.11 

'.'66 

f.' 
.33 

.33 

.01 
.14 
1.04 

1  15 

Oaks            

do 

1.48 
4.16 

3  21 

Cooper  

.03 
.03 

.06 
.'66 

".oh 

.05 

.22 

i.'io 

.07 

.30 

10  91 

Santee 

Edisto 

1.76 

.01 

2.00 

1.31 
1.70 
1.05 

.28 
.22 

6  22 

.15 

.06 

6  31 

St   Matthews  |||| 

Santee  

.90 

.25 
.24 

.10 

4.  .53 

2.19 
2.79 

Society  Hill  |||| 

do 

.\shley 

.18 

.01 

'.'06 

.10 

.26 
T. 

.40 
T. 

.01 

't.' 

.01 
T. 

.53 

.12 

1.28 

.29 

Walti'i'boro 

Ashepoo 

Whitehall  ( near) 

1.80 
T. 

.02 

!.'52 

.'66 

.16 
.03 

08 

.12 

.50 
1.35 

'.'63 

.11 
.49 
.32 
.22 

30 
.13 

'.'io 

1.00 
.24 

.93 
.61 

'.'26 
.31 
.14 

2.00 
.74 

■.'69 

5  96 

do 

.14 

.20 

.11 

f.' 

.43 
.11 

5.50 

Kdisto 

Savannah 

.05 

.03 

'.■55 

.It 
.20 

.27 

.15 

1  95 

.28 
T. 
1.10 
2.07 
.40 

i.'ct' 

.10 
1.31 

.4r 

.31 

.05 
1.4-2 

.08 

.6S 

.42 

T. 

.02 

.10 
.40 
.04 
.41 
1.06 
1.50 

'.04 
.02 

.46 

2.38 
3. 43 

2  81 

Hati'sbiirg  |||| 

lilairsllll                 .... 

Kdisto 

IJroad 

Savannah  . . . . 

.60 
.03 

.42 
.35 

.10 

'.'25 

1.18 

.37 
.60 
.23 
.35 
.43 
.22 

Calhoun  Kails  l||| 

.42 
T. 

.33 

.21 

0' 

4  53 

Camden  |ill 

Wateree 

Catawba  

Saluda 

.08 

.10 

.26 

T. 

'.'is 

2  39 

Catawba  1111 

.22 

.09 
T. 

T. 
.88 

'.'65 
T. 

.15 

T 

2  94 

Chappells  |||| 

T. 

1  82 

Savannah  

f.' 

'.'62 

f. 

't.' 

.40 
.02 

.15 

1.43 

T. 
.23 

63 

2.31 

Columbia  '**    

CtoiiKaree 

Savannah  

liroad 

SaliuUi 

.C9 

.20 

.23 

.04 

'.'26 

.04 

1.29 

.30 
.54 
.42 
.05 
1.05 

'.'06 

4  87 

Ivlgelield  III!     

.10 
.42 
.27 

OS 

.30 

.30 

.1(' 

T. 

.0: 

2  15 

(iaston  Shoals  |||| 

.05 

'.'ic 

.85 

T. 

.08 

T. 

2.14 

.28 

1.25 

do 

.13 

2  50 

Wateree 

Lynches 

Broad  

Savannah  

Saluda  

.32 
.09 

'.'io 

T. 

.04 

.18 

.34 
.09 

'.'47 

t.' 

.11 
.05 

03 
T. 

.0*- 

09 

.76 

2.93 

.02 

.05 

.04 

1.24 

2.  SI 

.20 
.06 

.19 

.56 

.02 

.36 
1.10 
.86 

1.53 

Ln)erty 

.04 

.02 

.45 

.02 

.02 

.25 

2  64 

Little  Monntain 

.24 

.03 

1  59 

1  0'5 

41 

1.43 

K.listo 

Savannah  .... 

.74 

T. 

.02 

.07 
.95 
.16 

.02 
.04 
.62 

■2.' 60 
T. 

.39 

'.'62 

.30 
.02 
.05 

.07 

.01 

.10 
1.30 

1.01 
'f.' 

T. 

1.56 

'.'46 
1.06 

.37 
.72 
.62 

1  0'' 

'.'26 

4.29 

Mountain  Rest  .. 

1.08 

.01 

.02 

.45 

.50 

6  59 

1.86 
.41^ 

.9? 
.12 
T. 

3  16 

I'elzerllll 

do 

.62 

.06 

.80 

.06 
.01 

'.'03 

3.00 

Saluda 

do 

'.'20 
T. 

..55 

.5= 
.73 
.30 
.46 
1.35 
.41. 

'.'26 

.85 

.27 

.06 
'f.' 

3.70 

Broad 

T. 

.08 

"(ift 

.01 

■.'65 

.11 

2.17 

Spartanbnrgr  |||{ 

do    

T. 

i'lio 
T. 

T. 

.25 

1  25 

Trenton  ...         

Kdisto     

.75 
1.32 

T. 
.02 

2  23 

Walhalla 

.08 
.03 

.73 

.01 

.40 

.02 

.25 

.64 
.75 
.76 

5.82 

White  Oak 

Broad  

Catawba 

.30 

'.'56 

■.'72 

T. 

.76 

.03 
2.0( 

T. 

2.86 

Wiiithrop  College 

.15 

4  13 

Kxcept  as  otherwise  indicated,  observations  are  (generally  made  late  in  the  afternoon,  near  snnset.  and  precipitation  recorded  is  for  the  24  hours  endins:  at  the  lime  of 
observation.  ||l|  Precipitation  mpasurp<l  in  the  moriiiufr:  amount  then  recorded  is  for  the  preceding  24  hours.  ***  Regular  Weather  Bureau  station:  precipitation  is  for  the 
2J-hour  period,  midnight  to  midnight.    *  Precipitation  inchideii  in  the  next  following  measurement,    t  Separate  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  0.01  inch. 


COMPARATIVE  DATA  FOR  ATJGTTST. 


Year. 


18S7. 
1S8S. 
1889. 
18".K), 
1891. 
18'.r2. 
IS'.B. 
1894. 
189.^. 
1896. 
1897. 
189S. 
1899. 
1900. 
I9'l|. 


Temperature. 

Precipitation. 

Average  niim 
days. 

jer  of 

^■5     j 

5 

0 

i     III  k 

Clear. 

5 

77.8 

101 

49 

77.8 

102 

50 

74.4 

97 

45 

77.1 

96 

51 

78.9 

98 

55 

79.5 

96 

.59 

77.5 

97 

57 

1      77.9 

102 

55 

79.4 

101 

.55 

80.4 

105 

.52 

78.0 

102 

57 

78.7 

99 

57 

81.2 

103 

59 

83.0 

106 

60 

78.6 

97 

57 

78.6 

104 

.55 

0.54 

11 

10 
12 
9 

sw. 

4.53 

6.37 

s. 

4.25 



svv. 

8.79 

4.42 

ne. 

2.  45 

13 

1(1 

9 

12 

sw. 

7.28 

11 

10 

13 

8 

sw. 

7.95 

13 

(1 

11 

8 

sw. 

4.14 

7 

14 

12 

5 

sw. 

,5.  16 

9 

13 

9 

9 

sw. 

9.81 

18 

8 

U 

12 

sw. 

6.26 

10 

12 

11 

s 

sw. 

2.  13 

5 

21 

9 

1 

sw. 

9.01 

15 

/ 

14 

10 

s. 

5.07 

12 

14 

10 

' 

sw. 

Year. 


1903. 
1904. 
1905. 
1906. 
1907. 
1908. 
1909. 
1910. 
1911. 
1912. 
1913. 
1914. 
1915. 
1916. 


Temperature 

Precipitation. 

Average  number  of 
days. 

■s     1 

^ 

M 

^^ 

>>>, 

>> 

1 

1 

Avera 
daysw 
O.OUn 
or  mo 

a 
S 
0 

p-,o 

•0 
0 

Period . . . 


80.6 

105 

60 

7.15 

12 

15 

9 

77.6 

102 

54 

8.47 

14 

12 

9 

77.9 

107 

46 

5.  69 

11 

15 

8 

80.6 

100 

60 

6.  62 

15 

7 

17 

79.4 

101 

.54 

5.41 

9 

13 

13 

78.6 

100 

49 

9.11 

10 

12 

11 

78.8 

104 

53 

4.83 

8 

15 

12 

79.0 

101 

60 

0.(K) 

10 

11 

12 

80.0 

104 

•     51 

6.05 

12 

10 

15 

i       79. 2 

104 

o4 

.3.69 

9 

16 

8 

78.9 

109 

56 

3.76 

9 

15 

9 

79.0 

101 

56 

5.88 

13 

9 

15 

78.8 

102 

52 

7.62 

14 

11 

11 

79.6 

100 

5S 

3.27 

8 

16 

10 

78.8 

109 

45 

6. 26 

11 

12 

12 

SW. 

10     sw. 

8       sw. 
SW. 

5     sw. 

8 

4 

8 

0  I  sw. 

7  I  sw. 

sw. 

sw. 

sw. 

sw. 


7     sw. 


64 


CLIMATOLOGJCAL    DATA:    SOUTH    CAROLINA    SECTION. 


August,    11)10 


Daily  Temperatures  for  August 

,   1916 

stations. 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

. 

13 

14 

15 

16 

'' 

18 

19 

20 

21 

22 

23 

•24     25     26  ;  27 

:      1      ! 

2S 

29 

30 

31 

Mean. 

Eastern  Portion. 

1 

Alloudiile  W 

)  Maximum  . . . 

89 

88 

87 

95 

91 

88 

91 

89 

90 

94 

96 

94 

95 

86 

95 

87 

96 

92 

90 

91 

92 

92 

98 

98 

94 

96     97     97 

80 

79 

88 

91.4 

■  •  (  Miuinunn 

72 

73 

72 

71 

75 

72 

70 

71 

70 

72 

72 

76 

74 

73 

73 

74 

74 

74 

68 

71 

64 

64 

64 

64 

64 

65!    (i2     03 

66 

67 

66 

(i9.  5 

Rpnnfort             

)  Maximum  . . . 

.... 

.... 

.... 



BlackvilleW 

•  ■  (  Minimum 

)  Maximum  ... 

"9i 

"89 

"89 

"93 

"93 

"94 

"94 

"96 

.... 
92 

"95 

"97 

"96 

"94 

"87 

"95 

"98 

'ioo 

"96 

"g7 

"95 

.   . . 
92 

"98 

"99 

"97 

"97 

"gs'ggi'gi 

"'88 

"87 

"89 

........ 

94.  1 

••  (  Minimum 

71 

73 

69 

70 

74 

70 

71 

70 

69 

72 

71 

76 

71 

69 

72 

73 

73 

75 

66 

63 

62 

65 

71 

70 

68      68      67 

70 

67 

63 

69.7 

S  Maximum  . . . 

90 

90 

85 

92 

91 

90 

91 

90 

89 

90 

93 

94 

95 

92 

90 

94 

95 

94 

90 

89 

85 

94 

95 

95 

93 

91      93      93 

90 

86 

85 

91.  I 

Bowman 

■  ■  (  Miuimum 

68 

69 

68 

67 

68 

69 

08 

69 

68 

68 

68 

72 

72 

73 

70 

72 

71 

70 

66 

60 

62 

65 

68 

69 

70 

68      69     70 

68 

66 

64 

68.2 

Centonary 

j  Maximum  . . . 

86 

70 

87 
68 

86 
70 

90 

70 

91 

74 

90 

73 

90 

90 
72 

89 

93 
73 

93 

95 

95 

84 
64 

90 
68 

97 

92 
74 

91 

68 

90 
62 

88 

88 
63 

93 
61 

96 
68 

95 

89 
68 

91 

95;     96 

79 

82 

86 

90.2 

■■  (  Minimum 

71 

71 

74 

76 

75 

75 

60 

72 

72 

68i     71 

68 

67 

63 

69.3 

j  Maximum  . . . 

88 

85 

83 

87 

87 

85 

86 

92 

90 

95 

90 

93 

97 

80 

87 

96 

93 

88 

88 

87 

84 

87 

9( 

94 

86 

89 

86:     91 

86 

81 

84 

88.2 

Cliarleston 

■•  \  Miuimum 

74 

75 

73 

76 

75 

75 

78 

75 

75 

78 

77 

78 

79 

77 

7/ 

7H 

78 

76 

74 

73 

73 

76 

76 

79 

71 

74 

77:     76 

72 

71 

74 

76.5 

Clieraw  '5>5 

S  Maximum  . . . 

89 

74 

84 

90 

92 

91 

91 

89 

90 

93 

94 

96 

93 

80 

89 

96 

89 

90 

89 

90 

93 

94 

96 

91 

89 

92 

941     92 

68 

81 

87 

89.2 

■■  (  Minimum 

7(1 

70 

68 

69 

72 

72 

70 

71 

71 

71 

74 

75 

75 

61 

68 

74 

72 

08 

65 

60 

60 

63 

67 

08 

68 

68 

68     71 

68 

64 

61 

68.5 

Conway  V^'J 

j  Maximum  . . . 

82 

88 

82 

88 

89 

89 

83 

86 

89 

88 

89 

90 

89 

80 

85 

92 

89 

86 

85 

83 

83 

86 

87 

90 

82 

86 

84,     83 

78 

78 

81 

85.5 

■  ■  i  Minimum 

70 

74 

71 

73 

76 

73 

73 

73 

72 

75 

76 

78 

7/ 

09 

66 

76 

76 

69 

64 

63 

62 

64 

71 

75 

73 

73 

70;     74 

69 

68 

6f> 

71.3 

Darlington  S^'J 

j  Maximum  . . . 

87 

82 

86 

92 

94 

91 

92 

89 

89 

94 

95 

96 

95 

84 

91 

96 

94 

91 

90 

90 

94 

gi 

95 

93 

87 

92 

96i     96 

73 

83 

88 

90.5 

••  1  Minimum 

70 

70 

70 

7C 

74 

73 

70 

72 

71 

74 

75 

76 

62 

66 

75 

73 

69 

65 

61 

63 

64 

70 

70 

68 

69 

71      73 

7' 

66 

63 

69.7 

)  Maximum  . . . 
(  Miuimum. . . . 

85 
71 
87 
71 

82 
69 

87 
71 

85 
70 

87 

90 
70 
92 

89 
72 
90 

89 
73 

88 

89 
71 
88 

93 
73 
92 

92 
75 
94 

94 
78 
94 

93 
64 
94 

80 
63 
81 
72 

89 
09 
91 
72 

94 
74 
94 

90 
74 
93 

90 
68 
90 

89 
65 
89 
75 

88 
63 
88 
74 

88 
65 
89 
73 

93 
63 
92 
74 

93 
7(. 
93 

91 
73 
93 

83 
67 
89 

89 
70 
92 

go|    92 

-0     73 
911    92 
|_ 

75 
&i 
86 
69 

8C: 

80 
67 
79 
69 
84 

83 
64 
85 
69 
85 

<-  88.2 

Dillon 

Fergnson  'J'5 

)  Maximum  . . . 
* '  t  Minimum. . . . 

"91 

"92 

''  69.  4 

89.8 

Florence  1  % 

Maximum  . . . 

89 

84 

"89 

"9.5 

■% 

"94 

"94 

"92 

"94 

"97 

"9s 

"99 

"99 

84 

93 

'ioo 

"95 

"94 

93 

93 

92 

97 

"gs 

"94 

"88 

"'gs 

"'94  "gg 

92."8 

•■  i  Minimum 

70 

71 

70 

71 

74 

73 

72 

72 

70 

72 

75 

77 

76 

63 

64 

74 

75 

71 

67 

63 

66 

66 

70 

74 

68 

71 

71'   73 

71' 

67 

65 

70.4 

(  Maximum  . . . 

90 

91 

91 

9C 

90 

90 

91 

91 

92 

94 

95 

9.S 

98 

84 

91 

99 

94 

95 

93 

92 

91 

9:!. 

g4 

99 

90 

92 

g3    90 

9; 

89 

8!- 

92. 2 

Georgetown 

•■  (  Minimum  — 

71 

72 

72 

73 

75 

73 

73 

74 

73 

76 

76 

78 

78 

71 

73 

77 

76 

76 

65 

e." 

67 

67 

71 

76 

76 

74 

71!     79 

7C 

67 

68 

72.6 

KingstreoS'^S'i 

j  Maximum  . . . 

88 

89 

89 

93 

93 

90 

92 

91 

91 

95 

96 

95 

95 

81 

92 

96 

94 

91 

90 

87 

89 

94 

g5 

95 

90 

92 

94    g4 

82 

81 

87 

91.0 

••  (  Minimum 

70 

73 

71 

72 

75 

73 

72 

72 

71 

74 

75 

77 

74 

70 

67 

74 

75 

71 

67 

63 

6f' 

65 

67 

76 

67 

70 

72!     74 

6.. 

68 

66 

70.8 

Mayesville  (near). 

\  Maximum  ... 

87 

88 

87 

91 

93 

92 

93 

90 

89 

93 

94 

95 

96 

82 

92 

96 

93 

91 

89 

89 

88 

93 

95 

9-^ 

89 

92 

gs;  g7 

8- 

82 

87 

90.8 

• "  (  Minimum 

69 

69 

70 

7C 

70 

71 

71 

71 

68 

72 

72 

76 

75 

68 

7( 

73 

73 

70 

63 

61 

63 

64 

68 

70 

72 

68 

701     72 

6i 

67 

63 

09.3 

Oaks 

j  Maximimi  ... 

85 
74 

86 

75 

86 
75 

89 

88 

88 
79 

89 
76 

89 

78 

?? 

92 

80 

93 

93 

94 

8h 

90 

95 
83 

93 

80 

91 

89 
70 

90 
62 

89 
61 

91' 
62 

96 
67 

87 

93 

9%    92 

82 

80 

85 

'  89.5 

■  *  (  Mininunn . . . . 

77 

76 

/  / 

80 

^o 

83 

72 

79 

70 

72 

68:    70 

6; 

68 

65 

■'  73.  5 

St.  George  % 

)  Maximimi  . . . 

88 

90 

87 

9& 

92 

90 

91 

89 

9(' 

93 

95 

95 

96 

83 

96 

97 

97 

94 

91 

91 

92 

95 

97 

99 

"92 

9o 

g4     98 

89 

79 

87 

92.  0 

■•  (  Minimum 

69 

71 

70 

71 

73 

71 

72 

70 

69 

71 

72 

75 

76 

73 

71 

73 

75 

7y> 

69 

67 

67 

7( 

71 

73 

73 

69 

72     73 

7( 

69 

67 

71.1 

St.  Matthews SS'J.... 

)  Maximum  . . . 

90 

87 

85 

9-1 

92 

90 

92 

91 

94 

95 

97 

99 

98 

82 

95 

99 

98 

94 

91 

a: 

87 

96 

97 

97 

95 

90 

94     96 

82 

79 

86 

91.9 

■  ■  1  Miuimum 

71 

72 

71 

71 

73 

72 

71 

71 

7( 

73 

75 

76 

74 

70 

71 

74 

74 

76 

6^ 

63 

63 

64 

72 

71 

68 

72     75 

71 

67 

r.4 

70.8 

Society  HillS^sS 

j  .Maximum  ... 

91 

78 

88 

93 

95 

94 

95 

91     92 

97 

96 

96 

94 

81 

93 

98 

91 

92 

89 

91 

91 

9f- 

97 

93 

92 

91 

95     95 

82 

84 

86 

91.5 

•  •  )  Minimum 

70 

70 

68 

68 

72 

72 

71 

71     71 

72 

74 

74 

75 

60 

64 

74 

72 

67 

64 

6 

60 

62 

70 

67 

67 

71- 

70     73 

6i 

66 

61 

68.5 

Snmmerville 

j  Maximum  . . . 

m 

87 

87 

91 

89 

89 

89 

87 

89 

92 

93 

94 

94 

89 

91 

95 

94 

90 

91 

89 

88 

91 

92 

95 

90 

89 

92     92 

81 

79 

86 

89.  8 

••  1  Minimimi 

69 

71 

72 

72 

72 

72 

72 

72 

70 

75 

73 

76 

76 

74 

71 

75 

75 

73 

68 

65 

67 

69 

70 

74 

70 

6; 

71'     73 

70 

69 

68 

71.4 

j  Maximum  . . . 

WaUerboro 

••  1  Minimum 

.... 

.... 



.... 

.... 



Yemassee  % 

Maximum  . . . 

"88 

"88 

"88 

"9i 

"92 

"88 

"96 

"89 

"96 

"94 

"94 

■94 

"95 

"84 

"93 

"95 

'go 

"gi 

"gi 

"si 

"si 

"91 

"94 

'96 

"gi 

""gi 

"gi  ""94 

"'91' 

77 

"87 

9f)."6 

••  1  Minimum 

68 

69 

70 

6t 

61 

70 

70 

67 

6C 

69 

68 

7l 

74 

70 

69 

7(' 

72 

74 

64 

62 

62 

68 

07 

69 

08 

68 

68     73 

68 

68 

06 

68.5 

\\'e.<lern 

'^orlion. 

I 

\  Maximum  . . . 

89 

91 

92 

9( 

93 

94 

91 

88 

87 

9K 

93 

96 

96 

88 

92 

S5 

97 

93 

92 

9( 

88 

g;= 

9f 

94 

94 

91 

gs      94 

90 

77 

87 

91.5 

Aiken 

■•  \  Minimum  — 

66 

70 

69 

73 

73 

71 

70 

69 

69 

71 

71 

74 

73 

71 

73 

71 

72 

75 

70 

67 

65 

67 

7( 

6: 

68 

68 

71      70 

65 

60 

04 

69.7 

J  Maximum  .. . 

91 
71 

81 
68 

78 
64 

91 
68 

91 

71 

87 
71 

91 

70 

91 

68 

89 
68 

9( 
61, 

95 
7) 

96 
72 

94 

71 

79 
62 

82 
65 

90 
65 

9c 

66 

g; 

6( 

94 

08 

93 
6t 

91 

6C 

91 
Of 

g5    94 

67     67 

"62 

84 
62 

89 
63 

'  89.8 

Anderson 

"76 

"ii 

"e; 

'6(' 

■  •  /  Minimum. . . . 

67.4 

BatesbnrgW 

j  Maximum  ... 

86 

81 

84 

9; 

92 

88 

88 

85 

86 

88 

90 

92 

92 

81 

81 

92 

92 

90 

90 

87 

8f 

gi 

9;, 

9C 

91 

90 

91      90 

7,= 

76 

86 

87.8 

•■  i  Minimum 

68 

69 

70 

7( 

72 

80 

74 

70 

70 

72 

73 

75 

75 

71 

71 

7.'. 

73 

73 

65 

64 

62 

64 

70 

65 

65 

6f 

70     70 

7( 

65 

64 

69.0 

J  Maximuir  . . . 

8( 
7C 
8f 

87 

87 

7( 

71 
88 

76 
65 
84 

91 

6( 
87 

88 

91 

74 
88 

76 
74 
8< 

84 
70 
87 

8i 

71 
8t 

8t 

7' 
8i 

83 
76 
84 

80 
81 

7(> 
76 
82 

70 
09 
79 

76 
69 
82 

Camden  S^'s^ 

■•  I  Minimum 

"76 
83 

71 

85 

77 
81 

"74 
84 

"76  "76 

86     85 

Clemson  College  . . 

j  Maximum  . . . 

"86 

"84 

"■79 

"it 

■  'if 

"85 

"84 

"84 

"sr 

"88 

"""84."8 

•  ■  (  Minimum 

73 

72 

70 

71 

7:1 

72 

72 

71 

73 

71 

73 

7t 

75 

69 

6- 

7- 

73 

76 

77 

72 

64 

67 

7( 

61- 

65 

69 

67     64 

68 

6f 

63 

70.4 

Columbia 

\  Maximum  . . . 

89 

82 

82 

91 

89 

88 

9f 

88 

89 

92 

93 

94 

94 

80 

92 

f5 

94 

91 

91 

88 

9( 

91 

93 

92 

9: 

9< 

91     93 

76 

78 

86 

89.1 

•■  (  Miuimum 

71 

70 

70 

72 

73 

74 

74 

72 

71 

74 

75 

75 

OK 

73 

74 

74 

74 

70 

67 

61 

K 

72 

69 

71 

69 

73     74 

6f 

67 

64 

71.2 

Greenville  W 

j  Maximum  . . . 

94 

82 

78 

94 

94 

91 

89 

89 

89 

9C 

94 

96 

96 

89 

9; 

98 

96 

93 

95 

9! 

9( 

9 

96 

91 

92 

93 

96     96 

72 

82 

89 

91.3 

••  l  Minimum 

69 

70 

65 

6( 

7( 

71 

71 

69 

70 

69 

70 

72 

7(' 

6V 

6c 

69 

71 

73 

68 

6( 

6i 

64 

67 

61 

66 

63 

65     62 

64 

64 

62 

67.6 

Greenwood  % 

)  Maximum  . . . 

87 

78 

79 

88 

89 

87 

87 

86 

87 

9t 

91 

93 

94 

81 

91 

<.3 

94 

88 

88 

87 

8'. 

8C 

9<' 

89 

87 

91 

93     93 

71 

78 

85 

87.4 

"  •  )  Minimum 

70 

69 

67 

67 

70 

73 

73 

71 

70 

71 

72 

74 

73 

71 

70 

72 

72 

72 

68 

60 

62 

66 

67 

6(: 

66 

6f 

66      70 

70 

64 

63 

68.7 

Heath  Spring 

j  Maximum  . . . 

89 

87 

87 

8,'- 

84 

84 

88 

85 

87 

88 

91 

94 

96 

88 

88 

92 

89 

89 

S'i 

8f 

91 

8- 

85 

88 

88 

8; 

92,     92 

80 

81 

85 

87.9 

•  •  )  Minimum 

70 

67 

67 

67 

67 

67 

71 

70 

71 

70 

70 

75 

74 

63 

68 

71 

71 

7(i 

62 

02 

6( 

62 

67 

06 

66 

6.= 

71      73 

64 

64 

63 

67.5 

KershaAV 

J  Maximum  . . . 

90 

81 

81 

6; 

91 
.67 

» 

89 

90 

88 

89 

92 

94 

9f 

93 

83 

92 
63 

95 

91 

91 

90 
64 

8i 

92 
5! 

92 

93 
68 

89 

89 
08 

92 

g3|  g4 

67 1     63 

71 
68 

81 

86 

89.2 
68.3 

■  ■  (  Mininunn 

70 

70 

71 

72 

72 

71 

71 

72 

73 

75 

75 

63 

71 

71 

70 

62 

6£ 

6f 

6C 

64 

63 

Landrum 

j  Maximum  .. . 

90 
69 

74 

78 
61 

87 
63 

8h 

86 

88 

88 

88 

9C 

92 

94 

90 

80 

89 

93 

90 

90 

90 

% 

91 

91 

8; 

66 

87 

86 

;i2 

92|     90 

75 

80 

86 

87.5 
66.  3 

■ "  1  Miuimum 

68 

64 

66 

71 

66 

7( 

69 

72 

77 

71 

61 

61 

67 

69 

72 

66 

6/ 

6t 

6-' 

68 

63 

67 

64      "■ 

Dl 

62 

62 

63 

Liberty  

j  Maximum  . . . 

89 

85 

7a 

8ii 

87 

88 

89 

88 

86 

89 

91 

94 

92 

77 

91 

94 

91 

90 

89 

8h 

91 

8! 

92 

89 

89 

92 

93 

91 

80 

84 

86 

88.5 

■•  )  Minimum 

73 

71 

6f 

7( 

71 

71 

68 

71 

72 

70 

72 

72 

73 

68 

68 

73 

71 

74 

72 

71 

63 

67 

6S 

68 

68 

68 

67 

62 

66 

66 

64 

69.3 

Little  Mountain  . . . 

S  Maximum  . . . 

88 

82 

8J 

91 

89 

88 

90 

88 

87 

92 

94 

94 

96 

88 

94 

96 

96 

93 

92 

91 

92 

92 

94 

92 

91 

90 

96 

96 

85 

76 

86 

90.4 

•  •  )  Mininunn 

69 

69 

67 

71 

72 

73 

74 

71 

71 

73 

74 

73 

75 

69 

72 

73 

73 

76 

73 

67 

«■ 

67 

71 

09 

69 

67 

72 

72 

66 

62 

69 

70.5 

j  Maximum  . .. 

91 
68 
89 

90 
69 
81 

8!i 
70 
85 

95 
70 
92 

94 
73 
90 

95 
73 
89 

94 
70 
91 

99 
69 
93 

86 
71 
«3 

9' 
6;: 
93 

9C 

68 
94 

94 
66 
91 

Meriwether 

■  ■  )  Minimum 

)  Maximum  . .. 

Monetta 

"89 

"87 

"gi 

"93 

"94 

"»> 

"92 

"95 

"92 

"go 

"89 

"gi 

"93 

""91 

"94 

"gi 

"83 

"76 

"86 

""89."  6 

••  '  Minimum 

72 

70 

7(1 

7C 

74 

73 

74 

70 

70 

73 

72 

74 

73 

70 

71 

71 

74 

76 

69 

66 

63 

66 

69 

67 

68 

68 

70i     70 

67 

65 

65 

70.0 

Mountain  Rest  — 

)  Maximum  . . . 

86 

78 

8i 

81 

86 

85 

79 

82 

82 

85 

83 

89 

90 

78 

86 

89 

86 

89 

85 

83 

85 

85 

88 

88 

83 

72 

811     72 

74 

SO 

81 

83.  3 

■■  (  Minimum 

65 

67 

6i 

65 

68 

61 

65 

61 

67 

(■)4 

67 

69 

67 

63 

63 

66 

69 

72 

68 

65 

59 

60 

64 

61 

58 

61 

63j     66 

60 

64 

63 

64.3 

Newberry 

j  Maximum  . . . 

91 

84 

83 

93 

91 

89 

91 

90 

9;' 

94 

95 

96 

95 

89 

94 

97 

96 

92 

93 

91 

93 

93 

95 

94 

91 

92 

96!     97 

80 

79 

86 

91.3 

■  ■  '  Minimimi 

71 

70 

6s 

70 

74 

74 

73 

71 

71 

74 

73 

75 

75 

70 

72 

71 

73 

74 

66 

66 

62 

65 

67 

67 

68 

08 

70!     70 

66 

65 

62 

09.7 

Saluda 

j  Maximum  . . . 

90 

84 

90 

90 

90 

90 

91 

91 

90 

92 

93 

96 

96 

91 

92 

94 

96 

91 

91 

9'- 

92 

93 

94 

93 

93 

93 

94l     95 

80 

80 

90 

91.1 

■■  )  Minimum 

70 

69 

69 

72 

73 

72 

71 

70 

71 

71 

70 

74 

72 

70 

69 

70 

71 

73 

78 

63 

59 

61 

66 

64 

63 

66 

68      67 

66 

65 

60 

08.5 

Sautuck  

j  Maximum  . . . 

91 
71 

80 
70 

83 
65 

91 
68 

91 
71 

88 
73 

90 
72 

89 
70 

89 
70 

92 
70 

94 

72 

95 
73 

95 
73 

95 
67 

95 
69 

97 
71 

95 
71 

91 
73 

90 
66 

89 
65 

94 
60 

95 
66 

96 
65 

93 
67 

SO 
68 

92 
07 

971    g7 
69!     68 

80 
63 

78 
64 

87 
f>4 

90.6 

"  ■  (  Minimum 

68.4 

Spartanburg  5lJ.... 

(  Maximum  . . . 

91 

78 

94 

92 

90 

89 

91 

90 

91 

92 

96 

98 

93 

82 

96 

98 

95 

92 

91 

90 

94 

96 

93 

92 

89 

94 

941     94 

67 

79 

89 

90.6 

••  1  Minimum 

71 

70 

66 

70 

71 

72 

70 

71 

70 

72 

73 

72 

69 

63 

70 

71 

73 

69 

70 

63 

04 

67 

69 

67 

64 

681     66 

64 

61 

64 

»  68.3 

Trenton 

j  Maximum  . . . 

86 

84 

"86 

90 

89 

89 

88 

86 

85 

89 

91 

92 

92 

82 

89 

92 

93 

94 

92 

90 

90 

91 

92 

89 

91 

92 

94.     92 

81 

86 

86 

89.1 

••  I  Minimum 

70 

69 

70 

70 

74 

73 

70 

70 

70 

71 

74 

74 

72 

70 

?1 

74 

74 

74 

74 

63 

64 

65 

70 

67 

69 

67 

69      70 

66 

(■5 

64 

69. 8 

WliiteOak 

S  Maximum  . . . 

90 

80 

82 

92 

91 

90 

92 

89 

89 

92 

94 

96 

95 

89 

93 

96 

94 

92 

93 

91 

96 

94 

95 

89 

91 

92 

94     95 

79 

81 

86 

90.7 

••  )  Minimum 

69 

69 

67 

69 

70 

74 

73 

71 

71 

72 

74 

75 

74 

65 

70 

72 

72 

72 

67 

65 

62 

67 

69 

67 

68 

66 

71'     71 

64 

64 

65 

69.2 

Winthrop  College  . 

)  Maximum  . . . 

84 

85 

77 

83 

91 

85 

8.S 

87 

84 

86 

88 

89 

86 

85 

80 

90 

90 

88 

84 

85 

85 

87 

87 

86 

84 

86 

96     80 

80 

76 

78 

85.4 

■  ■  (  Minimum 

71 

69 

65 

68 

68 

73 

73 

71 

74 

80 

70 

74 

73 

65 

70 

70 

76 

72 

04 

65 

65 

70 

65 

70 

67 

6f 

68 

68 

62 

67 

65 

69. 2 

1 

%  Reference  letters  (»,  ^.  •^).  appearing  in  the  table  indicate  number  of  days  mi.ssing:  For  example,  "'  represents  two  days  missing,  etc. 

Instruments  are  read  in  the  morning;  the  maximum  temperature  then  reail  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
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U.  S.  DEPARTMENT  OF  AGRICULTURE,  WEATHER  BUREAU. 


SOUTH    CAf^OLiir^lfl   SECTION. 

RICHAKD  H.  SULLIVAN.  Meteorologist. 

\'()L.  XIX.         Columbia,  S.  C,  September,  1916. 


No. 


I 


GENERAL   SUMMARY. 

Precipitation  (lining  Soptonilier  averaged  oon^idcraMy  l)0- 
li)\v  normal.  While  the  temperatures  for  the  month  as  a  wliole 
ranged  i)elo\v  the  seasonal  average,  there  were  no  marked 
extremes,  and  thermal  conditions  showed  a  decided  improve- 
ment over  the  excessive  iieat  of  Septend)er  last  year. 

Irregular  germination  in  early  season,  succeeded  I)y  drought 
and  storm  stress,  resulted  in  various  stages  of  advancement  for 
the  cotton  crop,  which  was  ahout  lo  ilays  late  on  the  whole 
toward  the  close  of  the  season.  Persistent  dry  weatiier  since 
tlie  exceptionally  heavy  rains  of  July  caused  the  early  crop  to 
open  much  earlier  than  usual,  and  |)icking,  ginning,  and  ship- 
ping were  practically  at  a  maximum.  The  late  crop  needed 
warm  weatiier  and  timely  rains  for  satisfactory  development, 
as  well  as  a  late  autunni,  free  from  frost ;  low  temperatures  near 
the  close  of  tiie  montii  materially  cliecked  the  desired  develo|)- 
ment,  however.  These  conditions  were  reflected  on  late  corn, 
truck,  gardens,  forage  peas,  and  pastures,  hut  good  crops  of 
line  hay  were  harvested  with  but  little  interruption.  Hard  soil 
greatly  retarded  fall  cultivation  toward  the  close  of  the  month. 


PRECIPITATION. 

The  av(-rage  for  the  Seaction,  oT  stations  reporting,  was 
•2.o(>  inches,  or  I  .)->(S  inches  helow  the  established  noi'mal.  Pre- 
cipitation was  unevenly  distributed,  and  marked  deti(;iencies 
occurred  over  the  nortli-cent ral  counties  and  over  portions  of 
the  middle  (;oastal  i)lain,  where  the  amounts  were  lu'low  2 
inches  and  ranged  downward  to  less  than  an  iiicli;  excess  de- 
partures were  wid("ly  scattered  and  were  local  in  cbaracter. 
Showers  w(M-e  more  or  ](>ss  frequent  up  to  the  close  of  the  Kitli, 
followed  by  a  long  dry  period,  whicii  was  broken  by  copious 
rains  near  the  close  of  tlie  month.  The  greatest  local  montldy 
amount  was  (l.!)7  inches  at  Effingliaiu,  Florence  Co.;  least  local 
monthly  amount,  O.oO  inch  at  (ieorgetown,  (Jeorgetown  Co. 
The  gieatest  24-liour  rainfall  at  any  station  was  4. OB  inches  at 
EHingiiam,  Florence  Co.,  on  the  I  1th.  The  nnmber  of  rainy 
days  was  14%  below  normal. 


PRESSURE. 

The  mean  sea-level  pressure,  determined  from  reports  of 
7  regular  Weather  Bureau  stations  in  and  surrounding  the 
Section,  was  30.06  inches.  The  highest  pressure  in  the  region 
covered  by  reports  was  80.38  inches  at  Asheville  and  Charlotte, 
N.  C,  on  the  11th,  and  in  the  Section  proper,  30.33  inches  at 
Colund)ia  on  the  same  date;  lowest  pressure,  29.75  inches  at 
.Vugusta,  (Ja.,  on  the  loth,  and  in  the  Sectif)n  proper,  29.84 
inches  at  Columbia  on  the  same  date. 


TEMPERATURE. 

The  monthly  mean  for  tlie  Section,  determined  from 
reports  of  41  stations,  was  72.2°,  or  2.0°  below  the  establisiied 
normal.  Tlie  highest  temt)erature  was  99°  at  (ireenville, 
Greenville  Co.,  and  Santuck,  Union  Co.,  on  the  7tli.  The 
warmest  period  was  generally  on  the  6th  and  7th.  The  lowest 
temperature  was  35°  at  Mountain  Rest,  Oconee  Co.,  on  the 
30th.  The  coolest  period  was  the  closing  days  f)f  the  month  at 
a  great  ma.]oritj'  of  stations. 


HUMIDITY. 


The  mean  relative  humitlity,  determined  from  reports  of 
7  regular  Weather  Bureau  stations  in  and  surrounding  the 
Section,  was  as  follf)ws:  S  a.m.,  82%;  S  p.m.,  70%.  The 
highest  percentages  occurred  over  the  exti-eme  northeastern 
counties,  anil  the  lowest,  over  th(!  north-central  region. 


WIND. 

Tiie  ])revailing  winds  wei-e  fi-om  the  northeast.  Tiie 
average  hourly  velocity,  dettMinined  from  7  anemometer  records, 
was  7.9  miles.  The  higliest  average  velocity  in  the  region 
covered  by  reports  was  10.4  miles  per  hour  at  Charleston; 
lowest  average,  5.2  miles  per  hour  at  Augusta,  (Ja.,  and  in  the 
Section  proper,  6.5  miles  per  hour  at  Cohunbia.  The  highest 
velocity  for  any  5-minute  period  was  35  miles  per  hour  from 
the  east  at  Savannah,  Ga.,  on  the  10th,  and  in  the  Section 
profn'r,  31  miles  per  hour  from  the  ntu'theast  at  Charleston  on 
the  Slime  ilati'.  

SUNSHINE    AND    CLOUDINESS. 

Tlie  avera.ge  monthly  sunshine,  determined  from  7  auto- 
matic records,  was  271.7  hours,  or  73%  of  tiie  possiI)le  amount. 
The  average  number  of  clear  days  was  17,  partly  cloudy,  8, 
and  cloudy,  5,  as  against  normals  of  15,  9,  and  6  days, 
respectively. 

RIVER    CONDITIONS. 

No  damaging  rises  occurred  in  any  of  the  rivers  of  the 
Section  during  the  month. 

MISCELLANEOUS    PHENOMENA. 

Kail}i(jn(ikr.  (fhitr) . — SummerviUe,  4:42  p.m..  24tii:  slight 
tremor,  intensity  1 . 

/''(></,  Dcii-^e  (dates). — Anderson,  15;  Bowman,  28;  Centenary, 
28,29;  Charleston,  25;  Cheraw  1 ,  14,  2S;  Clemson  Coll(>ge, 
15,  Ki;  Darlington,  28;  Mayesville  fiu'arJ.  29;  Pelzer,  15; 
Rimini,  1,  29;  SummerviUe.  25. 

Front,  Li(/lit  {(late). — (ireenville^  and  Mountain  i!est,  30. 

Ifdlo  ( {tntf  ). — Solar:  Mayesville  (near).  26. 


MISCELLANEOUS  DATA  FOB  SEPTEMBER,   1916. 


Teinppnitiirp— 
(leRrec.'i  Falir. 


Preripita- 
tioii- 
inelies. 


Wind. 


C        I       '— 


0?  >,  t 


Mean       d  ,■ 

relativp     *- = 

humidity.  "SiS 


1  as 


Ashevillp,  N.C... 

.\ugusta.  da 

ChiirlostOM.  S.  C. . 
ChailottP.  X.  C  ... 
Colnnibia.  S.  C... . 

Savainiali.  Oa 

Wilniiiisftoii,  N.  v.. 

Mpans  and  px-  I 
trPHiPs i 


.3n.  10 

63.9 

88 

30.05 

74.1 

93 

30.  (U 

7.5.1 

S9 

30.  OS 

70.0 

93 

30.  OB 

73.0 

9-J 

30. 04 

75.2 

91 

30.  nfi 

7-J.  0 

92 

40  1.  72  !  1. 18 

51  3.45  i  2.28 

54  I  2.76      1.45 

45  i  O.SS  :  0.36 


t>.  .T  nw. 

5. 2  ne. 

10.4  ne. 

9.6  UP. 


4H 

2. 23 

1.26 

('..  5 

n 

54 

2.  10 

1.03 

111.  2 

11 

51 

4.57 

2.43  ' 

7.0 

11 

30.06      71.9 


03 


40     2. 53     2. 43 


.  9     ne. 


88 

69 

82 

73 

81 

i.j 

78 

58 

so 

61 

S2 

/.) 

S4 

S2 

82 

70 

70 


CLIMATOLOGICAL  DATA:     SOUTH  CAROLINA  SI'XTION. 


pKPTENrBKi;,   1916. 


Climatologrical  Data  for  September.  1916. 


Stations. 


(bounties. 


Euxteni  Portion. 


Allendale ;  Barnwell  — 

Ki'iuilort ■'  Beaufort 

Hhn'kville ;  Barnwell 

HowMian |  Orangeburg  . 

Centenary Jlarion 


Charleston '  Charleston  , 

Cheraw Chesterfield 

Conway Horry 

Darlington Darlington  . 

Dillon Dillon 


Kdisto  tt '  Bamberg  — 

Klluigliani '  Florenee   

Fcrgu.son Orangeburg  . 

Florence  1 |  Florenee 

Florenee  2 do 


Georgetown Georgetown  . . 

Kingstree Williamsburg 

Mayesville  (near) Sumter 

Oaks  I  (Georgetown  . . 

f)rangeburg i  Orangeburg  . . 


186 

21 

296 

160 

43 

48 
144 

25 
175 
100 

143 
10(i 
63 
136 
136 

12 
54 
70 


O    53 


Temperature, 

in  degrees  Fahr. 

Precipitation 

.  in  inches. 

Number  of  days. 

1.1 

:5 

s 

c   • 

■N 

-■ 

it 

s4 

! 

ig 

'"   « 

■J  5 

'S  s 

■c 

bt    ■ 

S 

a; 

a 
to 

d 
O 

0) 

o 

O  " 

g 

>1 

a  is 
go 

rt 

c 

^ 

C 

6-1 

^ 

'■z 

go^  U 

^^ 

'■-' 

— 

Pinopolis" ]  Berkeley | 

Kimini ■  Clarendon ! 

St.  George I  Dorchester ' 

St.  Matthews I  Caliioini 

Society  Hill ;  Darlington 


Snmmerville |  Dorc)iester. 

Waltcrboro ;  Colleton   . . , 

Whitehall  (near) do 

Yeniassoe Hampton  ., 


Division  means  and  !e.\tremes  . 


264 

54 
97 

109 
62 

192 

75 

69 

4 

24 


Edgefield [  Edgetield  . 

Gaston  Shoals  tt !  Clierokee 6«0 

Greenville :  Greenville |  989 

Greenwood (ireenwood 671 

Heath  Spring I  Lancaster 5(i8 

Kershaw Kershaw 

Landrinn Spartanburg 

Liljerty I'icli 

Little  Mountain New  berry 

Meriwether    Fdgetield 


Monetta Saluda 

Mountain  Rest Oconee 

Ni'U  Ijeri y Newberry 

Felzer j  Anderson 

Saluda |  Saluda 

Santnck Union 

Spartanburg Spartanburg 

Trenton Edgefield 

Walhalla '  Oconee  .  . 

White  Oak Fairfield 

Winthrop  College  tt...'  York 

Division  means  and   extremes 
Section  means  and  extremes 


Vei-Unx  Vmlutn. 


Aiken  Aiken  527  I  55 

Anderson  '  An<lcrson   764     20 

Batesburg j   Lexington i  R56  I  27 

Blairs ;  Fairfii-ld |  293,  13 

Callioun  Falls Abljcville 508  I  23 

Camden !  Kershaw ■  222     56 

Catawba  '  York   [  5(52  i  12 

Chappells I  Newberry |  402  i  12 

Clenison  College '  Oconee j  850 

Columbia ''  iiicliland 351 


73.4     -2.6 


75.0 
72.5 
72.4 
72.1 


7L1 


74.1 
73.4 
72.3 

73.1 


-1.2 
-2.4 


-1.1 
-0.9 
-4.6 
-2.1 
-3.2 


93 


t6 


50        30 


46 
46 
MS 


til 
21 
30 


54  t  30 

48  !  t21 

»50  30 

46  I  30 

''47  ,  30 


-2.0 


-0.9 
-2.7 


30 


38  I    1. 63 


40 
40 
»39 

23 
40 

"25 
40 

■^38 


-3.1 


-1.1 
-1.0 
-0.  9 

-1.9 


88 


96 

98 


51 
49 
47 
49 
"48 

52 


72.6 
92.8 


74.2 


-3.0 
-2.2 


-2.3  (      95 


69.9 
7.30 


-2. 9 

-0.7 


71. 1  -hO.  3  I  99 
70.6  -2.9  i  94 
71.  6  I   -2.  2         93 


71.1 
69.0 
71.4 
73.4 

874.6 


-1.5 
-1.6 
-0.3 


"73.2  ' 

1167. 2 ; 

72.8  ,   -2.0 


73.3  I  -1.1 


71.8 
70.3 
72.8 


-1.6 
-2.4 
-2.5 


94 
96 
iW 
93 

fus 

94 
.,85 
97 


t7 


47         30 

46  i     t21 


t  7 


ST  i     t  3 


73.0  !  -0.4 

69. 1  -4. 1 


7L6 
72.2 


-2.2 
-2.0 


86 
86 


99 


t8 


"46         21 


44         30 

48  !      21 


42 
45 
45 

45 
41 
41 
45 
«46 

"47 
'35 

45 


30 
t21 

30 
30 


2.05 
3.66 
4.38 

2.76 
1.25 
2.31 
0.90 
4.52 

1.04 
6.97 
1.90 
2.78 
2.25 

0.50 
5.73 
4.74 
3.17 


-2.26     0.80 


6  ;  12 


-2.  32 

-1-0.20 


-2.70 
-2.37 
-2. 54 
-2. 93 
-1-0.31 

-2.61 
4-3.45 
-1.90 
-1.33 
-1.86 


1.40 
2. 05 
1.39 

1.45 
0.65 
0.64 
0.22 
1.39 

0.54 
4.06 
1.44 
L12 
Llo 


1.30 
1.47 
1.49 
1.33 
2.85 


-3.67     0.28 
-1-1.97  I  2.07 

j  2.35 

I  1.07 


0 
0 
0 

0 
0 

0  I 
0 
0 

0 
0 
0 

0 
0 
0 
0 


12  '•    6     ne 


Observers. 


4  I     7 

5  1    6 


3     18  I  12 

8  :  21  '     1 

9  i  16  I    7 
9  ;  15  I  13 


-3.29 


3.27 
2.24 


2.63 


4.54 
3.78 
3.00 
2. 09 

2.  52 

1.83 
1.43 
2.  35 
2.04 
2.23 

1.40 
2. 23 
2.63 
3.56 

1.21 

1.86 
1.74 
3.66 

3.15 
2.90 

2.54 
4.11 
1.67 
3.16 

3.75 


-2.57 
-2.31 
-1.17 

-2.  56 


1.61 
2.63 
2.  93 
2.97 
1.65 
0.79 

2.51 
2.56 


-2. 00 
-1.67 


+  1.27 
+0. 23 
-0.89 
-0.73 
-1.48 

-1.99 
-1.78 
-3.15 
-2.  18 
-1.22 


0.32 
0.70 
0.42 
0.32 
1.65 

0.86 


10 


0  I  9 

0  1  9  I....I..., 

0  I  7  I  21  I    5 

0  I  6  ,  17      11 

0  i  7  11      14 


0 


-0.74 
-1.28 
-0. 23 
-1.97 


-0. 40 
+(\  19 
-0.17 


-I.. 36 

-n.Oa 
-0.45 

-1.86 
-0.95 
-0.44 
-2.48 
-1.81 
-2.49 

-1.10 
-1.38 


1.93 
0.72 


4.06 


2.  37 
2.02 
2.21 
0.96 
1.28 

0.80 
0.75 
1.50 
0.73 
1. 26 

1.00 
1.13 
1.47 
2.05 
0.71 

1.01 
0.86 
1.35 
2.33 

2.18 

1.13 
1.55 
0.95 
1.06 
2.  97 

0.81 
1.30 
1.10 
0.98 
1.18 
0.45 

2.97 
4.06 


7  j  23 


0       4  I  24  I     1 
0       6  i  21       3 


7     17 


20 


5  I  ne. 

6  !  ne. 


16  10 
23  0 
20 


12     17 
20       6 

12  ;  16 


23       7 

18  i     8 


0     ne. 
4     ne. 


5 

24 

4 

10 

14 

13 

5 

21 

6 

2 

18 

12 

5 

19 

8 

7 

17 

8 

e. 
ne. 

ne. 

ne. 
ne. 


K.  B.  Vance. 

Miss  Lillian  H.  Rice. 

Mrs.  D.  B.  .Sanders. 

B.  O.  Evans. 

D.  L.  Carniichael. 

r.S.Weatlier  Bureau. 

.1.  II.  Roue, 

I'aul  (iuattlebauni. 

D.  C.  .McCall. 

A.  E.  Rowell. 

N'athan  .lenkins. 

H.B.  McCall. 

.loseph  1'.  Simons. 

H.  K.  Gilbert. 

Pee  Dec  Experiment  Sta. 

A.  I'.  Hazard. 

A.  O.  .Matthews. 

Lewis  E.  Warren. 

O.  M.Mitchell. 

I'.  S.  I'^sherie.s  Station. 

Miss  E.  }'.  Ravenel. 
William  B.  WoUe. 
R.  .<.  Weeks. 
.1.  s.  \\'annaniaker. 
T.  S.  Liicas. 


MissE.  H.(iadsden. 
.1.  A.  Westerberg. 
Special  Rice  Exp..'^ti«tion. 
.1.  (i.  llutson. 


W.  M.  Brown. 
H.  H.  Russell. 
E..I.  llite. 
.1.  N.  Ouens. 
L.  M.  Parker. 


W.  C.  Brown. 

James  C.  Paris. 

.1.  .1.  Miirran. 

Prol.  F.  H.  H.  Calhoini. 

I'   S.  Weather  Bureau. 

J.  .-\..  Townsend. 
Harry  A.  Parshall. 
J.  H.  Woodside. 
M.  M.  ('allioun. 
J.  Marvin  Bowers. 

John  W.  name!. 

R.  Hartwell  Wilds,  D.D.; 

.lohn  T.  Boggs. 

J.  M.  Sea.se.  M.  D. 

Williams.  Middleton. 

Joseph  M.  Johnson. 
J.  H.  Brown. 
Warren  (i.  Peterson, 
.loshua  Y.  .lones. 
Mrs.  F.  V.J.Maxwell 


E.W.Jeter. 
F.  P.  Robinson. 
Mrs.  S.  E.  Long. 
H.  W.  Brandt. 
T.  G.  Patrick  &  Co. 
W.  P.  Goodman. 


The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  sucli  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
determining  section  or  division  means.      Reference  letters  (»,  l),  =),  appearing  in  the  table  indicate  number  of  days  missing;  for  example.  ''  rei)resents  two  days  missing,  etc. 

t  Also  on  other  dates,  tt  Received  too  late  to  be  included  in  means  and  sunnnaries.  ••  Temperature  data  are  from  observed  readings  of  the  dry  bulb :  means  are  C{nn- 
puted  from  observed  readings,     tt  Postoflice  addresses  of  these  stations  are  as  follows:     Of  Edisto,  Embree;  of  Gaston  Shoals.  Gaffney;  of  Wintlirop  College.  Rock  Hill. 

'1'.  Precipitation  is  less  than  0.01  inch  of  rain  or  melte<l  snow. 


Skptf.mbei:,    IHlfi. 


CLLM.VrOLOGICAL    DATA:     SOUTH    CAROLINA    SECTION. 
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Daily 

Precipitation 

for 

September,    1916. 

Watersheds. 

Day  of  month. 

Stations. 

1    1    2    1   3    1    4   1    5    j    6 

7 

8 

9 

10 

11 

12 

13  1  14 

1 
15  i  16     17 

1 

18 

19 

20  !  21 

1 

22  1  23 

24  j  25 

26 

27 

28 

29 

30 

31 

0 

Eitfln'ii  I'dntioii. 
Alleiiilsile  nil 

.34 

.21 

.80 

.08 

.15 

T 

05 

.... 

1.63 

Coast 

BUu'kvilhMIII 

Howmuii 

('entenary 

K<iisto 

do 

Pee  Dee 

tV 

'.'64 

.35 

.08 

.10 

.20 
2.05 
1.39 

T. 

.11 

T. 

.17 
1.39 

.05 
.28 

'.'is 

.80 
T. 

.40 
1.23 
.13 

L40 

'.'35 
1.45 

.65 

T. 

.22 

.48 

.24 
4.06 
1.08 
1.12 

T. 

.12 

1.64 
.08 
.48 

'.'26 
.02 

.... 



•.•26 
1.02 
.55 

2.05 
3.66 
4.38 
2.76 
1.25 
2.31 

0.90 
4. 52 
1.04 
6.97 
1.90 
2.78 
2. 25 
0.50 

5.73 
4.74 
3.17 

1.06 
.13 
.05 
.07 

.03 
T. 

.03 

T. 
1.06 
.27 

.26 
.16 

.02 
.01 

T. 

Coast 

.24 



'.'is 

T. 

.10 

Conway  |||| 

Waeeamaw  . 

.04 
.06 

T. 

.05 

.18 

T. 

.38 

.51 

.08 
1.01 
.21 
.05 
.05 
.12 
.14 
T. 

.15 
.21 
.43 

.55 
.07 

.20 
.53 

Dillon 

Little  Pee  Dee 
Kdisto 

.25 

T. 

.86 

Edisto  nil 

.54 

.80 

.04 

.32 

.12 
.36 
.05 

.10 
.41 

1.20 

Pee  Dee 

.12 
T. 

.28 

.23 
.03 
.50 

.24 
.16 
.10 

.58 
.05 
.02 

.13 

T. 

.87 

do 

1.15 
T. 

Georgetown 

Kinffstree  |||| 

Mayesville  (near) 

Oaks 

Oraiigelnirg 

Coast 

T. 

T. 

1.95 
2.35 



Black 

35 

.43 
.08 

do 

T. 

.01 
.01 

.70 
1.07 

T. 
.01 

T. 

't.' 

'.■52 

do 

Kdisto 

0^ 

R-> 

.26 
.02 

■It 

.04 

.04 
.30 

.06 

.12 

'.'io 

.'14 

.13 
.03 
.07 
.28 

.27 
.09 

.03 
.43 
.42 
.32 

.49 
.02 

.02 

3'> 



1.30 
L47 
1.49 
1.33 

2.85 
1.7G 

.18 
.30 

.27 
.01 
.20 

.15 

T. 

.10 
.20 
.12 

.02 
.03 

Edisto 

St.  Miitthowsllll 

Soriotv  Hill  ||!|       

Santee 

.30 

.11 

1.65 
.46 

do 

.25 
.04 

.02 
.26 

\shlpv 

.86 

T. 

T. 

T 

Waltot'boro 

.VsJieiJOO 

.28 

L93 

.03 

.17 

.09 

T. 

T. 

1  03 

3.27 
2. 24 

4.54 
3.78 
3.00 
2.09 
2  52 

Veinassoelll! 

WeMmi  Portion. 

.   do 

.70 
.18 

OS 

.72 

'.'io 

T. 

.20 

.71 

2.02 

.10 

..37 
?  37 

T. 

T. 

Kdisto 

SaA'annah 

.23 

.07 
.08 
T. 

10 

89 

\iider*>oii 

.45 

.10 
.54 

■iO 

.33 

.70 
2.21 
.96 
1.12 
.60 
.75 
.85 

.39 
1.26 
1.00 
1.13 
1.47 
1.18 
.71 
.79 

.86 
.50 

Bate.-ilnirK  nil 

Klairs  llll 

Edisto         

.15 

'.'si 

Hroad 

.02 

Callioun  Falls  llll 

Savannah  

Wateree 

T. 
.11 

.12 
.32 
.14 

.28 
.73 

1.28 
.80 
9q 

.... 

1  83 

rata\\ba  |||| 

Catawba      .   . 

.15 
T. 

.10 
.08 

L43 
2  35 

Cliappellsllll 

Saluda  

.52 
T. 

.03 

1.50 

'.'08 
.40 

1.08 
.58 

■>  05 

.02 

Cleinson  College 

Savannah  .... 

.02 
.02 

_., 

2.04 
2  23 

Columbia***  

Congaree 

Savannah  .... 

T. 

.11 

.... 

Kilgetielii  ||||     

.... 

1  40 

T. 

.02 

T. 
.24 

.28 

.02 
.14 
05 

T. 

T. 

2  23 

(irepiiville  |||| 

Saluda 

..do 

T. 

.05 

13 

2  63 

tireenw'ood  |]||      

3  56 

.31 
.15 

.62 
1.35 

.03 

.50 

1  21 

.19 

.12 
.76 
.34 

.01 

.22 

1  80 

.02 
.40 

.22 

T. 

0  "^s 

1  74 

Liberty 

Sa\"ainiah    . 

.10 

.25 

T. 

09 

.10 
39 

T. 

.20 

3.  66 
3  15 

Little  Mountain 

Salu<ta     

Meriwether 

Savannah  .... 

T. 

2. 18 
.21 
.34 
T. 

.82 

. . . . 

i.'os 

3  00 

Monetta 

Edisto 

.10 

.02 

.05 
.16 
.10 

1.13 
1.31 
.60 
.52 

.5r' 

2  54 

Mountain  Rest 

.Savannah 

19 

.04 

.02 

T. 

1.55 

fO 

4  11 

.Newberry 

Saluda 

96 

1  67 

I'elzerlll! 

....do 

.98 
.05 

.54 

.06 

1.06 

'.'si 

1.28 
1.10 

.40 
1.18 

.45 

T. 

3  16 

Saluda 

...do 

9'^ 

2. 97 

.3.75 
1  61 

Santnck 

Broad 

T. 

.31 

01 

T. 
.13 

.88 
.76 
Of 

.4e 

1.03 

53 

T. 

.04 

Spartanburg  ||li 

do 

T. 

T. 

T. 

.16 
.06 
.01 

.13 

.02 

2  63 

Trenton 

Edisto 

.26 
.10 

''  93 

Walhalla 

Savannah  .... 

.10 

.09 
T. 

.13 

.17 

.98 

.20 
93 

.15 
T. 

.34 

T. 

2  97 

White  Oak 

1  6.5 

Winthrop  College 

Cata\vba 

0  79 

Except  as  otiierwi.sp  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observation.  ||||  Precipitation  meastn-e<l  in  the  morning;  amount  then  recorded  is  for  the  preceding  24  hours.  ***  Itegnlar  Weatlier  Bureau  station:  precipitation  is  for  the 
24-hour  iieriod,  midniglit  to  midnight.    *  Precipitation  include<i  in  the  next  following  measurement.    X  Seiiarate  dates  of  falls  not  recorded.    1".  Trace,  or  less  than  O.oi  inch. 


COMPARATIVE  DATA  FOR  SEPTEMBER. 


Year. 


Temperature. 

Precipitation. 

Average  n  u  m  b  e  r  of 
days. 

^- 

~               c' 

i 

5 
0 

1887 72.2  I        101 

1S8S I  69.6  I          9:', 

1889 i  72.1  98 

1890 72.9  !           98 

1891 1  74.3  :           92 

1892 '  72.5  I           93 

1H93 74.7  98 

1894 1  75.0  100 

!8ft5 j  76.9  106 

1896 1  75.0  105 

1S97 1  73.3  I         100 

1898 76.0  I          96 

1S99 '  72.8  102 

mX) 77.  1  I        100 

1901 73.  1  9S 

19U2 72.  1  j           9S 


34 
31 
40  1 
49 
50  [ 
40  i 

.-)2  1 

35  ; 

39  ! 

42 

48  I 

34 

45 

46 

43 


1.12 
9.  86 

3.  34 
7.84 
2.  ti6 
6.4! 
4.42 
6.51 
1.29 
2.94 
2.  91 

4.  06 
2.  .=i5 
2.  83 
4.  66 
3.74 


ne. 
ne. 
ne. 


Year. 


1903 

1904 

1905 

1906 

m)7 

1908 

l',K)9 

1910 

1911 

1912 

1913 

1914 

1915 

1916 

Period 


7.5.8 
76.2 
78.0 
76.  0 
72.4 
72.  0 
7.5.8 
78.9 

7L7 
71.3 
75.  9 

72.  2 


100 

41 

3.  62 

5 

17 

7 

101 

44 

2.  46 

4 

19 

7 

98 

49 

1.91 

4 

16 

8 

•           98 

55 

4.85 

9 

111 

12 

1           99 

45 

5.91 

9 

13 

11 

94 

40 

2.86 

4 

15 

9  1 

98 

39 

3.74 

7 

13 

9 

103 

46 

3.  Ill 

7 

15 

12 

100 

.50 

3  :13 

s 

13 

13 

109 

47 

0.  91 

11 

10 

7 

99 

40 

4.  66 

9 

14 

7 

101 

43 

3.63 

7 

14 

9 

102 

4:; 

2.38 

.-) 

16 

8 

99 

35 

2.  .56 

" 

17 

8  ! 
\ 

109 

31 

3.  94 

7 

15 

'\ 

Temperature. 

Precipitation. 

.\verage  number  of 
days. 

si     1  M.§-S  h 

a       1  :S  =  s  c 
0       ,  0  ^-  _-  = 

Clear. 

Partly 
Cloudy. 

3 
5 

UP. 

ne. 


6  '  ne. 


CLIMATOLOUJCAL    1>ATA:    SOITH    CAROLINA    SECTION. 


Septkmbeu.   U)16 


1^' 


Daily 

Temperatures  for  September, 

1916. 

stations.                        | 

lj2| 

3       4 

5 

6       7    1    8    i    9 

1        ! 

10      11       12      13      14  i  15  !   16      17      18      19  i  20  ,  21      22  ,  23  .  24     25     26  !  27  j  28 

:        i        1       '       ■               ■       1       1       ■       1       i       1       ,       :       ; 

29     30  '  31 

.Mean. 

Ednterii  I 

\)yHon . 

i 

1 

!       i       I       1 

1                    : 

j 

- 

)  Maximum  .. . 

89 

92 

88l     87 

88 

93 

93     91 

701     69 

89 

85      79 

82      81      86 

84 

82     79     81'    82,     75 

S3'     89 

92!     86:     85 

85 

88;     89 

83 

71  .... 

86.2 

Alli'iidali'  jijS 

■  (  .Minimum 

65 

64 

65     70 

70 

67 

71 

69     ti2 

59!     601     69 

71 

66     62 

56!     55;     56 

51      51 

54j    591     53 

51 

53     63 

68 

50 

61.6 

\  Ma.ximum  ... 

.,..'.... 



....!....;.... 

' . . . . 

Beaufort 

■  (  Minimum 

i  *  ' 

1 

....  '.'..'.'.'.'.. 



1 

....I....I.... 

: 

BlackvillosSs^ 

\  Maximum  . .. 

"tfi 

"94 

"9i|"89 

"90 

"95 

"97  "9.3 

"97 

"94:   "83 

"'86' ""86:    "96'     89 

83 

80 

85'     81!     79 

"86 

"96 

"92  "93     88 

"96 

"gi 

"93 

""84 

"'74:::; 

""88."  ,5 

•  (  Minimum 

65 

65 

70l    70 

69 

65 

68     71 

69 

62:     59 

52'     62'     68'     69 

61 

54|    52|    55!    56 

46 

50 

61!    65I    51 

50 

55,     62 

69 

46.... 

60.6 

KqWJJ^JIU 

)  Maximum  .. . 

9U 
60 

94 
63 

88i     87 
64      67 

90 

92 
62 

96;     94 

91 

85|     80 

76      87      88|     87 

84 

801     80|     80,     75 

SO 

86 

90j     86i     85 

86 

87!    91 

90 

68.... 

85.8 

•  /  Minimum 

66 

66:     67 

68 

67!     57 

56     64      70      "' 

71 

70 

66i     50     51'     50 

46 

50 

551    53     55 

57 

58'     60 

61 

48 

59.9 

S  Maximum  ... 

87 

92 

85      86 

81 

91 

96 

91 

88 

83;     80 

78     821     87 

85 

78 

761    801    73|    75 

79 

86 

90....  1     83 

86 

88|     87 

76 

65  ... . 

■  83.2 

(-'enteiiary 

■  /  Minimum 

CO 

58 

71      65 

70 

68 

68 

71 

68 

67!    58 

62      69,     69 

68 

63 

.59     51'     54!     54 

50 

51 

57'....!    5, 

49 

57I     62 

(>2 

48  ... . 

*  60.7 

Oluirlestoii 

\  .Maximum  ... 

80 

86 

82      83 

84 

86 

89 

87 

83 

801     80 

77     81,     82 

86 

82 

78!     7s!     79;     77 

81 

82 

S9l     80!    81 

81 

811     83 

86 

69;.... 

82.  0 

•  /  Mininnnn 

71 

69 

72|    72 

74 

72 

75 

77 

76 

73     65 

64     72;     76 

73 

69 

661     65!     64,     60 

59 

63 

67      66      64 

63 

691     73 

63 

54  ... . 

68. 2 

\  Maxinnuii  .. . 

86 

90 

85     8H 

88 

92 

97 

94 

89 

85:      81 

83      82      83 

87 

77 

78l     82!     75     74 

82 

88 

90'     82      84 

87 

86!     88 

71 

66  ... . 

S4.  1 

(Jllera^v'^^^ 

•  (  Mininuim 

til 

64 

68 

66 

69 

69 

72 

72 

70 

661     58 

57,     68      70 

68 

62 

541    491    56!    49 

48 

52 

60     60     50 

52 

54,     66 

66 

48  ... . 

60.8 

(  '(^  1 1  W  Jl  V  mW                      .  .  . 

)  Maximum  ... 

82 
63 

84 
62 

78 

87 
67 

74 

88 

86 

83 

80 

78;     76 

74;     80:     80 

78 

80;     76;     761     71     72 

76 

78 

. . . .      SI      77 

72 

76'     80 

71 

68  ... . 

'  78.0 

\^-\)  \l  i\  tl  J    yy  ......••  ■ 

■  (  Minimum 

69 

71 

69 

71 

72 

72 

67:     59 

62!     66'     72 

72 

63     "       ' 

601     06      00;     04 

53 

53 

60: .54 

52 

59!     64 

66 

50 

»  62.6 

Darlington  ji§ 

)  Maximum  ... 

91 

88 

86 

88 

85 

94 

95 

92 

90 

84,     80 

84      82      79 

87 

79 

79!     »■-':     751     75 

84 

89 

82     84:     87 

89 

89!     91 

71 

67' ... . 

84.3 

•  /  Mininnnn 

62 

61 

70 

65 

69 

69 

71 

73 

71 

661     57 

58     65!     70 

68 

60 

57     ,50'     .55;    51 

47 

51 

62'     55!     49 

49 

55]     60 

65 

46  ... . 

(iO.  2 

\  Maxinumi  . . . 

86 

89 

84 

86 

82 

90 

92 

89 

85l.... 

....      791     81 

82 

76 

76!     79|    72 

73 

78 

86 

90,     80;     83 

85 

....!     88 

75 

66  ... . 

"  82.11 

Dillon 

•  (  Minimum 

62 

61 

65 

tw 

71 

70 

70 

73 

58;.... 

....      58!    69 

62 

61 

.52!     5tii     55 

50 

51 

71 

(iO;     .521     52 

79 

....!  57 

60 

47  ... . 

'^  61.2 

)  Maxinnnii  . . . 

■  (  Minimum 

\  Maximum  . . . 

86 
64 

92 

89 
65 
90 

87 
70 

88 

85 
72 
89 

84 
72 
85 

89 
74 
86 

92 
76 
97 

89 
77 
90 

"i 

90 

84      78 
72      64 

88,     87 

80!     861     86 
65      67 1     70 

83 
79 

79 
67 
79 

781     79!     73 
66|     64      62 

78:     84     79 

73 
58 
76 

79 

58 
84 

86 
58 
90 

87      89;     86 
62'     62!     64 
92;     85     87 

84 
62 

88 

70  .... 

Kork'iison  ftS^ 

"64 

88 

KlortMice  1  ^ 

85      83'     78      85 

"96 

"76 

"76!;;; 

"""  8.5."i 

•  (  Mininuim 

63 

62 

70 

65 

65 

69 

71 1 

73 

70 

67      57 

59      63;     69      68 

62      .58;     52'     551     53 

50 

51 

.55     58!     52 

52 

55!    62 

66 

47  ... . 

60.6 

\  Maxinunn  . . . 

90 

91 

91 

87 

82 

») 

95 

90 

87 

83'     85 

81      87:     891     86 

84i     81;     82!     **0'     •'<4 

851     88 

9;^      901     87 

86 

89'     90 

84 

76 

86.  4 

GeorSPtown 

•  (  Mininnnn 

65 

62 

71      69 

72 

68 

68 

72 

73 

70      59 

63      71      73;     71 

65i    61;    58'    56,     55 

54      54 

64      61:     54 

53 

61;     64 

66 

51  .... 

63.  5 

Kings!  reo^SsS 

||  Maxinunn  .. . 

88 

90 

87:     88'     84 

90 

92 

92 

89 

84      80 

80     83'     84|     84 

80!     791     81:     72      74 

80      87 

89      821     82 

86 

86 1     87 

76 

65  ... . 

83.  3 

■  (  Mininuim 

6-! 

61 

68i     66 

66 

67 

68i     72 

73 

69,     58 

60      64i     71 

70 

63!     6OI     55,     56,     54 

51 

.53 

6(>1     60     55 

51 

58     64 

66 

49 

61.7 

Mayesville  (near). 

)  Maxinunn  ... 

89 

92 

86     89 

86 

92 

95'     92 

90 

83'     79 

80     80     83 

85 

80     78      81'     75t     74 

80 

88 

90     83      84 

86 

87      90 

79 

641.... 

84.0 

•  (  Minimum  — 

60 

60 

701     66 

69 

64 

fi8|     7! 

70 

68:     59 

59      67,     77 

70 

60     59      52;     55     54 

47 

62 

59'     57     52 

50 

52 

62 

62 

51 

60.7 

\  Maxlnmm  . . . 

*i? 

!» 

85i     85 

87 

88 

93      89 

85 

8II     79 

77      80!     85 

84 

80;     76     80I     73!     '5 

80 

85 

90     841     83 

85 

85 

86 

78 

68.... 

82.9 

Oaks 

•  (  Minimum 

61 

60 

70i     67 

7(1 

69 

69      7(1 

67 

67      59 

61      70!     71 

70 

64I     60!     59;     53;     53 

52 

50 

58'     .58 

52 

50 

57 

61 

63 

49' ... . 

61.3 

St.  George  i'^ 

\  Maximum  . . . 

89 

92 

88!     87 

86 

93 

97      92 

91 

85;     80 

82      851     861     83 

81;     78:     82!     79 

76 

83 

90 

93     87 

86 

88 

89 

93 

84 

69  ... . 

8,5.8 

•  /  Minimum 

67 

64 

69'     68 

69 

67 

6S;    71 

70 

69     59 

58      67i     70j     69 

631     60:     58  i     57 

55 

53 

,54 

61'     60 

57 

53 

59 

(!3 

66 

49, ... . 

62.4 

St..Maltliews'iW.... 

\  Maximum  . . . 

87 

93 

87 1     85 

85 

9^2 

96'     93 

94 

831     79 

82,     83      87      87 

79j     78      81:     77 

74 

83 

91 

93     86 

86 

89 

90 

90 

79 

67  ... 

85.2 

■  (  Minimum 

64 

66 

7lj     67 

68 

65 

70:     73 

71 

7ol     57 

57      62      69l     69 

60:     60     53      56 

54 

46 

54 

62      57)     54 

52 

67 

64 

68 

48' ... . 

61.5 

Society  UillsW 

\  Maxinunn  . . . 

9a 

84 

841     86 

88 

93 

98|     95 

89 

84!     80 

84:     S3l     82i     87 

77l     78;     81'     74:     74 

83 

90 

91      841     "'I 

88 

87 

89 

72 

66  ... . 

84.3 

■  (  Minimum 

61 

64 

69|     66 

69 

68 

71:     72 

70 

66:     56 

57      681     70i     68 

611     56!     51,     55;     50 

47 

53 

.59     56i     18 

48 

54 

65 

65 

46  . ... 

60.3 

Sunnnerville 

1  .Maximum  ... 

86 

89 

86 

8B 

84 

91 

89I     87 

86 

84l     79 

78     85 

85 

86 

81 

79!     80     79     75 

80 

S3 

88      82      81 

84 

84 

87 

80 

69  ... . 

83.  1 

•  /  Minimum 

66 

62 

70 

70 

71 

68 

71      68 

71 

70     59 

60      71 

72 

71 

66 

61;     57;     55     56 

53 

54 

61     59     55 

t)4 

62 

65 

65 

51  ... . 

63.1 

\  Ma.ximimi . . . 



........ 

... 

....!.... 







Wallerlxjro 

■  (  Mininuim 



. ' . .  i 

.'.'..].'... 

1 

1         j 

1  .  .  .   . 



Yenuisspe'jSijS 

\  Maximum  . .. 

88 

"90 

"881  "«7 

'87 

"9! 

"92!  "92 

"ik'i 

"85;  "si 

"86''"8i 

"8.5 

"8.5 

"84 

'"82    "82'   '83 

"76 

"82 

"86 

91      86 

85 

"85 

"86 

"88 

""84 

'  72  !!" 

85.1 

•  /  Minimum 

63 

60 

65 

68 

69 

(H 

65     69 

69 

671     39 

57,     60 

69 

68 

64 

60     55]    51 

55 

50 

49 

59     56 

52 

50 

58 

60 

65 

47  ... . 

60.1 

Wexlfiii  1 

^fniin}i. 

i 

1 

i 

1 

i 

\  Maximum  . . . 

88 

92 

88 

86 

87 

93 

95     88 

85 

86 

83 

84     83 

87 

85 

84 

77     821    79 

77 

82 

88 

90     85 

83 

86 

88 

87 

83 

78.... 

85. 3 

Aiken  

•  i  Minimum 

66 

65 

70 

69 

67 

65 

70     69 

66 

67 

65 

58     67 

71 

67 

62 

61,    57'     60 

55 

52 

58 

62!     68 

56 

57 

61 

68 

66 

48!.... 

63.1 

\  Maximum  . . . 

i  .  .  .  . 

• 

....!.... 

Anderson 

•  •  (  Minimum 

"65 

"67 

"69 

"ei 

"64 

"6.5 

"68  "68 

"67 

"65 

"59 

54     64 

""66 

"m 

'  '5("> 

"561    55 

58;    51 

"49 

"58 

""6i'".52[".52 

"53 

""58 

"62 

"54 

45  ... . 

'"59.'5 

Batesbni'gS^S^ 

\  Maximum  ... 

87 
66 

88 

8:! 
67 

84 
68 

86 
66 

91 

65 

92      91 

69      72 

91 
70 

83:     78 
691     59 

83     83 
55,     58 

86 
66 

84 
69 

86l     78'     82 
601     60;     52 

76 
55 

73 
52 

82 
44 

86 
48 

87'     82:     M 
63,     56     55 

86 
56 

84 
60 

87 
65 

75 
67 

65  ... . 
46.... 

83.4 
60.9 

■ '  /  Minimum. . . . 

\  Ma.ximuiv  . . . 

....  1  ...  . 

; 

1 

!      I 

!.._. 

(/aniden  S^v^ 

•  1  Minimum 

"75 

75 

"75i  "74 

"73 

"73 

73!     75 

"74 

"'73 

60 

61     62 

""72 

"72 

61 

""601     54 

"■5.5 

"53 

"46 

"46 

56 

1     _ 

""64 

""65 

"66 

"65 

"•"64."9 

61 

(W 

Clenison  College  . . 

S  Maximum  ... 

83 

82 

811     81 

84 

86 

88      86 

83 

80 

75 

75     75 

76 

82 

74;    77 

72 

70 

75 

80 

80 

80 

77 

78 

78 

89 

76 

"hb'.'.'.. 

78.8 

•  •  (  Minimum 

Bt; 

68 

72      70 

65 

67 

68 

70 

()9 

70 

65 

59     68 

71 

67 

57 

581     55 

56 

50 

49 

55 

61 

49 

49 

52 

54 

62 

65 

44  ... . 

61.0 

Columbia. 

)  Maximum  . . . 

87 
68 

91 
69 

84 1     85 
721     69 

86 

91 

92 
73 

91 
73 

89 
73 
90 

82      77 
69i     60 

81 1     80 
58     68 

81 
72 

-^ 

761     76 

80 
55 

74 
60 

72 
54 

82 

48 

87 
61 

89 
65 

82 
61 

83 
,55 

84 
54 

85 
60 

87 
69 

76 
56 

64  .... 

48; ... . 

82.7 
63.  3 

■  ■  /  Minimum. . . . 

OfS|       IK 

fO 

61 

n<: 

Greenville  W 

(  Maximum  . . . 

92 

85 

861     84 

92 

97 

99 

97 

82 1     80 

821     78 

85 

87 

78 

81 

86 

76 

77 

84 

88 

88 

84 

88 

89 

87 

84 

72 

68 

84.9 

•  ■  1  Minimum 

64 

64 

69     67 

60 

63    65i   a: 

66 

681     60 

54!     60 

67 

65 

54 

56 

50 

53 

50 

44 

60 

55 

48 

45 

46 

50 

56 

63 

42  .... 

57.3 

Greenwood  ijs^ 

\  Maximum  . . . 

89 

86 

84'     85 

89 

93     94      94 

89 

83      77 

80'     78 

83 

84 

74 

77 

79 

75 

70 

79 

86 

86 

80 

82 

83 

83 

86 

73 

67  ... . 

82.3 

■  ■  (  Minimum 

65 

66 

68!     69 

65 

66      6u!     71 

69 

69!     59 

54      55 

66 

66 

58 

58 

54|     55 

50 

47 

48 

60'     53 

,52 

52 

53 

56 

53 

45  ... . 

59.0 

)  Maximum  . . . 

87 

84 

82|     83 

90 

92      93|     92 

85 

77!     84 

80      77 

82 

80 

83 

85 

81      79 

62 

80 

86 

86'     84 

83 

83 

84 

80 

75 

86  ... . 

82.8 

Heatli  Spring 

■  ■  /  Minimum 

6b 

67 

661     65 

65 

64,     71]     71 

68 

661     55 

53     65 

70 

70 

65 

54 

54!     64 

49 

47 

60 

63,     56 

54 

63 

55 

56 

48 

46  . .   . 

60.4 

\  .Maximum  . . . 

88 

85 

85:     85 

86 

91      94 

93 

8t) 

82|     77 

82!     80 

84 

86 

77 

77 

81 

72 

73 

81 

87 

87,     80 

83 

85 

84 

87 

70 

66  ... . 

82.  5 

Kersliaw  

62 

65 

67 

64 

66 

65  i     69 

71 

69 

671     56 

56!     62 

67 

68 

59 

551    51 

58 

50 

46 

54 

61  i     56 

51 

49 

54 

62 

65 

45  .... 

59.7 

■  /  Minimum. . . . 

j  Maximum  . . . 

89 

83 

82 

82 

88'     94      96 

95 

88 

79;     77 

78      80 

83 

82 

75     78:    82 

72 

71 

80 

87 

85,     81 

84 

84 

84 

83 

71 

66.... 

82.  0 

Landrnm 

•  •  I  Minimum 

60 

63 

67 

65 

6OI     62 

64 

65 

64 

641     5S 

52,     63 

66 

64 

56     51      491     53 

43 

43 

50 

55!     >*^1 

49 

47 

49 

58 

53 

41;.... 

,56. 1 

\  .Maximum  ... 

89 

80 

82 

82 

89 

93 

94 

92 

88 

79:     75 

76;     76 

77 

72 

76     79|    83;    77 

75 

80 

82 

84i     81 

82 

84 

82 

84 

76 

66  ... . 

81.2 

Liberty 

■  •  I  Minimum 

68 

67 

72 

68 

64 

62 

67 

70 

68 

68|     66 

66:     66 

62 

66 

56!     59     54l     57 

53 

48 

53 

611     50 

60 

50 

63 

63 

66 

41i.... 

61.5 

)  Ma.ximum  . . . 

89 

90 

84 

88 

88 

93 

90 

91 

92 

84,     78 

82,     78 

741     86 

781     89     80!     761     73 

82 

88 

901     82 

84 

86 

85 

88 

80 

65  .... 

83.8 

Little  Mountain  ... 

•■  (  Minimum 

67 

68 

69 

68 

66 

72 

72 

72 

71 

69I     69 

55 

66 

71 

69 

.59!     55     57:     60|     51 

49 

61 

65!     59 

56 

55 

63 

69 

62 

45; ... . 

63.0 

1  -Maximum  ... 
* "  '  ^linimum .... 

93 
66 

88 
66 

88 
70 
89 

87 
76 

85 

91 
66 

85 

9f 
64 

86 
68 

98 
69 
93 

96 
69 

94 
7n 

88 
68 
92 

82i     85 
61,     54 

84 1     78 
69;     60 

87 
67 
82 

90 
67 

89 

«7 

80 
60 
85 

78      83|     80 
60     53|    52 

78      77      81 

76 

o5 

86 

90 
65 
89 
66 

90 
64 
79 
65 

69  ... . 
46  ... . 
66'.... 

4/|.... 

f  86.5 

Meriwether 

51 

77 



....  1  ...   . 

.... 

1  62.6 

Monetta 

\  Ma.ximum  ... 

94:     90 
70;     71 

82|     85 

"74 
54 

"82 

48 

"S6 
58 

""88 
62 

"83 
59 

84 
55 

",S6 
57 

83.8 
•  62.7 

■  /  Minimum. . . . 

67 

7(* 

69 

67 

70 

57 

67 

/U 

68 

62 

DZ!      00 

57 

)  Maximum  . .. 

"  ■  (  Minimum 

\  Maximum  . .. 

80 
59 
90 

75 
60 
89 

76 
66 
85 

78 
63 
86 

81 

85 

8I1     79 
(ill     61 
97!     9(1 

_ 

80 
48 
87 

78 
67 
87 

80 
56 
90 

74 
53 

81 

67  ... . 
35,.... 

67! ... . 

ci  78.0 

Mountain  Rest  — 

60!     63 
90;     94 

"(ii 

90 

"6i"59 

85i     78 

"52 

82 

"eo 

80 

"ei 

87 

"60 

87 

"59 

"si 

80 

49 

82 

"46 
83 

"47 
86 

■  56.3 

"77 

■73 

"82 

"'89 

"96 

84.9 

Newberry 

•  ■  *  Minimum 

63 

66 

68 

68 

661     65 

70|     70 

71 

7n|     60 

55 

66i     71 

70 

58 

58 

.52 

60 

51 

45 

54 

62 

53I    52 

49 

55 

67 

64 

46|.... 

60.8 

Saluda 

)  Maximum  . . . 

91 
60 

90 
63 

97]     87 
6S|     69 

92!     97 

64 1     61 

95:     95 

681     69 

94 

85'     s2 

681     58 

85 

86 
65 

87 

90 

81 
59 

86 

85 

48 

80 
56 

77 
49 

84 
46 

90 
60 

91 

87:    88 

90 
49 

87 
60 

90 
63 

81 
63 

70..    . 
45  ... . 

87.3 
59.3 

•  ■  )  Minimum. . . . 

(>9 

68 

70 

67 

o9 

64 

46 

**4 

\  Maximum  ... 

89 

87 

84 1     S5 

89;     94 

991     97 

89 

82      78 

S3 

75 

86 

86 

76 

80 

83 

75 

73 

83 

90 

89 

83 

84 

88 

87 

90 

79 

84.7 

Santuck 

■  ■  1  Minimum 

63 

65 

67!     65 

64]     66 

67 

69 

68 

67      58 

53 

65 

69 

67 

57l    55 

52 

58 

47 

45 

54 

61 

53 

49 

48 

53 

64 

57 

44'.'.'.'. 

59.0 

Spartanburg  «SV... 

\  Maximum  ... 

91 

84 

811     79 

89;     94 

98 

95 

91 

83      78 

80 

76 

87 

84 

761     70 

83 

72 

71 

81 

88 

87 

81 

84 

86 

85 

86 

69 

651 ... . 

82.5 

•  ■  i  Minimum 

65 

66 

68|     66 

63,     65 

67 

71 

66 

68     .59 

55 

58 

66 

67 

5«|     .54 

53 

54 

47 

46 

47 

54 

49 

50 

52 

52 

53 

63 

441 ... . 

■58.1 

Trenton 

)  Maximum  . . . 

88 
65 

88 
67 

881     87 
67  [     66 

90i     ff2 
67,     67 

90 

94 

94 
69 

85;     79 
68     59 

82 
55 

79 

88 

84 

77     77 

80 

78 

73 
57 

80 
49 

84 
57 

86 
61 

82 

84 

84 
56 

86 
58 

87 
67 

79 
63 

66! ... . 

461 ... . 

83.7 
61.9 

•  •  1  Minimum. . . . 

71      <u 

66 

69 

66 

Wl     61 

55      nu 

58     01 

\Vliit«Oak 

S  Maximum  . .. 

88 

90 

86     86 

89:     93 

m  94 

90 

84:     79 

83 

80 

87 

87 

79;     82 

84      77 

76 

83 

89 

89 

841     85 

88 

88 

89 

75 

66l.... 

84.9 

■  •  /  Minimum 

65 

66 

68;     65 

66;     65 

70;    71 

69 

68,     56 

55 

66,     69 

69 

58!     57 

58,     60      48 

49 

60 

63 

55'     54 

52 

57 

65 

65 

46  ... . 

61.2 

Wintbrop  College  . 

\  Maximum  . . . 

80 

80 

78:     79 

80,     86 

85!     85 

82 

82l     75 

74 

741     75 

78 

78'     74 

76!     76'     67 

74 

80 

80 

791     78 

79 

78 

78 

82 

63 

77.8 

•■  '(  Minimum 

64 

65 

68 

65 

6-1 

65 

70 

70 

62 

68 

60 

54 

65 

70 

68 

56 

52 

54 

59 

58 

46 

59 

59 

59 

,59 

54 

56 

65 

62 

46.... 

60.4 

Reference  letters  (>,  ''.  l).  appearing  in  the  table  indicate  number  of  days  missing:  For  example,  '■  represents  two  days  missing,  etc. 
§§  Instruments  are  read  in  the  morning:  the  maximum  temperature  then  rear!  is  charged  to  the  preceding  day.  on  which  it  almost  always  occurs. 
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GENERAL   SUMMARY. 


No.  10. 


Weather  cniKlitions  for  OctolxT,  1916,  were  characterized 
liy  mean  teni|)eratares  sli^-htly  ahove  normal  generally,  and  hy 
deticieney  in  rainfall  in  practically  all  sections,  except  the  coastal 
plains,  wliere  the  monthly  amounts  were  above  normal.  Con- 
ditions on  the  wliole  were  favorable  for  tiie  maturing  and  har- 
vesting of  all  crops.  Tlie  remainder  of  the  early  planted  cotton 
crop  was  picl-ced,  and  [)icking  of  tlie  late  croi)  was  progressing 
rapidly  during  the  closing  days.  Forage  and  other  crops  iiave 
nearly  all  been  gathereil,  (>xcept  sweet  potatoes  in  eastern 
counties.  Prolonged  periods  of  dry  weather  rendered  tlie  soil 
unfavorable  tor  plowing  and  seeding.  However,  good  aci'cages 
of  oats  and  rye  were  sown,  bnt  little  wheat  was  planted.  Some 
of  the  early  planted  small  grains  were  coming  to  good  stands 
toward  the  end  of  the  moot h.  Truck  and  gardens  were  in  fairly- 
good  condition.  Light  to  heavy  frosts  were  (]uite  general  over 
interior  .sections  on  the  i:!i'd,  but   little  or  no  damage  resulted. 

J.   F.  .1. 

PRESSURE. 

The  mean  sea-level  pressure,  determined  fi-om  ri^ports  of  7 
regular  Weather  Jku'eau  stations  in  and  surrounding  the  Sec- 
tion, was  31).  K)  inches.  The  highest  pressure  in  the  region 
covered  by  reports  was  'M).4~  inches  at  Asheville,  N.  C,  on  the 
"23(1,  and  in  the  Section  i)roper,  oO.oo  inches  at  Columbia  on  the 
.same  ilate;  lowest,  29. .■')9  inches  at  Asheville,  X.  C.,  on  the2()tii, 
and  in  the  Section  proper,  2!). To  inches  at  Colund)ia  on  the 
same  date. 


PRECIPITATION. 

The  average  for  the  Section,  57  stations  reporting,  was  2.54 
inches,  or  0.64  inch  below  tlie  normal.  There  were  three  dis- 
tinct rainy  periods,  namely:  4th  to  6tb,  ISth  to  21st,  and  80th 
to8Ist.  while  scattered  sliowers  occurred  between  the  8th  and 
10th.  The  unequal  distril)Ution,  as  to  amount,  of  the  months 
innnediatejy  preceding  continued,  Imt  the  discrepancies  were 
less  marked.  Laige  areas  of  the  coastal  plain  received  from 
4.00  to  over  6.00  inches,  while  the  greater  portion  of  the  central 
districts  received  less  than  2.00  inches.  The  greatest  local 
monthly  amount  was  6.96  inches  at  Centenary,  Marion  County ; 
least  amount,  O.SHat  Edgefield,  Edgefield  County.  The  greatest 
24-hour  rainfall  was  5.0(1  inches  at  Centenary,  Marion  County, 
on  the  19th.  The  number  of  rainy  days  averaged  17  per  cent 
l)elow  the  normal . 

WIND. 

4'he  prevailing  winds  wei'c  fi-om  the  northeast.  The  avei'- 
age  hourly  velocity,  determined  from  7  anemometer  records, 
was  10.1  miles.  In  the  Section  proper  the  averages  were  S. 2 
miles  p(M-  hour  at  Columbia  and  lo.O  miles  ])er  hour  at  Charles- 
ton. The  highest  velocity  for  any  five-minute  period  in  the 
region  covered  by  reports  was  4S  miles  per  lu)ur  from  the  cast 
at  Asheville,  N.  C,  on  the  ISth,  and  in  the  Section  proper,  44 
mil(>s  |)er  honi-  from  the  northeast  at  Charleston  on  the  10th. 


TEMPERATURE. 


4' he  niiinthly  mean  foi'  the  Section,  determined  from  re|)orts 
of  45  stations  was  64.1'^,  or  O.S"^  above  the  established  normal. 
The  highest  temperature  for  the  month  was  92°  at  St.  (ieorge, 
D(U-cliester  County,  on  the  Htli;  at  St.  Matthews.  Caliioun 
County  on  the  sanu^  date,  and  at  Orangelnirg,  Orangeburg 
County,  on  the  Kith.  4'he  warmest  period  of  the  month  was 
generally  between  the  7tli  and  9th,  but  a  luunber  of  stations 
recorded  highest  temperatvnes  between  the  16th  and  19th.  The 
lowest  temperatui'c  was  ;)1°  at  Mountain  Rest,  Oconee  Count j\ 
on  the  21st  and  22d.  44ie  coolest  weather  of  the  month  occurred 
_generally  en  the  22d . 

HUMIDITY. 

The  mean  relative  humidity,  deti^rmined  from  records  of  7 
regular  Weather  Ikireau  stations  in  and  sun-oiniding  the  Section, 
was  as  follows:  S  a.m.,  n:')  per  cent;  S  p.m..  72  per  cent.  The 
highest  average  pei-eeiilages  occurred  over  the  coastal  plains,  and 
the  lowest,  (tvt'r  the  nortiiern  interior. 


SUNSHINE    AND    CLOUDINESS. 

The  average  montiily  sunshine.  det<>rmined  fi'om  7  auto 
matic  records,  was  227.2  hours,  or  64  per  cent  of  the  possible 
amount.  The  average  nund)er  of  clear  days  was  16;  partly 
cloudy,  7:  cloudy,  S,  as  against  normals  of  17.7,  and  7  days, 
respectively, 

RIVER    CONDITIONS. 

4'hc  rivers  of  the  Section  were  relatively  low  thi-onghout 
the  month  and  res|)onded  only  slightly  to  the  rains  of  the  isth 
and  19th.  _  _     ' 

MISCELLANEOUS    PHENOMENA. 

EiiiilniiKihe  ((latex).  —  Columbia,  5:0S  |).m.,  ISth;  slight 
tremors;  intensity,  2;  Liberty,  LSth;  slight  tremors. 

Foy,  Dense  {(htex) . — Centenary,  8;  Charleston,  9.  16; 
Cheraw,  8,  i);  Darlington,  S,  9;  Mayesville  (near),  9,  Ki;  Sd- 
ciety  Hill,  S,  9. 

Frost,  {killitu/.  (hi/r) . — :\leriwether,  22 ;  :\Ionntain  Rest,  21, 
22;  Saluda,  22.  ' 

Jlftlos   (dates). — Lunar:  Mayesville  (near) ,  4  :  \A'allialla,  7. 

TJiiruderMnrms  {dates). — F)lackvi]]e,  l'!^;  Liberty,  9;  New- 
berrv.  9:  Santuck,  9;   Walballa,  9, 


MISCELLANEOUS  DATA  FOR  OCTOBER,  1916. 
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,  relative  ^  B 
, humidity.  "32 


cS 
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i     30.15 
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30.  06 
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64.4 
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30. 09 
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30.10 
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SO 

K5 
S4 
85 
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,33  I  2. 86  I  1. 16 

40  I  1.10  j  0.74 

48      4.  37  j  2.29 

39  !  2.64  !  1.24 

41  :  1.33  0.77 
-13  4.94  2.46 
43     o.  V.'  2.68 
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6.6    ne. 
13.9  I  n. 
11.9  :  ne. 

8.2  I  ne. 


65 


12. 
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9. 4     lie 


33     3.20     2.68         10.1     ne. 
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81 
83 
81 
76 

86  !     82 

87  \     84 
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61 
67 

7? 
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CLIMATOI.OGICAL  DATA:     SOI'TH   CAROLINA  SECTION. 


OCTOBEIJ.    191(5. 


Cliinatologrical  Data  for  October 

,  i9ie 

Counties. 

8 

Temperature 

ill  degrees  Fahr. 

Precipitation,  in  inches. 

Numbei 

ofd 

ays. 

?;  C 

.^latioMS. 

1 

o 

{1 

£..5 

0 

0 

0 
1 

-z 

ii 

s  0 

1   t:  = 

a— 

5  3 

1 

i| 

aS 
.-'  T 

S.5 

>  0* 

1 

1  3 

flhservers. 

Kasleni  Portion. 

.\lli-ii(inli^  

Bi'avilort  

BlacUvillo 

Howinaii 

Centenary 

Charleston 

liaruwell 

Heauiorl   

liarnwcll 

Oraiigebiu'g 

Marion  . 

186 
21 
296 
160 
43 

48 
144 
25 

175 
100 

143 
106 
63 
136 
136 

12 
54 

70 

"264' 

54 
97 

109 
62 

192 

75 
69 

2t 

27 
29 
27 
15 
1 

45 
26 
30 
21 
13 

28 
23 
30 
27 

1 

21 

27 

1 

1 

66 
2 
27 
20 
24 

18 
13 

66.2 
''66.  9 
66.4 
66.1 
65.5 

67.4 
63.8 
64.2 
"'64.5 
65.5 

+1.3 
-0.5 
+1.9 
+L9 



+0.3 
+2.2 
■  0.0 

+  1.1 
+  1.5 

89 
>'86 
91 
89 
89 

84 
87 
83 
'•89 
87 

9 
20 
16 
9 
9 

17 
t7 

16 
t9 

8 

42 
"45 

38 
37 
39 

48 
37 
43 
'39 
40 

22 
22 
22 
12 
12 

22 
12 

12 

34 

"38 
40 
45 
36 

24 
39 

28 
''40 
36 

2.55 
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-0.23     1.48 

0 
0 
0 
0 
0 

0 
0 
0 
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0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 

5 
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5 

7 

9 
6 
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7 
7 

5 
5 
3 

8 

7 

3 
5 
6 
8 
6 

4 
6 
6 
4 

9 

11 
9 

19 
17 
18 

14 

14 
12 

1? 
(> 

8 

6 
111 
.3 
3 

7 

9 

\V. 

lie. 

lie. 
lie. 

11. 

]{.  B.  Vance. 

-Miss  Lillian  H.  Rice. 

2.01 
2.59 
6.96 

4.37 
2.85 
5.10 
2.18 
2.03 

2.86 
2.  07 
4.77 
2. 27 
2.60 

4.23 
4.55 
3.16 
1.69 
2.51 

4.27 
2.38 
3.06 
2.  02 
2. 25 

4.40 

-0.97  ;  1.50 
-0.16  '   1.112 
'  5.  06 

+0.44      2.29 
0.00  1  1.75 
+  L60  i  1.68 
-1.16  1  1.57 
-L63     0.68 

+0.49  i  1.86 
-0.98      1.48 
+  1.78     3.94 
-0.  84      1. 14 
—0  51  1  1  an 

Mrs.  D.  B.  Sanders. 

B.  0.  Evans. 

D.  L.  Carmichael 

Charleston 

Che-|.-rlield 

Horry 

Darlington 

l)illon 

L".  S,  Weather  Bureau. 
.1.  H.  Powe 

Conway 

Darlington 

Dillon 

Kdisto  tt 

EllniKliiun 

Ferguson 

Florence  1 

15 
19 

2 
3 

14 
9 

n. 

Paul  Quuttlebaum. 
D.  C.  McCall. 
A.  E.  Kowell 

Raniberg 

Florenc'e   

Orangeburg  

I'loriMice 

flo                

Vathaii  .lenkins 



''67.' 4' 
64.4 

'  +4.'  i ' 
+  1.0 

"se' 

91 

9 

"ms' 

41 

"fn 
TH 

'»36' 
37 

11.  B.  .McCall 

18 
21 

15 
20 
15 
10 
10 

16 

'ig 

16 
15 

'J 

"5 
4 

7 
2 

^ 

16 

8 

0 

if 
10 

25 

"A" 
9 

i 

13 

1.5 

io 

4 
6 

4 

UP. 

ne. 

lie. 

lie. 

lie. 

s. 

lie. 

ne. 

ne. 

.s. 

lie. 

0. 

.losepli  P.  SiinoMs. 

H.K.(iilbert. 

Pee  Dee  Experiment  Sta. 

A.  P.  Hazard 

(ieorgetown 

Williani.sbiirg 

67.4 
65.2 
65.0 
•66.4 
"64.4 

63.7 

+2.0 
+0.6 

-0.5 

89 

88 

88 

"88 

'»y2 

82 

19 

n 

9 

16 
9 



42 
42 
34 

"41 
''39 

44 

22 

28 
12 
24 

12 

22 

38 
32 

47 
"40 

+0.55 
+  1.60 

+  1.14 

'+6.'76' 
-0.67 
-0.88 

+0.46 

2.20 

3.15 
1.94 
0.89 

1.44 

2.92 
1.36 
1.90 
1.43 
1.60 

2.00 

KinKstree 

.Mayesville  (near) 

Oaks  

Orangeburg  

Pinopolis  '* 

A.O,  .Miitlliews. 

(ieorgetown 

Orangeburg 

Berkeli^y 

Clarendon 

Dorchester 

0.  M.  Mitchell. 

r.  S.  Fisheries  station. 

Miss  E.  P.  Uavenel. 
William  B.  Wolfe 

St.  George 

St.  Matthews 

Socii'ty  Hill 

Sumnierville 

66.6 
65.2 
63.9 

66.2 

+2.1 
+1.3 
+2.1 

+  1.3 

92 

92 
87 

84 
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9 

18 

t8 
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39 
38 

42 

22 
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12 

22 

32 
35 
41 

37 
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Colleton 

A.  II.  Kogers. 
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3.27 
4.01 

3.16 

1.27 
2.  Oil 
1.96 
1.43 
4.f'8 
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1.35 

1.  10 
2.48 
1.33 

0.88 

2.  91 
1.58 
1.45 
L82 

1.70 
3.14 
1.56 
1.36 
1.15 

1.46 
2.41 
1.75 
1.90 
L37 

1.82 
2.  56 
1.22 
2.58 
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2.51 

1.95 
2.54 
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-0.18 

-1.45 
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-1.29 
-1.25 
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-0.54 
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-L52 
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-1.38 
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-L20 
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1.15 
3.21 
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2.75 
0.97 
0.88 
1.74 

1.39 
1.31 

0.85 
1.06 
1.15 
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0.88 
0.40 

0.83 
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0.69 
1.26 
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0 
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6 
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6 
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5 
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4 
5 
6 
2 

6 
6 
6 
3 
1 

5 

7 
6 
6 

6 

4 
3 
8 

a 
4 

5 
5 

18 
13 

16 

21 
18 
20 

19 

4 
6 

7 

1 
2 

7 

9 
12 

8 

9 
11 

5 
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ne. 

e. 

11. 

lie. 

Special  Kice  Exp.  Station. 
.1.  G.  Hut.son. 

Yemas.see 
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extrem(*s     

20 

66.1 
65.4 

65.5 

+1.3 
+  1.2 

0.0 

88 
92 

87 

9 
16 

37 
37 

39 
35 
39 

22 
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21 
22 
12 

41 
47 

41 

'38' 

W'lftcrn  I'lirlinii. 
Aiken  

.\iken  

Anderson  

Lexington 

Fairlield 

Abbeville 

Iv(*r*iliii\v. 
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764 
656 
293 
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222 
562 
402 
850 
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55 
20 
27 
13 
23 

56 
12 
12 
24 
29 

2 

3 

23 

27 

15 
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17 
23 
13 

9 

is' 

12 
15 

23 
13 

'ii' 

W.  M.  Brown. 
11.  H    Ku.ssell 

63.3 

+0.3 

86 

7 

E.J.  Hite. 
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Calhoun  Falls 

Camden 
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'77 

t  7 

'38 

tn 

'37 
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Newberry 
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'15 
13 

'is 

23 
11 

24 
19 
15 

22 

5 
9 

'5' 

19 

3 
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11 
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9 
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8 

1 

4 

I 
2 
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82 
86 
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9. 
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22 
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29 
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e. 
11. 

ne. 
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Prof.  F.  11    H   Callioun 

Edgefield 

Gaston  Shoals  It 

Cherokee 
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989 
671 
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711 
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850 
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875 
620 
1061 
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Ilarrv  A   Parshall 
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Greenwood 

Lancaster 

60.9 
60.9 
63.1 

62.4 
61.0 
61.6 
62.6 
"64.8 
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59.8 
63.4 

'»63.'6 
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60. 2 
64.4 

+  1.0 
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-1.5 
+1.4 
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"+0.Y 

+0.7 
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-0.1 
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84 
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87 
85 
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87 
87 
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87 
88 
84 

9 

8 
t  7 
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9 
9 
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t  7 

t7 
9 
S 

7 
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8 
8 

33 
37 
38 

39 
35 
33 
39 

"32 

"40 
31 
37 

"■32" 

36 
35 
37 

t21 
22 
22 

tl2 
12 
22 
22 
22 

22 
21 
22 

"22' 

22 

t22 

22 

40 
32 
44 

34 
43 
34 
39 

"45 

•39 
43 
42 

'"4i' 

42 
38 
40 

J.  H.  Woodside. 

.M.  M.  Culiioun 

Landruni 

Liberty                 

Sjiartanburg 

Pickens     

K.  Hartweil  Wilds,  D.D.S 
.lohii  T.  Boggs. 

Little  .Mountain 

Xew  berry 

Edgetield  

Saluda 

.I.M.Sease,  M.H. 
William  S.  Middleton. 

Moii'-tta 

10 
17 
14 

26 

17 

17 
7 
10 

"ii' 

4 
7 

"5' 
8 

.losepli  M  .lohnson 

Mountain  Kest 

New  ben  J 

Pel/er 

Oconee  

N(MVberry  

Anderson 

.I.H.Brown. 
Warren  O.  Peterson, 
.losliua  Y  .Jones. 

Mrs.  F.  V.  J.Maxwell 

Santuek 

ITjiion 

E.  W.  .leter. 

Spartanburg 

Spartanburg 

Edgetield 

F.  P.  Robinson. 

22 
17 

18 
17 

17 
16 

6 
7 
8 
9 

8 

7 

3 
7 
5 
5 

6 

8 

e. 

e. 

ne. 

ne. 

ne. 
ne. 

Mrs.  S.  E.  Long. 

Walhalla            

Oconee 

H.  W.  Brandt. 

White  Oak     

Fairfield 

64.6 
59.7 

62.6 
64.1 

+1.7 
+2.2 

+0.3 
+0.8 

89 
90 

90 
92 

8 
6 

6 
t9 

38 
39 

31 
31 

121 
Til 

t21 

r2i 

43 
44 

45 
45 

T.  G.  Patrick  &  Co. 

Winthrop  College  tt. . . 

York           .    ... 

W   P  (lOodman. 

extremes 

Section  means  and 

extremes 

j 

1 

The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
determining  section  or  division  means.     Reference  letters  C.  •'.  c),  appearing  in  the  table  indicate  nnniber  of  days  missing:  for  example.  ^  repre.sents  two  days  missing,  etc. 

t  Also  on  other  ilates.  ft  ftcceived  too  late  to  be  included  in  means  and  summaries.  *'  Temperature  data  an^  from  observed  readings  of  the  dry  bulb;  mean.-  are  com- 
puted from  observed  readings,     tt  Postottice  addresses  of  these  stations  are  as  follows:     Of  Edisto.  Embree:  of  (iaston  Shoals,  (iatfney :  of  Winthrop  College.  Hock  Hill. 

T.  I'reciiiitatiiiii  is  less  than  O.ill  inch  of  rain  or  melted  snow  . 
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CMJMATOLOGICAL    ]).V[\\:    SOFTII    CAROLINA    SECTION 


Daily 

Precipitation  for  October, 

1916. 

Wiilersheds. 

Day  of  mouth. 

Siatiiius. 
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1.31 
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4.37 
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1 
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1.03 

04 
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1.50 

.12 
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.96 
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.05 
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1.57 

55 
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' 

.07 

63 
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.16 

.21 
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.17 

' 

.05 

2.  07 

4.77 
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T 

.03 
.03 

Pee  Deo , 

.14 
.12 
1.28 

'.'ie 
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1  05 

.04 
1.60 

1.14 

.10 

2.20 

2.60 
1.94 
.10 
1.44 

.  03 
T. 

.10 

do  !..  . 

.10 

01 

2.  60 
4. 23 

4.55 
3.16 
1.69 
2.51 
4.27 
2.38 
3.06 
2. 02 

2.25 
4.40 

Coast 

.75 

Blaek '.... 

do 

.... 

.07 
.02 

1.10 
.25 

.13 
.15 

.40 

.55 

Mayesville  (near) 

Oaks 

T 

.... 

.10 
.04 

.49 
.12 
.22 
.10 
.16 
.20 
.26 

.13 
.41 

do 

.10 
.60 

.02 

Edi.sto       .   ...  1 

.11 

70 

2.92 
.26 

' 

.04 
.07 

.30 

.83 

.17 

_ 

!46 

1.36 
1.90 
1  43 

Kdisfo 1 

.04 
.16 

.01 
T. 



^<t.  Matthews  nil 

Society  Mill  llll 

Suiniiierville 

Santee            .    

do 

.10 

.85 

1.6C 
2.00 

.01 

Ashley 

T. 

.02 

.01 



T. 

.... 

.... 

.55 

.07 

T. 

T. 

..   . 

.03 

Whitehall  (near) 

.75 
.12 

.42 
1.16 

.21 

1.80 

.11 
34 

.30 

'.53 

.11 
.13 
.19 
.12 
.03 
.15 
.12 

'.'06 
.06 

.3.27 
4.01 

1.27 
2  09 

Veiim<scel||| 

}\'r.-<teru  Ptn'tlon. 

do               1 

.10 

.07 

.05 

T. 

.03 
1.04 

T. 



1.97 

.74 
.30 
1.30 
1.10 
3  ''1 

.02 

ICdisto 

\ii(lerson 

Sa\'annii li  .... i ... . 

.24 

.15 

.04 

Bateshurgllll 

Blairs  il|| 

Callioun  Falls  nil 

Caiiifleii  llll 

Catawba  llll .   . 

Chai.pellsllll 

<"leinsf>n  (^ollejfe 

ICdisto ' 

.11 
.12 
.03 
.26 
.04 
.20 

.12 
.02 

.03 

.18 
.05 

.... 
T. 

1.96 

1.43 

■  4.  68 

2.19 

liroad 

.04 
1.21 

Sa\'annali 

.11 

Wateree 

.02 

. . . . 

.18 
.04 
T. 

.36 

.77 

1.52 
1.15 
.90 

.85 

T. 

.48 

2. 75 

97 

Saluda 

; 

.::::::: 

1.10 
2  48 

Savannah  ....'.... 

T 

.98 
T. 

.05 

.12 
T. 

Columbia  *** 

Conga  ree ; 

Savannali | 

.... 

T. 

.12 

T. 

— 

T. 

T. 

.41 

.01 

1.33 

KdffeHeld  |||| 

.40 

tiastoii  slioals  nil 

Broad 

....|... 

.07 
.26 
.12 

T. 
.01 

T. 

T. 

T. 

07 

.02 

19 

'f.' 

2.91 
I  58 

(ircciiville  llll    

T. 
.20 

.05  -is 

do 

.10 

1.74 

.07 

.94 
.35 
.45 
1.15 
.65 
.97 
.40 
.04 

.35 
.50 

.88 
.08 
1.39 

1.31 

.85 

.61 

T. 

.56 

T. 

.79 

.84 

.25 

.83 

2.00 

69 

.05 

.10 

1  45 

Heath  Spring  

Wateree ] 

:::.;::: 

1  8^2 

.04 

.39 
.0-2 

SO 

.13 

.18 
T. 

.05 

.30 
T. 

.02 

.02 

1.70 

3.14 
1.56 
1.36 
1    15 

I-andnnn    

Broad  

Liberly 

.04 

.20 

T. 

....  .... 

.10 

Little  ^roiiiitaiu 

Saluda 

— 

Meriwether 

Savannah  

T. 
.17 
.23 

n 

T. 

T. 

T. 

Monetta 

Kdisto 1 

.01 
T. 

T. 

.07 
.23 
.06 
T. 

'f.' 
.12 

1.46 
2.41 
1.75 
1.  90 

1.37 
1.  82 
2.56 
1.22 
2.58 
1.60 
2.51 

.22 
.01 
.50 

.01 
.24 
.24 

.06 

m 

.73 

Ne\vt)errv 

Saluda  

.02 

I'el/.er  nil'    

.do 

.12 

.19 

T. 

.16 

Sahida 

do 

.40 

Broad 

T 

13 

.11 

T. 

.06 
.30 
T. 
.08 

do 

.23 
.12 
.05 
.24 
.11 

03 

Trenton 

Iviisto 

T. 
.03 

.41 
.57 
.56 
.40 

Walhalla 

Savannah  . . . . ,  ... 

.03 

T. 

1. 26 
.80 
1  00 

.03 
T. 
1  00 

' 

.53 

White  Oak 

I-iroa<l 1 . . . . 

Winthrop  College 

('atawlnt  i . . . . 

'        ' 

\" ' 

1 

.... 

1 

Kxcept  as  otherwise  indicated,  ob.seivatious  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observation.  ||l|  Precipitation  measured  in  the  morning;  amount  tlien  recorded  is  for  the  preceding  24  hoiirs.  ***  Regular  Weather  Bureau  .station:  precipitation  is  for  the 
24-hour  period,  nu'dnight  to  niiilnight.    *  Prcciiiitation  iiicUided  in  the  ne.xt  following  measurement,     t  Separate  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  o.Ol  incli. 

COMPARATIVE   DATA   FOR   OCTOBER. 


Temperature 

Precipitation. 

-•Vverage  num 
days. 

be  r  of 

'/. 

■jjf 

!!C 

«•-  i  - 

*^-^ 

>; 

5 

"5 

? 

g 

£-=■=  = 

b. 

tl 

5 

"■ 

— 

J 

< 

•^  —  "•  i: 

^ 

a.  - 

^ 

i>>: 01.4  I 

l^ss 59.  3  i 

lSs9 60.8 

1890 63.0  I 

1S91 60.2 

ISifi 63.  S 

1893 1  64.4 

1894 I  M.2 

189.1 61.3 

1S96 ;  61.3 

!  >;iT 65.  8 

- 62.9 

'I :  64.2 

'"1   67.6 

I'.inl (Vi.  4 

I'.KIJ '  63.2 


91 
88 
88 
90 
92 
89 
90 
98 
95 
91 
96 

;ki 

91 
95 
'•2 
95 


30 
31 
27 
22 
28 
27 
25 
33 
28 


28 
34 
33 
29 
:i0 


5.  96 
4.18 
1.65 
4.06 
1.63 
0.  60 
4.  92 
4.95 
1.15 
1.41 
3.  23 
3.  82 
5.0(1 
3.  65 
0.  S9 
4.411 


9 
9 
10 
11 
3 


n\v. 
ne. 


"I'ear. 


Temperature 

Precipitatioti. 

■y. 

'A 

So 

S«-g£ 

— 

o 

g-jCC 

« 

be 

o 

<u  ;'•  —  5 

.— 

•" 

i    ^    C-<=    !- 

''■ 

•^ 

^ 

-^ 

•<^6  o 

1903 62.0 

1904 1  ()2.4 

1905 '  64.2 

1906 I  61.9 

1907 I  61.2 

1908 (J2.0 

1909 61.2 

191(1 66.5 

1911 67.5 

1912 I  65.0 

1913 62.5 

1914 64.7 

1915 67.0 

1916 ()4.(i 

Period 63.3 


Average  num 

5er  of 

(lays. 

jj 

i:^ 

>> 

— ; 

^•o 

O 

ss 

s 

Cj 

-x 

~  ^ 

■^ 

93 

98 
93 
90 
91 
89 
96  I 

Inn  ' 
99  I 
94 
95 

92  I 

93  1 

m  I 

1(«) 


25 

2.63 

5 

18 

6 

26 

1.10 

3 

23 

5 

29 

1.97 

6 

15 

6 

24 

3.  69 

7 

14 

6 

28 

0.73 

3 

19 

7 

35 

4.22 

6 

19 

6 

27 

2.  43 

a 

23 

5 

'>■> 

4.39 

6 

20 

7 

37 

5.  89 

■" 

12 

9 

32 

2.21 

is 

4 

28 

3.  .56 

ti 

19 

6 

26 

3.44 

S 

13 

7 

27 

4.95 

s 

IS 

7 

31 

2.54 

.1 

III 

7 

22 

.3.18 

6 

17 

7 

3 
10 
11 
5 
6 
3 
4 
10 


ne. 
ne. 
ne. 


/■S 


CLLMATOLOGKWI.    DATA:    SOUTH    CAROLINA    SECTION. 


(icjTOKKK,     UMG 


Daily  Temperatures  for  October,  1916. 


Stations. 

Kfisfcrn  I'lti'lioii. 
,,.,,   ,i,<  >  .Maximum 

,.     ,  s  Ma.xiimim 

'*'''"''"'■'  /  .Miiiiimim. 

,,,     ,      11   ,iis  *  .Ma.xiimim 

Blai'kviUrsS>^ (Minimum. 

\  .Maximum 

l*'^"'"""  (  Minimum. 

,     .  *  .Ma.ximum 

tunti-nary (  .Minimum. 

\  .Ma.ximum 

''''•"■''''""" /  .Minimum. 

,(,  \  .Ma.ximiun 

l^'l"*™"'^ (  Minimum. 

5  1  \  Maximum 

<~'->'nv:i\\\^\ (  MiniMUim. 

,(,;  >  Maximum 

\>-'>hunU,i<U (Minimum. 

\  Maximum 

'""•'" /  .Minimum. 

,r,t  \  .Maximum 

[•eTCuscuvSvS I  Minimum. 

,,,               ,  ,;,;  *  Maximum 

Hoi-.Micc  1  \^v^ ;  Minimum. 

\  .Maximum 
(jfowetoun ,  Minimum. 

,5,!  'i  Maxinuun 

Kin!rslm.A>,S ,  Minimum. 

,        S  .Maximum 
Mayesvilli'  iiu-ai)...  ^  Minimum. 

\  .Maxiimnn 
'''••■'^^   (  .Mininnim. 

<i  Maximum 
Oi-aiiSflmi-K ,  Mi„i,i„„„. 

,r,r  1  .Maximum 

St.  I. HOIK"-  w ,  Mininnim. 

1         .!.;  )  .Maximum 

St.  Matlli.Mv.sW (Minimum. 

r.     ■  .     iin  .5,i  *  .Maximum 

Socu-ty  llillW (Minimum. 

.,,  \  .Maximum 

snnim.-rvilli' ,  Minimum. 

..   ,      ,  \  .Maximum 

Walterboio ,  Minimum. 

,;,j  \  .Maximum 

^''">"''*'''"*^'!* ,  Minimum. 

Wisinu    rnrliiiil. 

\  .Maximum 

*''"'■"  (  .Minimum. 

\  .Maximum 

'^'"''''■^"" (  .Minimum. 

,,  ,     ,         ,,,,  I  .Maximum 

Han'sl>uis,"s^* (Minimum. 

,;,;  >  .Maximuir 

<»""'''"  "'^^^ (Mininnim. 

,,   ,,  *  .Maximum 

(MHnison  ( cllcKc  ....  ,  Mi„i,„um. 

_  ,        ,  .  \  .Ma.ximum 

Columbia (.Minimum. 

.,,    ,;,;  \  .Maximum 

(irf.MivillrW ,  Minimum. 

, ,,,;  \  .Maximum 

(,mMiU(i(..l*» (Minimum. 

,,      .,    ^,      .  \  .Maximum 

>'"»tl''^l""'" (Minimum. 

...  \  .Maximum 

KcrsliaNvS!* i  Minimum. 

\  Maximuu; 
'"""•'■'"" (  .Minimum. 

\  .Maximum 

'■'        -^  '  Minimum. 

,  .    ,     ,,         .    ■  \  Maximum 

■'""'• -^''"""■"" (Minimum. 

,,     .       ,,  \  .Maximum 

^'"'■'" '■""'''  (  Minimum. 

I  .Maximum 

^''""■"" '  Minimum. 

^   .      ,,    ,  ^  .Maximum 

Mountain    Lost (Minimum. 

,.      ,  s  Maximum 

^''"'"'''''■^' /  .Minimum. 

,    ,  V  .Maximum 

^'•'""'"  (  Minimum. 

,  \  Maximum 

^'*"""''^ (  Minimum. 

,         ,5,;  (  Maximum 

.-partanhnrjrA^ (Minimum. 

_,       .  (  .Maximum 

1'''"'""" (  Minimum. 

,,,,  .4    ,^  ,  \  .Maximum 

^^'"t^'^>il^ (Minimum. 

wint,„-opro„........)^[-t;;;;: 


10     n      12 


70  75 

49  52 

75!  B» 

5()i  51 


75 

74 

79 

43 

49 

51 

70 

71 

70 

45 

50 

55 

6S 

fit) 

66 

40 

51 

S.'? 

B8 

tifi 

69 

53 

5(i 

5f< 

t;9;   691   6f 

451     49|     54 


46|     52 
6> 


6S|     67 
52 


6S,  66 

48l  53 

671  66 

50!  55 

65;  71 

5H  5<S 

69  65 

44!  51 

68i  68 

63  56 

66  67 

51  53 

69 1  65 

50l  55 


711  72 
50  52 


48  51 
73;  S2 


441 
68, 
46 
66l 
52i 
661 
451 
66l 


491  53 

42  45 

771  74 

45j  45 


50 
74 
54 
73 
51 
75 
38 
75 
50 
781  '6 
41;  49 
68  74 
43  48 


73 
44 
73 

57 
7(li  73! 
44)  50: 
63i  63 
43'  49i 


62| 
79; 

67j 
SO 
61! 
SO, 
67 
83l 
68i 

691 
S3 
66! 
76i 
6Gi 
82; 
631 
SI 
61 
80 
C2 
85 
63 
83 
62 
82 
66 
82 
6S 
82' 
69 
79 
60 
79 
67 
79 
62 
82 
62 
79 


78 

83 

86 

89 

85 

67 

68 

67 

64 

65 

74 

77 

80 

S3 

83 

68 

69 

C9 

65 

63 

82 

88 

90 

«) 

86 

65 

64 

66 

64 

65 

82 

84 

88 

89 

88 

68 

66 

66 

65 

60 

78 

85 

87 

89 

// 

66 

67 

67 

61 

57 

76 

7S 

80 

80 

81 

6S 

70 

81 

66 

57 

79 

87 

87 

86 

70 

64 

01 

60 

60 

65 

74 

78 

78 

81 

74 

66 

58 

69 

61 

(>5 

651  63 


67 1  68 

781  88 

6;!!  64 

82  85 

66'  69 

76j  82 

67'  67 

78 1  85 


65 

84 
67 
83 
66 

80 
03 
84 
63 

79!  85 


89: 
641 
87 1 
62 
86. 
68 
90 
65 
80 
70 
88 
69 
88 
64 
80 
68 
85 
65 
87 
67 
86 
66 
87 
63 
84 
63 


76  81 

66|  661 

1        J 

78,  84' 

641  641 

SS|  89' 

61 1  60| 

74i  86: 

64 1  66; 

68l  77! 

67;  67! 

79'  82! 

62l  59| 

77!  84! 

651  021 

84!  87i 


88     86     70 
61     64|    50 


56!     60 


56! 
83' 
59| 

84 1 
59 1 

so;  Sol 

62  OOl 

S2l  85 

60  55l 

82  85! 

63  5S| 
751  83 
621  60 
sol  88 
63|  60 
76|  84 

64  63 
82t  83 


62  50 

80I  so! 

61  58' 

82  67' 

61  59I 
76  78| 
65  63 
79  87, 

62  60| 
75  87 
00  50 


851 
69| 


83j     68'     72 
66     49;    45 


66 

831 

B7i 


56     47i 
79     66l 

671     47! 


75'  741 

71!  38! 

77  67! 

65!  5'^! 

76i  64' 

56!  47i 

80'  67 

631  46l 

78|  65' 

65j  461 

84  i  84 

55l  58! 

75;  63 

66  40! 

781  65, 

59'  38! 

76;  05 

61 1  49 

77!  64 

60  45 


80 

69 

64 

49 

79 

65 

59 

47 

78 

63 

60 

47 

79 

07 

61 

46 

83 

69 

61 

47 

76 

65 

59 

43 

74 

()6 

65 

42 

81 

65 

61 

48 

78 

78 

5S 

42 

76 

60 

59 

39 

43!  50 
73 
50 


52 

78 
55 
74 
561    60 


19     20     21     22     23     24     25 


8O!    81 
57     56 


!      i 


39  42 

65l  67 

42!  46 

65i  67 


65;  39 
72  62 
69 
71 


79 
64 
73 
64 
80 
63 
74 
52 
80 
64 
80 
03 
78 
60 
70 
61 
79 
63 
81 
63 
74 
621     39 


41 
65 
41 
61 
52 
70 
40 
65 
44 
68 
36 
64 
38 
68 
40 
66 
40 
66 
38 
66 
43 
63 
41 
67 
39 
65 
43 
68 
35 
66 
41 
67 
36 
65 
40 
65 
35 
64 
41 
66 
40 
03 
39     40 


26     27     28     29  1  30     31  I  Mean. 


77!  72 

59l  51 

75  70 

60,  58 

Sl|  76 


54     4 
74|     75i 
481     42; 


71 
50 
701 
57 
69 
46 
70 
49 
72 
45 
1'     69 


49 


59 
78 
50 
68 
46 
72 
60!  62 
73;  68 
54  50 
73  70 
581  46 
SOj  71 
521  57 
75]  71 
54 1  50 
/4|  72 
59.  50 
75i  71 
54 1  46 
731  71 
58!  45 
721  70 
59|  53 


76! 
49'  52 
72l 
48! 
SIi  80 
43l  46 
76  79 
481  52 
Ti  79 
55 
73 
60 
79 
52 
79 
54 
79 
53 
78 
55 
SO 


43 

71 
54 
76 

41 
68 
45 
75 

41 
74 

50 
72 

53j  52 
76  82 
441  46 
741  78 


78  73|  73 
54  56.  53 


72,  76;  75 
S3  58;  49 


43  44 
69  74 
42  45 


49 
69 
40 

68 
42 
71 
41 
68 
411 
08  70 
40!  40l 
70|  77 
42!  44 
09,  71 
30|  38 
68  72 
4fi!  41 
67!  72 
41|  40 
7l|  70 
40;  43 


49;  46 

761  70 

51 1  40 

691  68 

49I  49 

67l  67 

45;  42 

74I  69 

58!  50 

74 1  73 

42]  39 

72;  68 

44I  44 

70l  71 

401  47 

761  70 

49I  46 

73i  69 

511  00 

72;  69 

46'  42 

70!  72 

451  44 

80,  73 

53'  46 

76;  70 

57I  49 

72;  71 

45I  39 

74;  70 

52  44 

78]  72 

50  41 

72  09 
51 
71 
44 
77 
56 
74 
53 


4' 

73 

42 

74 

41 

761 

45I     46 

75 

46 

70 

47 

74 

44 

74 

42'     50 

73!    79 

48 1     58 


75i 
621 
7(il 
59I 
69| 
591 
67' 
58; 
751 

59! 
7Si 
60 ! 
75, 
60 
76 
OOl 
79 
60 
76 
61 


61 


761 

42 


73     75 
481     59, 


71 
02! 


74! 

**\ 

73 

45 


43 

68 
42 
76 
56 

70 

45| 
68l  63 
42      441 


68 

68 

50 

50 

67 

58 

40 

52 

V3 

■lb 

45 

58 

73 

62 

37 

43 

72 

65 

40 

42 

74 

72 

54 

47 

72 

76 

72  75 

59|  59 

71,  80 

55i  51 

751  7(:i 

54,  5s; 

68!  OSl 

58!  60 

68'  71 

58,  52! 

69!  761 

62,  59 

721  7S 

47,  49! 

701  76! 

55'  56i 

681  70; 

40!  44I 

72'  75; 

50;  57 1 

71  76' 

55  47 

7l'  75 

54!  50 
73 
57; 


56 

77 

59 

68 

56 

74 

55 

75 

56 

73 

56 

69 

55!    53 

721     74 

56      62 


55! 


76.8 
65.5 
75.5 
58.3 
79.8 
53.1 
7b.  1 
54.1 
76.5 
54.5 
70.4 
60.8 
75.  0 

52.  7 
72.  9 
55.4 
75.9 
53. 1 
74.7 
56.3 
76.0 
58.7 
70.5 
52.4 
78.2 
50.6 
75.5 
56.0 
76.1 

53.  8 
77.3 
65.4 
70.3 
52.5 
77.3 
55.8 
76.8 
53.5 
75.4 
52.4 
7.5.1 
57.3 


77.3 
.54.9 


55,  1 


60.  2 
74.  5 
52.1 
69.11 
55.  6 
70.9 
51.1 
73.8 
55.0 
74.6 
47.  2 
72.  6 
49.  2 
76.9 
49;  3 
74.2 
50.7 
73.3 
48.8 
72.  8 
50.5 
73.0 
52.2 
76.0 
53.1 
74.9 
54.3 
72.7 
47.0 
75. 1 
51.8 
70,5 
50.8 
74.3 
60.1 
72.  3 
48.2 
74.1 
64.7 
76.2 
51.9 
70.  0 
49  4 


I!    I 


!tefi'n>nce  letters  (»,  ''.  '■'K  appearing:  in  the  table  indicate  number  of  days  missing:  For  example,  i"  represents  two  days  missing,  etc. 
ij^j  jiistnimentsan'  read  in  the  morning:  the  maximum  toinperattire  then  read  is  charged  to  the  preceding  day,  oil  which  it  ahnost  always  occurs. 
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RICHARD  H.  SULLIVAN.  Meteorologrist. 


\(U..  XiX. 


('oi.LMl'.IA.   S.    C,   NOVE.MBKH.    li)16. 


No.  11 


GENERAL,   SUMMARY. 

'I'luM'iiial  coiiditiniis  (luring  NnvcinlitT  were  iicai'ly  ideal, 
hut  the  weather  was  exeeptidiially  (hy.  und  practically  all  crops 
were  harvested  during  the  early  i^art  of  the  luoiUh.  The  first 
general  autumn  Uilling  frosts  of  the  Kith  came  ahout  one  week 
later  than  usual,  and  trucli  in  tiie  northern  counties  and  late 
cotton  throughout  tlie  Section  were  killed,  while  in  the  winter 
trucking  regions  of  the  coastal  plain  the  damage  was  serious, 
especially  as  regards  heans  and  lettuce.  The  top  bolls  of  late 
cotton  were  in  such  condition,  however,  that  many  will  open 
with  favoral>le  weather;  there  was  still  consideral)]e  picking  to 
he  done,  and  indications  point  to  much  closer  gleaning  of  loose 
cotton  and  late-opening  Ijolls  than  has  been  the  custom  hitherto, 
thus  materially  increasing  the  yield.  Winter  grains,  while 
set  liack  l)y  the  frosts,  have  come  into  good  condition  again. 
Although  the  ground  was  too  dry  for  satisfactory  plowing,  the 
preparation  of  land  was  progressing  favorably. 


PRECIPITATION. 

The    average  for  the  Section,    50  stations   reporting,    was 

1.21  inches,   or    1.09  inches  below   the    normal.     The  showers 

during  the  rainy  periods  of  the  10-lotb.   2',i-24{h,  and  2N-M(ltli 

were  generally  light  and  insufUcient  as  to    amounts,   hut   few 

[stations    reporting    totals    of    2     inclies    or     more,     while     in 

I  an  extensive  area  of  the  north-central    portions  the  nieasure- 

I  ments  were  close  to  one-half  inch.      The  greatest  local  monthly 

i  amount  was  3.23  inches  at  Mountain   Rest.   Oconee  Co.  ;  least 

amount,  0.50  inch  at  Chappells,   Newberry  Co.,  and  Winthrop 

I  College,  York  Co.     The  greatest  21-hour  amount  at  any  station 

was  1 .40  inches  at  Society  Hill,    Darlington   Co..   on  the  12lh 

The  number  of  rainy  days  averaged  20%  below  normal. 

There  was  no  snow  in  the  Section  iluring  the  month. 


WIND. 

The  [)revailing  winds  were  from  the   n<irtheast.      The  aver- 
age  hourly   velocity,   determined    from    7  anemomeler  recoi'ds, 
|WaS(S.l  miles.     The  highest  average  in  the  region  covend  i)y 
j  reports  was  10.8  miles  per  hour  at  Savannah.  Ga. ;  lowest  aver- 
age, 4.7  miles  per  hour  at   Augusta,   (ia.     The  average  hourly 
velocities  in   the  Section   proper  were  9.4  miles  at   Charleston 
I  and  tj.O  miles  at   Columbia.     The  highest  velocity  for  any  5- 
niinute  period  was  30  miles  per  hour  from   the  south   at  Char- 
lotte, N.  C,  on  the  23rd,  and   in   the  Section    proper.  34  miles 
|)er  limu'  from  the  southwest  at  Charleston  on    the  same  date. 


PRESSURE. 


regul 
was  : 
bv  r. 
and 
same 
on  tl 
bia  M 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  (jelernnned  iVi 
matic  records,  was  222.2  hours,  or  71  %  of  the  possil 
The  mean  sea  level  i)ressure  determined  from  reports  of  7  'I'ho  average  number  of  clear  days  was  IS^  i)artly^ 
ar  Weather  Bureaustationsin  andsurroundingtheSection,  ;«iifl  (;l"U<lv,  "•  as  against  normals  of  K;.  ,.  and  7 
')(). 11)  inches.  The  highest  pressure  in  the  region  covered  i  ^P''f"ti'''t'l."^' • 
■ports  was  30. (52  inches  at   Asheville,   N.   C,  on  the  2()th. 

in   the  Section   [jrojjer.   30. 5i)  inches  at  Columbia   on   the  river  conditions. 

date;  lowest   i)ressure,   2!). 52  inches  at   .Asheville,   N.  ('.. 

le  23rd,  and  in  the  Section  proper.  2!). 05  inches  at  Colum-  'Hie  rivers  of  the   Section    were   uiiiforndy    low 

I,  the  <anie  dale.  the  month. 


mi    (    aulo- 

ile  ami iiuit . 

cloudy,    5. 

davs.    re- 


f  lirou'dioiit 


MISCELLANEOUS    PHENOMENA. 


TEMPERATURE. 


Fog,  Deme  {date><). — Charleston.  12.  30;  Clieraw,  13,  2i); 
The  niontlilv   mi^an   fi^r  tlu>  Section,   determined   from  re-   Columbia,   29,    30;    Darlington,    13;     Kdisto,    13;     .Mayesville 

(near),  29,  30;  Meriwether,  13;  Monetta.  12,  13;  Pelzer,  14; 
Rimini,  19,  21. 

Frosts,  Killing  (Dates  <ind  nvmher  of  Stations). — 3d,  1  ;  4th. 
3;  5th,  1;  16th,  42.  Dates  after  first  autumn  killing  frost  are 
not  considered. 


]))i1sof  41  stations,  was  51.5  or  0.6  al)ove  the  established 
noiiiiai.  The  highest  temperature  -n-as  S(S°  at  Blackville, 
Harnwell  Co.,  on  the  7th.  The  warmest  periods  of  the  month 
were  on  the  4th  and  5th  and  the  9th  and  10th,  and  a  I'ew 
-tations  reported  short  warm  periods  on  the  13th  and  lllli. 
4'he  lowest  temperature  was  17°  at  Saluda,  Saluda  Co.,  on  the 
2iith.  The  coldest  f)eriods  were  from  the  KUh  to  the  IXth  and 
l)etween  the  25th  and  27th.  The  first  general  autumn  killing 
frosts  occui'red  oti  the  lOtli,  when  freezing  temperatures  jjre- 
vailed  to  the  southern  coasi . 


HUMIDITY. 

4'he  mean  relative  huundity,  determined  from  reports  of 
7  regular  Weather  Bureau  stations  in  and  surrounding  the 
Section,  was  as  tVtllows:  Sa.  m.,80%;  8  ]>.  m..  ()7%.  'i'lie 
highest  percentages  oecur(>d  over  the  lower  Savaimah  and  snulh- 
ern  coast  counties,  and  the  lowest,  over  the  north-cent ral  dis- 
trict. 


MISCELLANEOUS  DATA  FOR  NOVEMBER,   1916. 


Temperattire, 
degrees  Falir. 


Prccipilii- 
lioii, 
inches. 


Mean       c  ^■ 

relative  ^  5 

humidity.  "5 !S 


.Vslieville,  N.C... 

.Viitrusta,  (la 

Cliaiifslon.  S.  ('.. 
CliarlcjttH,  N.  V.  .. 
ichniihia.S.  C... 
^a\  a  iiiiah,  (Ja.. . . 
Wilmington.  N.  C 

Means  and  ex-  J 
treines ! 


30.  '22 
;!0. 18 
30.17 
30.19 
.30. 18 
.30. 17 
30. 19 

30. 19 


46.3 
55.  fi 
59.  2 
53.0 
55.  2 

r>o.  i 

56.6 
55. 2 


70 

SO 

7y 

78 
80 
81 
80 


IS 

1.3«i 

2C. 

i.-id 

32 

1.11  ' 

23 

0..3l> 

2S 

0.5G 

34 

■J'.l 

1.19 
1.97 

18 

1.  11 

0.  .17 
0.77 
0.  W> 
0.  18 
0.24 
0.  fiS 
1.04 

1.114 


s,  9 

n\v. 

4.  7 

n«  . 

9.4 

n. 

111.0 

ne. 

fi.O 

lie. 

10.8 

ne. 

r..  i\ 

I.e. 

58 

70 

(is 

71 

77 

SO 

.58 

71 

5R 

Iw 

75 

i;3 

84 


CLLMATOLOGJCAL  DATA:     SOUTH  CAROLINA  SECTiOiN . 


NoVhMBEK,    I'Jlt). 


Kaatern  I'urliun. 


Allendale  . 
Beaufort  .. 
BlacUville  . 
Bowniiiii-.- 
Centenary  . 


Barnwell  — 

Beaufort  

Haruwell 

Oranjrebun,' 
Marion 


Charleston.. 

Cheraw 

Conway  — 
UarlinBton 
Dillon  .... 

Edisto  It--. 
EHniStluuu 
Ferguson . . 
Klorenee  1. 
l^'lorence  2 


Georgetown 

Kiugstree... ■ 

MayesviUe(near) 

Oaks  tt 

Orangeburg  

Pinopolis*' 

Rimini 

St.  George 

St.  Matthews..   . 
Society  HiH 


Charleston  . . 
Chesterfield  . 

Horry 

Darlington  .. 
Dillon 

Bamberg  — 
Klorenee  .. . . 
Orangeburg  . 
Klorenee  . . . . 
do 


Summerville 

Walterboro •• 

Whitehall  (near). 
Yemassee 


Division  means  and 

\\'este>-v  I'ortion. 

Aiken 

Anderson  

Batesburg 

Blairs  .■.•■■• 

Calhoun  Falls 


Camden 

Catawba 

Chappclls 

Clemson  College  . 
Columbia 

Edgefield ..... ... 

Gaston  Shoals  II. 

Greenville 

Greenwood 

Heath  Spring  ... 


Georgetown  . . 
Williamsburg 

Smnter 

Georgetown  . . 
Orangeburg 

Berkeley 

Clarendon. . .. 
Dorchester  .    . 

Callioini 

Darlington  ... 


Dorchester. 
Colleton   . . 

do 

Hampton  . 

extremes 


Kershaw 

Landrum 

Liberty  

Little  Mountain  . . 
Meriwether    


Aiken  

Anderson  . . 
Lexington. . 
Fairfield  — 
Abbeville. .. 


Kershaw.. 

York  

Newberry 
Oconee  . . . 
Kichland  . 


Monetta 

Mountain  Rest . . . 

Newberry 

Pelzer  

Saluda 


Santuck  

Spartanburg 

Trenton 

Walhalla 

White  Oak •■•• 

Winlhrop  College II.. 

Division  means  and 
Section  means  and 


Edgefield 

Cherokee 

Greenville  — 
Greenwood.  . . 
Lancaster 

Kershaw  .... 
Spartanburg . 

Pickens 

Newberry  . . . 
McCormick . . 


Saluda 

Oconee  

Newberry  . . 
Anderson... 
Saluda 


Union 

Spartanburg 
Edgefield  — 

Oconee  

Fairfield  .... 
York 


extremes  . 
extremes . 


Climatolog-ical  Data  for  November,  1916. 


TenUH'rature,  in  degrees  I'ahr. 


186 
21 
296 
IfiO 
43 

48 
144 

25 
175 


56.6  I   +1.3 


100 

13 

143 

28 

106 

23 

63 

30 

136 

27 

136 

1 

12 

21 

54 

27 

70 

1 

1 

57.7 
55. 2 
57.  6 

59.2 
53.8 
54.5 
54.2 


^56. 4 
54.6 


+2.2 
+  1.0 


+  1.1 
+  1.9 
+  0.4 
+2.1 


+  1.3 
+0.5 


264 

54 

97 
109 

62 
192 

75 

69 

4 

24 


20 


527 
764 
656 
293 
508 

222 
562 
402 
850 
351 


680 
989 
671 
568 

500 
1063 
900 
711 
450 

400 
1380 
502 
850 
536 

512 

875 
620 
1061 
548 
690 


55.8 
"57.4 
53.6 


57.4 
54.2 
53.3 

56.8 


55.9 
5.5.8 


56.8 
55.0 
53.0 


52.8 
55.2 


83 

'88' 
81 
S4i 
I 
7il 
81 
78 
82 


83 
87 


10 


13 
10 

10 

5 

4 

t  5 


50.6 
52.  2 
54.7 

52.8 
52. 2 
,51.7 
54,8 
>'55.0 

56.4 

''51.1 

53.4 


+0.5 

+2^2' 
-0.3 
+  1.1 

+1.4 


+0.8 
+  1.1 


+2. 2 
+2.2 
-0.1 


+2,4 
+  1.4 


+  1.2 
+  0.2 
+3.S 


8;? 
r82 

82 
»84 

82 


+  1.0 
+  1.0 
+2.3 


52,9 

52.6 
50.6 
''55.4 


54.8 
51.8 


53.5 
54.5 


-0.1 

+  1.5 

0.0 

+0.5 


+2.0 
+0.1 


+  L4 
+0.6 


84 
79 
79 

82 
79 

SO 

79 
'83 

82 

'81 

81 


82 


be 


23 


26 

'tie' 

26 
26 

16 
17 
26 
27 


tl7 

26 


26 

25 

t26 

17 


tI7 
26 


Precipitation,  in  inches. 


26       41 
26       52 


5 
5 

t5 


20 
20 
"24 


+16 
10 


26 
16 
16 

16 
27 

16 
16 
16 

16 

16 

tl6 


tl6 
16 

26 
26 


Number  of  days. 


L09 

'i.'o7' 

1.50 
1.77 

1.11 
0.99 
1.30 
0,69 


-0,57 


-0, 98 
-0.47 


0,45 

'o.'so' 

0.46 
0.85 


-1.76  I  0.52 
-1.20  I  0.47 
-0.98  i  0.45 
-1.59  i  0.36 


0.  65 
1.02 
l.3'.l 
('.  66 
0.  90 

1. 23 

'.2(1 
1  i8 
1,21 
0.77 

2.  (i5 
1.05 
1.32 
1.47 
1.72 

1.38 


-1.66 
-1.22 
-0.99 
-1.45 
-1.21 

-1.20 
-0,9S 


0.  40 
0.50 
0.65 
0.51 
0.50 

0.83 
0.78 
0.  36 
0.  60 
0.40 


+0.15  '  0.85 

-  0. 35 

-6.63  I  n.4.T 
-r.67  I  0.  ;3 
-0.55  !   1.4U 

-C'.97     0.50 


1.65 
1.74 


1.27 


1.24 
1.24 
1.01 

0.  63  1 
1.07 

0.56 
0.70  i 
0.,50  \ 
1.87 
0.56 

L25  j 

0.67 

2.01 

1.  03 
0.51 

0.52 
1.94 
2. 02 

0.8' 
1.16 


.....  0.  60 
-6.32      0..;4 

-r.88  :  1.40 


20  6 
IS  !  5 
17  1     5 


()liseiver> 


I 


16  1  13 


1 


-1.50 
-1.56 

-1.71 
-1.24 

-1.80 
-1.74 
-1.89 
-0.  89 
-1.67 


-1.90 
-1.17 
-1.72 
-1.56 


-0.77 
-1.64 
-1.52 


1.17 
3.23 
0.79 
1.46 
1.18 

0.68 
1.17 
1.67 
2.38 
0..55 
0.50 

1.17 
1.21 


-1.18 
-1.09 
-1.35 

-2.13 
-1.69 
-0.91 
-0.113 
-1.70 
-1.86 

-1.43 
-1.09 


0.63 
0.60 
0.63 
0.40 
0.  42 

0.15 
;  0.  al 
0.511 
0. -1 
0.24 

i  0.45 

I  0.37 

0.46 

0.60 

0.22 

0.17 
0.78 
0.75 
0.51 
0.64 

0.41 
0.95 
0.56 
0.80 
0.67 

0.40 
0.55 
1.00 
0.90 
0.34 
0.30 

1.00 
1.40 


se. 
nw. 


5     e. 
9 


6  I  ne. 


5 

20 

9 

5 

19 

11 

3 

18 

4 

3 

... 

3 

... 

16  I 

20 

15 

I 
22  ! 
19  i 
16  j 
19  ! 


w. 
ne. 


R.  B.  Vance. 

Miss  Lillian  H.  lUce. 

Mrs.  D.B.Sanders. 

B.  O.  Evans. 

D.  L.  Carmichael. 

U.S.  Weather  Bitrean. 

.1.  H.  I'owe. 

Piiul  Quattlebaum. 

D.  v..  McCall. 

A.  K.  Rowell. 

Nathan  .Jenkins. 

H.  B.  McCall. 

.Joseph  P.  Simons. 

H.  K.Gilbert. 

Pee  Dee  Experiment  8ta. 

A.  P.  Hazard. 
A.O.  .Matthews. 
Lewis  10.  Warren. 
{).  y\.  Mitchell. 
U.S.  Fisheries  Station. 

Miss  E.  P.  KaveneL 
William  15.  Wolfe. 
R.  S.  Weeks. 
.).  S.  Wanuaniaker. 
A.  H.  Rogers. 

Miss  E.  II.  Gadsden. 

Special  Rice  Exp.  Station 
.1.  G.  Hntson. 


W.  .M.  Brown. 
II.  H.  Russell. 
E..J.  llite. 
.1.  N.  Owens. 
L.  M.  Parker. 

W.  C.  Brown. 

,Uunes  C   Karis. 

.1.  .1.  Murran. 

Prof.  V.  H.  II.  Calliniin. 

U   S.Weallier  Bureau 

J.  \.  Townsenil. 

Harry  A.  Parshall. 

J.  H.  Woodside. 
I  M.  M.  Ciil'ionn. 
I  J.  Marvin  Bowers. 

!  John  W.  Hamel. 
K.  Hartwell  Wilds.  O.D.: 
.lohii  T.  Boggs. 
.1.  .M.  Sense,  M.  1>. 
William  S.  .Middlelon. 

.loseph  M.  .Johnson. 
J.  H.  Brown. 
Warren  tj.  Peterson 
.loshua  Y..lones. 
Mrs.  K.  \'.  .1.  Maxwell 

E.  W..Ieter, 

K.  P.  Robinson. 

Mrs.S.  E.  Long. 

H.W.Brandt. 

T.  G.  Patrick  &  Co. 

W.  P.  Goodman. 


ne. 

ne. 


^;:^==^....=..^=.ks-!W^t;=ss^ 


determining  section  or  di'::'^*'"'  'J'^V^^    late  tob'^''inciuded  in  means  and  summ: 
tAlsoonother_d5^es_.^^iTR«cen^edptoomej^  these  station,  are  as  follows: 


^T^^S^^^.^^^^^^-"^  ^^-J^tted  sno;. 


Of  Edisto,  Embree;  of  Gaston 


are  com- 
Rock  Hill. 


ir 


N(.)Vkmi;1li;,    li'lti 
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Daily  Precipitation  for  November,    1916. 


Day  of  month. 


SliUiiin>. 

Wiilerslu'.!.^. 

1 

•-' 

1        1 

'    1    ' 

5 

1      i      S      1 

6    '    7       S       9 

10 ! 

1 
U 

12|13! 

14  j  15 

16 

17 

18 

19     20 

21 

22      23 

24 

25  i 

1 

i 
26 

27 

28      29 

30 

31 

^ 

Alleiuiak'IIII 

Boaufort 

T. 

T. 

.20 

9q 

.45 

.15 

'.'.'.. 

1.09 

Coast 

Blackville  !l!l 

Kdisto 

do 

.US 

.... 

.30 

'.'46 
.85 
.47 
.13 
.40 

.16 

'.'i2 

.36 
.18 
.04 
.10 

.'22 

.30 

'.'34 
.51 
.06 
.35 

.20 

.35 

T. 

.05 

.09 

.10 

.03 

1.07 
1.50 
1.77 
1.11 
0.  99 
1.30 

0.69 

Centenary 

chiirleston  '** 

.40 

T. 
.03 

Coast 

I'ee  Dee 

.... 

T. 

T. 

.47 

■  0] 

'.'io 

.14 
.35 

.14 

Conuay  lUi 

Darlinslon  l!ll 

Waecaniaw  .. . 
j^ee  Dee 

.... 

.36 

Little  I'ee  Dee 

.... 

Filwtn  III! 

04 

.21 

.'ic 

.51 

.40 

0.  65 

1      fl'? 

Etlinsliani  1111 

l,yn(>lies 

. .. . 

.40 

'.'io 

T. 

.50 
.62 

■.'62 

.12 

T. 

fir, 

1..39 

0  66 
0.  <:0 
1.23 

1.20 
1.48 
1.21 
0.77 
2.  65 
1.(5 
1.32 
1.47 

1.72 
1.38 
1.28 
1.65 

L74 

1.24 
1.24 
LOl 
0  63 

I'ee  Dee 

T. 

.06 
T. 
.15 

I'^'.orPiice  2 

(.icorgetowu 

do 

.4( 

.... 

5f 

Coast 

Black 

T. 

.42 
.18 
.60 
T. 

.81' 

114 

.25 

.8:- 

.78 
.10 
.33 

T. 

do 



-r 

.05 

T. 

V 

.04 
.06 

Oak> 

do    

.16 

.07 
37 

Orangeburg 

Edisto     

.40 

Cooper 

.11 

3'^ 

.86 

.U 
.2'J 
'.  .'ii 
.3f 

.05 
.31 

.80 
.20 
.11 
.30 

.01 
.17 

Rimini  jlll 

St.CeorsrL-IJll 

8t.  Matthews  nil 

Sopietv  Hill  IHI 

Santee 

T. 

.09 
.23 
.53 

1.40 

Kdi.<to 

.Santee 

do 

'  '02 

.01 

.45 
.13 

.11 
.5' 

.20 
.16 

.15 

.... 

'.'31^ 

Asliley  

.03 

T. 

Walterboi'o              .    ... 

Asliepoo 

^^'hiteha^  ( near) 

Conibahee  . 

.6( 
.5J 

.06 

.5( 

.  30 
.41. 

.0.: 
.10 

.3f 
.22 

.6; 

.61 

.21 
.41 
.41.' 
.1; 
.2: 
.5' 

.6( 
.15 
.4f 
.  1( 
.4t 
.61 
.18 
.11 

6!- 

.20 

Venias.seellil 

do 

ICdisto     

.05 

.44 

.37 
3' 

.13 

.06 
.17 
.15 
.36 

'.'ie 

T. 

:::: 

\n(iersoii              

Savannah  .... 

.09 
T. 

Batosl>nrK  1111 

lidisto 

T. 

.... 

.03 
.09 



Bliiirsllll 

Uroad 

("alhoun  l'\vlls  111! 

Savannah  

0(1 

1  07 

(  ';l  liKU'H  ijil             

Wateree 

.15 

.04 

.07 

.15 
.31 
T. 

40 

0.56 
0.70 
O.cO 

1.87 
0.56 

1.2.T 

0  t7 

( "alawba  l|ll 

Cataw  ba 

Diiippellsllll 

Saluda 

T. 

.81 
.07 

.12 

T. 

f'leinsdn  CoUi'sre 

Savainiah  .... 
('onfraree 

.14 

'.'24 

.18 
T. 

't.' 

.02 

.01 

Columbia'*' 

.09 

.... 

Kdi^eHeld  nil 

(iaston  ."hoiils  nil   

Hroad 

.02 
.10 

T. 

T. 

.17 

'.'03 

T. 

T. 

.K 

.3: 
.4t 
25 

Of 

.12 
.14 

fireen\*ille  HI] 

Saluda 

....do 

.56 

2  ttl 

Greenwood  |||1      

.18  .... 
.  02  . . . , 

.  12:  .  .  .  . 

1.03 
0.51 
0  52 

iievtth  ftprin;? 

\\'ateree 

09 

.22 

.i7 

Kershaw 

Lynches 

.03 

.17 

SO 

.09 
.03 

l.andruni 

Hroad  

.02 

.21 

7h 

1.94 
2.(2 
0.87 
1   16 

l.ilicrty 

.04 

.75 
.22 

.28 

.27 

.95 

16 

.2^ 

51 

.  68  . . . . 
.11;.... 
.24 

I.iltle  .Mountain 

Saluda  

0'^ 

T. 

.MeriuetliiT 

Savainiah 

T. 

03 

T. 

T. 

.50 

.64 
.41 

!5'r 

.60 

.67 

.40 
.42 
1.0( 
.57 
.34 
.20 

Monrtta 

Edisto 

r"! 

.01 
.07 
.01 
.04 

.38 

'.'06 
.20 

.25 
.02 
.13 
.31 

'.'63 

— 

.... 
.... 

1   17 

Mountain  Rest 

Savannah  .... 

T. 

.57 

.39 

3  ''3 

N'eu  berry  

Saluda 

0  79 

Pel/.erlll! 

do 

.04 

.02 

.(6 

.26 
.17 
T. 

.50 

Saluda 

do 

1   18 

Santnck 

Broad 

.06 
.07 
T. 
.08 

.03 

T. 

■f. 

.30 

0  ('.8 

SpartanburpT  |ll| 

do 

T. 

T. 

.55 

1    17 

Treulon  

Edisto 

T. 

T. 
.45 

1.67 
2  38 

Wallialla 

Savannah  

.03 

.05 

90 

White  Oak 

Broad  

.18 

3r 

0  55 

Wintlirop  College 

0.50 



....|.... 

K.xcept  as  otherwise  indicated,  observations  are  generally  made  late  in  tlie  afternoon,  near  snn.set,  and  precipitation  recorded  is  for  the  24  hours  endins-  at  tlie  time  of 
ob-ervation.  IHl  Precipitation  measured  in  tlif  morninpr:  amount  then  recorded  is  for  the  precedinsr  24  hours.  ***  Regular  Weather  Bureau  station;  precipitation  is  for  the 
24-hour  i>eriod.  midnight  to  midiiiglit.     *  Precipitation  included  in  the  next  following  measurement,     t  Separate  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  0.01  inch. 


COMPARATIVE   DATA   FOR   NOVEMBER. 


Y.-ar. 


Temperature. 


Precipitation, 


1887 
1S8.S 
18S9 
1.890 
1S91 
l-<il2 
1S93 
1S91 
I  s<.r. 
I  s;(i; 
ls97 
1  .'■9s 
1  SSf.f 

lom 


.52. : 
51.  I 
59.  I 
.^.^. ' 
51  .( 
55. 1 
55. 1 
48.  i 

59.'.: 


8'; 
92 
85 
89 


17 
21 
26 
23 
14 

22 
17 
22 


.Average   number  of  '    "i 
days.  '  .::  c 


52.3 

78 

18 

n.  K') 

52.7 

82 

22 

2.77 : 

54.8 

84  1 

18 

3.84  i 

58.4 

0.  64   ' 

1       51.9 

82 

15 

2.48 

.=3.  9 

8'i 

14 

1.96 

.52.  9 

H7 

l.i 

2.11 

4.  I'll 
I.  Oil 
•I.  72 
2.41 
3.32 
I. 01 
3.80 


4 

1 
1  n\\ . 

S 

0 



...    w. 

1 

[  lie. 

sw. 

14 

IS 
12 
12 
IC. 
14 
16 
13 
21 
13 


Year. 


Temperature. 


Precipitation. 


1903 

1904 

1905 

1906 

1907 

190S 

1909 

191(1   ..      . 

mil, 

1912 

1913   

1914 

1915 

1916 

I'rriod. 


0 

« 

'& 

giSfa 

c 

0) 

^ 

g 

"be 

j= 

•u 

s 

s 

^ 

< 

<S6o 

50.9 
51.6 
54.5 
,53.  8 

52. 2 
.56.6 

58.3  ' 
.-.1.1 
51.2  ' 
.52.  1 
53.  5 

52.4  I 
56.3 

54.5  ' 
i 

.53.9  i 


Avnrage   number  of 
I  lays. 


86 
80 
90 

89 
87 
88 
88 
S5 
83 
84 
89 
86 


1.40 
2.78 
1.31 
0.96 
4.13 

1 .  60 
0.  97 
1.04 
3.  30 

i.  79 
3.  33 

2.  36 
1.21 

2.  30 


5 

14 

8 

8 

fi 

17 

6 

/ 

3 

17 

6 

7 

8 

18 

K 

4 

10 

12 
16 

10 

11 
1 

.'* 

IS 

'.) 

?, 

s 

1:'. 

10 

21 

4 

86 


(LlMATOI.OtilCAL    DATA:    SOUTH    CAUOLLNA    SECTION. 


XoVEMRKl!,     liHG 


Kiiftrni  /'■ 

Anendi\li-S^*> 

U(';aifoit    

liliu-l;vill<'>5   

Bowuiun  

Centenary 

Charli'slou 

Cheriiw  % 

C'omviiy  *§ 

l)arlin!,'liiii  'S* 

liiUou 

Kersriis'J"  '5''^ 

Floreni'i'  1  S^S'* 

(ieorKcdiwii 

KinKstivfis^SS 

Mayesvilli'  I  in'iiv) . 

Oaks 

Orangeburg 

St.  (ieurge  vSv^   

St.  Matthew;;**   ... 

Society  llills'i'^ 

Siniiinerville 

Walterboro 

VeiiiasseeViS^  ...... 


'nrlioii . 
\  Maximum  . . 
(  .Mhiiinum.. . 
\  Maximum  . . 
I  .Minimum. . . 
\  Ma.ximum  . . 
(  Miuimiuii. .. 
\  .Maximum  . . 
I  Mininuuii. . . 
\  Maximum  . . 
I  Miniminu... 
\  Maximum  . . 
I  Miniimuii. . . 
\  .Maximum  .. 
/  Minimum. .. 
)  Maxinunn  . . 
(  Miuinumi. . , 
V  Maximum  . 
(  Miuiuuim. . 
^  Maximum  . 
(  Miuimuiii. . 
1  Maximum  . 
(  Minimum. . 
\  Maximum  . 
(  Minimum. . 
\  .Maximum  . 
(  Minimum.. 
\  Maximum  . 
/  Minimum. . 
\  Maximum  . 
(  Minimum. . 
\  Maximum  . 
(  Miuimuni. . 
\  Miiximum  . 
/  Minimum. . 
\  .Maximum  . 

■  /  Minimum. . 
\  .Maximum  . 

■  /  Mininuim.. 
\  Maximum  . 

■  I  Minimum. , 
\  Maximum  , 

■  *  Minimum. 
S  Maximum  . 

■  (  Minimum. 
\  Maximum 

■  I  Minimum. 


Ailii'ti 

Aiwi"rs(iii     

liati-sl>uigV>*   

Camden  w 

Climisuu  Cdllege  . . . 

Columbia 

(Jreenville  \S\S 

(;reeu\vn<l(l\">\S 

lleatli  Siiring 

KersliawSiS^ 

Landrum 

IJljerty 

I.illle  MDiinlaiii  ,  . .. 

Meriweliier 

Monetta 

Mountain   Rest 

Ncwbt'riy 

Saluda  

Santucl; 

Spartantiurg  W   ... 

Trenton 

WliiteOalc 

'  Wiiitlirop  College  . 


Daily  Temperatures  for  November,  1916. 


\    \    -1    \    -i       4 


5    !    6 


8    I    9 


12      13 


76 

73 

55 

56 

"sn 

"78 

A-A 

41 

76 

74 

5li 

37 

73 

76 

S4 

45 

71 

59 

53 

74 

74 

S' 

4U 

(W 

72 

53 

43 

S5:     83 
39     3(! 


75 


ilioii. 

)  Maximum  . . 
)  Minimum. . . 
\  Maximum  . . 
(  Minimum. . . 
\  Maximum  .. 
(  Miniimim. . . 
\  Maxiinuir  .. 
(  Minimum. .. 
S  Maximum  . . 
/  Mininuim. .. 
\  Maxinunn  . . 
I  Minimum. . . 
\  Maximum  . . 
(  Minimum. .. 
\  Maximum  . . 
(  Minimum.. , 
)  Maximum  . 

■  *  Minimum. . 
)  Maximum  . 

■  (  Minimum. . 
)  Maximuu.  . 

■  '/  Minimum. . 
\  Maxinunn  . 

•  I  Minimum. . 
\  Maximum  . 

■  I  ^Iinimum. . 
1  Maximum  . 
(  Minimum. . 
\  Maximum  . 

•  '  .Minimum. . 
'i  .Maximum 

■  (  Minimum. . 
\  Maximum  . 

•  '  Minimum.. 
\  Maximum  . 

•  I  Minimum.. 
\  Maximum  . 

■  '  Minimum. . 
\  Maximum  , 

■  '  Minimum. . 
\  Maximum  . 
t  Minimum. . 
\  Maximum  . 
/  Minimum. . 
\  Maximum  . 

•  I  Minimum. . 


50  40 


54 


72 

'«' 
43 
72 
45 
69 
45 
73 
40 
74 
42 
72 
40 
74 
45 

42 
73 
41 


79 
52 

74 
55 
7B 
49 
72 
56 

53 

69 

49 

72 

54 

75 

4 

72 

53 

74 

44 

74 

55 

72 

52 

72 

43 

71 

55 

79l 

53 

73 

56 

71 

38 

74 

51 


75 

'75 
3- 
72 
43 
72 
38 
71 
35 
75 
36 
71 
36 
75 
41 
73 
31 
7'J 
34 
70] 
43 


74j  80  83 
48;  50  48 


88j  821  81 
40|  41:  sr' 
71  ,  75 

45  42!  46l  48 

661  66 

50 

66 


S3 
62 
80 
56 

76!  «'l  «4 


51 
78 
41 
71 
45 

■il 

69 

3S 

71 

44 

74 

36 

71 

42|  42 

72 

42 

74 

42 


75 
38  31 


43 


36 
69 
40 
75 
32 
70 
38 

42 

71 

37 

-■> 

32 

71 

33 

70 

4f 

75 

34 

73 

42 

71 

34 

73 

34 

74 

34 

72 

34 

80 

30 

74 

45 

73 

40 

65 


45 

68| 
51: 

621  72| 
42  44' 
69  661 
45  4; 


54  56 
70  78 

55  60 
76 
54 
78 
49 


6si  78  80  82 
401  44   49  59 


43 

71 
44 
70 
40 
70 
44 
75 
36 
72 
45 
70 

37 
74 
32 
71 
37 
71 
38 
72 
49 
72 
43 
62 
42i  45' 


•53 


14   15 


18   19  20 


\ < 1    \ 

21  22  I  23  24  25 


81   57   55  61 
63  52  28  26 


65 
82 
63 
81 
62 
83 
54 

8; 
50 

85 

61 

83 

55 

H2 

59 

80  .. 

60!  63 


76 

62  591 

76  80 

55  53 

82  80 

65  61 


70  . 

50  56 

73 

66!  53 

75j  81 

591  59 

721 


80 
54 
84 
55 
79 
45  49 


49  42 
63 

49i  49 


651  64 

41.   41: 


47  391 
63|  65 


831  79 
53'  60 


46 

72 

42 

75 

45 

70 

41 

69 

40 

75 

43I. 

721  78 

43  54 

65l  721 

40  56' 


69 
56 
72 
55 
78 
60 


58 


52 

72 

43 

81 

63 

53 

5: 

58  48 

58  "" 


78  55  50 
60   52!  2f 


6' 

58 

67 

5' 

5' 

54 

6' 

52 

75 

53 

6' 

56 

61 

53 

65 

55 

69 

56 

78 

48 

72 

57 

66 

53 

72 

5' 

71 

56 

66 

57 

60 

55 

71 

57 

71 

5.) 

65 

55 


81 
53 
78 
53 
77 
58 

'58 
73 
5 

65 
73 

5] 

56 
73 
53 
75 
55 
65 
5, 

59 
75 
56 
78 
60 
78 
62 
70 
53 
76 
56 
78 
58 
74 
5' 
70 
56 
76 
62 
72 
60 


73 
44 
62 
35 
52 
51 

'43 
65 
46 
66 
36 
53 
40 
50 
46 
74 
55 
44 
41 
55 
35 
65 
37 
60 
41 
71 
44 
71 
43 
59 
33 
67 
42 
70 
43 
68 
41 
50 
39 
70 
43 
68 
40 


70  64 

571  38 


49 
25 
5'. 
23 
4h 
24 

'23 
60 
24 
4f 
2^ 
50 
23 
47 
22 
70 
20 
46 
22 
47 
21 
47 
21 
47 
24 
5' 
23 
49 
26 
48 
19 
48 
21 
50 
31 
45 
20 
46 
20 
49 
24 
43 
2f 
43 
22 


64 

68 

45 

51 

75 

"72 

44 

44 

69 

68 

40 

60 

65 

70 

43 

53 

67 

69 

55 

57 

62 

64 

46 

53 

63 

61 

42 

47 

67 

69 

40 

41 

50  46 


26 


43  46 

63  6' 

38  40 

69  7''- 

49  54 


71   71   69 
31   38  52 


69 
33 
64 
29 

'30 
60 
32 
6( 
40 
64 
25 
61 
29 
70 
30 
59 
2' 
5P 
31 
61 
29 
60 
3S 
65 
30 
61 
37 
63 
33 
61 
32 
63 
22 
58 
32 
59 
23 
59 
39 
61 
24 
53 
27  34 


64 
29 
66 
28 
63 
30  38 


70 
40 
69 
37 
69 
40 

'34 
64 
31 
7r 
4C 
69 
30 
69 
37 
65 
40 
69 
38 
66 
45 
65 
31 
69 
42 
7-; 

36 
69 
43 
61' 
40 
69 
31 
71 
2S 
69 
32 
68 
37 
71 
42 


28 


68  68 
29  41 


34:  34 


64   55 

44   28 


43  43 

58  64 
45 
64 

44  4H 

601  68 


72i  69 

321  *'^ 

64  61 

59I  39 


66 
41 
63 
35 
42 
42 

"48 
61 
4 
60 
41 
64 
35 
59 
411  26 
56 
3' 
65 
40 
59 
41 
57 
42 
63 
42 
65 

42 

65 

43 

56 

41 

64 

42 

65 

40 

59 

3' 

54 

39 

62 

39 

65 


30 


31  Mean. 


68  61 
23  33 


69  55 


55 
SO 
5' 
25 
40 
30  28 


40 


69  70  70 
32  36  44 


62  50| 

381  24! 


49 

24 

52 

28 

5 

2(' 

53 

2t 

61 

27 

53 

2.j 

52 

24 

52 

221  22 
61 
31 
65 
27 
63 
33 
54 
31 
61 
23 
64 
20 
60 
22 
58 
23 
64 
33 
61 
28 
58 
25 


64 
46 
57 
44 
62 
35 

'2 
54 
4-1 
63 
43 
54 
25 
55 
29 
61 
38 
62 
26 
52 
36 
55 
44 
60 
41 
69 
45 
63 
43 
58 
43 
58 
38 
60 
34 
56 
39 
54 
24 
64 
45 
61 
39 
55 
34 


65 

53 
63 
45 
651 
44 

'49 
5' 
50 
63 
53 
55 
36 
60 
44 
61 
38 
63 
39 
54 
45 
60 
43 
62 
50 
69 
48 
60 
52! 
63 
47 
64 
50 
66 
49 
60 
49 
54 
42 
61 
43 
61 
51 
58 
46 


58 
52 

63 
46 
69 
38 
58 
44 

'4 
60 
43 
5 
43 
63 
36 
59 
42 
5' 
4r, 
5' 
45 
5; 
4; 
58 
42 
56 
43 
61 
4' 
62 
43 
66 
2' 
58 
41 
60 
38 
59 
41 
61 
45 
57 
49 
58 
42 
55 
45 


Referenee  letter: 
j,i  lii.<tnimentsare 


Tin 


).  anpeann: 
the  morning 


in  th' 
the 


e  table  i 
maxim 


ndieate  number 
um  temperature 


r.f  riivs  misfin?-  For  example,  "  represents  two  days  missing,  etc. 
thenTal^iBThlrged  to  the  preceding  day.  on  which  it  almost  always  occt 


69.  3 

43.  9 

74.  0 

41.4 

70.3 

4(1.2 

69.5 

45.8 

67.  0 

51.4 

64.8 

42.9 

65.  6 

43.4 

68.4 

40.0 

68.1 
44.7 
68.4 
40.9 
70.0 
45.2 


41.7 
68.  4 
43.1 
70.7 
44.2 
67.0 
40.2 
69.7 
45.1 
67.3 
41.2 
66.7 
39.9 
68.8 
44.8 


69.  4 
42.4 

68.9 
44.7 
69.6 
40.  3 
64.8 
42.  3 

^'■10.9 
63. 5 
42.1 
65.6 
44.7 
65.4 
36.4 

64.  5 
.39.  8 
68.  3 
41.1 
65. 8 
39.8 
63.  0 
41.3 
64.0 
39.4 

65.  9 
43.8 

>■  70.4 

^  39.6 

68.1 

44.8 

''  64.7 

''  37.5 

66.8 

39.9 

67.9 

37.9 

65. 5 

39.7 

63.4 

37.7 

'■  67.2 

"  43.5 

67.0 

42.5 

61.7 

42.0 
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r 


u. 


1 

8 
2 

1 

1 

Q 

e 

c 

c 

R 

»4£ 

*•* 

f>5 

<< 

®« 

•* 

50 

00 

v.. 

o 

o 

'O 

o 

5; 

o' 

e> 

.■" 

c> 

e« 

** 

«o 

O 

.r1 


LIBRARY 

UNIVERSITY  OF  HUNOIS 

UREANA 


6C 


U.  S.  DEPARTMENT  OF  AC^RK  ULTURE 
WEATHER    BUREAU 

CHARLES  F.  MARVIN,  CHIEF 


CLIMATOLOGICAL    DATA 


SOUTH    CAROLINA    SECTION 


DECEMBER.  1' 


RICHARD  H.  SULLIVAN 

METEOROLOGIST 


WEATHER  BUREAU  OFFICE 

COLUMBIA.  S.  C. 
January  25.1917. 


-i-- 


\ 


I 


mo 
■o  a  ,» 

si" 

"  d 
S  "  3 

(rf  _r3    M    d 
•^w  S  ^ 

cn  a  .S  's 


December,  1916. 


CLLMATOLOGICAL  DATA:     SOUTH  CAROLINA  SECTION, 


91 


U.  S.  DEPARTMENT  OF  AGRICULTURE,  WEATHER  BUREAU. 


SOUTH   CflROLill^fl   SECTIOJ^. 
RICHARD  H.  SULLIVAN,  Meteorologist. 


Vol.  XIX.         Columbia,  S.  C,  December,  1916. 
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GENERAL  SUMMARY. 

Precipitation  during  December  was  comparativelj^  light, 
but  was  well  distributed  as  to  area  and  time.  Thermal  con- 
ditions were  near  the  seasonal  average,  the  cold  period  of  the 
middle  decade  being  slightly  overcome  by  the  relatively  warm 
weather  of  the  first  and  third  decades.  The  freezing  tempera- 
tures of  the  middle  portion  of  the  month  retarded  the  develop- 
ment of  oats,  and  a  small  percentage  of  the  late  planted  crop 
was  killed  at  germination;  otherwise,  the  grain  and  other  winter 
crops  were  in  good  condition.  Cotton  picking  was  about  finished 
at  the  close  of  the  month.  Winter  plowing  continued  slowly, 
being  retarded  in  many  localities  by  frequent  periods  of  rain. 
Measurable  snowfall  was  confined  to  the  extreme  northwestern 

counties. 

PRESSURE. 

The  mean  sea-level  pressure,  determined  from  reports  of 
7  regular  Weather  Bureau  stations  in  and  surrounding  the 
Section,  was  30.09  inches.  The  liighest  pressure  in  the  region 
covered  by  reports  was  80.52  inches  at  Asheville,  N.  C,  on  the 
31st,  and  in  the  Section  proper,  30.50  inches  at  Columbia  on 
the  same  date;  lowest  pressure,  29.43  inches  at  Wilmington, 
N.  C,  on  the  12th,  and  in  the  Section  proper,  29.48  inches  at 
Columbia  on  the  IStii.     

TEMPERATURE. 

'J'he  monthly  mean  for  the  Section,  determined  from  re- 
ports of  44  stations,  was  46.7°,  or  0.3°  above  the  established 
normal.  The  highest  temperature  was  79°  at  Blackville,  Barn- 
well Co.,  on  the  7th,  and  at  St.  George,  Dorchester,  Co.,  on 
the  8th.  The  warmest  period  was  between  the  6th  and  9th. 
The  lowest  temperature  was  11°  above  zero  at  Mountain  Rest, 
Oconee  Co.,  on  the  19th.  The  coldest  periods  were  on  the  14th 
and  15th  in  the  western  portion  and  throughout  the  Section 
between  the  18th  and  20th. 


HUMIDITY. 

The  mean  relative  humidity,  determined  from  reports  of 
7  regular  Weather  Bureau  stations  in  and  surrounding  the 
Section,  was  as  follows:  8  a.  m.,  78%;  8  p.  m.,  66%.  The 
highest  percentages  occurred  over  the  northeastern  coast  coun- 
ties and  the  middle  Savannah  watershed,  and  the  lowest,  over 
the  central  counties  along  the  lower  Piedmont. 


PRECIPITATION. 

The  average  for  the  Section,  57  stations  reporting,  was  2.43 
inches,  or  0.96  inch  below  the  established  normal.  Short 
alternating  wet  and  dry  periods  marked  the  weather  of  the 
month  after  the  4th,  and  while  the  amounts  were  generally 
liglit,  the  rains  were  well  distributed  throughout  the  entire  ter- 
ritory. Precipitation  was  above  normal  only  in  the  extreme 
northwestern  counties  and  in  isolated  sections  of  Saluda 
and  Lexington  counties;  elsewhere  the  amounts  were  less  than 
3  inches,  ranging  downward  to  less  than  1  inch  in  southern 
Darlington  County.  The  greatest  local  monthly  amount  was 
4.76  inches  at  Mountain  Rest,  Oconee  Co.;  least  amount,  0.84 
inch  at  Darlington,  Darlington  Co.  The  greatest  amount  dur- 
ing any  24  hours  was  1.59  inches  at  Florence  No.  1,  Florence 


Co.,  on  the  11th.     The  average  number  of  days  with  measur- 
able precipitation  was  11%  above  the  normal. 

Snowfall,  ranging  in  depth  from  0.8  inch  to  5.6  inches, 
was  confined  to  Oconee,  Pickens,  Greenville,  and  Spartanburg 
counties  and  was  measured  principally  on  the  17th  and  18th. 


WIND. 

The  prevailing  winds  were  from  the  west.  The  average 
hourly  velocity,  determined  from  7  anemometer  records,  was 
9.1  miles.  The  highest  average  in  the  region  covered  by  reports 
was  12.6  miles  per  hour  at  Savannah,  Ga.;  lowest  average,  5.5 
miles  per  hour  at  Augusta,  Ga.  The  average  hourly  velocities 
in  the  Section  proper  were  10.4  miles  at  Charleston  and  7.3 
miles  at  Columbia.  The  highest  velocity  for  any  5-minute 
period  was  44  miles  per  hour  from  the  south  at  Charleston  on 
the  21st  and  from  the  northwest  at  Savannah,  Ga.,  on  the  15th. 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  7  auto- 
matic records,  was  187.1  hours,  or  61%  of  the  possible  amount. 
The  average  number  of  clear  days  wks  16;  partly  cloudy,  6, 
and  cloudy,  9,  as  against  normals  of  14,  7,  and  10  days, 
respectively.  

RIVER    CONDITIONS. 

The  rivers  of  the  Section  continued  relatively  low  through- 
out the  month  incident  to  the  comparatively  light  and  widely 
scattered  rainfall. 

MISCELLANEOUS    PHENOMENA. 

Fog,  Dense  {dates) . — Beaufort,  27,  28;  Blairs,  21 ;  Catawba, 
27,  28;  Charleston,  21,  28;  Clemson  College,  28;  Darlington, 
22;  Gaston  Shoals,  28;  Georgetown,  9;  Landrura,  21,  22; 
Liberty,  21,  27,  28,  29;  Mayesville  (near),  21;  Mountain 
Rest,  21,  26,  27,  28;  Society  Hill,  19,  23;  Rimini,  21,27; 
Spartanburg,  23;  Winthrop  College,  15. 

Hail  {dates). — Columliia,  18;  Darlington,  19;  Heath 
Spring,  15;  Monetta,  18;  Newberry,  18. 

Halos  {dates). — Lunar:  Charleston,  4,  7,  8;  Columbia, 
4,  7,  8;  Mayesville  (nearj,  3,  8;  \A'alhaIla,  29.  Solar:  San- 
tuck,  8. 

Sleet  {dates)  — Anderson,  18;  Bowman,  26;  Catawba,  18; 
Clemson  College,  18;  Greenville,  18;  Landrum,  15;  Liberty, 
18;  Mountain  Rest,  15;  Santuck,  15;  Spartanburg,  18;  Wal- 
halla,  15. 

Thunderstorms  {dates). — Calhoun  Falls,  18;  Centenary,  11, 
18;  Cheraw,  18;  Columbia,  18;  Darlington,  19;  Mayesville 
(near),  18;  Monetta,  18;  Mountain  Rest,  18;  Newberrv,  18, 
22;  Saluda,  18;  Santuck,  18;  Society  Hill,  18;  White  Oak,  18. 


ERRATA. 

Spartanburg.— Precipitation  for  August  26.  .05  (page 


}),  should  be  omitted. 


MISCELLANEOUS 
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,   1916. 
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Asheville,  N.C.... 

30.10 

38.8 

6S 

11 

1.57 

0.44 

10.0 

IIW. 

77 

60 

54 

Augusta,  Oa 

30.10 

48.5 

74 

26 

2. 12 

0.8U 

5.5 

mv. 

87 

76 

59 

Charleston.  S.C... 

30.09 

53.0 

73 

30 

1.47 

0.64 

10.4 

ne. 

80 

76 

67 

Charlotte,  N.  C  . . . 

30.08 

43.3 

69 

18 

2. 32 

0.89 

10.5 

sw. 

76 

62 

60 

Columbia,  S.C 

30.09 

47.4 

73 

26 

1.40 

0.45 

7.3 

6. 

67 

60 

60 

Savannah, Oa 

30.10 

54.4 

78 

28 

2.06 

0.64 

12.6 

sw. 

79 

70 

59 

Wilmington,  N.C. 

30.09 

49.4 

76 

27 

1.19 

0.69 

7.  7 

w. 

78 

71 

65 

Means  and  ex-  j 
tremes S 

30.09 

47.8 

78 

11 

1.73 

0.89 

9.1 

nw. 

78 

66 

61 
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Stations. 


Temperature,  in  degrees  Fahr. 


Precipitation,  in  inclips. 


E 
i  =3 


c  — 


Number  of  days. 


go 


Oliservers. 


Easlern  Pwtion. 


Allendale  . 
Beaufort  . . 
Blackville  . 
Bowman.. . 
Centenary . 


Charleston.. 

Cheraw 

Conway  — 
Darlington  . 
Dillon 


Edisto  tt Bamberg 

Etlmghain Florence   .... 

Ferguson Orangeburg . 

Florence  1 Florence 

Florence  2 ' do 


Barnwell 

Beaufort 

Barnwell 

Orangeburg  . 
Marion 


Charleston  . 
Chestertield 

Horry 

Darlington  . 
Dillon 


Georgetown 

Kingstree 

Mayesville  (near)  . 

Oaks  tt 

Orangeburg 


Pinopolis  '*  . . 

Kimini 

St.  George 

St.  Matthews. 
Society  Hill  .. 


Summerville 

Walterboro 

Whitehall  (near). 
Yemassee 


Division  means  and 
Westfi-ii  Ptn-tion. 


Aiken  

Anderson  

Batesburg 

Bhiirs 

Callioun  Falls. 


Camden 

Catawba 

Chappells 

Clemson  College  , 
Columbia 


Edgefield 

Gaston  Shoals  Xt- 

Greenville 

Greenwood 

Heath  Spring  . . . 


Kershaw 

Landrura  

Liberty 

Little  Mountain  . 
Meriwether    


Mnnetta 

Mountain  Rest. 

Newberry 

Pelzer 

Saluda 


Santuck 

Spartanburg 

Trenton 

Walhalla 

White  Oak 

Winthrop  College  tt. . . 

Division  mean.s  and 
Section  means  and 


Georgetown  . . 
Williamsburg 

Sumter 

(Jeorgetown  . . 
Orangeburg . . 


Berkeley  . . . 
Clarendon  . 
Dorchester  . 

Callioun 

Darlington  . 


Dorchester. 
Colleton   . . 

...do 

Hampton  . 

extremes  .   . . 


Aiken 

Anderson  . 
Lexington. 
Fairfield. . . 
Abbeville. . 


Kershaw.. 

York  

Newberry  , 

Oconee 

Kichland  ., 


Edgefield .. . 
Cherokee  .. . 
(freenville  .. 
Greenwood. 
Lancaster. . . 


Kershaw  .... 
8i)artanburg . 

Pickens 

Newberry 

McCorraick . . 


Saluda 

Oconee . . . 
Newberry 
Anderson. 
Saluda 


Union 

Spartanburg 

Edgefield 

Oconee 

Fairfield  .... 
York 


extremes  . 
extremes . 


186 
21 
296 
160 
43 

48 
144 

25 
175 
100 

143 
106 
63 
136 
136 

12 
54 
70 


109 
62 
192 

75 

69 

4 

24 


527 
764 
656 
293 
508 

222 
562 
402 
850 
351 


680 
989 
671 
568 

500 
1003 
900 
711 
450 

400 
1380 
502 
850 
536 

512 
875 
620 
1061 
548 
690 


54     66 
97       2 


20 


49.2 
51.5 

47.8 
51.2 

48.4 

53.0 
45.0 
•48.1 
'45.2 


+2.1 
-0.3 
+0.5 
+3.8 


+  1.7 

+0.9 

+  0.2 

0.0 


46.2 
45.2 


50.5 
'45.7 

48.0 
°49.2 

46.8 

47.6 


-2.0 
+0.3 


+  1.5 
-2.0 


51.6 
46.5 
44.8 

51.4 


5L2 
48.4 


49.0 
44.6 
46.2 


43.4 
47.4 


41.8 
42.9 
45.3 

43.4 
42.2 
43.8 
46.7 
'48.3 

47.8 
42.8 
44.8 


45.6 

43.6 
40.9 
d46.6 


45.6 
43.2 


45.0 
46.7 


+3.9 
+0.2 
-0.2 

+2.5 


+3.5 
+  1.0 


+  1.3 
+0.6 
+0.5 


+0.8 
+0.2 


+0.6 
-0.4 
+3.3 


+  L0 
+  1.1 
+2.1 


+0.2 


-0.1 

+0.4 
-0.9 
-0.4 


+  1.5 
+0.1 


+0.8 
+0.3 


28 


20 
tl8 
19 
20 
20 

19 
19 
20 
20 


2.U 
1.86 
2.60 
1.21 
2.51 

1.47 
1.99 
1.58 
0.84 


-0.65 
-0.96 
-0.88 
-2.31 


-1.68 
-1.28 
-1.62 
-L95 


•t23 
20 


t5 

8 


74 
70 
<i72 


t  5 
t7 


20 
20 
20 
19 
20 

t20 


13 
20 
21 

21 
16 
17 
24 
•'23 

24 
11 

22 


20 

18 

d22 


19 

tl4 

14 

tl4 
14 

tl4 
14 

tl4 

19 

19 

tl4 


tI4 
19 
19 


2.83 
2.54 
1.62 
2.63 
2.35 

1.92 
2.  24 
2.41 
1.87 
2.53 

2.94 
2.28 
1.96 
2.40 
1.85 

2.01 


43 


2.13 
2.10 


2.24 
3.04 
4.19 
2.11 
2.86 

L89 
2.37 
2.56 
4.08 
1.40 

2.38 
2.78 
3.23 
2.69 
2.17 

2.27 
3.24 
3.98 
1.53 
2.24 

2.49 
4.76 
2.13 
3.32 
2. 20 

2.16 
2.90 
2.62 
4.53 
1.73 
1.50 

2.69 
2.43 


-0.63 
-0.76 
-1.41 
-0.15 
-0.43 

-1.63 

-0.88 


1.15 
0.60 
1.00 
0.39 

L18 

0.64 
0.72 
0.68 
0.47 


-0.02 

-l.'i4 
-0.87 
-1.41 

-1.54 


-1.08 
-1.09 


-1.55 
-1.74 
+0. 33 
-1.89 
-1.66 

-1.44 
-1.93 
-2.21 
-1.05 
-1.50 


-1.90 
-1.42 
-1.79 
-2.09 


-2. 23 
-1.76 
-1.68 


-2.79 
-2. 14 
-1.81 

-2.12 
-1.47 
-1.37 
+0.17 
-1.86 
-3.09 

-1.69 
-0.96 


1.35 
0.54 
0.97 
1.59 
1.50 

0.55 
0.84 
1.45 
0.73 
1.30 

0.89 
1.36 
0.75 
1.08 
0.75 

0.81 


0.0 
0.0 
0.0 
0.0 
0.0 

0.0 
0.0 
0.0 
0.0 


9     20 


0.73 
L59 


0.79 
0.58 
1.34 
0.55 
0.95 

0.67 
0.72 
0.75 
1.24 
0.45 

0.60 
0.75 
0.48 
0.69 
0.78 

0.58 
0.52 
1.15 
0.50 
0.92 

0.63 
1.20 
0.55 
0.70 
0.60 

0.73 
0.62 
0.90 
1.06 
0.54 
0.90 

1.34 
1.59 


0.0 
0.0 
0.0 
0.0 
0.0 

0.0 
0.0 
0.0 
0.0 
0.0 

0.0 
0.0 
0.0 
0.0 
0.0 

0.0 


0.0 
0.0 


0.0 
T. 
0.0 
0.0 
0.0 

0.0 
0.0 
0.0 
T. 
0.0 

0.0 
2.2 
4.0 
0.0 
0.0 

0.0 
5.5 
2.0 
0.0 
0.0 

0.0 
2.3 
0.0 
0.0 
0.0 

0.0 
0.8 
0.0 
1.0 
0.0 
0.0 

0.6 
0.3 


19 


2 

"s' 

6 
12 

4     11 


1     11 


sw. 
nw. 


sw. 
nw. 


w. 
nw. 


R.  B.  Vance. 

Miss  Lillian  H.Rice. 

Mrs.  D.  B.Sanders. 

B.  O.  Evans. 

D.  L.  Carmichael. 

U.S.  Weather  Bureau. 

.1.  H.  Powe. 

Paul  Quattlebaum. 

D.  (;.  McCall. 

A.  E.  Rowell. 


Nathan  Jenkins. 

H.  B.  McCall. 

.loseph  P.  Simons. 

H.K.  Gilbert. 

Pee  Dee  Experiment  Sta. 

A.  P.  Hazard. 

A.O.Matthews. 

Lewis  E.  Warren. 

O.  M.  Mitchell. 

U.  S.  Fisheries  Station. 

Miss  E.  P.  Ravenel. 
William  B.  Wolfe. 
R.  S.  Weeks. 
.1.  S.  Wannamaker. 
A.  H.  Rogers. 

Miss  E.  H.  Gadsden. 

Special  Rice  Exp.  Station 
.1.  G.  Hutson. 


\\'.  M.  Brown. 
H.  H.  Russell. 
E..).Hite. 
.1.  N.  Osvens. 
L.  M.  Parker. 


W.  C.  Brown. 

James  C.  Faris. 

.).  J.  Murran. 

Prof.  F.  H.  H.Calhoun. 

U  S.  Weather  Bureau. 

J.  A.  Townsend. 
Harry  A.  Parshall. 
J.  H.  Woodside. 
iM.  M.  Calhoun. 
J.  Marvin  Bowers. 

John  W.  Hamel. 

K.  Hartwell  Wilds.  D.D.S 

.lohn  T.  Boggs. 

.1.  M.  Sense,  M.  D. 

Williams.  Middleton. 

.loseph  M.  .Tohnson. 
J.  H.  Brown. 
Warren  G.  Peterson. 
Joshvia  Y.  .lones. 
Mrs.  F.  V.J.Maxwell 


E.  W..Ietpr. 

F.  P.  Robinson. 
Mrs.S.  E.  Long. 
H.  W.  Brandt. 

T.  G.  Patrick  &  Co. 
W.  P.  Goodman. 


I 


The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
determining  section  or  division  means.     Reference  letters  («,  b,  «i,  appearing  in  the  table  indicate  number  of  days  missing:  for  example.  ^  represents  two  days  missing,  etc. 

t  Also  on  other  dates,  tt  Received  too  late  to  be  included  in  means  and  summaries.  *•  Temperature  data  are'  from  observed  readings  of  tlie  dry  bulb ;  means  are  com- 
puted from  observed  readings,     tt  Postoflice  addresses  of  these  station!  are  as  follows:    Of  Edisto,  Embree:  of  Gaston  Shoals,  Gaffney:  of  Winthrop  College.  Rock  Hill. 

T.  Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


fl 
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Daily  Precipitation  for  December, 

1916. 

Watersheds. 

Day  of  month. 

Stations. 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19     20 

21 

22 

23     24 

25 

26 

27 

28 

29 

30 

31 

0 

Eniiteni  j 
Allendale  nil 

Portion. 

Savannah  

.45 

T. 

1.15 

'.'56 

T.' 

.15 

.05 
.40 

T. 

.05 

T. 
.01 
.12 

'.'63 
.12 
.03 
.10 

T. 

.18 

.08 

2.11 
1.86 
2.60 
1.21 
2.51 
1.47 
1.99 
1.58 

0.84 

.60 

.35 

Blaokvillelll 

Kdisto 

....do 

.45 

.25 

.10 

1.00 
.39 
.42 
.17 
T. 

.18 

.10 
.26 
.31 
.12 
.06 
.20 

.02 

.30 

T. 

.28 
.42 
.50 
.04 
.42 

.03 

.18 
.12 
.03 
.13 
T. 

.07 

.10 

T. 

.05 

T. 
T. 

.04 
.06 
.08 

.02 

.03 
T. 

.08 

1.18 
.30 
.72 
.68 

.47 

T. 

.01 
.10 

.04 

'.'38 
.10 

.14 

T. 
.06 

Cliiirlestou  ' 
rhpraw  nil 

*♦ 

Coast 

Pee  Dee 

Waccaniaw .. . 

Pee  Dee 

tV 

'.'65 
T. 

T. 
.30 

.04 

.03 

tV 

.02 

.02 

Darliiifftoii  1 
Dillon 

II 

.07 

T. 

.03 

.05 

Little  Pee  Dee 
Edisto 

Rdistn  lilt 

.18 

.24 

1.35 
1.16 

.97 
1.59 
1.50 

.55 

.%" 
1.45 

.73 
1.30 

.21 

.33 
.32 
.37 
.12 

.07 
.26 
.03 
.22 
.18 
.15 

.28 
.11 
.12 
T. 

.  12 
T. 

.20 
.19 

.13 
.12 

2.83 
2.54 
1.62 
2.63 
2.35 
1.92 

2.24 
2.41 
1.87 
2.53 
2.94 
2.28 
L96 
2.40 

1.85 
2.01 

II 

.38 
.10 
.04 
.10 
.35 

.15 
.06 
.23 

'.'89 
.03 

.06 

.05 
.10 

Ferguson   HI 
Florence  I  III 
Florence  2 

.05 

.04 

tv 

Pee  Dee 

.12 

.12 

.38 
.16 

.25 

.30 
.37 
.35 
.18 
.35 
.16 
.08 
.40 

.08 
.30 

do 

T. 

T. 

.35 
.22 

.01 

T. 
T. 

.05 

.11 
.07 
.02 

Georgetown 

Kingstreellil 
Mavesville  ( 
Oaks 

.16 

'.'22 
.25 
.09 
.20 
.16 

.33 

.25 

'f.' 
.19 

'.'76 
'.'67 

.15 

Black 

.10 
.01 

.30 

near ) 

do 

.20 

.01 

.02 

".U 
.20 
.25 
.16 
.21 
.19 

.03 
.08 

.04 

't.' 

■f.' 

.01 

.08 
.06 
T. 

do 

.01 
.20 

Orangeburg 
Piiiopolis 

Edisto 

Cooper  

.43 

T. 

T. 

".50 

Rimini  ||||.. 
St.  George  III 
St.  Matthew 

Society  Hill 
Summervillt 
Walterboro. 
Whitehall  (r 

.06 
.01 
.08 

.04 
.04 

1.33 

.75 
1.08 

.75 
.81 

T. 
.03 

.16 
.13 
.10 

.18 
.06 

.06 
.02 
.14 

.11 
.03 

.10 
.07 

'.'62 
.15 

'.'i7 

.13 

.15 

Edisto 

Santee 

.17 

.12 
.10 

.03 

.07 

sllll 

nil 

do 

T.' 

.10 

.18 

.15 

.06 

't.' 

.04 
.14 

.01 

Ashley 

Ashepoo  

lear ) 

Conibahee 

do 

Edisto 

.10 

.09 
.37 

.06 

.12 

.73 

.79 
.58 
.63 
.55 
.46 
.67 
72 
.63 

T. 

.21 
.08 
.20 
.12 
.11 
.04 
.10 
T. 

.15 
.10 

.10 

.04 

.46 
.55 

.36 
.06 
.69 
.02 
.03 
.60 

.66 
.34 
.40 
.05 
.07 
.34 

.29 

'.'98 
.45 
.26 
.56 
.30 
.15 

'.'48 
.60 
.20 

.05 
.04 

'.'30 

.11 

.11 
.16 
.34 
.03 

.16 

T. 

.06 
.08 

.19 

.05 
.12 
•09 
.07 
.12 
.12 
.07 

.13 
.47 

'.'i4 

■f.' 

1.24 
.05 
.20 
.17 
.46 
.04 
.27 

.28 
.78 

'.'io 

.19 
1.20 
.23 
.24 

.14 
.15 

.29 

'.'24 
.18 
.24 
.11 
.36 
.50 

.23 

2.13 

2.24 
3.04 
4.19 
2.11 
2.86 
1.89 
2.37 
2.56 

4.08 
1.40 
2.38 
2.78 

'.i'enterit  Portion. 
AiUen 

AlKler■^ou        

Savannah  .... 

.49 

.10 
.42 
.25 
.32 
.13 
.40 
45 

'.'32 

'.'29 
.06 

Batesbnrg  ||| 
Blalrsllll  .... 

Edisto 

Broad 

Savannah  

Wateree 

.32 

.04 

.04 

'.49 

.02 

■.'65 
.15 

'.'67 
.09 

Calhoun  Falls  llll 

Canitlen  lill     

.04 
.06 

Catawba  III!  . 
Chappellsllll 

Clemson  Col 
Coluxabia  * 

E.lgerielcl  |||| 

Catawba 

Saluda 

.10 
.23 

.31 
.02 
.15 
.15 
.22 
.09 

.in 

.13 

.04 
.10 
.11 
.06 
.05 
.24 
.07 
.24 

.11 
.09 
.34 
.06 
.46 
.06 

.05 

ege 

Savannah  

T. 
T. 

.64 
.02 

.41 
.07 

.03 
.02 

.33 
.11 

.31 

.02 

'.'63 

Congaree 

Savannah  

.38 

'.'26 
'.'70 

T. 

.01 
.35 
.26 
.48 
.11 

T. 

.23 
.60 
.14 
.25 
.44 

Gaston  Shoals  |||| 

Broad 

Saluda 

do 

T. 

f.' 

.34 

.35 
.18 

.01 

T. 

.75 

.47 
.61 
.07 
.60 

.46 
.35 

50 



.02 
.03 
.08 
.17 
.07 

.21 

.14 
.39 
.69 

.78 
.25 

.38 

'.'n 

T. 
T. 

.15 
.31 
.11 

'.'06 

.40 
.15 
.07 

'.'03 
.40 
.06 
.20 

.27 
.07 
.15 

Greenville  ||| 
Greenwood  I 
Heath  Sprin 
Kershaw  . .  . 

3.23 
2.69 
2.17 
2  27 

II 

Wateree 

.08 

Lynches 

.06 

.52 
1.10 

.08 

.13 

.25 
1.15 
.44 

.58 
.18 

.12 
T. 

.17 

.36 
.25 

.14 

Landrum 

Broad 

Savannah  .... 

.04 
T. 
.02 

T. 

3.24 
3.98 
1.53 
2.24 
2.49 
4.76 
2.13 
3.32 

2.20 
2.16 
2.90 
2.62 
4.53 
1.73 
1.50 

Lit:)erty 

.10 
.02 
T. 

'.'12 
.34 

Little  Mountain 

Saluda  

08 

.12 

.'56 
T. 
.03 
.22 

.12 

Meriwotlier . 
Monetta.  . . . 

Savannah  .... 

T. 
.12 

.84 
.08 
.70 

'.'io 

.38 

T. 

.54 

.68 
.63 

'.'55 
.52 

't.' 

T. 

.09 

T. 
'.■30 
'^48 

.92 
T. 

.07 
.03 

.... 
.04 

■f.' 
.20 
.03 

.39 

Edisto 

.57 
.81 
.52 
.40 

..55 
.62 

* 

.60 
.56 
.47 
.10 

.17 
.28 
.08 
.14 

.15 
.09 

.18 
.25 
.20 
.13 

.08 
.41 
.37 
.30 

.10 
.08 
.40 

Mountain  Rest 

Savannah  

Saluda 

do 

T. 

'.'62 

.14 

.02 
T. 

.23|.... 
.  07  . . . 

N'ewberry 

Pelzerllll 

04 

Saluda 

do 

.15 

.05 

.60 
.02 
T. 

.10 

■.'i5 

Santuck 

Broad 

.73 
.62 
.73 
.34 
.54 
.90 

.03 
.10 

Spartanburg 
Trenton 

nil 

do 

Edisto ; . 

.08 

.90 

Walhalla 

.Savannah  .... 

.16 

.15 

,09 

.19 
T. 

.67 
.06 

I  06 

White  Oak 

Broad  

.15 

.06 
.10 

.12 

.40 

.02 

Wint'iropCnllea-e 

Catawba 



....  ....'....'.... 

...    '...J..., 

Except  as  otherwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observation.  ||||  Precipitation  measured  in  the  morning;  amount  then  recorded  is  for  the  preceding  24  hours.  ***  Regular  Weather  Bureau  station :  precipitation  is  for  the 
24-hour  period,  midnight  to  midnight.    *  Precipitation  included  in  the  next  following  measurement,    t  Separate  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  0.01  inch. 


COMPARATIVE   DATA   FOR  DECEMBER. 


Year. 


Temperature. 


Precipitation. 


Average  number  of 
days. 


1887 
188S 
1889 
1890 
1891 
1892 
1893 
1894 
1895 
1896 
1897 
1898 
1899 
I9(X) 
1901 
1902 


44.9 

76 

18 

42.7 

71 

13 

55.4 

79 

17 

45.9 
49,9 

47.1 

76 

6 

47.2 

79 

17 

48.1 

85 

-      1 

46.1 

SO 

15 

44.0 

83 

8 

47.6 

82 

21 

45.9 

77 

9 

44.6 

79 

11 

4.5.5 

79 

18 

44.0 

80 

2 

46.8 

85 

10 

65 

10 

7 

1 

ne.-e 

56 

53 

sw. 

95 

91 

45 

05 

6 

17 

7 

7 

s\v. 

56 

/ 

15 

8 

8 

nw. 

14 

6 

16 

/ 

H 

n\v 

55 

7 

17 

6 

8 

ne. 

40 

K 

11 

8 

12 

ne. 

84 

8 

12 

7 

12 

nw. 

33 

/ 

15 

8 

8 

nw. 

64 

8 

14 

7 

10 

n. 

01 

11 

13 

5 

13 

n. 

26 

/ 

14 

6 

11 

nw. 

Year. 


1903. 

1904. 

1905. 

1906. 

1907. 

1908. 

1909. 

1910. 
:  1911. 
I  1912. 
;  1913. 
!  1914. 
I  1915. 
I   1916. 


Temperature. 


Precipitation. 


Average  number  of 
days. 


Period 


a  » 


41.0 

72 

10 

1.95 

6 

20 

5 

6 

45.5 

78 

16 

2.79 

9 

14 

5 

12 

45.2 

77 

16 

7.25 

10 

12 

4 

15 

48.0 

89 

11 

3.25 

/ 

14 

8 

9 

46.2 

75 

12 

5.81 

10 

14 

7 

10 

50.6 

83 

23 

2.84 

7 

13 

9 

9 

42.8 

84 

7 

2.81 

/ 

17 

7 

7 

42.0 

76 

12 

2.36 

5 

18 

7 

6 

49.8 

85 

18 

4.94 

9 

11 

7 

13 

•     48.8 

79 

18 

2.88 

8 

12 

5 

14 

47.8 

77 

16 

4.25 

9 

10 

14 

43.9 

80 

11 

4.80 

13 

6 

6 

19 

44.2 

79 

17 

3.27 

7 

18 

5 

8 

46.7 

79 

11 

2.43 

9 

16 

6 

9 

46.4 

S9 

-     1 

3.39 

8 

14 

7 

10 

w. 
w. 


sw. 
w. 


w. 

ne. 
w. 


94 


CLIMATOLOGICAL    DATA:    SOUTH    CAROLINA    SECTION. 


December,   1916 


Daily  Temperatures  for  December,  1916. 


Stations. 


12       3       4       5       6       7 


9       10      U      12      13      H      15      16      17      18      19     20     21      22      23     24     25     26     27     28     29     30     31     Mean. 


Cheraw  '5'J  . 


Eastern  Portion. 

Allendale >J$ i  Minimum., 

_        ,     .  )  Maximum  , 

Beaufort J  Minimum, 

_,     ,     .,,   ,t  )  Maximum  , 

Blackville*  )  Minimum., 

„  )  Maximum  , 

Bowman (Minimum., 

„     ^  (  Maximum  , 

Centenary j  Minimum., 

„.      ,    ^  )  Maximum  . 

Charleston )  Minimum.. 

)  Maximum  . 

(  Miiiinuuu. . 

^.  )  Maximum  . 

Conway  W i  Minimum,. 

„     ,.      ,       ,t,t  *  Maximum  . 

Darlington  ij« >  Minimum  . 

.  s  Maximum  . 

IJillo" (  Minimum.. 

„  ., ,  )  Maximum  . 

Ferguson '5'J j  Minimum., 

,    ,,  )  Maximum  . 

Florence  1% i  Minimum.. 

S  Maximum  . 
Georgetown (Minimum.. 

,.,,  )  Maximum  . 

KingstreeW j  Minimum.. 

.„     ,  .        j  Maximum  , 

Mayesville  (near)...  (Minimum.. 

j  Maximum  . 

Oaks I  Minimum, . 

„  ^  \  jMi\xinuim  . 

Orangeburg |  Minimum . . 

...  )  Maxinnim  . 

St.  George  % (Minimum.. 

r,.   ..   ^.1          .!.!  )  Maxinuun  . 

St.  Matthews  SS>J (Minimum.. 

„     .   .     ,,.,,  ,i,t  >  .Maximum  . 

.Society  HilUS* (Minimum.. 

...  )  Maximum  . 

SummerviUe (Minimum.. 

,„   ,^     .  )  Maximum  . 

Walterboro (Minimum.. 

.,.,  J  Maximum  . 

\emassees\» (Minimum.. 


\yeste>')i  P<> 
Aiken  

Anderson 

BatesburgS^'J 

Camden  W 

Clemson  College  . 

Columbia 

Greenville  % 

Greenwood  % 

Heath  Spring 

KershawS'5 

Landrum 

Liberty  

Little  Mountain  . . 

Meriwether 

Monetta 

Mountain  Rest... 

Newberry 

Saluda 

Santuck  

Spartanburg  $'^.. . 

Trenton 

White  Oak 

Winthrop  College 


rtioii. 

Maximum  , 
(  Minimum, . 
j  Maximum  . 
(  Minimum. . 
j  Ma.ximum  . 
(  Minimum. . 
j  Maximuir  . 
(  Minimum. . 
(  Maximum  . 
(  Minimum. . 
j  Maximum  . 
(  Minimum. . 
)  .Maximum  . 
(  .Minimum. . 
)  .Maximum  . 
(  .Minimum. . 
)  .Maximum  . 
(  .Minimum. . 
j  -Maximum  . 
)  -Minimum. . 
j  Maximiur:  . 
(  .Minimum. . 
j  -Maximum  . 
)  .Minimum. . 
j  Maximum  . 
(  Minimum. . 
1  .Maximum  . 
(  -Minimum. . 
)  -Ma.ximum  . 
'  -Minimum. . 
S  .Muxiinum  . 
(  .Minimum. . 
)  .Maximum  . 
'  .Minimum. . 
S  .Maximum  . 
(  Minimum. . 
i  Maximum  . 
(  Minimum. . 
j  Maximum  . 
(  Minimum. . 
\  MaximUTn  . 
(  Minimum. . 
j  Maximum  . 
(  Minin)um. . 
(  Maximum  . 
(  Minimum. . 


70 
36 
69 
42 
70 
30 
68 
28 
65 
32 
65 
43 
65 
38 
57 
34 
60 
30  29 


69l  65 


59  63  65 

3SI  32  31 


53  58 

351  2' 


65|  6U 

48  42 

621  63 

45  40 

60  58l 

53'  501 

58!  45 


361  40 
69 
43 
62 
40 


39 


50 
45 
60 
39 
75 
44 
6 
42 
62 
4:i 
6S 
45 
64 
44 
66 
4 

64 
42  43 
59  64 
38  39 
57  71 
48     51 


44 

39 

49 

42 

41 

36 

43 

39 

57 

34 

465     63 

38j     38 

49     52 


60.3 
38.2 
62.4 
40.6 
63.5 
32.1 
65.7 
36.8 
60.2 
36.6 
61.1 
44.8 
53.4 
36.6 
60.8 
35.  4 
67.2 
33.2 


58.6 
33.8 
56.6 
33.6 
62.1 
38.9 
'  66.2 
35.2 
59.2 
36.9 
«  61.3 
«  37.1 
58.7 
34.9 
60.6 
42.8 
58.3 
34.7 
56.7 
32.8 
62.3 
40.5 


62.7 
39.6 

59.5 
38.6 
57.3 
31.9 
55.8 
36.7 


52.  3 
34.6 
6R.7 
38.0 
54.3 
29. 2 
53.7 
32.1 
55.9 
34.7 
51.2 
•  31. G 
53.0 
31.3 
.53.5 
34.2 
56.0 
37.4 
«  61.8 
^  34.8 
58.0 
37.7 
53.8 
31.7 
55.9 
33.7 
.57.9 
33.2 
54.5 
32.6 
51.5 
30.3 
^  56.7 
^  36.5 
55.8 
35.3 
52.0 
34.  3 


Reference  letters  (».  •>,  '^).  appearing  in  the  table  indicate  number  of  days  missing:  For  example,  ''  represents  two  days  missing,  etc. 
5$  Instruments  are  read  in  the  morning;  the  maximum  temperature  then  read  is  charged  to  the  preceding  day.  on  which  it  almost  always  occurs. 
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GENERAL   SUMMARY. 

Wide  seasonal  divergences  and  general  lack  of  rainfall 
when  most  needed  marked  the  weather  of  the  j'ear  just  closed. 
The  opening  month  was  unseasonably  warm,  a  condition  that 
e.ttended  to  the  middle  'of  Februar3r,  and,  in  consequence,  all 
vegetation  quickened  and  advanced  beyond  the  safe  limit.  March 
and  April  were  colder  than  usual,  with  frequent  periods  of 
abnormal  cold  and  less  than  the  normal  moisture  expectancy. 
The  continued  dry  weather  culminated  in  May,  when  the  high- 
est temperature  of  the  year  was  recorded.  Under  rapid  day- 
time thermal  changes  and  persistent  cold  niglits  during  tlie 
spring  months,  and  at  intervals  even  up  to  the  close  of  June, 
all  crops  began  the  season  in  various  stages  of  advancement, 
especially  as  regards  such  staples  as  cotton,  corn,  oats,  and  to- 
bacco. Practically  the  most  disastrous  storm  in  the  hi.-itory  of 
South  Carolina  occurred  about  the  middle  of  July,  the  attend- 
ant rains  exceeding  many  records  incident  to  the  great  hurri- 
cane of  August,  1<S93,  followed  by  unusually  destructive  Hoods 
in  the  rivers  of  the  northern  and  eastern  parts  of  the  Section. 
General  crop  deterioration  then  set  in  because  almost  contin- 
uous rainfall  after  tiie  storm  prevented  mucli  needed  cultiva- 
tion, but  pastures  and  all  forage  cro[)s  grew  luxuriantly.  Re- 
curring drought  that  set  in  after  tiie  July  rains  tended  toward 
farther  reduction  of  the  staple  crop  output,  except  as  to  forage. 
The  summer,  as  a  wliole,  was  comparatively  moderate,  with  no 
great  extremes  of  temperature,  aiui  tine  hay  and  otiier  forage 
crops  were  harvested  under  favoral)le  conditions.  Cotton,  which 
opened  prematurely,  was  picked  closely  and  much  earlier  tlian 
heretofore.  October,  November,  and  December  were  somewhat 
warmer  tiian  usual,  but  the  rainfall  continued  light.  Making 
allowance  for  the  excessive  rains  of  July,  covering  a  period  of 
about  two  weeks,  the  precipitation  for  the  year  ranged  about  13 
inches  below  normal,  and  crop  production  under  this  rainfall 
and  the  changeable  thermal  conditions  of  the  late  winter,  spring 
and  early  summer  Avas  more  than  creditable. 

The  last  general  killing  frosts  occurred  on  March  17  and 
April  10,  or  about  7  days  later  than  in  1915.  The  first  general 
autumn  killing  frosts  occurred  on  November  16,  or  at)out  the 
same  date  as  in  1916.  The  average  latest  spring  killing  frost 
date  for  the  Section  in  1916  was  April  4,  or  13  days  later  tlian 
normal,  and  the  average  earliest  autumn  killing  frost  date  was 
November  13,  or  3  days  later  than  normal.  The  growing  sea- 
son of  1916  was  223  days  in  length,  or  10  days  Ip.ss  than  nor- 
n)al  and  4  days  shorter  than  that  of  last  year. 

During  the  growing  season,  March  to  September,  inclusive, 
the  total  rainfall  was  32.01  inches,  or  0.86  al)0ve  the  30-yo\ar 
average.  Deducting  the  excessive  plus  departure  of  8.87  inches 
in  July,  the  total  rainfall  during  the  season,  when  most  needed, 
was  but  23.14  inches,  as  compared  with  28.85  inches  for  the 
*ame  period  last  year. 

Fre.shets  in  the  Pee  Dee  and  Santee  river  districts  during 
portions  of  three  months  of  the  year  were  attended  by  unavoid- 
able losses  approximating  $10,317,177,  and  the  value  of  mov- 
able property  saved  by  timely  warnings  of  the  Weather  Bureau 
has  been  conservatively  estimated  at  $527,870. 

The  annual  mean  temperature  was  63.4°,  or  0.5°  above 
the  30-year  normal.  The  warmest  inonth  was  August,  Avith  a 
mean  of  79.6°,  or  0.8°  above  normal;   coldest  month,  Decem- 


ber, Avitli  an  average  of  40.7°,  or  0.3°  above  normal.  The 
highest  annual  mean  temperature  at  any  station  was  66.3°  at 
Charleston;  lowest  annual  mean,  58.5°  at  Mountain  Rest, 
Oconee  Co.  The  highest  temperature  was  103°  at  St.  MatthcAvs, 
Calhoun  Co.,  on  May  8  and  27;  loAvest  temperature,  10°  at 
Mountain  Re.-^t,  Oconee  Co.,  on  January  18. 

The  average  annual  precipitation  Avas  43.91  inches,  or  3.90 
inches  beloAv  the  30-year  normal.  The  greatest  annual  amount 
at  any  station  Avas  74.38  inclies  at  Mountain  Rest,  Oconee  Co. ; 
least  annual  amount,  28.78  inches  at  Edgefield,  Edgefield  Co. 
The  greatest  monthly  amount  at  any  station  Avas  31.13  inches 
at  Kingstree  in  July;  least  monthly  amount,  0.50  inches  at 
(Georgetown,  Georgetown  Co.,  in  Septeml)er,  and  at  Chappells, 
Newberry  Co.,  and  Winthrop  College,  York  Co.,  in  November. 
The  greatest  24-hour  amount  at  any  station  during  the  year  Avas 
13.25  inches  at  Efiingham,  Florence  Co.,  in  July,  or  1.60 inches 
above  the  previous  highest  record  for  the  Section.  The  average 
annual  number  of  daj's  Avith  measurable  precipitation  Avas  93; 
greatest  number  at  any  station,  127  at  Mountain  Rest,  Oconee 
Co. ;   least  number,  52  at  Meriwether,  McCorniick  Co. 

The  total  amounts  of  snow  ranged  from  Trace  to  5.5  inches. 
Tiie  snowfall  occurred  principally  during  the  storms  of  Febru- 
ary and  the  latter  part  of  December. 

1  The  average  annual  atmospheric  pressure,  determined  from 

;  reports  of  7  regular  Weather  Bureau  stations,  Avas  30.06  inches, 
j  The  highest  pressure  in  the  region  covered  by  reports  was  30.66 
I  inches  at  Asheville,  IN.  C,  on  Felnuary  3,  and  at  Columbia, 
S.  C,  and  Wilmington.  N.  C,  on  February  4;  tiieloAvest  pres- 
i  sure  was  2v).02  inches  at  Charleston  on  July  14. 
j  The  average  annual  sunshine,  determined  from  7  automatic 

{records,  was  66%  of  the  possible  amount.  The  aA'erage  annual 
I  number  of  clear  days  Avas  184  ;  partly  cloudy,  97,  and  cloudy, 
;85,  as  against  normals  of  168,  104,  and  93  days,  res[)ectively. 
I  Tiie  average  annual   relatiA'e  humidity  Avas  as  follows:    8 

ja.  m.,  80%;  8  p.  m.,  68%. 

I  The  prevailing  winds  Avere  from  the  southwest.     The  aver- 

age annual  hourly  velocity,  determed  from   7  anemometer  rec- 
ords, Avas9.1  miles.     The  highest  recorded  velocity  during  tiie 
[year  was  72  miles  per  hour  from  the  west  at  Charlotte,  N.  C, 
Ion  June  20,  and  in  the  Section  proper,  64  miles  per  hour  from 
jthe  north  at  Charleston  on   July  14. 

Earth  tremors  were  reported  during  the  year  as  follows: 
On  February  21  at  Belton,  Calhoun  Falls,  Columbia,  Chappells, 
Clemson  College,  Gaston  Slioals,  (Ti-eenville,  GreeuAvood,  l.an- 
jdrum.  Little  Mountain,  Lil)erty,  Monetta,  Newberry,  Santuck, 
Spartanburg,  Summerville,  Westminster,  and  Wintlirop  Col- 
lege; on  April  16,  June  25,  .\ugust  14,  and  September  24  at 
I  Suinmerville,  and  on  October  18  at  Columl>ia  and  Liberty. 


WEATHER  BY  MONTHS. 

Janiiari/. — January  Avas  remarkaljly  mild  and  dry.  witli 
temperatures  ranging  from  10°  to  20°  per  day  al>ove  the 
seasonal  average  during  a  large  portion  of  the  montli,  con- 
ditions that  quickened  all  vegetation  materially.  The  losses  by 
freshets  in  the  Santee  River  Di.strict  Avere  estimated  at  S313; 
value  of  niovalde  property  saved  l)y  timely  Avarnings  of  the 
Weather  Bureau,  estimated  at  .$24,731). 

Fehruani. — A  marked  cold  Avave  during  the  middle  of  the 
montli,  following  a  long  period  of  abnormally  warm  Aveatiier, 
checked  the  groAvth  of  all  v(>getation,  and  consideral)le  truck 
and  young  tobacco  Avere  damaged  by  frosts  and  freezes.  Tlie 
fre.shet  damage  in  the  Santee  and  Pee  Dee  river  district.s  ap- 
proximated $16,864,  and  tiie  value  of  movnl)ie  property  saved 
by  warnings  was  estimated  at  SU)3,140. 

Winter. — Mean  temperature,  48.3°,  or  2.0°  aliovethe  normal 
determined  for  30  years.  Precipitation  aA'eraged  8.99  inches, 
or  2.24  inches  below  tlie  30-vear  normal. 
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March. — The  weather  during  March  was  unusually  windy 
and  very  dry,  the  records  showing  velocities  higher  than  for  15 
years.  Sharp  freezes  during  the  early  part  of  the  month  caused 
further  damage  to  truck  on  the  coastal  plain,  where  much  re- 
planting was  necessary. 

April. — Relativel}^  dry  weather  continued  during  April,  and 
germination  was  irregular  and  unsatisfactorj',  especially  as  to 
cotton  and  corn.  Further  damage  resulted  to  truck  and  tobacco 
plants  during  the  cold  wave  and  freeze  about  the  10th,  the  frost 
line  extending  to  the  extreme  southern  coast.  In  short,  there 
had  been  a  remarkable  transition  from  the  abnormal  advance- 
ment of  vegetation  during  the  late  winter  to  a  Imckward  season 
at  the  close  of  April. 

May. — Continued  dry  weatlier,  with  alternating  periods  of 
heat  and  cold,  was  generally  unfavorable  for  the  seasonable  de- 
velopment of  crops;  but  corn  maintained  unexpected  vigor. 
Late  rains,  however,  materially  improved  the  general  crci^  sit- 
uation. The  maxiumm  temperature  for  the  year  was  recorded 
during  this  month. 

Spring. — Mean  temperature,  63.0°,  or  0.2°  above  the  normal 
determined  for  3('  years.  Precipitation  averaged  6.37  inches, 
or  3.73  inches  below  the  30-year  normal. 

Jtme. — While  the  rainfall  averaged  somewhat  above  normal, 
the  amounts  were  abnormally  high  or  low  in  many  sections;  but 
all  vegetation  was  generally  improved,  on  the  whole.  Cotton, 
though  in  various  stages  of  advancement,  came  to  good  stands, 
and  corn,  which  had  withstood  the  drought  well,  came  into 
roa.sting  ear.  Tobacco  was  backward  but  greatly  improved, 
and  field  truck,  gardens,  and  grasses  were  in  good  condition. 

Jub/. — July  was  a  remarkably  storm j^  month,  with  average 
rainfall  far  in  excess  of  any  previous  record  in  the  history  of 
South  Carolina  and  over  2  inches  above  the  previous  highest 
average  of  August,  18y3.  The  total  monthly  rainfall  of  31.13 
inches  at  Kingstree  exceeds  the  previous  highest  local  monthly 
precipitation  record  for  the  State  by  6.45  inches.  This  condi- 
tion was  brought  about  principally  by  the  hurricane  that  passed 

(CONTINUED  ON  PAGE  104.) 
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Year. 


1887 

1888 

1889 

1890 

1891 

1892 

1893 

1894 

1895 

1896 

1897 

1898 

1899 

1900 

1901 

1902 

1903 

1904 

1905 

1906 

1907 

1908 

1909 

1910 

1911 

1912 

1913 

1914   

1915 

1916 

Period 


Temperature. 


Precipitation 


g>  Co 


Average  number  of 
days. 


>■■>, 


>  c  c 


62.3 
61.8 
02.0 
64.4 
63.0 
62.4 
63.0 
63.5 
61.9 
63.9 
63.  3 
63. 2 
62.8 
63.2 
61.1 
62.6 
62.2 
61.7 
62.6 
63.3 
63.3 
63.7 
63.4 
C2.  7 
64.9 
62.5 
63.8 
62.  5 
62.  9 
63.4 

62.9 


110 

5 

108 

13 

102 

10 

104 

11 

13 

102 

6 

104 

3 

105 

-1 

105 

-6 

104 

0 

107 

3 

106 

8 

105 

-11 

106 

1 

102 

2 

107 

10 

105 

10 

105 

8 

107 

0 

102 

11 

106 

12 

100 

12 

105 

/ 

103 

11 

106 

16 

109 

6 

109 

16 

108 

11 

106 

17 

103 

10 

110 

-11 

43.43 
54. 63 
46.76 
42.  29 
47.52 
47.36 
53.  68 
50.49 
48.  99 
44.  95 
46.40 
49. 26 
46.76 
49.79 
54.98 
46.43 
50.87 
40.98 
45.10 
54.81 
47.  79 

53.  33 
44.61 
45.31 
39.  80 

54.  32 
47.57 
43.39 
48.89 
43.91 

47.81 


101 

lOi 
80 


98 

105 
88 
86 
99 

107 
95 
96 

106 
98 

103 
95 
92 

107 
99 
94 
91 
91 
91 

102 
93 
96 
93 
93 


154 
154 
163 
158 
143 
158 
167 
167 
172 
166 
188 
169 
159 
1.57 
109 
178 
181 
161 
177 
181 
163 
190 
184 

168 


123 
116 
119 
102 
111 
104 
99 
102 
99 
95 
87 
85 
103 
123 
114 
113 
111 
120 
70 
81 
110 
92 


104 


88 

95 

84 

105 

111 

103 

99 

96 

94 

104 

91 

111 

93 

75 

83 

73 

73 

84 

119 

103 

92 

83 

85 

93 


se.  T 
sw. 


s\v. 
sw. 

sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 


MONTHLY  AND  ANNUAL  CLIMATOLOGICAL  DATA  FOR 
SOUTH  CAROLINA,  YEAR   1916. 


Months. 


Temperature. 


Precipitation. 


k2     .-9 


cE 


- 

«-% 

t- +^  i 

-■^ 

2  £ 

ce 

p. 

CO 

CO 

a; 

a> 

bti 

tr 

a 

rt 

c 

> 

^ 

• 

Number 
of  (lays. 


o 

s. 

o 

^- 

3 

be 

O 

s  . 

o 

G,  S 

>■. 

}z- 

t,'^ 

." 

ci 

■g 

C  «J 

^ 

^ 

U 

Wind. 


January 

February.. 

March 

April 

May 

June 

July 

.■V.usust 

Sopt  ember 
October  . .. 
November . 
December  . 


52. 3 

+6.7 

81 

10 

48.5 

+1.6 

81 

11 

53. 7 

-0.9 

87 

15 

61.6 

-0.7 

93 

24! 

7.3.8 

+2. 2 

103 

42! 

76.4 

-1.2 

100 

48' 

77.8 

-2.1 

99 

m 

79.6 

+0.8 

100 

581 

72.2 

-2.0 

99 

35, 

64.1 

+0.8 

9^2 

31 1 

54.5 

+0.6 

88 

17 

46.7 

+0.3 

79 

11 

63.4 

*+0.5 

103 

10 

1. 

3.96 
2.14 
1.79 

2. 44' 
5. 121 
14.69 
3. 27' 
2.56 
2.54 
1.21 
2.43 


-1.61 
-0.48 
-1.72 
-0.98 
-1.03 
+  0.09 
+  8.87 
-2.  99 
-1.38 
-0.  64 
-1.09 
-0.  96 


3.82 

86 

76 

56 

6.86 

78 

65 

68 

5.57 

73 

57 

76 

3.14 

70 

.57 

73 

7.36 

72 

60 

76 

9.75 

80 

70 

63 

31.13 

87 

81 

44 

10.91 

86 

77 

64 

6.97 

82 

70 

73 

6.96 

83 

72 

64 

3.23 

80 

67 

71 

4.76 

78 

66 

01 

31.13 

80 

68 

66 

9!  10     9 

8  17  6 
5|  19  8 
5'  18  8 
5'  20  7 
11  12  11 
17  5  12 
8  16 
7  1 
5  16 
41  18 


9   16 


66       93184   97   85   9.1    sw. 


12'  9.  7 
610.5 
411.9 

4!  10. 2 

4!  9.2 


8.3 
6.7 
7.9 
10. 1 
8.1 
9.1 


Oh -a 


sw. 

w. 

sw. 

sw. 

sw. 

sw. 

ne. 

ne. 

ne. 

w. 


•  From  30-ypar  averasps. 

KILLING  FROST  OR  FREEZING  TEMPERATURE  DATES  AND 
GROWING  DAYS. 


Stations. 


1916. 


Last  in 
spring. 


First  in 
autmnn. 


Averages— all  records. 


Last 
spring 
date. 


First 

autumn 

date. 


E.vsTEiiN  Portion. 

.\nendale Apr.  10 

lieaufort Mch.  16 

lilackville Apr.  10 

Itownian  Apr.  10 

Centenary Apr.  10 

Charleston  !  Mch .  16 

Cheraw |  Mch.  17 

Conway <  Mch.  17 

"       ■  Apr.   10 

Mch.  IS 
Apr.  10 
Mch.  17 
Mch.  17 
Apr.  10 
Apr.  10 
Apr.   10 


Nov.  16 


Darlington 

Dillon 

Ferguson  

Florence  (1) 

(ieorgetown 

Kingstri'c 

Mayesville  (near) 

Oaks 

Orangeburg 

Pinopolis !  Mch.  18 

St.  George I  Mch.  17 


Nov. 
Nov. 
Nov. 
Nov. 
Nov. 
Nov. 
Nov. 


St.  Matthews  . 
.Society  Hill  . 
Summerville 
Walterboro . . 
Yemassee 


Normal 

Averages  for  1916 

Western  Portion. 

Aiken  

Anderson 

Batesburg 

Camden 

Clemson  College 

Columbia 

(ireenville 

Greenwood 

Heath  Spring 

Kershaw 

Landrmn 

Liberty  

Little  Mountain 

Meriwether 

Monetta 

Mountain  Rest 

Newberry 

Sa  luda 

Santuck  

Spaitanburg 

Trenton  

White  Oak 

Winthrop  College 


Normal 

Averages  for  1916 

Section  Normal 

Section  averages  for  1916. 


Apr.  10 

xVpr.  10 

Apr.  10 

Apr.  10 

Apr.  10 


Apr.  1 

Apr.  10 
Mch.  17 
Apr.  10 
Apr.  10 
Apr.  10 
Mch.  17 
Apr.  10 
Apr.  10 
Apr.  10 


Aiir.  10 

Aiir.  10 

Mch.  17 

Apr.  10 

Apr.  10 

Apr.  10 

Apr.  10 

Apr.  10 

A])T.  10 

Apr.  10 

Apr.  10 

Apr.  10 

Apr.  10 


Nov. 
Nov. 
Nov. 
Nov. 
Nov. 
No  V . 
Nov. 
Nov. 
Nov. 
Nov. 
Nov. 
Nov. 


Mch. 
Feb. 
Mch. 
Mch. 


Nov.  16 
Nov.  30 
Nov.  14 
Nov.  5 


Feb. 
Apr. 
Mch. 
Mch. 
Apr. 
M(h. 
Mch. 
Mch. 
.Mch. 


Dec.  11 
Nov.  3 
Nov.  8 
Nov.  1 
Nov.  1 
Nov.  7 
Nov.  9 
Nov.  21 
Nov.  19 


248 
275 
240 
227 


295 
216 
228 
217 
213 
227 
232 
256 
251 


Nov.  16 


Nov.  15 

Nov.  16 
Nov.  16 
Nov.  16 
Nov.  16 
Nov.  16 
Nov.  16 
Nov.  4 
Nov.  in 
Nov.  16 


Nov. 
Nov. 


Apr.  7 


Nov.  16  : 
Nov.  16 
Oct.  22 
Nov.  16 
Oct.  21 
Nov.  16 
Oct.  22 
Nov.  16  I 
Nov.  4 
Nov.  16  : 
Nov.  16  I 
Nov.  10  I 


Apr.  4 


Nov.  11 

'Nov',  is' 


Mch. 
Mch. 
Mch. 
Mch. 
Mch. 
Mch. 
Mch. 


Mch.  10 


Mch.  30 
.Mch.  28 
Mch.  29 
Mch.  22 
Apr.  3 
Mch.  20 
Apr.  6 
Mch.  23 
Mch.  27 


Nov.  29 
Nov.  15 
Nov.  14 
Nov.  10 
Nov.  14 
Nov.  9 
Nov.  14 

Nov.  14 


Nov.  10 
Nov.  4 
Nov.  11 
Nov.  8 
Oct.  31 
Nov.  18 
Nov.  I 
Nov.  9 
Oct.  31 




Apr. 

1 

Nov. 

1 

214 

Mch. 

24 

Nov. 

12 

233 

Mch. 

23 

Nov. 

2 

224 

Mch. 

25 

Nov. 

4 

224 

Mch.  30 
Apr.  3 
Apr.  4 
Mch.  24 


.Mch. 
.Mch. 


Mch.  28 
Mch.  27 


Nov.  1 
Nov.  2 
Oct.  29 
Nov.  1 
Nov.  16 
Nov.  14 
Nov.  7 

Nov.  6 


270 
251 
246 
2,36 
244 
239 
24r8 
243 
228 

225 
221 
227 
231 
211 
243 
209 
231 
218 


Mch.  22  Nov.  10 


216 
213 

208 
221 
244 
232 
224 

224 
218 

233 
223 


t  Also  other  directions; 


Note.— Killing  frost  data  in  above  table  determined  according  to  the  following 
standard  :  Last  or  tirst  clear  or  partly  cloudy  day  with  temperature  ni  32"  or  lower  and 
last  or  first  cloudy  day  with  31°  or  lower,  but  without  rain,  sleet  or  ..^iiow;  in  case  of 
precipitation,  then  the  ne.xt  .succeeding  day  with  proper  temperature  and  weather  was 
used.  The  average  number  of  growing  days  is  the  difference  between  the  average 
spring  and  autumn  killing  frost  dates. 


Year,  1916. 
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Counties. 

4) 
0) 

c 

Temperature  (degrees  Fahrenheit). 

Precipitation  (inches). 

k< 

c$ 

■a 

c 
■5 

1 
B 
3 
Iz; 

Sky. 

a 

Stations. 

•a 
o 

£  • 
I-  » 

ts 

a 

a 

Hi 

« 

0 

s 

B 
< 

5 

CO 

ft 

3 

P 

u 
0 

V 

^  7; 

C 

si 
f 

u 

0 

"3 
0 

Eh 

c 
0 
B 

0 

§ 

c 
0 
E 

cn 

3 

a 
0 

B 
I 

u 
a 
a 

0    , 

U  X 

a  a 

a 

S 

It 

•0 

3 
0 

1.  =* 

«•= 
XI 

B 

3 
8 

0 
*^ 

V 

.fe-o 
■c  c 

c 
'5 

1 

EASTERN   PORTION. 

186 

21 

296 

160 

43 

48 
144 

25 
175 
100 

143 
106 
63 
136 
136 

12 
54 
70 

30 
29 
29 
16 
1 

46 
30 
20 
19 
20 

99 

May 

27 

22 
22 
19 
17 
17 

22 
16 
17 

11 
18 

Feb. 
Feb. 
Feb. 
Feb. 
Feb. 

Feb. 
Feb. 
Feb. 
Feb. 
Jan. 

15 
15 
15 
16 
15 

15 
15 
15 
15 
18 

35 
31 
33 
16 

1 

46 
34 
29 
22 
18 

29 
26 
31 
35 
36 

24 
35 

1 
1 

1 

70 

6 

35 

35 

26 
19 
14 
28 

51 
33 
33 
12 
25 

51 
U 
12 
25 
30 

4 

4 

33 

33 

15 

1 

2 
24 
24 
14 
10 

1 
30 
13 
15 
24 

35 
24 
16 
1 
17 

13.75 

July 

0.95 
0.99 

0.78 
0.92 
1.27 

l.U 
0.99 
1.30 
0.69 
1.62 

0.65 
1.01 
1.05 
0.66 
0.90 

0.50 
1.16 
1.15 
1.17 

May 
Jan. 
May 
May 
Apr. 

Nov. 
Nov. 
Nov. 
Nov. 
Jan. 

Nov. 
Apr. 
Jan.t 
Nov. 
Nov. 

Sept. 
Jan. 
Aug. 
Apr. 

0.0 
0.0 
0.0 
0.0 
T. 

0.0 
1.0 
T 
T. 
T. 

0.0 
0.0 
0.0 

T. 

T. 

0.0 

0.0 

T. 

0.0 

Blackville 

66.1 
64.8 

66.3 
62.9 
62.9 
63.2 

102 
101 
97 

97 
99 
93 
99 
97 

May    8 
May  27 
June  30t 

Aug.  13 
May  27 
May     9 
May  27 
May     9 

37.00 
42.79 
48.80 

42.51 

45.58 
46.84 
40.59 

39.71 
55.85 
54.59 
46. 12 
46.16 

52.44 
62.18 
46.44 
44.84 

13.63 
14.88 
16.23 

11.61 

15.87 

13. 23 
19.83 
13.79 

14.41 
24.95 
27.33 
18.05 
20.27 

20.25 
31. 13 

19. 24 

16.80 

July 
July 
July 

Iul^ 
lulj 
■Uib 

Uilj 
Julj 

Inly 
Inly 
Inly 
Julj 
July 

Jily 
J.1I5 
J.ib 
J-ily 

84 
78 
101 

103 
114 

77 
95 

Orangeburg 

Marion 

-.21 
153 

180 

95 
128 

106 

50 
85 

80 

sw. 

sw. 

Charleston           

Charleston 

Chesterfield 

s. 

Darli  ngrton 

Dillon  

175 

52 

139 

Dillon 

E<li^to  It 

Bamburg 

85 
83 
78 
95 
74 

65 
81 
108 

Orangeburg 

Florence  

29 
30 

63.' 5' 

99 
101 

May 
May 

27 

8t 

20 
19 

Feb. 
Feb. 

15 
15t 

178 
1p9 

179 
224 
171 

105 
136 

153 
32 

87 

83 
41 

34 
110 

108 

Oporg^town        

Georgetown 

Williamsburg 

Sumter             

24 
30 

1 
1 
1 

20 

65.7 
'64.4' 

99 
99 
99 
97 

Aug. 
May 
May 
May 

24 

27 

27 

8 

18 
18 
16 
18 
23 

22 

Feb. 
Feb. 
Feb. 
Feb. 
Nov 

Feb. 

15 
15 
15 
15 
26t 

15 

n. 

Kiiiffstree     

ne. 

Mayesville  (near)  — 
Oaks 

Orangeburg 

Orangeburg 

Berkeley 

264 

54 

97 

109 

269 

192 
75 
69 
24 

63.2 

92 

May 

8t 

61.99 

41.00 
49.79 
36.50 

46.84 
51.54 

21.22 
14.  22 
21.  89 
10.26 

19.43 

17.50 

July 
J.ily 
J.ily 
J.dy 

July 
Juy 

1.30 
1.05 
0.77 
0.83 

1.09 
1.38 

Sept. 
Nov. 
May 
May 

Apr. 
Nov. 

0.0 
0.0 
0.0 
0.0 

T. 
0.0 

88 
100 
107 

73 

114 
112 

175 

63 

128 

Clarendon 

Dorohester 

Calhoun  

30 
30 

26 
19 
14 
23 

es-o' 

62.3 
65.5 

'64.'7' 

64.5 

'62.7' 

100 
103 

102 
96 
98 
97 

103 

101 
99 
96 

May 
May 

May 
May 
May 
May 

May 

May 
May 
May 

27 

8t 

27 

8 
8 
8 

8t 

27 
11 
lit 

20 

18 

15 
20 
20 
19 

11 

18 
17 
19 

Feb. 
Feb. 

Feb. 
■Feb. 
Feb. 
Feb. 

Feb. 

Feb. 

Dec. 
J'in. 

15 
16 

15 
15 
15 
15 

15 

15 
19 

9t 

190 
180 

68 
140 

108 
46 

St  Matthews 

Darlington 

Dorchester 

Colleton  

Sunimerville 

94 

254 

18 

sw. 

Yemassee 

Hampton 

45.21 
46.61 

35.94 
41.92 
39.88 
41.00 
46.63 

39.21 
41.26 
31.60 
44.18 
30.87 

28.78 
51. 24 
43.92 
38.26 
34.60 

59.  50 
46.  82 
36.40 
33. 16 
38.58 

74. 38 
40.  42 
44.04 
36.67 

37.78 

46.36 
35.48 

"43.83' 
41.88 
43.91 

13.08 
3L13 

8.47 
11.27 
10.48 
13.36 
15. 22 

14.89 
15.55 
7.86 
8.46 
7.58 

5.73 
17.65 
12.  12 
10.79 
11.79 
10.79 

20.80 
10.69 
13.03 
9.08 
8.03 

24.45 

12. 22 
12.04 

7.79 

10. 23 

15.48 
7.91 
14.53 
16.  05 
15.65 

24.45 

31.13 

July 

July 
July 
July 
July 
July 

July 
July 
July 
July 
July 

July 
July 
July 
July 
July 
July 

July 
July 
July 
July 
July 

July 
July 
July 
July 
July 

July 
July 
July 
July 
July 

July 

July 

1.38 
0.50 

1.05 
1.24 
l.Ol 
0.63 
1.07 

0.54 
0.70 
0.50 
1.87 
0.56 

0.65 
0.67 
1. 25 
1.03 
0.51 
0.52 

1.53 
1.56 

0.87 
0.82 
1.17 

1.97 
0.79 
1.46 
1.18 
0.68 

1.17 

1.17 
2.38 
0.55 
0.50 

0.50 

0.50 

May 
Sept. 

Mar. 
Nov. 
Nov. 
Nov. 
Nov. 

Apr. 
Nov. 
Nov. 
Nov. 
Nov. 

Jan. 
Nov. 
Aug. 
Nov. 
Nov. 
Nov. 

Aug. 
Oct. 
Nov . 
Mar. 
Nov. 

Mar. 
Nov. 
Nov. 
Nov. 
Nov. 

Nov. 
Apr. 
Nov. 
Nov. 
Nov. 

Nov. 

Sept.t 

0.0 
T. 

0.0 
2.5 

T. 

T. 

T. 

0.0 
3.0 
0.0 
3.5 
T. 

T. 
6.2 
8.1 

T. 

T. 

93 

87 

101 
101 

82 
89 
94 

93 
91 
58 
97 
105 

58 
100 
117 

86 

77 

202 
179 

214 
222 
223 

57 
101 

73 
9 
56 

107 
86 

79 
135 

87 

extremes. 
Aiken  

WESTERN  PORTION. 

527 
764 
656 
293 

508 

22^2 
562 
402 
850 
351 

27 
29 
29 

Anderson 

Lexington 

Calhoun  Falls 

Abbeville 

Kershaw 

11 

100 

May 

26 

22 

Feb. 

16 

York 

Chappells 

Newberry 

Clomson  College 

Oconee 

22 
30 

61.5 
64.4 

91 
99 

May 
May 

27 
27 

15 
18 

Jan. 
Feb. 

18 
15 

181 
156 

89 
101 

96 
109 

Richland  

Edgefield 

Edgefield 

Clierokee 

680 
989 
671 
568 
500 

1063 
900 
711 
450 
400 

1380 
502 
850 
536 
512 

875 
620 
1061 
548 
690 

Oreenville 

Qj>^^]lWOOfl 

(Jreenville  

Greenwood 

Lancaster     

25 
30 
15 

1 

2 
24 
24 
14 
10 

1 
25 

60.7 
61.4 
61.6 

60.1 
62.0 
63.7 

64.4' 

58.5 
63.4 

100 
98 
100 
102 

97 
98 
101 
102 
101 

92 
102 

May 
May 
May 
May 

May 
May 
May 
May 
May 

May 
May 

27 
11 

27 
27 

11 

8t 
27 
11 
27 

27 
27 

13 
17 
16 
21 

16 
17 
18 
19 
19 

10 
19 

Dec. 
Feb. 
Feb. 
Dec. 

Dec. 
Dec. 
Feb. 
Jan. 
Jan. 

Jan. 
Jan. 

19 
15 
14 

14t 

14 

14t 

15 

18 

18 

18 
18 

172 

107 

87 

sw. 
w 

Heath  Spring 

126 

187 

53 

Kershaw 

.Spartanburg 

8.6 
5.0 

T. 

T. 

T. 

7.5 
1.0 
3.2 
T 
1.7 

4.8 
T. 

110 
114 

77 
52 
103 

127 
104 
100 
101 
105 

92 

58 

199 
161 
220 

88 
140 
61 

79 
65 
85 

Liberty 

Pickens 

sw 

Meriwether 

McCormick 

124 

194 
120 

195 

81 
145 

47 

91 
101 

Oconee 

Newberry 

Pelzer 

Anderson 

Saluda  

Saluda 

15 

24 

29 
24 

63.2 
62.2 

60.4 
63.8 

101 
101 

100 
100 

May 

May 

May 
May 

11 
27 

lit 
27 

17 
17 

15 
19 

Nov 
Jan. 

Jan. 
Feb. 

26 

18t 

18 
15 

243 
169 

55 
117 

68 

78 

S-SW. 

Union 

Spartanburg 

Spartanburg 

Edgefield 

Oconee 

209 

108 

49 

Walhalla 

White  Oak 

Fairfield 

1 
17 

'ei.'i' 

62.4 
63.4 

102 
98 

102 

103 

May 
May 

May 

May 

27 
11 

lit 

8t 

20 
16 

10 

10 

Mar. 
Jan. 

Jan. 

Jan. 

16t 

18t 

18 
18 

sw 

Winthrop  College  tt 

York 

2.0 
2.0 
1.0 

69 
93 
93 

159 
189 
184 

156 
98 
97 

51 
79 
85 

sw 

extremes, 
tremes. 

Section  means  and  ex 

sw. 

t  On  other  dates  also. 

*•  Temperature  data  are  from  observed  readings  of  the  dry  bulb;  means  are  computed  from  observed  readings. 
tt  Postotfice  addresses  of  these  stations  are  as  follows :  Of  Edisto,  Embree ;  of  Gaston  Shoals,  Gaffney  ;  of  Winthrop  College,  Rock  Hill. 
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CLIMATOLOGICAL  DATA :    SOUTH  CAROLINA  SECTION. 


Year,  1916. 


Monthly  and  Annual  Precipitation  for  the  Year  1916,  with  Departures  from  the  Normal. 


Stations. 


January. 

February. 

March. 

April. 

May. 

June. 

July. 

August. 

September. 

October. 

November. 

December. 

An 

n 

d 

c 

c 

c 

c 

^ 

c 

c 

c 

c 

c 

c 

d 

o 

o 

o 

c 

0 

c 

0 

" 

0 

0 

OJ 

■^ 

to 

0) 

■^ 

o 

'^ 

a 

'4- 

V 

0) 

+J 

0) 

» 

" 

0) 

'-*j 

0) 

0^ 

.«.> 

t~ 

t. 

ci 

C3 

C3 

tS 

03 

C3 

^ 

3 

P 

■*•> 

3 

3 

3 

a 

3 

c 

D. 

a 

fr. 

0. 

r. 

a 

"a. 

■^ 

C. 

u 

a. 

t. 

0. 

u 

c 

t 

0. 

r 

c 

t^ 

■5 

«.• 

a 

« 

o 

c 

C3 

g. 

0) 

D. 

OS 

a 

0 

0. 

0 

a 

'0 

n. 

0 

0) 

c. 

0 

0) 

g. 

a 

0 

si 
0. 

0 

V 

b 

<D 

a> 

d 

« 

Oh 

fi 

f^ 

O 

t 

fi 

e. 

Q 

C- 

0 

Q^ 

0 

e-, 

a 

Ph      1       0 

C 

C 

&H 

fi 

P-, 

fi 

fe 

EASTERN'  PORTION. 


Allendale 

Ueaufort 0.99 

HIacUville  1.5' 

Bowman 

Centi'nary 


Charleston . . . 

Cheraw 

Conway 

Darlington... 
Dillon 


Edisto 

Effingham 
Fersriison  . 
Florence  1. 
Florence  2. 


Georgetown 

Kintrstree 

Mayesville  (near). 

Oaks 

Orangeburg 

Pinopolis 


Rimini 

St.  (ii>orge 

.St.  Matthews. 
Smith  Mills  .. 
Society  Hill. . 


Snmmorville 

Walterboro 

Whitehall  (near). 
Yeniassee 


Division  ineans  and 
departures. 

WESTERN  PORTION. 

Aiken  

Anderson 

Batesburg 

Blairs  

Calhoun  Falls  


Camden 

Catawba 

ChappcUs 

Clcmson  College 

Columbia 


EdKcfield 

(Jaston  Shoals 

Greenville 

Greenwood  . . . 
Heath  Spring . 


Kershaw 

Landriun 

Liberty  

Little  Mountain. 
Meriwether 


Monetta 

Mountain  Rest . 

Newberry 

Pelzer 

Saluda 


Santuek 

Spartanburg 

Trenton 

Walhalla 

White  Oak 

Winthrop  College. 


Division  means  and 

departures. 
Section  means  and 

departures. 


1.23 
1.43 


1..34 

1.92 
1.61 
1.77 
1.62 

1.21 
1.78 
1.05 
1.3S 
2.01 


-2.08 
-1.33 
-L89 


-2. 11 

-0.  90 
-1.80 
-0.73 
-0.96 

-1.8fi 
-1.62 
-2. 29 
-1.36 
-0.73 


1.25-2.10 
1. 16-LHl 
1.80  .... 
1.82 


1.67 

1.34 
1.07 
1.45 
1.49 
1.6: 

L8i 
1.7: 


-1.43 


L60 
1.53 


1.45 
2.37 
1.55 
2.06 
1.36 

1.5' 
1.82 
1.11 
3.00 
1.32 

0.65 
1.51 
3.10 
L81 
2.39 


3. 
3.05 
1.63 
1.45 

1.53 

3.82 

1 

2.34 

L95 

2.  36 

1.  62 
1.77 


L41 
1.99 
L76 


-1.60 
-1.61 
-1.30 
-1.24 

-1.21 
-L15 


-1.19 
-1.45 


-2.15 
-1.38 
-1.82 
-1.05 
-L99 

-1. 

-1.38 

-1.74 

-1.55 

-L9' 


-2. 33 
-1.15 
-1.78 
-0.86 


-1.22 
-1.43 
-1.49 


-1.58 
-1.40 
-1.38 

-1.10 
-2.  04 
-1.39 


-L61 

-1. 

-1.61 


2.77 
1.74 
2.45 
2.90 
3.05 

1.47 
3.47 
3.51 
2.67 
2.36 


-1.38 
-2. 25 
-2.02 
-1.33 


2.30 
2.21 
1.47 
2.96 
1.94 


-2.04  1.96 

-0.85  2.27 

-1.08  2.96 

-1.931  2.06 

-1.42  3.14 


2.251-2.76  2.46 

3.65|-1.78|  1.991 

1.93  -2. 12i  3.  12 

4.71  +0.2li  2.57 

3.03  -1.47  2.26 


1.00 
2.77 
3.51 
2.33 


2.27 

3.15 
2.41 
3.10 
2.86 
3.04 

2.56 

1.55 


1.97 
2.66 


4.10 
5.84 
4.  89 
5.58 
6.  32 


-3.54 
-L46 


-1.25 


5.57 
L72 
1.88 
2.92 


3.11 


1.35 

1.74   2.63 

-1.84'  1.50 

-1.64   2.71 

-1.72   2.31 


-1.88 
-2.  77 


-2.  Ofi 
-1.73 


-(-0.02 
+0. 34 
-0.85 
-1-1.68 
-M.  16 


4. 23  -1-0. 09 
5.  78; +  1.27 
4.781  +  1.07 
5. 87  +0. 45 
3.  76  -0. 95 


4.89 
5.98 
5. 96 
6.37 
3.57 


5.95 
5.09 
4.45 
5.21 

5.30 
5.48 
5.89 
6.86 
4.57 

5.65 

5. 28 
5.8' 


3.79 
5.26 
3.96 


+  1.58 
+0.68 
+  1.56 
-0.71 


-0.70 
-0.34 
fO.63 


+  1.75 
+2. 38 
-0. 17 

+0.71 

+0.47 
+0.45 


-0.33 

+0.57 
-0.48 


2.81 
2.13 


2.05 
2.45 


1.05 
1.28 
1.83 
2.58 
L48 

2. 2; 
2.  OOi 

1.  74I 
1.58' 
1.98 

I.61I 
1.37| 
L29! 
1.39 
1.90 


-1.52 
- 1.  20 
-2. 22 
- 1. 23 


-1.76 
-1.45 
-0.74 
-1.25 
-0. 27 

-1.60 
-2.  C8 
-0.24 
-0.46 
-0.77 

+2. 12 
-L73 


-0.54 


-0.90 
-2.02 
-1.11 
-1.05 

-0.62 
-1.73 


1. 47 


-0.99 


1.53 

3.14!- 
1. 27j 

2.35 
2.371- 
1.45 
0.73 
2.  15j 

1.42  ■ 
1.01  ■ 
1.  89  • 
1.  08,  ■ 
L04  ■ 

i.sol- 

1.63; 

1.58: 
1.  17i 


-L77 
-0.34 


-0.64 
-0.41 
-1.46 
-2.  42 
-0.61 

-2.20 
-2.17 
-0.91 
-1.82 
-1.86 

-1.50 
-1.18 


0.95 
1.40 
0.78 
0.92 
3.22 


1.22 

2.29 
5.16 
2.39 


25 
25 
SO 
96 
3. 12  -0. 03 


1.47 

3.86 
1.05 
2.85 


2.5 

-1. 
+  1. 
O.t 


-1.56 
+0.  49 
-3.  12 
-0.70 


2.25  -1.30 

2.  90  -0.  04 
1.92  -0.92 
2.86 
2.11 


L81-L16   2.03 


-1.52 
-L16 


2.051. 
2.08;- 
1.85! 
L35r 
L09- 

2.33'- 
2.  75  ■ 

2.78 
2.50 

1.77 


-0.93 
-1.39 
-1.92 
-2.20 


1.37 

0.77 
0.83 
3.89 
1.47 


-1.82 


-2.41 
-2.  56 
-0.04 


4. 13  -L  27  13.75  +8.24 


05-0. 

72  j -2. 

00  ... . 

75+4. 
4fi!+3. 
21+0. 

01  -0. 
97  -1. 


3.77 
3.64 
5. 25 
3.76 
3.67 


57  13. 

02  14. 
..116. 

35' 11. 

13  15. 

14  13. 
72  19. 
53,13. 


+8.31 
+9.34 


+4.35 

*10.09 
+6.  74 
•15.00 
+8.08 


2.  79  -2.  98 

I  4.08  -1.84 
3.04j 

3. 10' -3.  87 
1.  85  -4.  54 
3.42-3.64 
1.52-3.43 
3. 29! -1.72 


-2.82  14.41  fS.77 
-2.7124.95  •211.47 
-0.59  27.  33*21.41 
-1.65  18.  05,*12.  SO 
-1.74  20.27*15.02 


9. 19  +3. 30  20. 25 
4.  57! -0.77  31. 13 


2.  63 
6.54 


.  .|19.24 
..16.80 


7.81  +L  88  21. 22 

4.121 '14.22 

4.801-0.63  21.89 
5.761-0.21  10.26 

5.03  -0.711 

1.75    6.97  +1.14: 19. 43 


-1.15!  2. 96! -0.05 
-0.58    1.14! -2. 51 

2. 201 

1.38  -1.92 


-0.47 
-L29 


-2.96    1.01  -2.11 
-3.75|  3.  12  -0.15 


-2.  73 
-0.99 
-3.34 

-1.41 
-2.82 
-1.82 
-3.26 
-1.72 


-3.34 
-4.21 
-2.  68 

-1.77 


2.96 
3.50 
2.02 
0.82 

1.56 
1.97 
2. 00' 
1.62' 
1.64J 

2.80 
1.75 
2.25 


-1.91 
-1.85 
-3.64 


2.34 
1.23 


L85 
2.14 


-1.85 
-3.18 
-2. 42 

-1.66 
-3.05 

-2.  18 


-1.60 
-2.  72 


-2.  52 
-L72 


1.77  -1.14 
1. 24  -0.  87 
2.20,-1.38 


0.54 
1.82 
1.33 
3.04' 
1.11 

1.08 
1.95 
2.41 
1.24 
L17 


2.92 
3.10 
1.48 
1.40 

1. 
3.08 
1.41 
1.92 

1.  72 

1. 

2.  72 
1.  r 


0.90 
1.9^2 


1.81 
1.79 


-2.  57 
-0.58 
-0.87 
-0.74 
-1.75 


-1.27 
-1.27 
-1.  69 
-L76 


-1.53 
-1.69 
-1.53 


-1.36 
-L62 
-0.75 

-1.40 
-0. 52 
-2. 16 


-1.74 
-LIO 


-1.47 
-0.98 


2.09 


-L28 


2.32  -1.08 

3.  17: +0.53 
1.46,-1.96 
1.33-1.21 
2. 63  -0. 90 

0.571-2.64 
1.58;-1.74 
1.97-0.56 

4.  60  +1.  19 
0. 58  -2.  61 


1.98 
5.06 
4.59 
1.80 
LIO 

0.93 
7.07 
3.24 
2.06 
3.01 

1.53 
7.36 
1.6 
3.90 
2.11 

2.83 
4.71 
1.87 
4.?9 
1.07 
2.83 

2.75 

2.44 


+2. 09 
+0. 27 
-L82 
-2. 10 


-1.15 
-0.79 
+0.53 


-0.69 
-1 


9.15 
4.54 
6.  02 
7.01 

5.50 


+3.3917.50 
-1.64, 


+0.83  13.08 
-0. 06  17.  71 


6.30i  +  1.58  8.47 
2.341-2.35  11.27 
4.  31J-0.  77,10.48 
5.781+0.74,13.36 
1.76-3. 11)15.22 


'13.30 
•25. 53 


L63 


2.06 
3.66 
4.38 

2.76 
1.25 
2.31 
0.90 
4.52 


5.34'-I.00  1.04 
2.37,-4.04  6.97 
3.  29: -4.  04'  l.iR) 
3.38  -2.0;:  2.78 
3.53  -I.92I  2.25 


2.60  -4.441 
3.56  -3.2Si 
1.15 
3.21 


•14.94  10.91 

6.22 

•15.88    6.31 
+4.85^  4.53 


•13.24 
♦11.48 


+6  33 
•11.85 


+3.  93 

+5:  95 
+  5  05 
+8. 26 
•10.48 


6.43  +1.90  14.89  •10.04 
3.92,-1.51:15.55  -1-9.81 


4.  48: +0.  201  7.86 
4.85-0.09  S.  46 
4.15-0.031  7.58 

4. 78 5.  73 

6.99  +L  72  17.65 
3.75  -1.46112.12 
3. 63  -0. 67  10.  79 
4.04  -L57  11.79 


9. 19 

4.  43 

4.29  -1.11 
3.23  -L38 
3.31  -1.42 


10.79 
20.  80 
10.  69 
13.03 
9.08 


90 8.  03  ... . 

12 24.  45  ... . 

86  +1.50  12.22  +7. 


+  3.59 
+3.23 
+  1.52 


+9.6 
+  6.70 
+  5.70 
+7.54 


■1-4. 
+8.29 
+  4.13 


+  6.74 
+3.58 


+5. 28 


52  -2. 001 12.  04 
69  -O.33I  7.79 

I  1 

59  -0.64  10.23 
29  -0.  90,15.  48i^ll.  18 
97  -0.701  7.91+2.26 
57  -0.63;  14.  531+8.5' 
67  -0.07'l6.05,*ll.  14 
57  +2.19  15.65i^l0.76 


4.  76  ^0. 38 

I 
5. 12  +0. 09 


12.26+7.88   2. 
14.69+8.871  3.27 


2.19 
2.79 


5.96 
5.50 


3.74 


1.95 
2. 38 
3.43 
2.81 
4.53 

2.39 
2.94 
1.82 
2.31 
4.87 

2.15 
2.14 
1.25 
2.50 
2.93 

2.81 
1.53 
2.64 
1.59 
1.43 

4.29 
6.59 
3.  If 
3.00 
3.70 

2.1 
1.25 
2. 23 
5.82 
2.  36 
4.13 


+3.82 


-0.1 
-L20 


-3.77 
-5.28 


-1.19 
-2.  70 


-3.  79 
-3.61 
2.59 
-1.82 
-0.33 

-2.  99 
-2.43 
-3.  68 
-3.16 
-1.91 


-3.32 
-4.83 
-2.  96 
-3.42 


-4.12 
-3.71 
-3.43 


-2.  28 
-1.49 
-2.1 

-3.65 

-4.40 
-4.25 
-0.20 
-3.21 
-1.68 

-2. 73 

-2. 


0.50 
5.73 
4.74 
3.17 


-2.26 


2.55 


-0.23 


-2.32  2.01 
+0.20  2.59 
6.96 

-2.70 


-2.  37 
-2.  54 
-2.  93 
+0.31 

-2.  61 
+3.45 
-1.90 
-1.33 
-1.86 

-3.67 

+  1.97 


1.30-3.29 

1.4' 

1. 49  -2.  5' 

1.33-2.31 


2.85 
1.76 


3.27 
2.24 


2.63 


4.54 
3.78 
3.00 
2.09 
2. 52 

1.83 
1.43 
2.35 
2.04 
2.23 

1.40 
2.23 
2.  63 
3.56 
1.21 

1.86 
1.74 
3.66 
3.15 
2.90 

2.54 
4.  11 
l.li7 
3. 16 
3.75 

1.61 

2.63 
2.93 
2.97 
1.65 
0.79 

2.51 

2.56 


-LI 

-2.  56 


-2. 00 
-1.6 


4.37 

2.  85 
5.  10 

2.  181 
2. 03 


-0.97 
-0.16 


+0.44 
0.00 
+  1.60 
-1.16 
-L63 


2.  S6;  +0.  49 
2.071-0.98 
4.77+1.78 
2.271-0.84 
2.60  -0.51 

4. 23  +0.  65 
4.55  +1.60 

3.  Uil 

1,69] 

2.6II 

4.27  +1.14 


2.38 
3.06 
2. 02 


2. 25 
4.40 


3.27 
4.01 


3.16 


+  1.27  1.2' 

+0.23  2.09 

0.89  1.96 

0.73  L43 

-1.48  4.68 


-1.99 

1.78 

3.15 

-2.  18 

-1.22 


0.74 

1.28 

-0.23 

1.97 


0.40 

+0.19 

0.17 


-1.36 
-0.05 
+0,45 

-1 

-0.95 
-0.44 
-2.48 
-1.81 
-2.  49 

-LIO 

-L 


2.19 
1.35 
1.  10 
2.48 
1.33 

0.88 
2.91 
1.58 
1.45 
1.82 

L70 
3.14 
1.66 
1.36 
1.16 

1.46 
2.41 
1.76 
1.90 
1.3 

1.82 
2.56 
1. 22 
2.58 
1.60 
2.61 

1.96 

2.64 


+0.70 
0.67 


-0.88 
-0.46 


+  L08 
0.18 


1.09 


L07 
1.50 
1.77 

l.ll 
0.99 
1.30 
0.69 


0.65 
1.02 
1.39 
0.66 
0.90 

1.23 
1.211 
1.48 
1.21 
0.77 
2.  66 

1.06 
1.32 

1.47 


1.72 
1.38 


-0. 5: 


-0.98 
-0.47 


-1.76 

-1.20 
-0.  98 
-1.59 


-1.66 
-1.22 
-0.  99 
-1.45 
-L21 

-1.20 
-0.98 


+0.15 


-0.63 
-0.67 


2.11 
1.86 
2.60 
1.21 
2.51 

1.47 
1.99 
1.58 
0.84 


-0.55 
-0.97 


2.83 
2.64 
1.62 
2.63 
2.36 

1.92 
2.24 
2.41 
1.87 
2.53 
2.94 

1.28 
1.96 
2.40 


L85 
2.01 


1.65 

1.74  -0.32   2.13 


-0.88   2.10 


2.24 
3.04 
4.19 
2.11 
2.86 

1.89 
2.37 
2.  56 
4.08 
1.40 

2.38 
2.78 
3.23 
2.69 
2.17 

2.27 

3.24 

3 

1.53 

2.24 


-1.46 

L24 

-1.50 

-0.75 

1.24 

-1.56 

-1.29 

1.01 

-1.55 

-1.25 

0.63 

-1.71 

+  1.83 

L07 

-1.24 

-0.54 

0.56 

-1.80 

-2.  28 

(1.70 

-1.74 

-1.71 

0.  50 

-1.89 

-0.86 

1.87 

-0.  89 

-1.52 

0.56 
1.25 

-1.67 

+0. 12 

0.67 

^1.90 

-1.38 

2.01 

-1.17 

-1.38 

1.03 

-1.72 

-0.81 

0.51 

0.52 
1.94 

-1.56 

-2.20 

2. 02 

-0.77 

-1.65 

0.87 

-1.64 

-1.20 

1.16 

1.17 
3. 23 

-L52 

-1.00 

0. 79 

-1.18 

-1.41 

1.46 

-1.09 

-1.67 

1.18 

-1.35 

-1.43 

0.68 

-2.13 

-0.11 

1.17 

-1.69 

-2.  08 

1.67 

-0.91 

-0.38 

2.38 

-0.  03 

-1.42 

0.55 

-1.70 

-0.40 

0.50 

-L86 

-1.03 

L17 

-L43 

-0.64 

1.21 

-1.09 

2.49 
4 

2.  13 
3.32 
2.20 

2.16 
2. 90 
2.  62 
4.53 
1.73 
1.60 

2.69 

2.43 


-0.65 
-0.96 
-0.88 
-2.31 


-1.68 
-1.28 
■1.62 
-L95 


37.00 
42.  79 

48.80 

42.  51 

45.68 
46.84 
40.69 


-9.56 

-1.03 
-3.58 
-4.07 


-0.63  39.71  -9.44 
-0.76:55.861  +  7.05 
-1.41164.  .59  +5.52 
-0.15  46.12  +1.23 
-0.43  46.16  +1.27 


-1.63 
-0.88 


62.44 

62.  18 

46.44 

.  :44.  84 


-0.02  6L99 

141.00 

-1.14  49.79 
-0.87  36.50 


-1.41  46.84 
-1.54  51.54 


-1.08  45.21 
-L09'46.61 


I.55I35.94 
I.74I4I.92 

+  0.33 '39.  88 
I.89I4I.OO 

-1.66  46.63 

-1.44139.21 
-1.93  41.26 
-2.21131.  60 
-1.06144.  IS 
-L  50:30. 87 

28.  78 

-1.90^51.24 
-1.42]43.  92 
-1.79  38.26 
-2.09  34.60 


59. 50 

-2.23  46.82 
-1.76  36.40 
-1.68  33.16 


-2 
-2. 14 
-L81 

-2.12 

-1.47 
-1.37 
+0.17 
-1.86 
-3.09 

-L69 

-0.96 


38.58 
4.38 
40. 42 
44.04 
36.67 

37.78 
46.  36 
35.48 


43.83 


+1.15 


(3) 


+3.8 


-1.36 

+0.12 


-3.51 
-1.98 


-9.79 

-8.24 

(5) 

-0.84 

-1.86 

-6.22 

-6.42 

C) 

-8.91 

(7) 


+0.38 

(8) 
-9.16 

(9) 


(10) 
-7.76 
(11) 


-4.66 
-6.10 
-8.45 

(12) 
-2.97 
(13) 


-3.66 


41. 88  -5. 79 

43.91-3.90 


The  departures  from  the  normal  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record. 
T.  Precipitation  is  less  than  .01  inch  of  rain  or  melted  snow.  •  Indicates  plus  (  + ) 

(1)   -10.41.     (2)   +16.09.     (3)   +12.42.     (4)   -10.60.     (5)   -10.21.     (6)    -10.33.     (?)  -15.33.     (8)  -10.52.     (9)   -11.58.     (1")   -12.45. 


-10.79.     (12)    -10.12.     (13)  -13.66. 


I 


Year,  1916. 
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MontMy  and  Annual  Mean  Temperatures  for  the  year  1916,  with.  Departures  from  the  Normal. 


January. 

February. 

March. 

April. 

May. 

June. 

Ju 

ly. 

August. 

September 

October. 

November 

December. 
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3 

1 
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0 
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i 
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« 

u 

3 
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0 

u 

Is 

u 
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B 
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a 
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<u 
fi 
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a 
u 

tD 
g 

5 

p. 
fi 

si 

0. 

E 
» 

2 

fi 

KASTERX    PORTION. 

'•49. 8 

+  1.6 
+  0.9 

+  4.8 
+  2.8 

+  0.2 
+  2.7 
+  3.1 
+  3.0 
+  0.7 

+  1.9 

56. 5 

-  1.2 

63.6 

-0.4 

75.9 

"7.5.6 

76.7 

73.4 

+  2.7 
+  '2.0 
+  3.2 
+  1.1 

79.4 

0.0 

79.6 

-1.7 

80.4 

0.0 

73.4 

-2.6 

66.2 
'•66.  9 
66.4 
66.1 
65.5 

67.4 
63.8 
64.2 
'•64.  5 
65.5 

'67.4 
64.4 
67.4 
65.2 
65.0 

•66.4 
"64.4 
63.7 
66.6 
65.2 
63.9 

66.2 

+  1.3 
-0.5 
+  1.9 
+1.9 

+0.3 

+2.2 

0.0 

+  1.1 

+1.5 

+4.1 
+  1.0 
+•2.0 
+0.6 

-o.'s 

+2.1 
+  1.3 
+•2.1 

+  1.3 

56.6 

+1.3 

49.2 
51.5 
47.8 
51.2 
48.4 

53.0 
45.0 
•48.1 
•45.2 

+2.1 
-0.3 
+0.5 
+3.8 

''56.-1 
55.6 
56.2 
52. 2 

55.9 
51.8 
«53.  5 
51.6 
53.6 

5-1.5 
51.6 
54.2 
5-1  0 
53.9 

55.4 

+  5.3 

.52.  r, 

"55.  5  —  3.  5 
'57.8-  0.3 

Bhickville! 

+  8.  5,  "52.0 
+  8.2!  50.2 
47.2 

+  6.6    52.0 
+  8.5'  47.2 
+  5.4'  50.4 
+  6.0;  "47.  6 
+  6.6i''47.1 

1 
+  7.2l  49.6 
+  6.6;  47.4 
+  5.8;  50.5 
+  6  5'  48.8 

64.4 
62.0 

+  0.5 
-  1.5 

79.5 
77.3 
76.4 

78.0 
74.8 
73.8 
76.4 
75.6 

78.4 
77.2 
76.6 
77.2 
76.8 

77.8 

-0.2 
-0.7 

-0.5 
-■2.5 
-3.3 
-0.5 
-1.5 

+  1.3 
-1.7 
-■2.0 
-1.1 

79.2 
78.2 
78.6 

79.1 

77.4 
77.  0 
78.2 
78.4 

^78. 2 
78.8 

"80.5 
79.4 
78.6 

-2.5 
-•2.2 

-2.2 
-2.5 
-3.1 
-1.8 
-1.8 

-1.2 
-2.6 
-0.1 
-1.2 

81.9 
79.6 
79.8 

81.8 
78.8 
78.4 
80.1 
••78. 8 

+  1.3 
+0.2 

+  1.5 
+0.2 
-0.9 
+  1.3 
-0.1 

74.6 

72.8 
"72.0 

75.1 
72.4 

"70.2 
72.  2 

"71.6 

-1.2 
-2.4 

-1.1 
-0.9 
-4.6 
-2.1 
-3.2 

57.7 
55.2 
57. 6 

59.2 
53.8 
54.5 
54.2 

+2. 2 
+1.0 

+  1.1 
+  1.9 
+  0.4 
+•2.1 

66.1 

64.8 

+1.5 

liowman 

55.2 
52.1 

55. 2 
53.4 
53.8 
52.7 
"54. 2 

,54.2 

-3.0 

+0.8 

Charleston      

-2.0 

-  0.5 
-3.0 
-3.6 

-  1.1 

-  2.1 

-  3.6 

-  2.7 

-  3.4 

64.0 
61.6 
60.6 
62.1 
'61.8 

65.6 
61.4 
63.4 
62.  2 
62.0 

''61.4 

+  0.2 
+  0.5 

-  2.2 
+  0.4 
-0.3 

+  3.5 

-  0.5 

-  0.1 
-0.3 

74.4 
74.1 
70.4 
74.0 
f73.2 

"73.2 
74.6 
74.8 
74.0 
73.5 

•72.2 

+  1.4 
+  3.4 
-0.6 
+  2.6 
+  1.6 

+  2.1 
+  '2.1 
+  2.6 
+   1.9 

+1.7 

+  0.9 

+0.2 

0.0 

66.3 
6-2.9 
6-2.9 
63.  2 

+0.7 

Chora  \v     

+  1.2 

Conway 

-0.7 
+0.7 

"56.  4 
54.6 
57.6 

+  1.3 

+0.5 
+  1.6 

46.2 
45.2 
50.5 
'45.7 
48.0 

'49.2 
46.8 
47.6 
51.6 
46.5 
44.8 

51.4 

-2.0 
+0.3 
+  1.5 
-2.0 

Florence  1 

+  2.2'  52.4 
+  2.0    55.2 
+  1.7;  .5.3.9 

81.6 
82.4 
80.9 
80.0 

"81.5 

+  1.3 
+■2.3 
+1.1 

72.8 
75.0 
72.5 
7-2.4 

72.1 

-2.0 
-0.9 
-2.7 

63.5 
65.7 

+0.3 
+1.0 

Mayesville  (near) 

Oaks 

50.4 
'•49.  4 

55.8 

55.8 

•57.4 
53.6 
55.1 
57.4 
54.2 
53.3 

56.8 

'+6."5 
+2.  2 
-0.3 
+  1.1 

+  1.4 

64.4 

54.8 

''.5-4.' 3 
50.6 

56.4 

57.4 
55.  C 

54.2 

"52.9 

48.7 
51.0 
.52.  6 
50.0 

52.9 
46.6 
48.6 
48.7 

+  7.5 

+  '8.'3 
+  6.7 

+  7.4 
+  6.3 
+  7.7 

+  6.9 
+  5.8 

49.3 

'49.8 
50.  9 
=45.  4 

52.  6 
53. 2 
51.4 

49.8 
"48.8 

+  i.2 
+  2.7 
+  5.0 
+  1.0 

+  3.8 
+  2.8 
+  3.0 

+  2.5 

-0.2 
+  2.9 

+  2.7 
+  2.5 

54.6'-  3.4 
57.  6  -  0.  3 
56.  2  +  0. 1 
51.71-  3.5 

62.2 
65. 0 
6.3.4 
60.7 

63.5 
"64.2 

-  0.2 
+  1.4 
+  0.9 

-  1.1 

+  0.2 

-  1.0 
-1.8 

-0.3 

72.1 
76.0 
76.2 
"70.6 

73.8 
•'73.8 
72.9 

73.9 

"73.8 
73.9 
73.7 

"74.6 
71.2 

75.9 

72.5 
74.0 
72.6 
73.8 
71.0 

74.2 
74.6 
'•76.4 
"75.1 
68.4 

75.0 
73.5 
74.3 

72.8 
74.4 
75.4 
73.8 

73.8 

73.8 

+  1.1 
+  3.1 
+  4.2 
-0.4 

+  1.8 
+  0.8 
-  0.1 

+  1.8 

+  0.6 
+  3.3 

74.3 

78.4 
78.9 
76.1 

77.0 
"77.4 
76.2 

77.0 

''77.9 
76.0 

-■2.3 
-0.3 
+  1.1 
-1.0 

-0.4 
-1.0 
-•2.6 

-1.0 

-1.1 
-0.4 
-1.8 
+0.  9 

75.9 

78.7 
79.2 
78.4 

78.4 

-2.5 
-2.1 
-0.7 
-1.1 

-1.5 

78.4 
81.6 
81.4 
80.0 

80.6 

+0.5 
+1.7 
+2.1 
+  1.6 

+  1.3 

71.1 
74.1 
73.4 
7'2.3 

73.1 

-3.1 
-1.1 
-1.0 
-0.9 

-1.9 

+0.2 
+3.9 
+0.2 
-0.2 

+2.5 

63.2 

-0.1 

St.  (leorffe 

St.  Matthews 

65.0 
62.3 

65.5 

+  1.8 
+0.3 

Simimerville    

56.0 
'56.2 
55.0 

54.7 
f52. 6 

-  2.7 

-  4.6 

+1.1 

-  3.2    62.0 

78.2 
78.5 

78.4 
76.5 
76.8 

-2.8 
-1.8 

-2.8 
-3.2 
-2.9 

79.6 
80.4 

80.6 
-78.6 
78.7 

-0.6 
+0.9 

+0.3 
0.0 
0.0 

72.6 
72.8 

74.2 

-3.0 
-2.2 

-2.3 

66.1 
65.4 

65.5 

+  1.3 
+1.2 

0.0 

55.9 

55.8 

56.8 
55.0 
.53.6 

+0.8 
+  1.1 

+2.2 
+2.2 
-0.1 

51.2 

48.4 

49.0 
44.6 
4G.2 

+3.5 
+1.0 

+  1.3 
+0.6 
+0.5 

64.7 
64.5 

+0.2 

Division  means  and 
departiu-es. 

AVESIERN  PORTION. 

-2.5 
-3.6 

62.7 

+0.7 

Anderson 

+  4.0    46.8 

54.  0  —  0.  4 

60.4 

-0.9 

-  1.0 
0.0 

+  0.9 

-  0.2 
+  1.3 

-  0.3 
-1.0 

Iiate-;burg'           

+  5.6 
+  7.2 
+  7.5 

+  7.8 
+  5.9 
+  5.8 
+  5.6 

47.5 
48.9 
47.7 

49.2 
44.2 
45.8 
45.0 

"52.  4  -  2.  7 
.5:^.71       0-0 

60.5 
61.4 
60.3 

62.6 
58.7 
60.  4 
59.  4 

+  '2.2    76.0 
+  4.7  "77.0 
+  1.9    73.8 

+  4.1!  78.0 
+  5.4    74.8 
+  2.6    75.8 
+  1.8    74.3 
76-0 

72.2 

-1.7 

63.3 
f62.3 
61.0 

64.4 
60.9 
60.9 
63.1 
62.4 
61.0 

61.6 
6-2.6 
•64.8 
•64.6 
59.8 

68.4 
"63.  6 
62.2 
60.2 
64.4 
64.0 
59.7 

6-2.6 

64.1 

+0.3 

+  1.8 
+0.3 

+0.4 
+  1.0 
-1.1 
+  1.6 

+0.2 
-1.5 

+  1.4 



+0.9 

+0.7 
+  0.7 
-0.7 
-0.1 
+  1.7 
+2.2 

+0.3 

+  0.8 

62.7 

+0  1 

Camden 

Clemson  College  

+  5.2    53.2  +  0.3 

+  1.4'  .54.6+  0.6 
+  3.7;  50.4  -  0.2 
+  2.8:  50.8  -  2.4 

-•2.0 
-0.2 

76.8 
78.8 

-1.0 

-2.3 

+  1.0 
-3.4 
-5.0 

-1.4 
-1.9 
-3.4 

-2.0 
-2.5 
-1.3 
-1.4 
-2.8 
-1.2 
-3.9 

-2.2 

-2.1 

77.6 

80.2 
79.4 
78.0 
77. 7 
78.8 
76.9 

78.9 
80.4 

-0.1 

+0.7 
+4.2 
-0.8 
-1.7 

+0.8 
+  1.0 

69.9 

73.0 
71.1 
70.6 
71.6 
71.1 
69.0 

71.4 

73.4 

874.6 

"73.2 

967.2 

72.8 

-■2.9 

-0.7 
+0.3 
-2.9 
-2.2 

-1.5 
-1.6 
-0.3 

-2.0 

5^2.8 

55.2 
50.9 
52.2 
54.7 
5^2.8 
52.2 

51.7 
54.8 

'•55. 0 
56.4 

''51.1 

53.4 
5'2.9 
52.6 
50.6 

'•55.  4 
54.8 
51.8 

53.5 

54.5 

+2.4 

+1.4 
+  1.2 

+0.2 
+3.8 

+  1.0 
+  1.0 
+2.3 

+  1.6 
-0.1 
+  1.5 
0.0 
+0.5 
+■2.0 
+0.1 

+  1.4 

+0.6 

43.4 

47.4 
41.8 
42.9 
45,3 
43.4 
42.2 

43.8 
46.7 
■•48.3 
47.8 
42.8 

44.8 
45.6 
43.6 
40.9 
d46.  6 
45.6 
43.2 

45.0 

46.7 

+0.8 

+0.2 
+0.6 
-0.4 
+3.3 

61.5 

64.4 
60.7 
61.4 
61.6 

+  1.1 
+  1.2 

+0.8 
-•2.2 

-2.8 

77.4 
76.6 
7.5.4 

+2.1 

(ir*vn\\'()0d     

-0.2 

Hoiit'i  Spring' 

+  3.0 

51.8-  2.3 

+0.3 

Kershaw 

1  77- fi 

46.6 

49.9 
52.0 
54.0 
53.2 
47.6 

50.9 
51.9 
49.7 
46.3 
52.0 

+  7.1 
+  6.7 
+  7.4 

+  6.1 
+  6.5 
+  6.7 

+  4.6 
+  5.6 

44.2 

45.8 
49.2 
50.5 
50.0 
43.8 

48.0 
47.8 
46. 2 
44.0 
49.3 

+  3.3 
+  4.0 
+  4.1 

+  3.8 

50.6 

52.5 
.52.  8 
55.9 
55.1 
=48.5 

53.  7 

-0.6 
-3.3 
-0.9 

-1.5 

-2.8 
-   1.2 
-1.8 

58.6 

60.4 
62.2 
'63.  2 
62. 3 
56.5 

61.4 
60.6 
60.  0 
.58.  5 

+  0.1 
+  0.3 
+  0.7 

-0.6 
-1.9 

-  0.2 

-  1.4 

-0.6 
+  0.9 

-  0.1 

-0.4 
-0.7 

+  4.2 

+  2.4 
+  5.6 

+  3.7 

+  1.9 
+  3.9 
+  '2.7 
+  2.0 
+  4.2 
+  3.6 

+  3.0 

+  2.2 

72.8 

75.7 
77.6 

-0.6 
-0.3 

75.6 

77.8 
78.5 
'•76. 8 
78.4 
72.8 

78.8 
78.0 
78.3 
77.6 

77.  7 
78.4 
76.0 

77.2 

77.8 

+1.0 
+1.1 
+•2.1 

+  0.2 
-0.1 
+0.4 
-0.9 
-0.4 
+  1.5 
+0.1 

+0.8 

+0.3 

60.1 

62.0 
63.7 

Liberty  

+  1.2 

Liitle  Mountain 

Moriwether 

+0.6 

Monetta 

77.3 
69.9 

77. 7 
76.8 
76.3 
75.2 
'•76.  8 
77.0 
74.6 

75.8 

76.4 



-0.7 
-1.2 

-0.4 
-0.9 
-1.7 
+  0.3 
-1.4 

-1.0 

-1.2 

79.8 
73.8 

80.5 
79.8 
79.5 
"79.4 
79.4 
80.0 
77.3 

78.8 

79.6 

+1.1 

+0.4 
+  1.0 
+  1.5 
-0.2 
+  1.8 
-1.3 

+0.3 

+0.8 

64.4 
58.5 

63.4 
63.2 
62.2 
60.4 
63.8 

+0.9 

Saluda 

+  1.5    54.4 
+  3.6    52.4 
+  1.7    49.6 
+  3.2    54.6 
1  .53.9 

73.3    -1.1 

+0.1 

Santuck        

71.8 
70.3 
7-2.8 
73.0 
69.1 

71.6 

72.2 

-1.6 
-■2.4 

-'2. 5 
-0.4 
-4.1 

-2.2 

-2.0 

+  1  0 

Spartunburg 

0.0 

Trenton  

-  2.0'  62.0 
+  0.4    6-'.  0 

+0.1 

Whiti'  Oak 

Winthrop  College 

Division  means  and 

departures. 
Section  means  and 

deinirtures. 

49.8 
50.3 
52.3 

+  6.3 
+  6.2 
+  6.7 

46.0 
47.1 
48.5 

+  3.3    52.0 

1 
+  2.8    52.7 

+  l.e'  53.7 

-  1.9 

-  1  6 
-0.9 

60.4 
60.6 
61.6 

61.1 
62.4 
63.4 

-0.2 
+0.6 
+0.5 

The  departures  from  the  normal  temperature  are  oomputed  only  for  sueh  stations  as  have  ten  or  more  years  of  record. 

Reference  letters  (•.'',"),  appearing  in  tlie  table  indicate  number  of  days  missing:  For  example,  ''  represents  two  days  missing,  etc. 
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CLIMATOLOGICAL  DATA :  SOUTH  CAROLINA  SECTION. 


Year,  1916. 


Hontbly  Kaximain  Temperatures  for  the  Tear  1916,  with  Dates. 


li: 


U 


m 


Reference  letters  (",'',  °),  appearing  in  tlie  table  indicate  number  of  days  missing:  For  example, ''  represents  two  days  missing,  etc. 
t  On  other  dates  also. 


January. 

February. 

March. 

April. 

May. 

June. 

July. 

August. 

September. 

October. 

November. 

December. 

Stations. 

E 

3 

e 

e 

3 

P   ■ 

g 
s 
S 

(8 

1 

S 

i 

si 

6 
1 

S 

3 

s 

'5 

(8 

2 
OS 

a 

e 

3 

E 

cS 

6 

P 

E 

3 

a 

(6 

S 
3 
E 
'R 

q3 

P 

E 
3 
E 
'S 
<s 
S 

P 

E 

3 
E 
'S 

C8 

0 

C8 
P 

E 

3 
E 
"5 

C8 

P 

E 

s 
E 

1 

EASTERN   PORTION. 

Allendale    

•  77 
75 

»  79 
75 
72 

76 
74 
79 

*  77 
75 

80 
77 
80 
81 

77 

'  80 

23 

t    1 

1 

t    8 
t    1 

1 
18 
1 
1 
tl2 

1 

1 

1 
1 
1 

1 

84 

«  81 

'  85 

84 

80 

78 
81 
81 
83 
•  83 

85 
84 
82 
85 
83 

°  84 

25 
22 

t21 
22 

t25 

14 
25 
14 
25 

25 

24 
26 
14 
22 
t2'2 

22 

87 

tl3 

99 
^  95 
102 
101 
96 

90 
99 
93 
99 
'  97 

99 
101 
94 
99 
99 

•  97 

27 
9 

t    8 
27 
27' 

7 
27 

9 
27 

9 

27 

t     8 

7 

27 

27 

8 

96 

24 

94 

t3 

98 

t23 

93 

t6 

89 
>'86 
91 

89 
89 

84 
87 
83 
''89 
87 

86 
91 

89 

88 
88 

■88 
d92 
82 
92 
92 
87 

84 

9 
20 
16 
9 
9 

17 
t7 

16 
t  9 

8 

t8 
9 
17 

t  8 
t  8 

9 
16 
9 
9 
9 
t8 

t8 

83 

10 

78 
74 
79 
78 
76 

73 

73 

'74 

■75 

9 

'■  78 
80 
80 
72 

77 
77 
'  79 
80 
79 

79 
79 

78 
80 
80 

78 

t    2 

+  Jl 

t  13 

31 

2 
22 
31 

2 
t    2 

t  28 

t  22 

t    2 

12 

12 

t22 

g 

Blackville  

92 

88 

tl3 

I20 

100 
95 
97 

92 
91 
90 
•  92 
93 

93 
95 
93 
95 
96 

93 

22 

t  u 

30 

12 
t    3 

10 
t24 
t24 

24 
24 
30 
24 
30 

t    6 

96 
93 
93 

93 
92 
90 
94 
92 

91 
97 
■94 
94 
96 

92 

19 

4 

t2 

20 
11 
28 
13 
11 

tl2 
4 

t20 

4 

20 

20 

100 
95 
97 

97 
96 
92 
96 
"94 

94 

100 
99 
96 
97 

•95 

17 

tl3 

16 

13 
tl2 

16 
tl2 
T12 

tu 

16 
24 

tn 

28 
tl6 

97 
96 
•96 

89 
97 

•88 
95 

■^92 

■"92 
97 
95 
92 
95 

93 

t  7 

7 
7 

7 
7 
6 

7 
7 

7 
7 
7 
t7 
7 

7 

88 
81 

84 

79 

81 
78 
82 

7 
13 
10 

10 

5 

4 

t5 

7 

Bowman 

g 

Centenary.                  .., 

g 

89 
91 
86 
93 

'  92 

89 
90 
90 
90 
92 

»  87 

14 
13 
20 
13 
13 

14 
20 
t  13 
13 
13 

14 

5 

Cheraw         

g 

Conway  

g 

Darlin^on      . .          .   . 

g 

Dillon  

Ferguson    

83 

87 

83 

r82 

82 

■84 
82 
75 
85 
83 
83 

80 

14 

10 
10 
10 
14 

K 
10 
14 
10 
10 
5 

10 

78 
72 
76 
'76 
76 

"75 
78 
70 
79 
77 
74 

75 

9 

t8 
5 

Georgetown 

Kingstree   

28 

Mayesville  ( near) 

Oaks 

8 
28 

8 

Pinopolis 

74 
80 
78 
79 

79 

81 
80 

81 

«  78 
76 
75 
77 
71 

77 
76 
75 

74 

31 

31 

t  12 

22 

22 

26 

t    2 

26 

12 
29 
12 
tl2 
29 

12 
2 

29 
2 

76 

81 

77 

E  77 

79 
81 
81 

81 

"  74 
75 
72 
75 
71 

74 
75 
72 
70 

1 

1 

t     1 

1 

1 

1 
1 

1 

tl2 

18 
23 

18 
18 

18 
18 

12 
18 

82 
84 
84 
83 

85 
86 
85 

86 

'  87 
81 

"  81 
83 
77 

81 
79 
79 
76 

22 
22 
25 
25 

22 
22 
22 

22 

22 

tl9 

25 

22 

t21 

22 

22 

t21 

22 

86 
90 
93 
93 

88 
90 

88 

93 

92 
93 

88 
93 
84 

89 
92 
90 

88 

14 
20 
13 
13 

13 

14 

t  13 

13 

20 
13 
13 
13 
13 

13 
13 
13 
13 

92 

100 

103 

•102 

96 
98 
97 

103 

101 
99 
96 
•100 
91 

99 
100 

98 
100 
102 

97 

98 

101 

"102 

101 

9^2 

102 
101 
101 
100 
100 
102 
98 

102 

103 

t    8 
27 

t    8 
27 

8 
8 
8 

t    8 

27 

1  11 
26 
27 

27 
27 
11 
27 
27 
11 

t     8 
27 

t  u 

27 
27 

27 
11 
27 
til 
27 
27 
11 

til 

t    8 

88 
97 
97 
97 

94 

*  95 
95 

100 

95 
97 
93 

•  95 
89 

93 
97 
94 
93 
94 
95 

95 

96 

'  98 

94 

88 

96 
95 
98 
95 
^  94 
97 
91 

98 

100 

24 
24 
11 
24 

t  11 
11 
22 

22 

23 
t22 
23 
21 
29 

30 
29 
23 
20 
6 
29 

29 
29 
,30 
t22 
29 

t  29 
30 
30 
29 

t22 
30 
29 

30 

30 

90 
94 

95 
94 

92 

20 
20 
20 
11 

19 

92 
99 
99 
98 

95 

tl6 
24 

tr2 

16 
tl6 

88 
97 
96 
98 

91 

7 

7 
7 
7 

6 

28 

St.  (Jeorge 

St.  Matthews 

8 
g 

Society  Hill 

9 

Summerville 

8 

Yemassee 

94 

97 

92 
95 
90 

19 
4 

28 
t  1 
t  3 

96 

100 

97 
'96 
93 

17 
tl6 

17 
12 
23 

92 
98 

95 

7 

88 
92 

87 

9 

t9 

16 

83 

88 

81 
84 
80 

10 

7 

14 
9 
5 

78 
79 

76 
76 
74 

g 

Division  extremes  . . . 

WESTERN   PORTION. 

Aiken          .   ... 

t7 
g 

Anderson 

5 

92 

7 

86 
'77 
82 

86 
88 
85 
84 
88 
88 

87 
85 
88 
84 
87 

87 
•87 
87 
88 
84 
89 
90 

90 

92 

7 

t  7 
t7 

9 
9 

8 

t  7 

8 

9 

9 

8 
t  7 
t  7 

9 

8 

7 
t8 

8 
t8 

8 
16 

6 

t  9 

Clemson  College 

Columbia            .  . . 

88 

92 
95 
92 
90 
93 
91 

92 
96 
'■96 
93 
87 

99 
93 
96 
91 
92 
91 
92 

99 

99 

3 

3 
3 
2 
t  3 
3 
31 

t2 
4 
3 

t  4 

tn 

3 

1 3 

3 

t2 

1 

13 

t3 

3 

3 

88 

95 
98 
94 
95 
95 
94 

94 
96 

tl2 

16 

16 
tl3 

13 
tl2 

12 

tl2 
tl3 

88 

92 
99 
94 
93 
94 
96 

94 
93 

598 
94 

',85 

97 
97 
99 
98 
94 
96 
86 

99 

99 

7 

7 
7 

t7 
7 
7 
7 

6 

7 
7 
6 

7 
t3 

7 
7 
t  8 
7 
6 

7 

7 

73 

80 
84 
79 
79 
82 
79 

80 
79 

•■83 
82 

"81 

81 
82 
81 
80 
"78 
81 
74 

84 

88 

14 

9 
5 
5 
6 
5 
5 

5 
5 
9 
5 
5 

5 
5 
5 
4 
10 
5 
5 

t  5 

7 

71 

73 
73 
70 
69 
73 
69 

71 
73 
■=76 

74 
72 

75 
75 
74 
70 
d72 
72 
68 

76 

79 

5 

8 

5 

8 

Heath  Spring   

g 

8 

Landrum 

75 

72 

75 

*  79 

76 

71 

76 
76 

74 
73 
76 

2 

t    2 
12 
12 
12 

t    2 

12 

tl2 

2 

2 

31 

71 

70 
74 
75 
73 
71 

74 
74 
72 
72 
72 

t  18 

t  17 
20 
23 

t     1 
17 

18 
19 
18 
18 
23 

79 

78 
82 
86 
82 
*  77 

82 
83 
79 
79 
83 
81 
80 

87 

87 

22 

21 
25 
25 
25 
t21 

25 
25 
25 
21 
25 
25 
25 

22 

22 

88 

90 
=  89 
■>  90 

88 
86 

90 
90 
89 
90 
89 
90 
90 

93 

93 

14 

13 
13 
13 
t  13 
13 

t  13 
13 

t  14 
13 
13 

tl3 
13 

13 

13 

5 

Liberty  

5 

Little  Mountain 

Meriwether 

8 
8 

Monetta  

95 
90 

98 
96 
97 
98 
94 
96 
96 

98 

100 

17 
13 

13 
13 

8 

Mountain  Rest 

t  5 

Newberry 

8 

8 

Santuck  

■ 

16 

12 
18 

8 

Spartanburg 

5 

Trenton 

8 

White  Oak 

8 

Winthrop  College 

Division  extremes  . . . 
Section  extremes 

78 
79 
81 

2 
12 
26 

73 
75 
81 

18 

18 

1 

■ 

27 

H2 
H6 

8 
t5 

t7 

WEATHER  BY  MONTHS. -Continued. 
(CONTINUED  FROM  PAGE  100.) 


over  the  Section  between  the  13th  and  15th,  attended  by  ex- 
traordinary rains  over  thel  higher  elevations  of  the  Carolinas, 
and  followed  by  record-breaking  floods  in  the  Catawba,  Wateree, 
Broad,  and  Santee  rivers,  and  high  floods  in  the  Pee  Dee  and 
Edisto  rivers.  The  damage  will  probably  never  be  known,  but 
conservative  estimates  place  the  flood  losses  at  about  $10,300,- 
000  over  about  700,000  acres.  In  the  aggregate,  about  $8,200,- 
000  worth  of  property  represents  the  los.ses  in  South  Carolina, 
and  movable  property  valued  at  about  $400,000  was  saved  by 
warnings  of  the  Weather  Bureau.  Forage  peas,  sweet  potatoes, 
hay,  and  pastures  grew  luxuriantly,  but  cotton  began  to  shed, 
and  field  crops  were  overrun  with  grass,  due  to  lack  of  cultiva- 
tion. 

August. — In  direct  contrast  to  the  excessive  precipitation  of 
July,  August  was  exceptionally  dry,  the  average  being  close  to 


the  lowest  August  record.  In  consequence,  general  crop  de- 
terioration set  in.  Cotton  opened  much  earlier  than  usual  in 
many  sections,  and  picking  of  the  early  crop  was  well  advanced. 
Good  hay,  fodder,  and  forage  crops  were  gathered..  Floods  in 
the  Black,  Lynches,  and  Edisto  rivers  subsided  by  the  5th,  in 
the  Waccamaw  River  by  the  14th,  and  in  the  Santee  River  by 
the  19th. 

Summer. — Mean  temperature,  77.9°,  or  0.9°  below  the  nor- 
mal determined  for  30  years.  Precipitation  averaged  23.08 
inches,  or  5.97  inches  above  the  30-year  normal. 

September. — Precipitation  during  September  was  consider- 
ably below  normal.  Irregular  germination  in  early  season, 
succeeded  by  drought,  storm  stress  and  recurring  drought,  re- 
sulted in  various  stages  of  fruitage  in  cotton,  which  was  about 
15  days  late,  on  the  whole,  and  this  condition  was  reflected  on 
late  corn,  truck,  gardens,  forage  peas,  and  pastures;  but  good 
crops  of  hay  were  harvested. 


Year,  1916. 
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Monthly  Minimum  Temperatures  for  tlie  Year  1916,  witli  Dates. 
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Reference  letters  (".  b,  «),  appearing  in  the  table  indicate  number  of  days  missing:  For  example.  ^  represents  two  days  missing,  etc. 
t  On  other  dates  also. 


October. — While  somewhat  warmer  than  usual,  the  dry 
weather  continued,  except  in  isolated  localities.  Early  cotton 
was  about  all  picked,  and  the  liarvesting  of  late  crops  pro- 
gressed under  favorable  conditions.  Good  acreages  of  oats  and 
rye  were  planted,  but  the  soil  was  generally  too  dry  for  satis- 
factoiy  plowing  and  seeding. 

November. — Thermal  conditions  during  November  were 
nearly  ideal,  but  the  wenther  continued  exceptionally  dry,  and 
practically  all  late  crops  were  gatliered  during  the  early  part  of 
the  month.  All  vegetation  was  checked  by  the  general  killing 
frosts  and  freezes  of  the  16th.  The  top  crop  of  cotton  was  in 
such  condition,  however,  that  an  increased  yield  was  promised, 
and  gleaning  was  practiced  this  year  much  more  closely  than 
usual . 

Autumn. — Mean  temperature,  68.6°,  or  0.2°  below  the  nor- 
mal determined  for  80  years.  Precipitation  averaged  6.81 
inches,  or  3.11  inches  below  the  80-year  normal. 


December. — Temperatures  averaged  near  the  normal,  but  the 
precipitation  continued  light.  A  small  percentage  of  oats  was 
lost  at  germination  during  the  freeze  of  the  middle  decade; 
otherwise,  the  grain  and  other  winter  crops  were  in  good  con- 
dition. Cotton  picking  was  about  all  finished  by  the  close  of 
the  year. 

EKKATA. 

March.— Departure  from  normal  precipitation  for  .\lleiidale,  page  20,  should  be  —1.52. 
Total  precipitation  for  Anderson,  pase  20,  should  be  1.28. 

May. —Departure  from  normal  preciiiitation  for  EtHngham.  page  36,  should  be  +0.49. 
Departure  from  normal  temperature  "for  Snnimerville,  page  36,  should  be  +1.8.  De- 
parture from  normal  precipitiition  for  Winthrop  College,  page  36.  should  be  —1.33. 

Jui.v.—Lo\\est  temperature  for  Heath  Spring,  page  52,  should  be  61.  Date  of  lowest 
temperature  for  Winthrop  College.,  page  52,  should  be  27. 

ArGUST.-Date  of  lowest  temperature  for  White  Oak,  page  62,  should  he  21. 

Skptembeh.— Mean  temperature  for  Eastern  Portion,  page  70,  should  be  72.8.  De- 
parture from  normal  precipitation  for  Saluda,  page  70,  should  be  +0.45.  Highest  tem- 
perature for  White  Oak,  page  70,  should  be  96. 

OrroiiFit.—  Date  of  highest  tern p<'rature  for  Georgetown,  page  76,  should  be  17.  De- 
parture from  normal  temperature  for'Clemson  College,  page  76,  should  be  —0.3.  Date 
of  highest  temperatvu-e  for  Trenton,  page  76,  shovdd  be  tS. 

November.— Mean  temperature  for  Greenville,  page  84,  should  be  50.9 
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No.  1. 


GENERAL    SUMMARY. 

Thermal  conditions  were  considerably  above  tlie  seasonal 
average,  but  there  was  an  excess  of  cloudiness,  and  the  maxi- 
mum temperatures  ranged  lower  than  usual,  while  the  mini- 
mum temperatures  averaged  somewhat  higher  than  normal. 
Vegetation  under  tiiese  influences  had  not  advanced  abnormally 
and  was  generally  in  much  more  favorable  condition  than  at  the 
same  time  last  year.  The  weather  was  somewhat  too  wet 
generally  for  satisfactory  progress  in  winter  plowing.  Wheat 
had  wintered  well  thus  far  and  was  in  fair  to  good  condition — 
excellent  stands  in  some  sections,  with  a  few  poor  fields.  Oats 
were  in  generally  good  condition,  although  there  had  been 
some  damage  by  winter-killing  Truck  was  good  to  excellent  in 
the  extreme  lower  counties  and  poor  to  good  northward  over 
the  central  districts.  Preparation  of  tobacco  beds  was  well 
advanced. 

The  month  closed  with  promise  of  the  most  severe  cold 
wave  in  this  region  since  1899. 


PRESSURE. 


The  mean  sea-level  pressure,  determined  from  reports  of  7 
regular  Weather  Bureau  stations  in  and  sarrounding  the  Section, 
was  30.11  inches.  The  highest  pressure  in  the  region  covered 
by  reports  was  80.62  inches  at  Charlotte,  N.  C,  on  the  15th, 
and  in  the  Section  proper,  30.61  inches  at  Columbia  on  the 
16th;  lowest  pressure,  29.48  inches  at  Wilmington,  N.  C,  on 
the  11th,  and  in  the  Section  proper,  29.54  inches  at  Columbia 
on  the  lOth.  

TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from 
reports  of  43  stations,  was  49.7°,  or  4.0°  above  the  established 
normal.  The  highest  temperature  was  79°  at  Anderson,  Ander- 
son Co. ;  Orangeburg,  Orangeburg  Co. ;  St.  George,  Dorchester 
Co.;  Walterboro,  Colleton  Co.,  and  Yemassee,  Hampton  Co., 
on  the  30th,  and  at  Florence  No.  1,  Florence  Co.,  on  the  31st. 
The  wannest  period  of  the  month  was  during  the  last  two  days, 
but  a  few  stations  reported  iua.ximum  temperatures  on  the  3d 
4th,  and  21st.  The  lowest  temperature  was  9°  at 
Mountain  Rest,  Oconee  Co.,  on  the  12tli.  The  coldest  period  of 
the  montii  was  on  the  12th  and  13th  at  practically'  all  stations. 

HUMIDITY. 

The  mean  relative  humidity,  determined  from  reports  of 
7  regular  Weather  Bureau  stations  in  and  surrounding  the 
Section,  was  as  follows:  8  a.m.  86%  ;  8  p.m.,  75%.  The  highest 
percentages  occurred  over  the  lower  coast  counties,  and  the 
lowest,  over  the  northern  interior. 


PRECIPITATION. 

Tiie  average  for  the  Section,  55  stations  reporting,  was 
3.74  inches,  or  0.36  inch  above  the  established  normal.  Except 
a  short  dry  period  between  the  7th  and  12th,  the  precipitation 
extended  throughout  the  month.  In  a  broad  belt  of  the  upper 
coastal  plain  and  in  the  extreme  northwestern  counties  the  rain- 
fall was  above  normal  and  ranged  from  4  to  over  5  inches, 
while  on  the  lowpr  coastal  plain  and  in  the  north-central  dis- 
tricts, the  measurements  were   less  than  3  inches  and  ranged 


downward  to  less  than  2  inches.  The  greatest  local  monthly 
amount  was  5.89  inches  at  Mountain  Rest,  Oconee  Co. ;  least 
amount,  1.90  inches  at  Georgetown,  Georgetown  Co.  The 
greatest  atnount  during  any  24  hours  was  2.88  inches  at  Oaks, 
Georgetown  Co.,  on  the  24th.  The  average  number  of  rainy 
days  was  50%  above  normal. 

Snow  flurries  occurred  over  the  northern  and  eastern 
counties  on  the  11th,  12th,  and  15th,  and  sleet  occurred  at  a 
number  of  stations  in  the  same  district  on  the  11th,  14th,  15th, 
and  16th.  

WIND. 

The  prevailing  winds  were  from  the  southwest.  The  average 
hourly  velocity,  determined  from  7  anemometer  records,  was 
8.9  miles.  The  highest  average  in  the  region  covered  bj'  reports 
was  12.2  miles  per  hour  at  Savannah,  Ga. ;  lowest  average,  5.7 
miles  per  hour  at  Augusta  Ga.  The  average  hourly  velocities 
in  the  Section  proper  were  9.6  miles  at  Charleston  and  7.8 
miles  at  Columbia.  The  highest  velocity  for  any  6-minute 
period  was  50  miles  per  hour  from  the  northwest  on  the  11th, 
at  Savannah,  Ga. 

SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  7  auto- 
matic records,  was  145.5  hours,  or  46%  of  the  possible  amount. 
The  average  number  of  clear  days  was  10;  partly  cloudy,  7,  and 
cloudy,  14,  as  against  normals  of  13,  7,  and  11  days,  respec- 
tively. But  three  previous  Januarys  have  had  a  number  of 
cloudy  days  in  excess  of  that  of  1917. 


RIVER    CONDITIONS. 

Excepting  a  moderate  Hood  stage  in  the  upper  Santee  River 
between  the  26th  and  29th,  incident  to  moderately  heavy  rains 
along  the  lower  Piedmont  about  the  25th,  the  rivers  of  the 
Section  were  comparatively  low  throughout  the  month. 


MISCELLANEOUS    PHENOMENA. 

Fog,  Dense  (daifis).— Beaufort,  15,  16,  17,  31 ;  Blairs,  4,  23, 
25;  Calhoun  Falls,  4,  21,  29;  Camden,  26;  Catawba,  2,  4,  25, 
30;  Centenary,  30,  31;  Charleston,  4,  5,  24;  Clem,son  College, 
2;  Columbia,  26;  Conway,  31;  Darlington,  21,  30,  31;  Florence 
No.  2,  31;  Gaston  Shoals,  2,  4,  30;  Georgetown,  31;  Kings- 
tree,  31 ;  Libertv,  2,  3,  4,  21,  24,  25,  30,  31;  Moneta,  4; 
Mountain  Rest,  4,  13,  15,  16,  21,24;  Pelzer,  4,  30,  31;  Rimini, 
7,  26,  27;  Trenton,  15;  Walhalla,  4,  21. 

Hulos  (dates). — Lunar:  Charleston,  3,  4;  Columbia,  4; 
Mayesville  (near),  5;  Santuck,  5.     Solar:  Walhalla,  10. 

Thunderstorms  (dates). — Bowman,  24;  Centenary.  24; 
Clemson  College,  31;  Greenville,  31;  Summerville,  25. 


ERRATA-DECEMBER,  1916. 

Little  Mountain.— Greatest  da 
MISCELLANEOUS 

lily  range,  page  92, 
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i 

Temperature, 
degrees  Fahr. 

Precipita- 
tion, 
inches. 

Wind. 

Mean 

relative 

humidity. 

Stations. 

S   ■ 

1 

in 

9 

c 

"3 
1 

Average 
hourly 
velocity, 
miles. 

6t    . 
C  = 

—  .2 

"a  Z 

S 

CO 

s 

p, 

00 

li 

£-3 

A.sheville,  N.C.... 

30.09 

42.2 

69 

8 

2.58 

0.53 

9.0  !  nw. 

84 

66 

45 

Ausnsta.  (ia 

30.11 

52.  3 

77 

23 

4.59 

1.92 

5.7  !  nw. 

89 

75 

42 

Cliiirlcston,  S.  C... 

30. 12 

54.6 

76 

28 

2.69 

o.;)2 

9.6     sw. 

88 

84 

56 

C'liarlotte,  N.  C  .. . 

30.09 

4(1.1 

72 

19 

.3.08 

0.59 

10.2     sw. 

84 

74 

39 

Cohnnbia,  S.  C 

30.  U 

50.4 

76 

21 

2.  90 

1.56 

7.8  i  sw.- 

82 

68 

39 

Sa  van  nail,  Oa 

30. 13 

56.  8 

78* 

27 

a.  68 

1.08 

12.2 

-sw. 

87 

76 

47 

Wilniinstoii,  N.  (". 

30.11 

51.2 

76 

22 

3.09 

1.27 

7.5 

w. 

85 

83 

52 

Means  and  e.x-  1 
tremes ( 

30.11 

50.5 

78 

8 

3.23 

1.92 

8.9 

sw. 

86 

75 

46 

: 
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Counties. 

5 

w 

V 
0 

Temperature 

in  degrees  Fahr. 

Precipitation,  in  inches. 

Numbe 

'Of  days. 

0 
go 

Stations. 

s 

c 

li 
£| 

p.— 

c  •^ 

C 

a! 

1 

a 

P 

1 

o 

E 
i  g 

E  2 

s  a 

a- 

2 

c  — 

-  « 

oh 

'"  S 

•r  t. 

a.- 

1 
0 

0 

(J 

5 
6 

Ol)servers. 

Kastei'n  Parti  on. 
Allendale 

Bivrnwell 

186 
21 
296 
160 
43 

48 
144 

25 

175 

_100 

143 
lOfi 
63 
136 
136 

12 
54 
70 

28 
.30 
28 
16 
2 

46 
27 
31 
22 
14 

29 
24 
31 
28 
2 

22 

28 

2 

2 

1 

67 
3 
28 
21 
25 

19 
14 

52.0 
'■54.  5 
52.8 
53.0 
•51.7 

54.6 
47.6 
51.0 
"49.2 

+4.3 

+3.8 
+5.7 
+  5.0 

+5.3 
+4.3 
+2.9 
+3.6 

76 
»76 
77 
78 
"77 

76 
73 
77 
76 

u 

4 

3 

t21 

30 
31 
31 
30 

22 

«25 

18 

19 

"23 

28 
18 
22 

"ig 

12 
12 
12 
12 
12 

12 
12 
12 
12 

38 
«39 
46 
43 

MO 

26 
30 
35 
"51 

3.84 
2.51 
2.80 
5.72 
3.78 

2.69 
3.08 
5.42 
2.38 

+0.99 
-0.  34 
-0.10 
+2.60 

-0.76 
+0.26 
+2.01 
-0.12 

0.95 

LIO 
0.90 
2.  05 
1.60 

0.92 
1.25 
1.70 
0.80 

0.0 
0.0 
0.0 

0.0 

T. 

0.0 
T. 

0.0 
T. 

13 
4 
12 
11 
13 

11 
16 
11 
11 

9 

14 
12 
13 
6 

11 

11 

10 
6 
6 

11 

7 

11 

13 

w. 

sw. 

R.  B.  Vance 

Beaufort  

Miss  Lillian  H.  liice. 

Rlnrkvillp                   

Barnwell 

Mrs.  D.  H.  Sanders. 

Bowman 

Orangeburg  

Marion 

12     sw. 
14  1  sw. 

B.  0.  Evans. 

D.  L.  Carmichael. 

Charleston 

Chesterfield 

1 

sw. 

U.S.  Weather  Bureau. 

.1.  11.  Powe. 

Paul  Quattlebauni. 

Darlington     

Darlington 

Dillon 

10 

2 

19 

D.  (;.  McCall. 

Dillon 

hMwtn  tt                     

A.  E.  Rowell. 

Bamberg 

4.94 
4.37 
4.14 
4.36 
3.95 

1.90 
^.66 

+  1.87 
+0. 97 
+0.80 
+  1.62 
+  1.21 

-1.45 
+0.69 

1.74 

1.78 
1.70 
1.78 
1.42 

0.75 
L68 

0.0 
0.0 
0.0 
0.0 
T. 

0.0 
0.0 

12 
13 
8 
11 
11 

4 
11 

Nathan  .Jenkins 

l-'lorenee  

H.  B.  MiCall. 

Orangeburg 

50.5 
49.1 

+3.2 

+4.1 

77 
79 

31 
31 

26 
20 

tl2 
12 

43 
40 

10 
14 

14 
10 

4 
9 

12 
2 

17 
8 

5 
19 

sw. 
nw. 

n. 

sw. 

H.K.Gilbert. 

....do 

Pee  Dee  Experiment  Sta 

Georgetown 

Williamsburg 

53.0 
50.6 

+4.6 
+3.1 

7S 
76 

t4 
21 

22 
23 

°'20 
22 
22 

27 

12 

tl2 

12 

12 

tl2 

12 

37 
40 

A.  P.  Hazard. 

Kiiif?strpe 

Mayesville  (near) 

Oaks  tt                   

A.  0.  .Matthews.  . 
Lewis  E.  Warren. 

(leorgetown    

52.1 
51.2 

"52.5 

+5.2 



77 
79 

70 

31 
30 

t3 

40 
38 

5.05 
4.96 

2.25 
4.08 
2.57 
4.43 
3.54 

2.97 





-0.85 

-o.'io' 

+1.37 
+0.63 

-0.13 

2.88 
2.30 

0.90 
1.21 
0.64 
L55 
1.05 

0.71 

T. 
0.0 

0.0 
0.0 
0.0 
0.0 
T. 

0.0 

14 
8 

6 
12 
15 
12 
17 

18 

7 
8 

12 

14 
2 

6 

10 
21 

13 

w. 

n  w . 

0.  M.  Mitchell. 

Orangeburg 

Pinopolis  •• 

Orangeburg 

Berkeley 

264 

54 
97 

109 
62 

192 

75 

69 

4 

24 

U.  S.  Fisheries  Station. 
Miss  E.  P.  Kavenel. 

Clarendon 

Dorchester 

William  H.  Wolfe. 

St   (jeor"'e             

54.5 
50.8 
47.8 

54.3 

+7.6 
+4.8 
+3.9 

+5.3 

79 
77 
75 

77 
79 

30 
31 
31 

t3 
30 

24 
19 
19 

22 

12 
12 
12 

12 

29 
38 
32 

37 

14 
10 
10 

7 

1 
4 
5 

19 

16 
17 
16 

5 

sw. 

11. 

nw. 

sw. 

K.  S.  Weeks. 

Society  Hill 

Darlington 

Dorchester 

ColU^tou   

A.  H.  Rogers. 

Miss  E.  II.  Gadsden. 

Walterboro        

J.  N.  Frank. 

Whitehall  (near) 

do 

Yemapsee 

Division  means  and 

Hampton  

e.vtreuies 

21 

53.2 
51.7 

52.1 
48.2 
49.0 

+5.3 

+4.4 

+5.0 
+3.5 
+3.6 

79 
79 

76 

79 
72 

30 

t30 

30 

30 

t  3 

19 
18 

20 
16 
16 

12 

12 

12 
12 
12 

38 
51 

40 
39 
35 

2.74 
3.69 

4.20 
3.94 
5.80 
2. 75 
4.01 

3.23 
2.72 
3.69 
4.52 
2.90 

4.43 
3.61 
4.48 
3.27 
3.07 

3.61 
4.06 
.3.30 
3.18 

-0.05 
+0.71 

+0. 60 
+0.19 
+2.43 
-0.36 
+0.66 

-0.11 
-0.48 
+0.  84 
-0.03 
-0.39 

■-6.'23' 

+0.23 
-0.  32 
-0.18 

"-6."  97' 

+0. 12 

0.62 
2.88 

1.65 
0.66 
L55 
0.70 
0.81 

L32 

0.75 
0.75 
1.17 
1.55 

1.48 
0.72 
L04 
0.52 
L12 

1.05 
L06 
1.20 
1.25 

0.0 
T. 

0.0 
0.0 
0.0 
0.0 
T. 

T. 
0.0 
0.0 
0.0 
0.0 

0.0 
T. 
0.0 
0.0 
T. 

0.0 
T. 
T. 
T. 

10 
11 

13 
15 
12 
15 

15 

14 
12 
9 
13 
13 

10 
14 
18 
12 

7 

15 
16 
14 
14 

10 
11 

12 
10 
11 

3 

5 
2 
5 

18 
13 

14 
19 
15 

n  w . 
sw. 

sw. 

w. 

sw. 

.1.  G.  Ilutson. 

ll'fs^fni  PDYtioil. 
AilvCn                  

Aiken 

527 

656 
293 
508 

222 
562 
402 
850 
351 

56 
21 

28 
14 
24 

57 
13 
13 
25 

30 

3 

4 
24 
28 
16 

1 
2 

18 
24 
14 

10 
2 
14 
13 
16 

24 
34 

28 

14 

1 

18 

Frank  B.  McCoy. 
11.  11.  Russell. 

Anderson     

Anderson  

Lexington 

Fairtield     

E..[.  Hite. 

Blairs               

.I.N.  Owens. 

47.8 

76 

30 
'26 

17 
13 

12 

34 

12 
9 

3 
3 

16 
19 

w. 
sw. 

L.  M.  Parker. 

Camden                  

Kershaw 

W.  C.  Brown. 

Cataw  ba    

York  

.lames  ('.  Faris. 

Newberry 

Clenison  College 

Columbia 

46.7 
50.4 

+4.2 
+5.3 

69 
76 

t30 
30 

17 

21 

12 
12 

34 

29 

6 

10 

13 

4 

12 

17 

sw. 
sw. 

I'rof.  F.  H.  11.  CalhoUTi 

Itic'hland  . 

V   S  Wk'ather  Bureau 

Edgefield    

Edgefield 

J.  A.  Townsend. 

Gaston  Shoals  tJ 

Cherokee 

6S0 
989 
671 
568 

500 
1063 
900 
711 
450 

400 
1380 
502 
850 
536 

512 
875 
620 
1061 
548 
690 

llarrv  A.  Pai'siiall. 

Greenville       

Greenville 

Greenwood 

Lancaster 

44.9 

48.0 
45.8 

47.0 
45.4 
46.4 
49.3 

+4.2 
+5.2 
+2.7 

'+3.'6' 
+-I.0 

77 
73 
69 

72 
73 

72 

75 

30 
30 
31 

31 
30 
30 
30 

15 
18 
16 

17 
16 
16 
19 

12 
13 
12 

12 
12 
12 
12 

39 
32 
45 

35 
42 
37 
30 

8 
10 
6 

12 
10 
6 
12 

8 
0 
14 

0 
12 
14 

2 

15 
21 
11 

19 
9 
11 

sw. 

w. 

sw. 

w. 

sw. 
w. 

.).  H.  Woodside 

M.  M.  Callioun. 

Heath  Spring        

J   Marvin  Bowers 

Kershaw                

Kershaw 

John  W  Hamel 

Landrum   

Spartanburg 

Pickens 

Newberry 

McCorniick 

Saluda 

R   Hartwell  Wilds   D  D  S 

Lilierty 

Little  Mountain 

Meriwether    

.1.  M.Sea.<e.  M.  D. 
William  S.  Middleton. 

Monetta 

50.4 
45.5 
48.4 

+2.3 
+3.' 6 

75 
72 
70 

.30 
29 
t4 

18 
9 

18 

12 
12 
12 

38 
45 
40 

4.02 
5.89 
3.42 
4.40 
4.14 

2.91 
3.59 
3.95 
5. 32 
3.02 
2.02 

3.78 
3.74 

+0.78 

-6.03' 
+0.  66 
+0.81 

-0.55 
-0.07 
+0.79 
+  1.13 
-0.26 
-LOO 

+0.31 
+0.36 

1.89 
1.39 
L15 
1.10 
L77 

0.54 
0.77 
1.21 
1.28 
1.15 
0.47 

1.89 
2.88 

0.0 
T. 
T. 
0.0 
0.0 

T. 

T. 
0.0 
0.0 

T. 
0.0 

T. 
T. 

13 
15 
19 
17 
15 

15 

7 
9 
8 

12 
10 
5 

12 
12 
18 

sw. 
sw. 

.losepji  M  .hihnson 

Neu  berry 

Pelzer  

Newberry 

Anderson 

Warren  G.  Peterson, 
.loshna  Y.  .lones. 

48.8 

47.8 
45.2 
■•47. 9 

+3.4 

+4.8 
+3.5 
+  1.5 

76 

73 
74 

"73 

30 

30 
30 
30 

17 

15 
16 

■■is 

12 

12 
12 
12 

44 

45 
29 
"37 

12 
10 

4 

7 

15 
14 

sw. 
sw. 

Mrs  F  V  J  Maxwell 

E   W  .Teler. 

Spartanburg 

Spartanburg 

iMigefield 

F.  P.  Robinson. 

Trenton 

11 
14 
13 

8 

14 
12 

sw. 
sw. 
sw. 
sw. 

sw. 
sw. 

Mrs.  S.  E.  Long. 

AValhalla 

Oconee 

7 
12 
7 

9 
10 

13 
5 
11 

7 
7 

11 
14 
13 

15 
14 

H.  W.  Brandt. 

White  Oak 

Winthi'op  College  Jt. 

Fairfield 

York 

48.8 
45.3 

47.7 
49.7 

+5.2 

+  1.8 

+3.6 
+4.0 

75 
67 

79 
79 

t30 

30 
t30 

16 
10 

9 
9 

12 
12 

12 
12 

42 
28 

45 
51 

T.  G.  Patrick  A  Co. 
\V  P  (lOodiium 

Division  means  and 

extremes 

Section  means  and 

extremes 

The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  an  have  ten  or  more  years  of  record,  but  all  complete  reports  are  u.scd  in 
determining  section  or  division  means.     Reference  letters  i*.  t>.  <-'),  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  ^  represenis  two  days  missing,  etc. 

t  .A.lso  on  other  dates,  tt  Received  too  late  to  be  included  in  means  and  snnunaries.  **  Temperature  data  are  from  observed  readings  of  the  dry  bulb;  means  are  com- 
puted from  observed  readings,     tt  Postollice  addre.s.ses  of  these  stations  are  as  follows:    Of  Edisto.  Embree;  of  Gaston  Shoals.  Gali'ney ;  of  Wintlirop  College.  Hock  Hill. 

T.  Precijiitation  is  le.ss  than  0.01  inch  of  rain  or  melted  snow. 
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Precipitation 

for  January, 

1917. 

Watersheds. 

Day  of  month . 

Stations. 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11     12      13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28     29 

30 

31 

0 

Eauterii  Pintion. 

.\lleiiiliilc  nil 

Rciviilort 

Blackvillellll 

HowniiUi 

Coiitenary        

Savannah  

t:oast 

Kiiisto 

do 

i.i 

.16 

f. 

.60 

'.'6s 
.ii 

".be, 

.27 
40 

.05 

.01 

.05 

T. 

.05 

.05 

.41 

.32 
1.10 
.'20 
.30 
.■29 
.68 
.13 
.30 

.06 

.88 

'.'20 
2,05 
1.60 
.06 
.02 
.90 

.03 

.95 
.93 
.90 
L52 
.43 
.92 
1.25 
1.70 

.80 

.04 

3.84 
2.51 
2.80 
5.72 
3  78 

31 

.08 
.27 
.36 

'.'41 
.30 

.32 

.08 

tv 
tv 

.07 

.40 
Ofi 

.05 

.08 

.•27 

T. 

.08 

tv 

T, 

.01 
10 

.12 

V63 
T. 

Vii 

T. 

.'63 

"tv 

tv 

.50 

.03 
.73 

'.'30 
.40 

.07 

f. 

Pee  Dee 

Coast 

Pee  Doe 

Waceainaw  .. . 

Pee  Dee 

Little  Pee  Dee 
lidisto 

.04 
.02 
T. 

'.'06 

T. 

.05 
."62 

'.'6i 

.05 

.16 
.42 

.60 

T. 
T. 

f.' 

.ie  .6t) 

431    09 

T. 

.01 
.03 

.07 
.06 
.01 
.06 

T. 

T. 
T. 

.26 

T. 

.32 

Charleston  *** 

Chcrawlllj  

2.69 
3.08 
5  42 

.29 
.95 

.12 

.02 
.40 

T. 
.'22 

.02 

.15    .04 

D;ivlin"ton  I'll      

T. 

T. 

.19 

T. 

T. 

.12 

2.38 

Kdi^Tn  nil 

.15 
.05 

■.6i 

'.'67 
".19 

■.■73 
.40 

.58 
.64 
.72 
.69 

tV 

.'45 
.17 
.41 
.48 

.27 

Vis 

V65 

.11 

.10 

.■20 
.10 

.30 
.21 
.15 
.08 
.18 
.30 

.32 
.24 
.'25 
.10 
.23 
.33 
.21 

.18 
.30 

1.04 
.■28 
.32 
.07 

1.  42 
.45 

.27 
'2.88 
.90 
.90 
.90 
.42 
.60 

.12 
.06 

1.74 
1.78 
1.70 
1.78 
.35 
.75 

L68 
.55 

.10 
.11 
.83 
.14 

.... 

.21 
.27 

4.94 
4.37 
4.14 
4.36 

Ertiiii^liam  i  11 

FerRUson   111 

KIoreiK'P  1 11!    

Lynches 

Santce 

Pee  Dee 

do 

Coast 

tv 

.29 

.06 

.06 

.10 
t.' 

tv 

.10 
.08 

.36 
.05 

.06 

.10 
.05 

T. 

.07 
.57 

.47 

F  orence  2 

3.95 
1.90 

3.66 
5.05 
4.96 
2.25 
4.08 
2.57 
4.43 

3.54 
2.97 

Black 

do 

Edisto 

'.'65 

.09 

'.'ie 

.50 
.08 
.62 

f.' 

.20 

.'65 

.17 

.13 
.10 
.33 

.13 

.07 

Oaks 

T. 

.37 

.3S!  .21 
.■28    T. 

.02 

.03 
T. 

.01 

■2.30   .12 

.56 

.39 

10 

.'20 
1.21 

.64 
1.55 

1.05 
.71 
1.45 

Rimini  |||| 

St.Gi'orsrellll 

St.  Matthews  nil 

Society  Hill  llll 

13 

.65 
.55 

.59 

.48 
.37 

.30 

.07 
.10 

.13 
.06 

.05 
.04 

.10 
.05 
.22 

.28 
.04 

.... 
.03 

.05 
.02 

tv 

.02 

.03 
.02 

.'63 

.30 
.06 
.38 

.04 
.10 

.11 

.07 
.06 

.07 
.02 
.10 

.30 

.02 

Edisto 

Santee 

do 

.\shley 

\sh('i)00 

'.'ii 

.11 

.17 

OS 
T. 

'.'62 

.08 
.02 

.01 
.35 

tV 

.02 
.63 

.... 

.... 

T. 

'.'63 

.16 
.35 

.40 
.66 

.03 

'.'io 

.28 
.01 
1.10 

. . . . 

.02 
T. 

Whitehall  (near) 

Conibahee  . 

do 

.08 

.'63 
.53 
.11 
.29 
.06 

f.' 

■.'63 
'.'og 

.15 
.05 

".m 

.05 
.04 
.23 

'.is 

.17 
T. 

.57 
.21 

.21 
.37 

.53 

.06 

.'27 

.15 
.66 
.42 
.35 
.72 
.311 
.57 
.72 

1.17 
.15 

.in 

.72 
1.04 
.47 
.60 
.30 

L06 
1.20 
.40 

.06 

.06 
.57 

Voe 
.'io 

tv 

.58 
.04 

.06 
.13 

.55 
.30 
.20 

T. 

.41 
.55 
.22 
.05 
.48 
.12 
.10 
.22 

.72 
.33 
.15 
.52 
.99 
.29 
.50 

.41 
.90 
.18 

.07 

.03 

.'47 
.30 
.27 

OS 

.52 

.34 
.03 
.'23 

.08 

'.'26 
.12 
T. 

'.'6i 

.16 

T. 

T. 

.20 

'.'i5 
'.'69 

.12 

Lfi5 
.62 

.60 
.25 
.18 
.07 
.07 
.60 

.47 
1.54 

.65 

T. 

.19 

.■28 
L12 

.10 

.25 
.02 
1.'25 

.62 

.15 

.41 

2  74 

'.VfMnii  Portion. 
Aiken 

Kilisto 

Savannah  

Edisto 

Broad 

Savannah  

Watcree 

Catawba 

Saluda  

Savannah  

Consarfo 

.1.5 

.15 

'.'65 
'.io 

■63 

.02 

.09 
.06 

.04 

.37 
.23 

".15 
.39 
.07 
.10 
.35 

.27 
.17 
.40 
.17 
.■23 
.21 
.10 
.12 

.21 

.02 
.15 

'.'62 

.21 
.53 
.'24 
.20 
.21 
.19 
.30 
.30 

.51 
.16 
.■20 
.35 
.40 
.'22 
58 

".\i 

.15 

'.'os 

.45 
T. 

.01 
T. 
.45 
.15 

.18 
.18 

f. 

4.20 
3  94 

.'ii 

.04 
.02 

.22 
T. 

.11 

06 

BLilc'-bnrg  ||i|          

.91 
.16 
.41 
.52 

'!25 

^ 

T. 



1.55 
.70 
.63 

1.32 
.31 
.75 

'.'62 
1.48 
.47 
.23 
.52 

5  80 

F-thiir-;  llll 

2  75 

Callioun  Falls  llll 

4.01 
3. '23 
2.72 
3.69 

4.52 

.45 
.35 

.IK 
.25 
.20 
.16 
.37 

V36 
.03 

.04 

.11 

fhai.ijcllsllll 

.04 
T. 

T. 

.21 
.01 

f.' 

.01 
T. 

Columbia  **'  

'eo 
.49 

.26 
.32 

tV 

T. 
T. 
T. 

tv 

T. 

.'io 
f. 

2  90 

1-Mk'ffiel.i  lit! 

Gaston  Slioiils  |||| 

(irocnville  |||[ 

4  43 

Broad 

Sahula 

do 

.03 
.08 

'.'62 
.09 

.06 
.08 

.34 
.18 
T. 

.02 
.05 

T. 

.04 

T. 

T. 
.18 

.03 

.04 

3.61 
4  48 

3  27 

.07 

.02 
.02 
.06 

3.07 

.09 

'.'62 
.07 

.03 

.18 
.•20 
.05 

.•28 

.03 
.20 

.52 
.10 
.35 

.46 
.02 

. . . . 

.05 

.02 
.02 

.04 

V64 
.04 

1.05 

.03 

T. 

.06 

.03 

•03 

.'26 
.67 

.35 

.03 
.01 

3.61 

Broad 

.03 
.25 

4.06 

3.30 

Little  Monntain 

Saluda 

Savannah  

.'"    .25 

3  18 

Meriuether 

Edisto 

Savannah  

Saluda 

do 

do 

.09 
.19 
.02 
.06 

.12 
.10 
.03 
.09 
.22 
.07 
.10 

T. 
T. 

.04 
.04 

.05 

T. 

.02 

T. 

.60 
.08 
.02 

.05 

.28 

.05 

T. 

.27 

.07 

T. 
.03 
T. 
.14 

.02 
.03 
.03 

.07 

.50 
.67 
.20 
.18 

.35 

.27 
.12 
.56 
.44 
.35 
.30 

'.'22 

tV 

T. 

.01 

.03 
.02 

.26 
1..39 

•35 

.78 

.35 
.54 
.77 
.34 
1.28 

.08 
1.03 
.18 
.10 

.05 
.17 

* 

.25 
1  04 

.32 

.44 
.43 
LIO 

.38 
.22 

* 

.'28 
.50 
.34 
.10 

.02 
.01 
.08 
.10 

.06 

V99 

.02 

.05 

T 

.05 

.07 
.03 

.06 
.06 
.08 
.20 

.34 
.31 
.•25 
.18 

.30 
.22 
.22 
.■35 
.'27 
.20 

.13 

'.'65 
.04 

.14 
.04 
T. 
.15 

1.89 
.'27 

1.15 
.38 

L77 
.40 
.  18 

1.21 
.38 

1.15 
.43 

.08 

•'.'06 
.30 

.08 
.01 
.25 
.10 

.  . 

f.' 

'.'63 
.01 
T 

.'25 
.60 
.37 
.'22 

35 

'.'24 

t.' 

4  02 

Mountain  Rest 

Newbi'rry 

IVl/erllll 

.'6'2 

.04 
.01 
T, 

.'25 
.05 
.30 

5.89 
3.42 
4.40 

Salnda 

4.14 

Santnolc  ... 

Broad 

do 

Edisto 

Savannah  

Broail 

Catawba 

'.'30 



T. 

....|.01 

."63 

T. 
T. 
T. 

.01 

.09 
.08 

.'is 
.'io 

.50 
.32 
.56 
.58 
.43 
.32 

'.'26 

f.' 

2  91 

SparlanljiirK  |||| 

3.59 

TriMiInn  

Walhalla 

T. 
T. 

m 

f.' 

'.'62 
.01 

3.95 
5.32 

White  Oak 

T. 

.•20i  .07 

.47I..- 

3.02 

Wintirop  College 

2. 02 

....|.... 

—  1  — 

■■■■]■■■■ 

E.vcppt  as  otherwise  indicated,  observations  are  Kenerally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  endinff  at  the  time  of 
observation.  ||||  Precipitation  nieasiired  in  the  morninsr;  amount  then  recorded  is  for  the  preceding  ^24  hours.  ■"**  Kesrular  Weatler  Biu'ean  station  :  precipitation  if  for  the 
24-honr  perioil.  midnight  to  midnight.    *  Precipitation  included  in  the  next  following  measurement,    t  Separate  dates  of  falls  not  recorded.    T.  Trace,  or  lessthanO.Ol  inch. 


COMPARATIVE   DATA   FOR  JANUARY. 


Year. 


Temperature. 

Precipitation. 

Average  number  of 
days. 

1^ 

9 

6 

> 
< 

^ 

£ 

>) 

1S87 
1888 
18H9 
1890 
1891 
181)2 
1S93 
1894 
18fti 
1896 
1897 
1.S9S 
1 899 
1900 
1901 
1902 


40.1 

73 

46.2 

76 

44.9 

78 

.54.1 

81 

46. 2 

75 

4^2.7 

72 

38.0 

71 

17.9 

77 

44.2 

80 

43.8 

72 

42. 2 

76 

49.2 

82 

44.4 

78 

44.0 

75 

45.1 

81 

42.4 

80 

5 

15  , 

15  I 

^' 
21  i 

16  I 
3  I 

19  ' 
5 
9 
3    ; 

*    i 

^3 
18  • 
11 


2.80 
•2.91 
5.81 
1. 10 
3.  .56 
6.75 
2.  .52 
.3. 15 
7,31 
3. 02 
2.  ^29 
1.80 
4.72 
2.43 
3.55 
2.  (i5 


8 
10 
10 

6 


6 

10 
13 

6 

7 

6 

11 

8  I 


nw. 

lie. 
s\v. 


iiw 

sw. 


IIW. 

iiw. 


Year. 


Temperature. 


Precipitation. 


Average  number  of 
days. 


i?^ 

>, 

c4 

So 

0 

^  -^ 

■0 

1903 

1904 

1905 

1906 

19',)7 

1908 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916  

1917 

Period. 


43.7 

77 

13 

3,85 

40.2 

74 

8 

2.97 

4L4 

II 

8 

2.00 

47.0 

83 

12 

5.85 

.53.  4 

89 

18 

0.71 

41.2 

76 

17 

4.86 

49.6 

83 

9 

1.  54 

4-5,  5 

80 

11 

2.98 

49,  s 

82 

16 

1.58 

40.2 

79 

6 

4.92 

53.8 

82 

23 

3.21 

46,  7 

81 

18 

'2.66 

-15,  1 

74 

19 

6.31 

52,  3 

81 

10 

1.76 

49,7 

79 

9 

3.74   1 

45,7 

89 

3 

3.38  ' 

7 
11 

4 
9 
5 
7 
5 
9 
8 
5 
9 
9 
12 

8  i 


10 

6 

15 

5 

15 

6 

12 

4 

15 

9 

13 

8 

12 

9 

14 

10 

14 

8 

13 

4 

10 

6 

16 

9 

12 

6 

10 

9 

10 

7 

13 

7 

to 


15 
11 
10 
15 


ne. 

BVV. 


10     w. 

10  I  ne. 
7  I  v.: 
9     sw. 

14  w. 

15  I  sw. 
6  [  w. 

13  !  lie. 
12  i  lie. 

14  j   SW. 

11  I  sw. 


CLlxMATOLUGlCAL    DATA:    SUUTH    CAKOLlxNA    SECTION. 


January,   1917 


Daily  Temperatures  for  January,   1917. 


Stations. 


12       3       4      5 


9      10     11      12      13      14      15     16      17     18     19     20     21      22     23     24     25     26     27     28     29     30     31     JI 


Kuiilern  Portion. 


Allendale  W \ 

Beaufort j 

Blackville*  | 

Bowman j 

Centenary ) 

Charleston j 

Cheraw  'J'5 ) 

Conway  W j 

Darlington  W / 

Dillon \ 

Ferguson  % j 

Florence  1  '5* } 

Geortfetown ^ 

KingstreeW j 

Mayesville  (near)...  j 

Oaks \ 

Orangeburg j 

St.  George  % \ 

St.  Matthews 'JsS j 

Society  IlillW \ 

Sumnierville j 

Wallerboro j 

Yemassee  % j 


Maximum  . 
Minimum. . 
xMa.ximum  . 
Mininmm. . 
Maxinmm  . 
Minimum. . 
Maximum  . 
Minimum, . 
Maximum  . 
Minimum. . 
Maxinmm  . 
Minimum. . 
Maximum  . 
Mininuun. . 
Maximum  . 
Mininmm. . 
Maxinmm  . 
Minimum. . 
Maxinnnn  . 
Minimum. . 
Maxinnnn  . 
Minimum. . 
Maximum  . 
Minimum. . 
Maxinnnn  . 
Minimum. . 
Maxinnnn  . 
Minimum. . 
Maxinnnn  . 
.Minimum. . 
.Maxinnnn  . 
Mininnnn. . 
M:ixinnnn  . 
Mininnnn. . 
Maxinnnn  . 
Minimum. . 
Maxinnnn  . 
Mininnnn. . 
Maxinmm  . 
Minimum. . 
Maxinnnn  . 
Mininnnn. . 
Maxinnnn  . 
Minimum. . 
Maxinnnn  . 
Minimum. . 


W'ealem  Piirlion. 


Aiken  

Anderson 

BatesburgS^>J 

Calhoun  Falls  — 

Camden  W 

Clerason  College  . 

Columbia 

Greenville  % 

Greenwood  % 

Heath  Spring 

Kershaw§'5 

Landruni 

Liberty  

Little  Mountain  . . 

Meriwether 

Monetta 

Mountain  Rest... 

Newberry 

Saluda 

Santnck  

Spartanburg  %... 

Trenton 

White  Oak 

Winthrop  College 


S  Maximum 
(  Mininnnn. 
)  Ma.xinnnn 
I  Minimum. 
)  .Maxinnnn 
(  Mininnnn. 
)  .Maxinnnn' 
/  Mininnnn. 
j  .Maxinnur 
/  .Mininnnn. 
)  .Maxinmm 
/  Mininnnn. 
)  Maxinnnn 
/  Minimum. 
\  Maxinnnn 
/  Mininnnn. 
)  Maxinnnn 
I  .Mininmm. 
)  Maxinnnn 
(  -Mininnnn. 
)  Maxinnnn 
(  .Minimum, 
j  Maxinnim 
\  Minimum. 
S  .Maxinnnn 
\  Minimum. 
\  .Ma.xinnnn 
(  Mininnnn. 
)  Maximum 
'  Mininnnn. 
^  Maxinnnn 
'  .Mininnnn. 
j  .Maximum 
/  .Mininnnn. 
)  .Maximum 
'  .Minimum. 
\  Maximum 
'  .Minimum. 
)  .Maxinnnn 
t  .Mininmm. 
\  Maximum 
/  Minimum. 
)  Maxinnnn 
'  Mininnnn. 
S  Maximum 
'  Mininnnn. 
(  Maximum 
I  -Minimum. 


29 


341  3.5 

59|  71 

44  52 

54  69 

43  49 

49  59 

40  48 


611  66 

41|  33 

6ll  68 

41l  41 

68;  69 

39i  31 

66  68 


681    76 
36:     44 


64 1     48 
46      39 


64      56 

38      39 

61      59 

46]     43 

591 

37| 

50 

36 

6fi 

40 

70 

45 


36 
58 
38 
61 
36 
59 
46 
63  51 
40i  34 
76  57 
40!  40 
64i  55 
35     33 


75|  62  56 
45i  55  51 
03i     55l     61 

521     501     48 
76|     75i     61 
49 


531     50| 

74 

45 


35 


70     69 

58 


71!  62 

61|  44 

65  54 

53!  48 

63!  42 

58;  42 

65l  50 

52i  50 

64i  4K 

50!  48 


75!     65 

44!     48 


Reference  letters  (".  ''.  =).  appearing  in  the  table  imlicate  number  of  days  missing:  For  example,  >*  represents  two  days  missing,  etc. 
Instniments  are  read  in  the  morning:  the  maximum  temperature  then  read  is  charged  to  the  preceding  day,  on  which  it  almo.st  always  occi 


61 

76 

58]    53 

79     75 

54 

72 

55 

73 

51 

76 

58 

72 

53 

73 

55 

76 

54 
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BICHABS  H.  SULLIVAN.  Meteorologist. 


Vol.  XX.         Columbia,  S.  C,  February,  1917. 


No.  2. 


GENERAL  SUMMARY. 

While  the  extreme  cold  of  the  first  part  of  the  month  was 
more  than  overcome  by  the  unseasonably  warm  weather  of  the 
last  decade,  the  lowest  temperatures  since  February,  l<Si»i), 
were  recorded.  Unusually  severe  cold  waves  practically  ruined 
all  winter  and  early  spring  truck  and  early  tobacco  plants  dur- 
ing the  period,  '2d  to  6th,  when  the  daily  mean  temperatures 
ranged  9  to  2(3  degrees  below  normal,  and  between  tlie  9th  and 
13th,  when  the  daily  means  ranged  from  5  to  12  degrees  below 
normal.  Oats  in  large  areas  of  the  upper  counties  were  obliter- 
ated, but  the  crop  in  the  central  counties  revived  to  a  consider- 
able extent  under  the  warm  weather  of  the  last  decade.  Wheat, 
rye,  and  fruit  suffered  little,  if  any,  material  injury.  N'egeta- 
tion  quickened  rapidly  toward  the  close  of  the  month,  and 
shrulibery  was  leafing  freely,  peach  buds  were  swelling,  and 
plum  trees  were  in  bloom.  The  precipitation  was  fairly  well 
distributed  and  was  ample  for  all  needs.  The  showery,  murky 
weather  up  to  the  2oth  retarded  spring  land  preparation,  but 
at  the  close  of  the  month  plowing  for  gardens  and  gmcral  truck 
was  being  pushed  everywhere. 

PRESSURE. 

The  mean  sea-level  pressure,  determined  from  reports  of 
7  regular  Weather  Bureau  stations  in  and  surrounding  the 
Section  was  30.11  inches.  The  highest  pressure  in  the  region 
covered  l)y  reports  was  30.59  inches  at  Columl)ia,  S.  C,  on  tiie 
13th;  lowest  pressure,  29.44  inches  at  Charlotte,  N.  C,  on  the 
4th,  and  in  the  Section  proper,  29.54  indies  at  Columbia,  S.  C, 
on  the  15th. 


followed  in  turn  by  considerable  sunshine  at  the  close  of  the 
month.  The  greatest  local  monthly  amount  was  8.35  inches  at 
Liberty,  Pickens  County ;  least  amount,  0.60  inch  at  George- 
town, Georgetown  (Jounty.  The  greatest  24-hour  amount  at 
any  station  was  2.40  inches  at  Saluda,  Saluda  County,  on  the 
19th.  The  average  nmnl)er  of  rainy  days  was  11%  below  normal. 
Snowfall  in  measurable  quantities  occurred  in  scattered 
sections  of  the  State  on  the  5th  and  12th,  and  snow  flurries 
occurred  at  many  stations  on  the  2d,  3d,  and  14th.  Sleet  was 
also  quite  generally  reported  on  the  4th,  5th,  8th,  9th,  lltli, 
12tli,  iind  U'.th.      '  

WIND. 

The  prevailing  direction  was  from  the  southwest.  The 
average  hourl}^  velocity,  <letermined  from  7  anemometer  records, 
was  11.3  miles.  The  highest  average  in  the  region  covered  I)}' 
reports  was  15.2  miles  per  hour  at  Savannah,  Ga.;  lowest 
average,  7.9  miles  per  hour  at  Augusta,  Ga.  The  average 
velocities  in  the  Section  proper  were  12.1  miles  per  hour  at 
(yjiarleston  and  10.3  miles  per  hour  at  Columbia.  The  highest 
velocity  for  anj'  5-minute  period  was  60  miles  per  hour  from 
the  northwest  at  Savannaii,  Ga.,  on  tlie  2d,  and  in  tlie  Section 
proper,  52  miles  per   iiour  from    the  west   at  Colundiia  on  4tli. 


TEMPERATURE. 

The  monthly  mean    for  the   Section, 


determined  from  re 


ports  of  44  stations,  was  47.3°,  or  0.4°  al)ove  the  established 
normal.  The  highest  temperature  was  87°  at  Walterboro, 
Colleton  County,  on  the  28th,  or  one  degree  above  the  previous 
highest  Februar^v  record,  which  was  86°  at  Florence,  Florence 
County,  in  1904,  on  the  7th.  The  warmest  period  was  during 
the  last  decade,  and  practically  all  maximum  temperatures 
occurred  on  the  27th  and  28th.  The  lowest  temperature  was 
2"  below  zero  on  the  3d  at  Mountain  Rest,  Oconee  County.  But 
two  previous  Februarys  in  81  years  have  shown  tem|)eratures 
below  zero,  namely,  those  of  1895  and  1899.  The  coldest 
periods  were  from  the  2d  to  6th  and  between  the  9tb  nnd  13th. 

HUMIDITY. 

The  mean  relative  lunnidity,  determined  fi'om  i-eports  of 
7  regular  Weather  Bureau  stations  in  and  surrounding  the 
Section,  was  as  follows:  8  a.m.,  75%;  8  ji.m.,  65%.  The 
highest  percentages  occurred  in  the  middle  Savannaii  water- 
shed, and  the  lowest,  over  the  central  counties. 

PRECIPITATION. 

The  average  for  the  Section,  56  stations  reporting,  was  4.11 
inches,  or  0.32  inch  below  the  established  normal.  Precipitation 
was  generally  above  normal  over  the  Piedmont  counties,  where 
the  amounts  ranged  from  5  to  over  8  inches;  liut  in  large  areas 
of  the  great  coastal  plain  the  measurements  were  considerably 
below  normal  and  ranged  from  4  inches  downward  to  less  than 
one  inch  on  the  Georgetown  County  coast.  Alternating  wet  and 
dry  periods  during  the  early  part  of  the  month  were  followed 
by  almost  continuous  wet   weather  from    the    15th  to  the  24th, 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  7  auto- 
matic records  was  195.6  hours,  or  64%  of  the  possible  amount. 
The  average  number  of  clear  days  was  11;  partly  cloudy,  7, 
and  cloudy,  7,  as  against  normals  of  13,  6,  and  9  days, 
resfx'ctively.  

RIVER  CONDITIONS. 

On  account  of  continued  rains  (Un-ing  the  latter  part  of 
January,  the  upper  Santee  River  was  somewhat  above  flood 
stage  between  the  4th  and  9th.  Heavy  rains  in  the  upper 
reaches  on  the  23rd  and  24th  were  followed  by  crest  stages  in 
the  several  rivers  as  follows:  At  Catawba,  11.0  ft.  on  the  24th  ; 
Camden,  27.3  ft.  on  the  25th;  Chappells,  15.0  ft.  on  the  26th; 
Blairs,  14.0  ft.  on  the24-25th;  Columbia,  13.6  ft.  on  the  26th: 
Ferguson,  13.7  ft.  on  the  27th  and  2Stii,  with  stage  above  flood 
on  and  after  the  23d;  Rimini,  15.6  ft.  on  the  2Sth,  with  stage 
above  flood  on  and  after  the  21st;   Pelzer.  7.S  ft.  (ui  the  24tli. 

ERRATA    JANUARY,    1917. 

I'affc  :i.  prcssurf,  oth  line,  should  hi'  SO.Ciii. 

Bcaiil'ort.  iiagi'  'i.  iiiaxiimiiii  trniiieraturc,  J.'itli,  slioiiM  lie  Hii:  nifiiii  iiin  \imiiiii,  i;:!.."); 
iiiPan  tPiiiiHM'atnre.  paKc  -1.  slioulil  lie  hiXt. 

Calhoun  Kails,  uage  li,  niininuini  tpniiieraturo.  :!Oth.  should  beoo;  nu'an  niiuinunn. 
:J7.3;  mean  ti'niiMTaturi\  iiaffc  4,  sliould  bo  47 .K. 

Caindcn.  paK^  4,  niinhiunn  tcnnn'ratniv  should  be  d2f>;  page  H.  miniinuin  tenipi'ra- 
ture. -ifith,  should  he  '-'Vi;  JTtli,  '-'7:  2sth.  4li;  -JHth.  00:  :!nth.  77;  niPan,  d41.9. 

ficorKPtown,  pagv  t'.,  niaxinuuTi   tPniperaturp,  l.'ith,  should  bo  4:^:  moan  maxinuuii. 

Npwlioi'ry,  page  (i,  niaxiniuni  teniperatui'p.  2_'d.  should  be  (17 :  mean  uiaxhnuni.  .t7.'.i: 
mean  tpuippratun-.  ))agp  4.  sliould  be  4S..i. 

Saluda,  page  t'l.  niaxinuuii  ti'mpcraturp.  llith,  should  be  'M'r.  mean  niaxiniuni.  .i!l.:!; 
mean  tPiiiperalurc.  page  4,  should  be  4s.l). 

SunimiTville.  page  ti.  iiiininiuin  teuiiieralure,  '.''id.  should  be  n7  :  mean  niiniinuni. 
4.'!.S;  iii(>an  temperature,  page  4,  should  lie  54.2. 

Walterboro,  page  4,  maximum  temperature  .sluiul  1  1  e  x.'.l. 

MISCELLANEOUS  DATA  FOB  FEBRUARY,    1917. 


'I'enipe  ratine, 
degrees  I'aiir. 


jj     I 


ri'fciiiita 

tidll. 

inches. 


^  i    §—  £;  r,:    ~  5 


Mean        c^ 

Wind.  relative     -  = 

luiniidity.  "cIS 

'■'  it  5 


Asheville.  X.C... 

Augn.sta.  <ii\ 

Oharleston,  S.  ('.. . 
Cluirlolte.  N.  (■  ... 

''oliiinbia.  s.  c 

Savannah,  da 

Wilmington.  N.  ('. 

.Means  and  ox-  ( 

tremes ( 


.30. 10  :i7. 4 

30.11  49.  n 

30. 13  .50.  7 

30.  OS  42.  0 

.30.  10  47.  ;i 

30.  14  I  r,2.  7 

30.  10  ,  47.  fi 

30.11  !  4fi.9 


72 

80 
7S 
7( 
70 
S3 
su 

88 


—a  I  2.21  1.19 

9  3. 40  0.  (17 

12  2.07  1.22 
■;  3. 7.S  1.117 
9  3. 07 

13  o.  .32 


I.:l7 
1.41 
l.IH      0.  Co 


-5     2.72      1.41 


1. 10  mv. 

7.9  SU-. 

12.1  sw. 

12.9  s\\ . 

10. :i  \v. 

1.">.2  sw. 

9.4  w. 

11.3  sw. 


78 

fiO 

83  1 

fiS 

71 

CO 

i.T 

li,5 

CiS 

.'vj 

7.") 

70 

*.J 

(i8 

75  i 

1 

e.'i 

^ 


fil 
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CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION. 


February,  1917 


Climatologrical  Data  for  February,   1917. 


StalioMS. 


Counties. 


Temperature,  in  degrees  Fahr. 


3  S 


E 


Precipitation,  in  inclies. 


s  o 


3§ 

o  " 


Number  of  days,     o 


—  ^ 

oS 

>. 

4^    O 

■c 

ac 

o 

Sc 

ZJ 

P.  « 

t>v 

—  ^ 

S 

■J^ 

-^o 

ci 

ieS 

u 

d. 

Observers. 


Eastern  Portian. 


Allendale  . 
Beaufort  . . 
Blackville  . 
Bowman.. . 
Centenary . 


Charleston.. 

Cheraw 

Conway 

Darlington  . 
Floyd  Dale. 


Barnwell 

Beaufort 

Barnwell 

Orangeburg  . 
Marion 


Charleston  . 
Chesterfield 

Horry 

Darlington  . 
Dillon 


Edisto  tt '  Bamberg  . . . . 

Ettinghani Florenc-e   ... 

Ferguson '  Orangelnirg  . 

Florence  1 Florence 

Florence  2 do 


Georgetown Georgetown  . . 

Kingstree Williamsburg 

Oaks  tt I  Georgetown  . . 

Orangeburg Orangebiu-g  . . 


Pinopolis  *'  . . 

Rimini 

St.  George 

St.  Matthews. 
Society  Hill  . . 


Summerville 

Walterboro 

Whitehall  (near). 
Yemassee 


Division  means  and 
Western  Portion. 


Aiken  

Anderson  

Batesburg 

Blairs  

Calhoun  Falls. 


Camden 

Catawba 

Chappells 

Cleinson  College  . 
Columbia 


Edgefield 

Gaston  Shoals  tt- 

Greenville 

Greenwood 

Heath  Spring  ... 


Kershaw 

Lnndrum 

Liberty 

Little  Mountain  . 
Meriwether    


Monetta 

Mountain  Rest. 

Newberry 

Pelzer 

Saluda 


Berkeley  . . . 
Clarendon. . 
Dorchester  . 

Calhoun 

Darlington 

Dorchester.. 
Collotou  . . . 

do 

Hampton  . . 


extremes  . 


Aiken 

Anderson  . 
Lexington. 
Fairfield... 
Abbeville. . 


Kershaw.. , 

York  

Newberry  . 

Oconee 

Richland  .. 


Edgefield ... 
Cherokee  .. . 
(ireenville .. 
Greenwood. 
Lancaster. . . 


Kershaw 

Spartanburg . 
Pickens 

Newberry 

McCormick. . 


Saluda 

Oconee  

Newberry  . 
Anderson.. 
Saluda 


Santuck f'nion 

Spartanburg Spartanburg 

Trenton !  Kdgetield 

Walhalla Oconee 

White  Oak Fairfield 

Winthrop  College  tt. . .    York 


Division  means  and   extremes  . 
Section  means  and   extremes. 


ISfi 
21 
296 
160 
43 

48 
144 

25 
175 
168 

143 
106 
63 
136 
136 

12 
54 


264 

54 
97 

109 
62 

192 

75 

69 

4 

24 


527 
764 
656 
293 
508 

222 
562 
4(V2 
850 
351 


680 
989 
671 
568 

500 
1063 
900 
711 
450 

400 
1380 
502 
850 
536 

512 

875 
620 
1061 
548 
690 


49.4 
5L0 
50.0 
49.9 
49.8 

50.8 
45.9 
48.0 
"46.0 


46.4 


50.1 
48.0 
49.8 
47.4 

49.7 


52. 2 
48.3 
46.0 

51.9 
53.4 


50.0 
48.9 


49.6 
45.4 
45.4 


44.4 


46.4 
47.9 


43.4 
44.7 
45.0 

44.1 
42.0 
45.2 
47.2 


48.4 
^41.  7 
47.0 


47.3 

45.6 
»42. 4 
47.6 


47.2 
43.8 


45.5 
47.3 


+1.2 
-0.6 

+2.8 
+2.5 


-0.9 

+  1.4 
+0.7 
+  1.4 


+  1.1 
+  1.2 


+1.6 
+0.9 


+1.6 


+5.1 
+2.4 
+  1.6 

+3.1 
+3.0 


+1.6 
+  1.6 


+0.6 
+  1.5 
+0.6 


86 


+3.9 
+0.1 


+2.9 

+  1.7 
+  3.0 


+2.7 
+2.0 


+0.6 
+2.' 8' 


+  0.1 

+3.0 
+0.1 
+  1.5 


+  1.9 
+  1.1 


+  1.2 
+  0.4 


28 
28 
28 
28 


28 
t27 
28 

28 
28 


27 

t20 

27 


t22 

27 
ti6 

28 
24 
28 
27 


27 
t20 


6 

■i  2 
8 


t27 
27 
27 


27 
t27 

27 
28 


3 

t3 

3 

3 

t3 


3 

3 

t3 

3 
3 


t3 


3 
3 
5 

3 

t4 

3 

3 


49 


2.87 
3.87 
4.08 
2.89 
2.14 

2.07 
4.07 
1.88 
1.06 


3.38 
2.85 
3.11 
2.50 
2.64 

0.60 
3.10 

2.04 
2.60 

2.39 
4.05 
2.77 
2.46 
3.16 

2.17 
2.44 


2.62 


3.94 
6.60 

7.09 
4.19 
5.71 

3.49 

4.77 
4.82 
7.86 
3.07 

4.75 
5.48 
6.34 
5.17 
5.68 

4.70 
4.69 
8.35 
3.80 


-1.28 
-0. 12 
-0.39 
-1.34 


-L34 
-0.25 
-2.71 
-3.54 


-1.63 
-2.  .58 
-0.97 
-2.  00 
-1.86 

+3.94 
-L13 


-1.13 


-1.38 
-2.48 
-1.60 

-2.27 
-1.88 


-1.41 
-1.71 


-0.14 
+  1.10 
+  1.35 
+0. 29 
+0.55 

-0.65 

+  0.26 
+  1.11 
+2.44 
-1.52 


+  1.08 
+  1.06 
+  0.36 
+  1.40 


+2.  56 
-0.99 


5.28 
7.66 
5.00 
6.56 
5.41 

4.74 
4.36 
5.13 
7.95 
3.96 
4.07 

5.35 
4.11 


+0.45 


+0.86 
+2.  08 
+0.67 

-0.20 
-0.45 
-0.  29 
+2.  78 
-0.34 
-0.05 

+0.66 
-0.32 


0.76 
2.24 
0.97 
1.86 
0.95 

1.22 
1.56 
0.82 
0.52 


0.75 
1.30 
0.96 
1.00 
L15 

0.30 
1.07 
0.72 
0.60 

0.82 
1.88 
0.69 
0.57 
1.22 

0.67 
0.77 


1.30 


0.85 
1.41 
2.10 
1.12 
1.30 

1.40 
1.59 
1.20 
1.94 
1.37 

1.50 
1.82 
2.29 
1.93 
1.49 

LIO 
1.56 
2. 20 
1.60 


L65 
2.36 
2.40 

1.44 
1.75 
1.45 
1.58 
1.11 
1.30 

2.40 
2.40 


0.0 

0.0 

T. 

1.5 

T. 

T. 
T. 
T. 
T. 


T. 

0.0 
0.0 
0.0 
0.0 

T. 
0.0 
T. 
T. 

0.0 
0.8 
0.3 
0.5 
0.0 

T. 
0.0 


0.0 
0.1 


0.0 
0.0 
0.0 
0.0 
T. 

T. 

0.0 

0.0 

0.0 

T. 

0.0 
0.2 
0.0 
0.0 
0.0 

0.0 
T. 
0.9 
0.0 


0.0 

T. 

0.0 

0.0 

0.0 

0.0 

T. 

0.0 

0.0 

0.0 

0.0 

T. 
0.1 


10 


sw. 
sw. 


sw. 
nw. 


nw. 
sw. 


sw. 
sw. 


sw. 
w. 


sw. 
w. 


sw. 
w. 
sw. 
sw. 

sw. 
sw. 


R.  B.  Vance. 

Miss  Lillian  H.Rice. 

Mrs.  D.  B.  Sanders. 

B.  O.  Evans. 

D.  L.  Carmichael. 

U.S.  Weather  Bureau. 

.1.  H.  Powe. 

Paul  Quattlebaum. 

D.  C.  McCall. 

H.  B,  Floyd. 

Nathan  .lenkins. 

H.B.  McCall. 

Joseph  P.  Simons. 

H.K.Gilbert. 

Pee  Dee  Experiment  Sta. 

A.  P.  Hazard. 

A.O.  .Matthews. 

O.  M.  iMitchell. 

V.  S.  Fisheries  Station. 

Miss  E.  P.  Ravenel. 
William  B.Wolfe. 
R.  S.  Weeks. 
.1.  S.  Wannamaker. 
A.  H.  Rogers. 

Miss  E.  H.  Gadsden. 
J.N.  Frank. 

Special  Rice  Exp.  Station. 
J.  G.  Hutson. 


Frank  B.  McCoy. 
H.H.Rassell. 
E.J.  Hite. 
.1.  N.  Owens. 
L.  M.  Parker. 


W.  C.  Brown. 

James  C.  Faris. 

.1.  .1.  Murran. 

Prof.  F.  H.  H.Calhoun. 

U  S.  Weather  Bureau. 

J.  A.  Town.send. 
Harry  A.  Parshall. 
J.  H.  Woodside. 
M.  M.  ('allioun. 
J.  Marvin  Bowers. 

John  W.  Hamel. 

R.  Hartwell  Wilds.  D.D.S 

.lohn  T.  Koggs. 

J.  M.Sease,  M.  D. 

William  S.  Middleton. 

Joseph  M.  Johnson. 
J.  H.  Brown. 
Warren  (J.  I'eterson. 
Joshua  Y.  .lones. 
Mrs.  F.V.J.  Maxwell 

E.  W.  Jeter. 
I'.  P.  Robinson. 
Mrs.S.  E.  Long. 
H.  W.  Brandt. 
T.G.Patrick  it  Co. 
W.  P.  Goodman. 


The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
determining  section  or  division  means.     Reference  letters  C,  *>.  c)_  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  ''  represents  two  days  missing,  etc. 

t  Also  on  other  dates,  tt  Received  too  late  to  be  included  in  means  and  summaries.  **  Temperature  data  are  from  observed  readings  of  the  dry  bulb;  means  are  com- 
puted  from  observed  readings,     tt  I'ostoffice  addresses  of  tliese  stations  are  as  follows:    Of  Edisto,  Embree;  of  Gaston  Shoals.  Gaft'ney ;  of  Winthrop  College,  Rock  Hill. 

T.  Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 
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Daily  Precipitation  for 

February, 

1917. 

Waterslieds. 

Day  of  month. 

stations. 

1 

2       3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

Knslerv  Portion. 
Allendale  nil 

.30 

.35 
.02 
.50 

.10 

.07 

.76 

2.24 

.30 

.40 

■.■56 
.21 
.95 
T. 
.09 
.10 

.08 

.07 
.50 
.40 

1.86 
.43 
.42 

1.56 
.82 

.52 

.60 

T. 

.22 

2  87 

Coast 

Edisto 

do      

.50 
.86 
.35 
.22 

.18 
.■?5 

T. 

.05 
.10 
T. 

.02 

OS 

.48 

.03 

.10 

3  87 

.06 

.38 
.14 
.20 
.01 
.26 
.22 

.17 

.57 

.46 

.05 

T. 

T. 

T. 

.18 
T. 
T. 

2  89 

Pee  Dee 

Coast 

Pee  Dee 

T. 
.11 

.18 
.08 
.37 
T. 

.15 

T. 

.10 

1.22 

.15 

.16 

.03 

.06 
.03 
.53 
T. 

.06 

2  14 

(^larloston  "* 

'.'oi 

tV 

T. 

'.'58 
.16 

.05 

'.'i5 

2.07 
4.07 

....|.... 

'.'22 

tV 

.04 

Waccaiuaw        T.  1  .'iO 

1  T. 

1.88 
1.06 

Pee  Dee 

T. 

I'l.ivrl  Dnlp 

Little  Pee  Dee 
I'^disto 

E.listollll 

.51 

.06 

T. 

.34 

.40 
.05 
.49 

.02 

.01 

.22 

.44 
.96 

.28 
.17 
T. 

T. 

.05 

.25 

.20 

.11 

.51 

.04 
.73 
.10 
1.15 
.15 

.22 
.72 
.40 
.66 
.25 
.47 
.17 

.16 
.02 
.01 

.61 
1.30 

.93 
1.00 

.27 

.30 

1.07 
.55 
.60 
.40 

1.88 
.69 
.11 

1.22 

..56 
.70 

.75 
.10 
.32 
.11 
T. 

.15 
.24 

3.38 
2.85 
3.11 
2.50 
2.64 
0.60 

3  10 

■.'62 

.04 

Santee 

.10 
.11 
.10 

T. 

I'ee  Dee 

do 

.03 

.04 
.10 
.15 

.09 
.28 
.15 
.82 
.22 
.23 
.35 

.09 
.67 
.77 

.34 

. 

.50 

.35 

Georgetown 

T. 
.50 

T. 

T. 

. 

T. 

Black        

.18 
.42 
T. 
.51 

.05 
T. 

T. 

.19 
.02 
.60 

.80 

do    

T. 

Edisto 

.60 

T. 

T. 

2.60 
2.39 

4.05 
2.77 
2.46 

3  16 

T. 

Kiniini  |||| 

St.  (ieoi'Ke  nil 

.'^t.  Matthews  nil 

tjnciptv  riill  nil 

Santee 

Edisto 

Santee 

do    

.33    .23 

....i.53 
.511   .ll.'i 



.08 

'.'65 

.08 
.01 

.38 
.29 
.51 

.36 
.20 
.37 

38 

.18 
.39 
.14 

.26 

.12 

.03 

.06 

.08 
.57 

.30 
.05 

.10 
.45 
.56 

.05 

'.W 

.54 

.08 

Ashley 

Ashcpoo 

Comliahee . 

T. 

.09 
.03 

2  17 

.... 

2  44 

Whitehall  (near) 

Vi;iiia,-.see|||| 

'.Vfdeni  I'oition. 

AlUen   

Anderson 

t^Mifivchnrfr  III! 

....:::: 

do 

35 

.38 

.83 
.21 
.29 
.30 

■.■32 

•'5 

T. 

.01 

T. 

.47 
.70 
.97 
.30 
.48 
.35 
.34 
.92 

.71 

.45 
.60 
.45 
.53 

.30 

.77 
.26 
.15 

.06 
.10 
.20 

i.66 

.13 
1.41 
2.10 

.03 

.63 

1.19 

.92 

.55 

2.62 

3.94 
6.60 
7.09 
4  19 

Edisto 

Savannah  

Edisto 

Hroail 

Savannah  

Wateree 

Catawba 

Saluda 

.85 
1.01 
1  05 

.08 

.05 
05 



.13 
.79 
.49 
1.06 
.73 
.31 
1.59 
1.20 

1.94 

"fiq 

— 

.03 
.43 

.95 

.32 
.24 
.45 
.45 
.39 
.45 

.... 

Blairsllll 

Calhonn  Falls  llll 

.65 
1.37 
.36 

.  25  1. 12 

.28 

.09 
(16 

T. 

T. 

1.30 
.  14 
.13 

1.20 

1.62 
1.37 

.80 
.20 
.54 
.24 
L49 
.40 

.89 

i.'eo 

1.23 
1.40 
1.09 
.12 

.62 

.08 
1.50 

.96 
1.15 
1.93 

.37 
1.10 

1.01 

2.20 

.22 

5.71 
3  49 

Catawba  nil 

Clijii-nn^ll*;  111! 

.6B|.     - 

.12 

1.37 
.21 

4  77 

.93 

1.21 
35 

T 

4  82 

Savannah  

Consaree 

Savannah  

Hroad 

Saluda 

do       

.05 
.54 

.06 
T. 

.28 
.02 

7  86 

T 

T. 

.05 
.55 
T 

T. 

T. 

'.'56 
.60 
.33 
.38 
.30 
.36 

T. 

3.07 

ivit^n-iirMllll 

Gaston  .^lioa Is  llil 

(iivciiville  111! 

.80 
.85 
1.22 
1.12 
.44 
.53 

1.56 
1.99 
.51 

4  76 

.02 
T. 

T. 
T. 

.07 
.09 

.61 
.13 
.12 
.32 
.21 

.48 
.50 

T. 

1.82 
2.  29 
.65 
.02 
.89 

.... 

6.48 
6.  34 

.06 
.08 
.44 

.65 

5  17 

Hcatli  Spring 

\Va  teres! 

Lynclies 

Broad  

Savannah  

Saluda 

Savannah 

1.35 
.40 

'.'26 

.95 

.41 
1.30 
.16 

5  68 

Kershaw 

.12 

.49 

— 

4  70 

.01 

.09 
.15 

.24 

.50 

4  69 

Lil)(M-tv                 

.02 
.03 

.04 

'.'45 

.55 
.43 

1.10 
.40 

T. 

.... 

8  35 

3  80 

Meriwetlier 

Edisto 

Savannah  

Sahida 

....do 

.65 
1.39 
.75 
.80 

.75 
.50 

.07 

.05 
.02 
T. 

.70 

T. 

.64 
.71 
.57 
.60 

.60 
.49 
.42 

1.45 
.68 
.50 
.46 

'.'64 

T. 

.29 

* 

.12 
.20 

.15 
.19 
.13 
.52 

.35 
.12 
.26 

2.19 

* 

1.65 
.90 

2.40 
1.29 

.58 
1.40 
1.54 
1.11 
1.14 

.43 
3.40 

.47 
1.24 

.30 

.49 
.92 
.45 
.82 
.33 
.33 

.11 

.85 

1.65 

.08 

.93 

.43 

2.36 

.36 
.70 
1.75 
.05 

.80 
.88 
1.30 

tV 

.07 
.31 
.01 

5.28 

Mountain  Rest  

7  66 

Newberry 

I'el/er  !||| 

.15 
T. 

.15 
.10 

.55 
.08 
.05 

'.'ii 

T. 

.05 
.32 

'is 

.42 

5.00 
6.56 

SaUula 

do 

.26 

'.■74 

.05 

5.41 

Broad 

do    

T. 

.08 
.05 
T. 

T. 

'.'64 

T. 

.17 

T. 

4.74 

Si>;u'tanljurg  |]|| 

4  36 

Edisto 

Savannah  

Broad  

Catawba 

.95 
1.44 
.59 

.38 

.... 

T. 

.06 

T. 

.07 
.02 

.13 

1.58 
.16 
.20 

.18 
.38 

5  13 

Walhalla 

7  95 

White  Oak 

....J.... 

.14 

3.96 

Winthrop  College  

4  07 

1 

Except  as  otherwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observation.  ||{|  Precipitation  measured  in  the  morning;  amount  then  recorded  is  for  the  preceding  24  hours.  ***  Regular  Weather  Bureau  station;  precipitation  is  for  the 
24-liour  period,  midnight  to  midnight.    *  Precipitation  included  in  the  next  following  measurement,    t  Separate  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  0.01  inch. 


COMPARATIVE  DATA  FOR  FEBRUARY. 


Year. 


I8S7., 
1888. 
1889. 
1890. 
1S91. 
1892. 
1893. 
1894. 
1895. 
1896. 
1S97. 
1898. 
1899. 
19U0. 
1901. 
1902. 
19<«. 


Temperature. 

Precipitation. 

Average  number  of 
days. 

s 

0) 

x: 
bo 

to 

9 

0 

Average. 

Average 
days  with 
0.01  inch 
or  more . 

a; 

P.  0 

■c 

0 

52.  6 

80 

49.9 

76 

41.9 

75 

56.1 

83 

54.7 

83 

49.2 

73 

51.0 

82 

48.9 

76 

37.4 

78 

48.2 

81   j 

60.0 

83  1 

1      44.6 

78 

43.  0 

80  , 

44.0 

78  I 

43. 2 

78  ! 

40.6 

77 

49.0 

81  1 

24 

15 

10 

21 

13 

18 

25  I 

16 

6 

5 
16 
10 
11 

1 

7 
11 
11 


3.41 

12 
10 

8 

4.8;i 

ne. 

5.  60 

*w. 

2.  ;18 

sw. 

4.  23 

sw. 

3.  64 

•sw. 

5.05 

12 
10 

4.  35 

8 

9 

U 

sw. 

3.07 

7 

13 

6 

9 

nw. 

6.13 

8 

13 

8 

8 

sw. 

7.80 

11 

10 

7 

11 

sw. 

0.  SC) 

3 

15 

6 

7 

w. 

fi.98 

12 

9 

7 

12 

w. 

.5.77 

10 

9 

/ 

12 

w. 

3.08 

6 

14 

7 

/ 

nw. 

6.  89 

8 

12 

6 

10 

nw. 

7.  03 

10 

10 

7 

11 

sw. 

Year. 


1904. 

1905. 

1906. 

1907. 

1908. 

1909. 

1910. 

1911. 
i  1912. 

1913. 
'  1914. 
I  1915. 
'  1916. 

:  1917. 


Temperature. 

Precipitation. 

Average  number  of 
days. 

•s     '     « 

GJ 

be 

&ir,f. 

ti 

^t^ 

>• 

0 

J3 

be 

K 

0 

g 

> 

< 

Avera 
davsw 

O.Olin 
or  mo 

0 

Si 

0 
0 

Period. 


45.2 

86 

15 

3.59 

9 

12 

6 

11 

38.9 

72 

0 

5.21 

9 

10 

4 

14 

46.0 

76 

12 

2.  .58 

6 

16 

5 

7 

45.1 

84 

16 

3.63 

8 

10 

8 

10 

43.6 

81 

12 

5.28 

10 

14 

6 

9 

52.2 

84 

12 

4.49 

8 

15 

7 

6 

44.7 

79 

16 

4.71 

9 

12 

6 

10 

52.1 

85 

20 

1.60 

5 

13 

s 

7 

42.3 

80 

8 

5.99 

8 

15 

5 

9 

48.9 

SO 

22 

4.50 

8 

12 

4 

12 

44.6 

7S 

14 

4.41 

9 

12 

6 

10 

48.6 

80 

20 

3.16 

6 

15 

6 

7 

48.5 

81 

11 

3.  96 

8 

17 

6 

6 

47.3 

87 

-2 

4.11 

8 

14 

' 

7 

46.9 

87 

-11 

4.43 

8 

13 

6 

9 

ne. 
ne. 
ne. 
ne. 


sw. 
sw. 


M 


CLIMATOLOGilCAL    DATA:    SOl'TH    CAROLINA    yECTJON. 


FEBJilAKV,      1H17 


Daily  Temperatures  for  February,   1917. 


Stations. 


3   ,   4 


10     11 


12      13 


18      19     20  i  21      22     23  !  24 


25     26  I  27 


28  I  29     30     31  j  Menu. 

I 


Kitsfern  I'wtinn. 

...       11    ,t.t  *  Maximum  . 

AlleiulalevS* (Miuimum.. 

,.        ,     .  \  Maximum  . 

»>'»>'f""  (Miuimum.. 

,,,     ,      11   ,!  )  Maximum  . 

KladvVilleVS  (Minimum.. 

)  Maximum  . 
Bowman j  Minimum. . 

^     ^  i  Maxinumi  . 

Centenary |  Minimum.. 

,,      ,     .  )  Maximum  . 

Chark-ston (Minimum.. 

.;,,  S  Maximum  . 

CherawSS'^ (Minimum.. 

,;,,  )  Maximum  . 

Conway M j  Minimum.. 

,;,t  I  Maximum  . 

DarlmsirtonsW (Minimum.. 

,,,,  )  Maximum  . 

l-ei-KusonS^'iS ,  Minimum.. 

,  ,,,,  )  Maxinnnn  . 

Horence  1% j  Minimum.. 

1  ,,  1  *  Maximum  . 

Ho.V'l  I'alP (  Minimum.. 

\  Maximum  . 
fiPoi-Kftown ,  Minimum. . 

...       .       ,,,1  )  Maximum  . 

kiUKStiveSS'S (  Minimum.. 

\  Maximum  . 

^^A^>i I  Minimum.. 

\  iMaximum  . 

l)rang<'lniig j  Mininnnn., 

..  I  Maxinuim  . 

'^t-  '■•'orgp  n (Minimum.. 

,,,[  \  Maxinnnn  . 

•M..Mattlu'WsW (Minimum.. 

,,.,,  ,,  \  Maxinnnn  . 

Society  IIill# ;  Mininnnn., 

...  )  .Maxinnnn  . 

Snnunci-ville ,  Mininnnn.. 

,,   ,      ,  s  Maximum  . 

WaltPi-lioro (  Minimum.. 

, .  S  Maximum  . 

^''i"»^^''''^-^*i^ (  Minimum., 


Ailii'n 

Andt-rson 

BatesbnrsS^* 

Callioun  Falls 

CamilcnsW 

CU'mson  CollesrP  . . 

Columbia 

(ii-penvillp  >sW 

(iipenwoort  % 

llcath  Spring 

Ivpr.sliawS* 

Landrmn 

l.ihiMly 

Little  Motnilain  . .. 

Mpriwptlipr 

MonPlta 

Mountain   Rpst 

N'pwbPrry 

Saluda  

SaiUncU 

Spartanlnn-g  wn 

'I'n'nlon 

White  Oak 

Winthrop  College  . 


\  Maxinnnn  . 
(  Mininnnn. . 
S  Maxinnim  . 
(  Mininnnn. . 
\  Maxinnnn  . 
(  Minimum. . 
\  Maximum,'. 
t  Minimum. . 
\  Maxinuirr  . 
(  Minimum. . 
)  Maxinnnn  . 
(  Minimum. . 
\  Maxinnnn  . 
(  Mininnim. . 
S  Maxinnnn  . 
(  .Mininnim. . 
\  Maximum  . 
(  Minimum. . 
\  Maxinnnn  . 
'  .Minimum. . 
<!  Maximum  . 
(  Minimmn. . 
S  .Maximum  . 
(  Mininnim. . 
\  Maximum  . 
(  Minimum. . 
)  -Maxinnnn  . 
(  Minimum. . 
1  Ma.ximum  . 
'  Minimum. . 
\  Maximum  . 
'  Minimum. . 

*  Maximum  . 
(  Mininnim. . 

*  Maximum  . 
'  Minimum. . 
\  Maximum  . 
'  Mininnim. . 

*  Maximum  . 
(  .Minimum. . 

*  Maxiniuni  . 
/  Minimum. . 
\  Maxinnnn  . 
'  Minimum. . 
\  Maximum  . 
(  Minimum. . 
(  Maximum  . 
(  -Minimum. . 


49:  24 

6»|  28 


33!  34: 
23!  10' 
51:  35| 
11 
44 


58  21 
75)  65 
60j  40 
67!  64 
571  26 
67  50 
50|  17 
64,  27 
58  26 
62  35 
58  i  33 
651  33 
30 
43 
30 
31 
31 


52'  32 

22 1  14 

52!  38 

2Gl  17 

51!  45 

10  11 

50;  48 

22!  11 


51 
26 


47,  59! 

I8J  24 

50'  58 

22 1  30 

491  60 

16  26 


51  45 

26,  19! 

47  30 

23!  l'-^ 

52  32 


57      lil 


33!     13 


15[     28 

46     5S[ 


35| 

17 


53     331 
13'     17| 


51', 
26 


48!  501 

42!  24 

53  51 

36  26 


5V  46 

33|  2 

43  44 

40  18 

51  46 

45  22 


521  34  i 

30]  18 

33,  36 

27[  9 

32  33 


511  34 
251  14 
52|    34 


28 

13 

59 

33 

25 

11 

63 

59 

23 

11 

33 

34 

45  58 

21  25 

47  58 

14  is 

49  60 

201  ?' 

16i  25! 

46i  56 

15i  23 

50'  59! 

19i  26| 

521  61! 

19  23 

.50  60 

is!  23 


40      20!     32 


44      55 
19     25 


45 
32 

42| 
24! 
55  i 

33| 
42{ 
34 
44i 
3dl 
421 
311 
39 
28' 


611  781 

42!  56, 

62j  72] 

49I  52I 

67j  76! 

53!  39 


651    681 

58      54l 


74,  731 

54'  49| 

73'  70i 

51'  51 

76|  741 


44 


49 

62 

57 

48 

23 

33 

32 

23 

53 

63 

59 

51 

21 

31 

33 

24 

55 

62 

46 

52 

21 

29 

36 

22 

33 

«: 


50      49     46|     57 


69 
31 
I  66 
53 
62 
46 


3U     331     48 


47 
64 
55 
67 

i  43 
1  6" 
I  46 
{  63 
1  52 
'     65 


28  11 

6O1  34 

20!  5: 

431  311 


14 
30 
17 
19 

191 
60 
24 
27, 

25 

38      37 


^ 
33 

5| 
35! 

6l 
57 
HI 
30; 

9| 


26  15 

461  45 

2li  10 

491  31 

24!  13' 

42  35j 

50j  29| 

46  -14: 

2:i  10: 


56!     °0 

43      38 
52     46 


39 

52      48 


181  31 

50|  60 

8!  15 

441  55J 

8i  16' 

42!  65! 

16'  28 


16,  3 

461  31 

101  5 

.521  32 

18  71 


43!  44 

0'  0 

45  44 

22'  3 

48!  45 

23  10 


561  31 
20I  6 
60  38'  33, 
38'  H  —2 
661  52  31; 
521     18! 


53     33| 
19: 


66 
-ifll 
66     22 


50!     30| 
15 


44 

66' 

40'     16, 

66'     .56 


31 

17i       6 
49     31 


49 

20 
42 
19 
491 

24| 

■is! 

23! 

481 
22I 
46 
8 
47 
21 
46 
22 
44 
21 


30  34 

481  S9 

31!  37 

54;  48' 

40'  37 

59!  0** 

341  25 

52!  44 


52'  511 

35i  33' 

43,  45' 

34!  25; 

49l  41! 


45!  6-^ 
24  28 
50|     63 


631  62 

47  46 

62l  62 

47|  49 

64!  61 

41:  42' 

65,  67! 

40;  41 

61  63j 

39:  49 


52  44 

6Sl  69 

53  43 
73!  661 
58  52 
66  60' 
52  40' 
72  63! 
52'  44 
66'  70 
52  41 
59.  62 
43'  52 
65:  61 
541  45 


461 
701 


42  44! 

68  70 

44;  431 

73l  68| 

53|  54 

651  64 

40'  38 


61 

58 
67 
41 
60  i 
401 
6li 
41j 
60 
55| 
61 
45 
63| 
3yl 
60 
491 
62: 
501 
61, 
36 


621     72: 
52     55; 


601  701 

42  52: 

681  70! 

501  54' 

68  64, 

51  55' 

75  68' 


70 
41 
73 
45 

701  ()9 
44  47 
73  69 
47!  47 
75'  74 
o7'  52|  51 


74:  70 

64l  52;  48| 

741  72,  75 

56|  49  52 

66  75  83 

54;  48'  47 

741  72  77 

431  42  46 

771  67!  80 

60  48,  45 

76!  64;  74 

59;  52,  52 

74!  641  74 

55!  45!  48 

77i  67|  69 

5S  50  48 

75,  68 

491  45 

721  74 

54  44 

73!  69 
56, 


64;  66 
50;  55, 
60  69' 


47! 
74i 
541 
78 
561 

sol 


15 

5()i 

91 

45 

15, 

44 1 
15! 

44 
14; 
47' 

71  8; 
47!  44, 

9'  1.51 
44|  42' 
17  14' 
46  44' 

,v  14 


40  411 

19!  25 

52:  38 

31 1  27; 

521  43! 

31;  21: 

571  52; 

31  25 

50|  45 

34  29 


2' 

56 

22 

62 

30 

62 

22 

70 

29' 

62!  53: 
I9I  2»;  33 
46;  68,  52 
191  25  42, 
411  57  6II 
16  27  36 
44  68!  691 
23  291  42 
44I  60I  66 
21   30!  441 


68 

63 

60 

6-1 

71 

46 

34 

39 

4s  ■y.i 

66 

60 

0/ 

1)8,  02 

40 

29 

31 

42   48, 

63 

54 

57 

(>6;  66! 

36 

36 

34 

41 

50! 

63 

57 

53 

70 

61' 

27 

,33 

33 

37 

48 

70 

69 

63 

65 

65 

47 

36 

37 

50 

49I 

5> 

56 

65 

63!  fi^i 

33 

35 

32 

461  46l 

68 

76 

59 

651  621 

44 

36 

40 

51:  52; 

61 

60 

56 

66;  60' 

32 

29 

29 

33:  42l 

63 

54 

54 

66  61 

47 

.33 

36 

4S 

■56 

56  53' 


66;  65 

41;  40 

73  76 

6O1  50 

78'  78 

55!  45 

74 1  77 

.53  48 


70l  71 
47 
70 
43 
72 
45 
74 
51 
72 
44 
67 
40 
71 
46 
73 
17 
76 
44 


"8, 

471 
751 
49! 
75; 
45! 
73' 
48, 
76 
57' 
75 
54, 
751 
50I 

■'"! 

56! 

79 
541 


81  83. 
63!  58. 
80  . 


67. 
82. 


831. 

661. 

83|. 

58. 

78|. 
59;  601. 
"  74!. 
611  68  . 
711  '0|. 
62  64'. 
8OI  81'. 
55;  671. 
82l  83. 
40  54  . 
81  80  . 
60  60! . 


78  84  ... . 
54'  56.... 
83  85  ... . 
47:  60  ... . 
bOl  83  ... . 
60  561 ... . 
82!  84.... 
49,  58.... 
S3  86.... 
62  60.... 
83  83  ... . 
59!  .58.... 

8I1.... 

58  ... . 

84  ... . 


791 

61 

82, 

56,    67 

85'  87  . 
51  611  56. 
80  83!  Sfi'. 
45      601     54  . 


71, 
4S 
59 


52!     491 
721     721 


60      62! 

62!      78: 


54  i     44' 


68 

54 
70! 


.561     42, 


501  46 

73;  60 

43  44 

72|  75 

...  44 

69l  65 


,53 
33 
45 
34, 

59; 

33i 
56' 
34 
56 
33; 


47 
44 
63 
40; 
.59 
42 
64 
42 
60 
45 


70 
501 

76: 

40' 

711  71 

53  48 

64  64; 

45,  45      42'     4^ 

59'  58'     67'     6; 

51,  42l     421     41 

71 1  67!     671     ,5^ 


49, 


60,  48 

76'  ,53 

40!  42 

70  61 

46'  41 

64  63 


71  73 

45  45 

.54|  50 
681 

49  .55 

71  65 

55  48 

74  65 

431  41 

69|  64 


51 !     40' 
71 


401     ■■54 
70     57 


66!  66  47 

281  411  37 

.56  47,  42 

25  39  22' 

57  .52  48 

27,  39  36 

57i  54!  48 

15!  351  34 

57j  62|  45 

281  40!  29 

6O: ....  4i) 

16i  30  ... . 

.54  55i  48 

32,  3li  33 

57  53  49 

:w  40l  35 

53  501  45i 

29  39i  31] 


45: 
211 

44| 
^\ 
46 
18 
48| 
18 
44! 
16: 
43; 

17: 

46! 
201 
45! 
17l 
39! 
161 


,50;  49;    46' 

32I  31i    22' 

65i  45 

36'  18 

,501  48 

32,  29 

49'-  48 

321  30 

,58!  45 

33i  26 

55I  40     42 

18  25'     19' 

49  47,     44! 

24;  31|    231 

52;  381     44, 

35  28;     20 

50!  491     38 

33!  24     17 


62;    67; 
281    46! 


57 
40!. 


66      66 
19     51 


60i  66! 

24!  44 

(i2  (i7 

22  43! 

,58!  es: 

27'  41! 

58  '61 

20  .32 

61 '  (;5 

291  44, 

63  65 

29  43 

53,  53| 

29!  42 


55, 

33! 
57! 
:i4| 
.571 
321 
58 
31 

^ 
,55 
33 
53 
30 


30!     39 


68  61 

48  48 

69,  67 

46  48 

63!  68 

47;  46 

63'  60; 

.35  42I 

65'  69: 

47;  521 

66l  6O' 


40;  .  39 
69!     6' 


39; 
71 
41 


42 

45 

74 

78 

48 

54 

74 

78 

46 

60 

75 

80 

,54 

61 

60 

70 

44 

52 

72 

79 

45'     44 


43      37 
70     64 


55 


67     69 
46      53 


71 


48' 
57' 
43 


39 
67 
41! 
72' 
49! 
671  69|  68' 
52  46  44; 
63;  63  59 
.55:     42     40 


431  451 

63;  70! 

40!  531 

68'  71 

46,  55| 

55|  71 1 


781., 

,59;.. 

79., 

50.. 

73 

6O!.. 

76!.. 

.59!  •  ■ 

79!.. 

58.. 

741.. 

53'.. 

77!   . 

501.. 

76!.. 

51i.. 

53  .. 

■59  . . 

70!.. 

57l.. 

77.. 

68 

66 

46 

74 

56 

73 

59 


68!  73 

491  49 

621  60 

37!  43 

R5i  72I 

451  60     60 

67:  74!     78 

45|  42 
67 


37 
56, 


64 

431     46| 
64      65 


68      69, 

57:    47; 

7I 


39;     42' 
68      69' 


47 
63 

ti 


iV  41 

67; 
471 

66'  7ll 

43,  46l 

66!  641 


60| 
74I 
59 

74i 

471 

73;     76, 

491     61 


36;     54     40     47; 


59 

73 

551  •  ■ 

74,.. 

56  .. 

75  .. 

,59.. 

74I.. 

47|.. 

68|.. 

53'.. 

74i.. 

,59! . . 

74'.. 

,58' . . 

69'.. 

46.. 


Hi'ference  lptter.«,  (", ''.  '),  appearing  in  the  table  indioate  number  of  days  missing:  For  example,  ^  represents  two  days  missing,  etc 
%  Instruments  are  read  in  the  morning;  the  inaxiininn  tpmppratnro  thmi  n-ad  is  charged  tn  rlie  iireceding  da  .v.  on  which  it  almost  always 
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GENERAL   SUMMARY. 

Precipitation  during  March  was  considerably  al)Ove  normal 
over  the  major  portion  of  the  Section,  and  thermal  conditions 
were  near  the  seasonal  average.  The  cloudy  M'eather  incident 
to  extended  periods  of  rain,  with  comparativelj^  cold  nights  and 
intervening  showers,  tended  to  retard  the  advance  of  vegetation, 
and  spring  soil  preparation  was  materially  delayed  by  wet 
ground;  inconsequence,  the  season  at  the  close  of  the  month 
was  10  to  20  days  late.  Cotton  planting  had  begun  in  the  more 
favored  regions  of  the  coastal  plain,  but  plowing  was  only  fairly 
well  advanced  along  the  lower  Piedmont,  while  little  or  no 
cultivation  had  been  done  on  the  higher  elevations.  Corn  plant- 
ing was  even  more  general  than  that  of  cotton,  and  extended 
northward  over  the  eastern  counties,  where  the  soil  was  not  so 
wet.  Field  truck  was  generally  backward  on  account  of  wet 
land  and  second  plantings  incident  to  the  February  freeze,  and 
much  of  the  old  land  was  being  turned  to  white  potatoes.  Good 
stands  of  tol)acco  plants  were  indicated  in  the  eastern  counties. 
Oats  had  improved  beyond  expectations  in  many  sections,  and 
wheat  was  in  good  condition.  Fruit  prospects  were  favorable, 
and  peaclies  were  in  bloom,  and  pears  and  apples  were  budding 
in  the  extreme  northern  counties.  The  warm,  drying  weather 
at  the  close  of  the  month  materially  improved  the  general  farm- 
ing situation.  

PRESSURE. 

The  mean  sea-level  pressure,  determined  from  reports  of 
7  regular  Weather  Bureau  stations  in  and  surrounding  the 
Section,  was  30.14  inches.  The  highest  pressure  in  the  region 
covered  by  reports  was  30.56  inches  at  Wilmington,  N.  C,  on 
the  7th,  and  in  tlie  Section  proper,  30.46  inches  at  Charleston 
on  the  6th  and  at  Columbia  on  the  7th;  lowest  pressure,  2!).6(S 
inches  at  Asheville,  N.  C,  on  tlie  4th,  and  in  the  Section 
proper,  29.73  inches  at  Columbia  on  tlie  same  date. 


decades,  while  intermittent  showers  persisted  during  the  inter- 
vening period.  As  to  amounts,  the  measurements  ranged  from 
4  to  over  12  inches  over  the  upper  coastal  plain  and  in  the 
higher  elevations  of  the  Piedmont,  while  in  an  extensive  area 
of  the  northeastern  counties  and  in  a  narrow  strip  along  the 
lower  coast  the  rainfall  ranged  l)elow  three  inches  and  down- 
ward to  2.54  inches  in  Richland  County.  The  greatest  local 
monthly  amount  was  12.42  inches  at  Mountain  Rest,  Oconee 
County;  least  amount,  2.54  inches  at  Columbia.  The  greatest 
24-hour  amount  at  any  station  was  3.10  inches  at  Liberty, 
Pickens  County,  on  the  23rd  and  24th.  The  average  number 
of  rainy  days  was  38%  above  the  normal. 

Snow  Hurries  occurred  at  but  one  station,  IMountain  Rest, 
Oconee  County,  on  the  18tli. 


WIND. 

The  prevailing  direction  was  from  the  southwest.  The 
average  hourly  velocity,  determined  from  7  anemometer  records, 
was  10.5  miles.  The  highest  average  in  the  region  covered  by 
reports  was  13.6  miles  per  hour  at  Savannah,  Ga. ;  lowest 
average,  6.8  miles  per  hour  at  Augusta, Ga.  Thehigliest  velocity 
for  an}'  5-minute  period  was  48  miles  per  hour  from  the  west 
at  Charlotte,  N.  C,  on  the  18th,  and  in  the  Section  proper, 
34  miles  per  hour  from  the  northeast  at  Charleston  on  the  16th 
and  from  the  southwest  at  Columbia  on  the  17th. 


TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  re- 
ports of  43  stations,  was  55.0°,  or  0.4°  above  the  established 
normal.  The  highest  temperature  was  88°  at  St.  Matthews, 
Calhoun  County,  on  the  12th.  The  warmest  periods  were  from 
the  11th  to  17th  and  during  the  last  few  days  of  the  month. 
The  lowest  temperature  was  14°  at  Mountain  Rest,  Oconee 
County,  on  the  6th.  Tlie  coldest  periods  of  the  month  were 
the  5th  and  6th  and  on  the  18th  and  19th;  the  great  majority 
of  latest  spring  killing  frosts  and  freezes  were  reported  on  the 
6th.  

HUMIDITY. 

The  mean  relative  humidity,  determined  from  reports  of 
7  regular  Weather  Bureau  stations  in  and  surrounding  the 
Section,  was  as  follows:  8  a.m.,  75%;  8  p.m.,  (>()%.  The 
highest  percentages  occurred  in  the  southern  coast  district,  and 
the  lowest,  over  the  central  Piedmont. 


PRECIPITATION. 

Tlie  average  for  the  Section,  57  stations  repoi-ting,  was 
5.39  inches,  or  1.4S  inches  above  the  estal)lished  normal.  Rainy 
weather  prevailed  almost  continuously  during  the  first  and  last 


SUNSHINE   AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  7  auto- 
matic records,  was  223.3  hours,  or  60%  of  the  possible  amount. 
Tiie  average  number  of  clear  days  was  14;  partly  cloudy,  6, 
and  cloudy,  11,  as  against  normals  of  14,  8,  and  9  days, 
respectively. 

RIVER  CONDITIONS. 

Tlie  Hood  running  in  the  Santee  River  at  the  close  of  Fel)- 
ruary  was  furtlier  augmented  by  heavy  rains  in  the  upper 
reaches  alwut  March  5,  which  caused  Hoods  in  all  the  rivers  of 
tlie  Santee  and  Pee  Dee  systems,  with  crests  of  17.5  feet  at 
Catawba  on  the  5th,  30.3  feet  at  Camden  on  the  6th,  33.3  feet 
at  Ciieraw  during  tlie  night  of  the  6-7th,  and  stages  of  17.8  to 
19.0  feet  in  the  Congaree,  lower  Broad  and  lower  Saluda  rivers 
on  the  6th  and  7th.  Recurring  heavy  rains  on  March  24 
and  25  were  followed  by  more  moderate  freshets  in  the 
Santee  and  Pee  D^e  districts.  Unavoidable  losses  thus  far 
reported  approximated  §29,675,  while  the  value  of  movalile 
property  saved  by  timely  warnings  of  the  Weather  Bureau  has 
been  conservatively  estimated  at  $85,700. 


ERRATA.- FEBRUARY,  I9I7. 

Rpaufort.— Mean  teiiiporiitiire.  Piigp  12,  sliould  be  50.7. 

Blackville.— Daily  rainlall  for  12th,  i)agp  1:J,  .should  be  T. 

Floreiicp  No.  l.-Page  12,  clear  days  shoidd  be  11 ;  partly  cloudy,  7.  and  cloudy,  lu. 

Saluda.—  Mean  teuiperature,  page  12,  should  be  47.4. 


MISCELLANEOUS  DATA  FOR  MARCH,   1917. 


Stations. 


Temperature, 
degrees  P'ahr. 


Asheville,  N.C.... 

Augusta.  (I'a 

Oharleston.S.  C... 
(niarlotte.  X.  C  . . . 

Colinnbia,  S.  C 

.'^iivannah,  Ga 

Wilmington,  N,  C. 

Means  and  ex- ) 
tremes ) 


30. 13 
30.13 
30.15 
.30.  13 
30.14 
30.15 
30. 15 

30.14 


46.1 

74 

5fi.9 

82 

59.4 

84 

.50. 3 

75 

5,i.  2 

79 

61.5 

84 

5.5.4 

79 

55.0 

84 

Precipita- 
tion, 
inches. 


5.76 
4.10 
3.05 
6.42 
2. 54 
2.69 
4.00 

4.08 


1.02 
1.21 
1.39 
1.66 
0.  62 
2.09 
1.67 

2.09 


Wind. 


Mean  ,  o  ^ 
I  relative  —  c 
humidity. ^"olS 


"^  =  §  s    S  tJ 
">  -  "  -    f.  5 


12.0 
6.S 

12.1 

11.7 
8.6 

13.6 
8.9 


se. 
se. 
sw. 
sw. 
ne. 
sw. 
sw. 


10. 5     sw. 


£5 


75 

58 

82 

65 

77 

75 

78 

63 

70 

54 

79 

75 

74 

71 

75 

66 

51 
56 
72 
56 
56 
66 
64 

60 
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CUmatolog-ical  Data  for  March, 

1917. 

Counties. 

5 

a 
> 

S 

o 

Temperature 

in  degrees  Fahr. 

Precipitation,  in  inches. 

Number  of  days. 

5 

"5.5 

.S  o 

'S 

> 

£ 

Stations. 

£■5 
t:  = 

9 

C 

"a 

5  3 

I- 

C  — 

"S  5 

'"  s 

•r  t- 
«;0 

5 

•c 
5 
o 

Observers. 

Eastern  Portion. 

Barn\^'ell 

186 
21 
296 
160 
43 

48 
144 

25 
175 

143 
106 
63 
136 
136 
168 

12 
64 

28 
30 
28 
16 
2 

46 
27 
31 
22 

29 
24 
31 

28 
2 

58.4 
,59.7 
58.0 
56.3 
56.8 

59.4 
53.4 
•55.4 
54.6 

+0.7 
+0.7 
-0.1 
-LB 

+2.2 
-0.5 
-1.4 
-1.7 

84 
85 
87 
84 
82 

84 
79 
•77 
82 

12 
31 
12 
12 
12 

12 
31 
11 

12 

27 
28 
23 
25 
29 

34 
26 
29 
25 

6 
6 
6 
6 
6 

6 
6 
6 
6 

45 
39 
52 
45 
45 

28 
32 
•36 
44 

6.05 
.3.41 
3.40 
4.90 
2.68 

3.05 
2.55 
4.07 
3.13 

4.30 
2.77 
5.26 
2.71 
2.63 

+2.23 

0.00 

-0.29 

+0.71 

-0.67 
-1.17 
+0. 37 
-0.18 

+0.24 
-1.30 
+  1.87 
-0.  32 
-0.40 

1.92 
1.27 
0.95 
1.10 
0.65 

1.39 

0.70 
1.20 
1.00 

1.23 
0.80 
1.20 
0.62 
0.62 
'0.71 

0.85 
0.96 
1.48 
1.30 

1.05 
1.73 
1.01 
0.75 
1.00 

1.28 
1.40 
2.19 

0 
0 
0 
0 
0 

0 
0 
0 
0 

0 
0 
0 
0 
0 
0 

0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 

9 
6 

7 
10 
8 

10 
12 
9 
10 

10 
9 
9 

12 
9 

13 
13 
15 
16 
12 

15 

3 

10 
6 

5 
8 

6 

15 

8 
10 
10 
11 

10 

sw. 
sw. 

sw. 
w. 

sw. 

R.  B.  Vance 

Beaufort  

Miss  Lillian  H  Rice 

Mrs.  D.  B.Sanders 

Orangeburg 

Marion 

B.  O.  Evans. 

D.  L.  Carmichael 

Charleston 

Charleston 

Chesterfield 

Horry    

U.S.  Weather  Bureau. 
.1.  H.  Powe 

Paul  Qnattlebaum. 
D.  C.  McCall. 

Darlington 

Bamberg 

13 

2 

16 

Edisto  tt 

Nathan  -Jenkins 

Florence  

H.  B.  McCall 

Ferguson 

Orangeburg 

Florence 

-Toseph  P  Simons 

54.4 

-1.6 

81 

a 

27 

6 

44 

13 
17 

9 
6 

9 

8 

sw. 

se. 

H.K.Gilbert 

do 

Pee  Dee  Experiment  Sta 

Dillon 

H.  B,  Floyd. 

Georgetown 

Williamsburg 

Georgetown     .... 

22 

28 

2 

1 

67 
3 

28 
21 
25 

19 
14 

57.2 
56.4 

-0.7 
-0.9 

85 

84 

J  83 

84 

80 

12 

12 

tl2 

12 

12 

27 
28 
"29 
28 

30 

6 

6 

16 

6 

6 

44 
44 

J43 
48 

3.45 
4.23 
4.09 
4.62 

4.45 
6.13 
4.41 
3.24 

3.11 

3.99 
5.00 

0.00 
+0.78 

+0.80 

■+6.'8,s' 

-0.28 
-0.25 

+0.56 
+  L14 

7 
7 
11 
6 

10 
9 

10 
9 

16 

12 

8 

17 
17 
13 
17 

16 

7 
4 
13 
6 

0 

7 
10 
5 
8 

15 

sw. 

w. 

w. 

nw. 

A.  P.  Hazard. 

Kinffstree 

OaV'i.  tr                            

A.O.Matthews. 
O.  M.  Mitchell 

Orangeburg 

Pinopolis  " 

Orangeburg 

Berkeley 

264 

54 
97 

109 
62 
192 

75 

69 

4 

24 

55.8 
57.8 

+0.4 

U.S.  Fisheries  Station. 
Miss  E.  P.  Ravonel 

Clarendon 

Dorchester 

('alhoun 

William  B.  WoUe. 

St  George              

•59.2 
56.4 
53.4 

59.6 
'60.0 

+  1.3 
+0.3 
-1.8 

+0.9 
-0.8 

•84 
88 
81 

84 
"81 

12 
12 
12 

12 

tu 

31 
25 
25 

26 
•26 

6 
6 
6 

6 
6 

•44 
52 
41 

43 
•49 

15 
16 
14 

10 
19 

3 

10 

21 
3 

13 
5 
10 

0 
9 

.sw. 
nw. 

sw. 

sw. 

R.  S.  Weeks. 

J.  S.  Wainiamaker. 

Darlington 

Dorchester 

Colleton   

A.  H.  Rogers. 

Miss  E.  H.  Gadsden. 

Walterboro      

J.  N.  Frank. 

Whitph»ll  (near) 

.     do 

Special  Rice  Exp.  Station. 
.l.G.  HntsoM. 

Yemassee 

Division  means  and 

Hampton  

e.vtremes     

21 

58.6 
57.1 

57.4 
52.  (i 
53.0 

+0.4 
-0.1 

+  1.2 
-1.8 
-2.1 

85 
88 

84 
83 
78 

12 
12 

12 
31 
12 

23 
23 

23 
20 
25 

6 
6 

6 
6 
6 

49 
52 

48 
46 
42 

4.51 
3.93 

5.29 
8.84 
5.39 
4.70 
7.86 

3.43 
5.05 
6.04 
10.19 
2.54 

6.73 
,").  91 

+0.94 
+0.32 

+1.28 
+3.81 
+0.83 
+  1.13 
+3.04 

-0.20 
+  0.92 
+2.  48 
+5.35 
-1.16 

'+i.'26 

+  5.29 
+2.48 
-0.46 

+5.' 58' 
-0.30 
-0. 15 

+1.21 

■+i.'i7' 

+4.76 
+  1.37 

+1.75 
+4. 23 
+2.16 
+5.54 
-0.16 
+1.78 

+2.24 

+  1.48 

2.13 
2.19 

1.16 
1.35 
1.04 
0.73 
1.72 

0.9O 
0.98 
1.90 
1.75 
0.62 

1.50 
1.37 
2.76 
1.19 
0.61 

0.90 
2.  72 
3.10 
1.25 

1.  00 

L15 
2.51 
1.03 
1.82 
L12 

1.29 
2.56 
1.74 

2.  19 
0.  83 
1.20 

3.10 
3.10 

0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
T. 
0 
0 
0 

0 
0 
0 
0 
0 
0 

T. 
T. 

8 
9 

13 
15 
10 
15 
11 

12 
14 
9 
15 
11 

10 
16 
15 

10 
8 

13 
17 
14 
8 
9 

11 
15 
14 
16 
11 

15 
14 
11 
16 
12 
11 

13 
11 

17 
15 

17 
15 
15 

0 

7 

0 
3 
5 

14 
9 

14 
13 
11 

se. 
sw. 

ne. 
w. 
nw. 

Western  Portion. 
Ailipn            

Aiken 

527 
764 
656 
293 
508 

222 
562 
402 
850 
351 

56 
21 
28 
14 
24 

57 
13 
13 
25 
30 

3 

4 

24 

28 

16 

1 

2 

18 

24 

14 

10 
2 
14 
13 
16 

24 
34 
28 
14 
1 
18 

Frank  B.  McCoy. 

Anderson  

Lexington 

Fairfield 

11.  H.  Russell. 

Batesburg 

E..I.  llite. 

.1.  N.  Owens. 

Calboun  Falls      

Abbeville 

5L8 

82 

12 

21 

t6 

46 

12 

17 

6 
2 

13 

12 

e. 

ne. 

L.  M.  Parker. 

Kershaw 

York  

W.  C.  Brown. 

Catawba                

James  C.  Faris. 

Chappf^lls 

Newberry 

Oconee 

.!..(.  Murran. 

Cleinson  College 

52.4 
55.2 

+6.5 
+  1.2 

74 
79 



31 
31 

22 
29 

6 
6 

40 
30 

13 
12 

10 
6 

8 
13 

w. 
ne. 

Prof.  F.  H.  11.  Calhoun 

Richland 

U  S.  Weather  Bureau. 

Edgefield          

Edgefield 

J.  A.  Townsend. 

Gaston  Shoals  tt 

Cherokee 

680 
989 
671 
568 

500 
1063 
900 
71! 
450 

400 
1380 
502 
850 
536 

512 
875 
620 
1061 
548 
690 

Harry  A.  Parshall. 

Greenville               

Greenville 

(ireenwood 

Lancaster 

49.7 
50.8 
50.4 

52.6 
50.2 
51.3 
"■52.4 
56.9 

56.6 
49.5 
53.6 

-0.9 
-2.4 
-3.7 

-i.'s' 

-3.  7 

+0.1 

+0.8 

-i.'e' 

78 
78 
73 

79 
77 
78 
■"SO 
85 

81 
74 

81 

31 
31 

15 

31 
31 
31 
31 
12 

31 
31 
31 

21 
24 
24 

24 
19 
21 
•25 
23 

27 
14 
24 

6 

6 

t6 

6 
6 
6 
6 
6 

6 
6 
6 

38 
43 
38 

43 
43 

45 

-"43 

46 

43 
43 
42 

10.79 
6.55 
3.21 

3.40 
U.61 
10. 99 
3.57 
4.31 

6.08 
12.42 
5.02 
9.56 
5.43 

6.21 
9.03 
6.59 
n.56 
3.78 
5.73 

6.61 
5.39 

13 
11 

12 

17 
13 
9 
13 

8 
0 
11 

0 

8 
11 

1 

10 
20 

8 

14 
10 
11 
17 

sw. 

w. 

w. 

e. 

se. 
n. 

J.  H.  Woodside. 

Greenwood 

M.  M.  Calhoun. 

Heath  Spring 

J.  Marvin  Bowers. 

Kershaw                

Kershaw 

John  W.  Hamel. 

Landmni       

Spartanburg 

Pickens 

R.  Hartwell  Wilds.  D  D  S 

Liberty 

Little  Mountain 

Meri^vethe^         

Newberry 

McCormick 

Saluda 

J.  M.  Sea.se,  M.  D. 
William  S.  Middleton. 

11 

12 
8 

13 
6 

8 

7 
13 
15 

sw. 
sw. 

Newberry 

Anderson 

Warren  G.  Peterson. 

Pelzer    

.loshua  Y'.  .Ion(*s. 

Saluda 

Saluda 

53.9 

51.7 
51.0 
55.4 

-3.3 

-1.9 
-0.4 
-L2 

81 

79 
79 
81 

31 

31 
31 
12 

21 

23 
23 

25 

6 

6 
6 
6 

43 

43 
37 

45 

18 
12 

'ie' 

12 
16 
10 

14 
14 

4 
8 

8 
4 
13 

6 
6 

9 
11 

"s' 

11 
11 

8 

11 

11 

w. 

w. 

sw. 
e. 
s. 
sw. 

w. 
sw. 

Mrs.  F.  V.J.  Maxwell 

Santuck 

I'nion 

E  W  Jeter. 

Spartanburg 

Spartanburg 

Edgefield 

F.  P.  Robinson. 
Mrs.  S.  E.  Long. 

Walhalla 

Oconee 

H.  W.  Brandt. 

White  Oak  

Fairfield 

53.9 
51.0 

52.9 
55.0 

+0.4 
-2.9 

-1.4 

+0.4 

81 
74 

85 

88 

31 
31 

12 
12 

25 
24 

14 
14 

6 

! 

42 
38 

48 
52 

T.  Q.  Patrick  &  Co. 

Winthrop  College  Xt-  ■■ 
Division  means  and 

York 

W   P  Goodman 

extremes 

Section  means  and 

extremes 

The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
determining  section  or  division  means.     Reference  letters  (','',  i^i,  appearing  in  the  table  indicate  number  of  days  missing:  for  example,  ^  represents  two  days  missing,  etc. 

t  Akso  on  other  dates,  tt  Received  too  late  to  be  included  in  means  and  snnnnaries.  "  Temperature  data  are  from  observed  readings  of  tlie  dry  bulb:  means  are  com- 
puted from  observed  readings,     tt  Postoffice  addresses  of  these  staticms  ara  as  follows:    Of  Edisto.  Enibree:  of  Gaston  Shoals.  GafVney:  of  Winthrop  College,  Rock  Hill. 

T.  Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


]March,    191; 
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Daily  Precipitation  for  March,    1917. 


Day  of  month. 


Stations. 

Watersheds. 

1 

2 

3 

4       5 

6 

7 

8 

9 

1 
10  1  11 

12 

13 

1 
14     15 

16 

17 

18 

19 

20 

21     22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

0 

Eh 

Eastern  Portion. 

AllptwUtl)^  ilil 

Savannah  

1/27 

L92 

.03 

'.'ei 

.45 

.05 

.22 

.20 

.20 
.17 
.05 
.64 
.50 
.02 
.20 
T. 

.02 

'.'i2 
.10 
T. 
.32 
.20 
.75 

i.'os 
i.'os 

'.'05 

.22 
.18 
.22 
.08 

.67 
L03 
.•24 

.58 
.83 
.30 
.86 
.74 

1.75 
.31 
.40 
1.37 
2.  76 
.84 
.56 
.60 

2.30 

3.10 
.53 
.63 
.61 

2. 12 
.65 

1.82 

.72 

.82 

2.56 

811 

L33 

'.'87 

:::: 

.50 
.98 

.20 
.09 
.32 
.98 
.30 

T. 

.52 

i.'io 

.04 
.20 

'.'•>2 
T. 

LPS 
.34 
.95 

'.'ei 

L19 

.40 
.55 

.80 
1.^23 
.68 
.70 
.34 
.52 
.71 
.85 

.77 
.41 
.80 
.50 
.50 
.78 
.70 

1.00 
1.28 
1.40 
•2.19 
■2.13 

i.'si 

.69 
.73 

1.72 
.33 
.90 

1.90 

1.19 
.■24 
1.10 
1.30 
1.32 
1.18 
.61 
.76 

L03 
1.02 
1.25 
.84 
.99 
LOO 
1.03 
1.44 

L12 
.78 

1.38 
.02 
.98 
.83 
.72 

T. 

6.05 

.50 

3.41 

RIai'Uvillp  ml 

Edisto     

.26 

.90 

.58 

18 

.45 
.10 
.48 
ni 

.22 

't.' 

T. 

T. 
.22 

.60 

'.'38 
T. 

.60 
.59 
.28 
.80 
.41 

'.'•28 
T. 
.03 

'.'•24 
.07 
.20 
T. 

3.40 

do 

Pee  Dee 

Coast 

Pee  Dee 

Waceamaw  ... 

Pee  Dee 

.10 

T. 

.46 

'.'67 
1.20 

.02 
.05 
T. 

.52 
27 

T. 

't.' 

.48 

T. 

T. 

T. 
T. 

'i'.' 

.07 
.10 
T. 

'.'i-i 

'.'is 

T. 

.02 

■f.' 
T. 
.05 

.71 
.34 
.30 
.02 

4.90 

'.'.'.'. 

■f.' 

.03 
.39 

'.'io 

.02 
.13 

2.68 

Charleston  "' 

f'hpraw  illl                

3  05 

T.  1  .07 

.17    -36 

1. . . 

.18 
.45 

.20 
.35 
.12 

2.55 

Conway  ill! 

Dnrlincfnn  till 

.05 

.20 

.25 
1.05 

.33 
L20 

.42 

.30 

T. 

"n.'i 

.42 

1.00 
.35 
.80 
.98 
.62 
.12 

4.07 

3. 13 

Filisti)  III! 

Edisto 

4.30 

2.77 

Santee 

.10 
.16 

.20 
.03 

.12 

5.26 

Pee  Dee 

.031  .06 

■f.' 

T. 

't.' 

.08 
T. 

.04 

T. 

.55 

.50 

2  71 

.  do 

.20 

.02 

.38 

2.63 

TTlnvd  T)nlp 

Little  Pee  Dee 
Coast 

'.'25 

.05 

.35 

.35 

.25 

.56 
.13 
.32 
.14 
.20 
.12 
.20 

.01 
.05 
.22 
.08 
.10 

.83 
.76 
.51 
.13 
.96 
.15 
.04 
.63 

1.03 
.24 
.75 
.04 
.55 
.54 
.10 
.03 

.66 
.40 
.31 
.45 
.58 
LOS 
.40 
.70 

.62 
.35 
.23 

3.45 

Blaek 

.96 

1.48 
.65 

.64 

.44 

.27 
.01 

.74 

99 

4. '23 

Oaks                 

..  .  do   

.04 

.02 

'.'86 
.73 
.02 
.05 

.05 

'.'65 
.50 

.05 
."47 

.10 

T. 

.04 

.03 

.01 

.10 

.... 

.33 

i.'so 

'.'97 
.45 
.39 

.63 

.01 

'.'56 

i.'64 

.60 
1.12 
.90 
.46 
.97 

't.' 

.80 
.33 
.48 
1.00 

'.'56 

.02 

'.'46 

'.'43 

75 

4.09 

Edisto 

.90 

'.'.54 

4.  62 

.30 

.06 

.46 

4.45 

1.73 
.90 

.70 

.16 
.87 
L14 

.52 
.80 
.52 

.53 
.41 
.21 

.50 
.01 
.09 

.01 
.23 

'.95.... 

6.13 

St.Geomellll 

St.  Matthews  Ilil 

Society  Hill  llli  

Edisto               ' 

T. 

1.01 
.54 

.10 
.19 

".\2 

.•27 
.87 
.36 

.21 

.31 

4.41 

j 

3.24 

do       

.06 
T. 

.06 
.06 

.... 

'f.' 

'.'06 

.16 

.02 

.02 
.38 
.47 
.41 

.04 

3.U 

Sninnior\'ille    

Ashley 

Ashepoo 

. . . . 

3.99 

Wiiltt-'rboro 

5.00 

Whitehall  (near)    

Conibahee  . 

do 

T. 

.75 
1.3o 

'38 
.39 
.10 
.50 
.40 

1.40 
.41 

'.'31 

.70 
.64 
.58 
.07 

2.72 
1.30 

.60 

.07 
.12 
.82 
.50 
.93 
.27 
.60 
.7C 

.16 

.04 
'.'35 

'.'6i 
.'08 

.17 
'f.' 

.85 
L16 

4  61 

Wrslerii  Porlinn. 
Aiken        

Edisto 

Savannah  

Edisto 

.21 
.86 

.23 
.38 
.69 
.46 
1.20 
.26 
.45 

.29 

.80 

'>28 
.23 

'.'49 
.30 

.57 
.01 
.05 
.30 
.42 
.24 
.38 

.51 

.60 

'.'65 

.29 

'.'is 

.51 

'.'65 

20 

.03 
.05 

■.'64 

.04 
.32 

23 

.51 
.97 

S.29 

46 

.  56  . . . . 
. 19  . . . . 

8.84 

Batesburg  |11|            

.43 
.16 

'.'26 
.08 
.20 

5.39 

Bliiirsllll         

.02 
T. 

.02 
■.'69 

.13 
.04 

'.'•ii 

4.70 

Calhoun  Falls  |||| 

Savannah  

Wateree 

Catawba 

Saluda 

.23 

T. 

.15 

'.'65 

.21 
.04 
.14 
T. 

1.06 
.41 

'.'72 

.... 

7.86 
3.43 

Catawba  ||||      

6.05 

Chappolls  nil    

6.04 

Cleinson  College 

Savannah  

ConKare(! 

Savannah  

Broad 

Saluda 

do 

l.lf. 
.55 

■■52 
1.26 

.15 
.07 
1.50 
.06 
.17 
.48 
.2-2 
.11 

.17 

.30 

.20 

T. 

.18 

.28 

.40 

.20 

.30 
.68 
.10 
.19 
.27 
.33 
.64 

't.' 

'>9 

.50 
.10 

.03 

.10 
T. 

.78 
.05 

'.'20 
.24 
.24 
.30 

'.ib 

.09 
.15 

10.19 

Columbia'" 

2.54 

KdgeHelclllll 

.98 
.16 
1.34 
1.19 

.•25 
T. 

6.73 

Gaston  shoals  |||| 

.25 
.16 

.11 
.21 

'.'65 

T.  :  .02 

.43 
.61 

.02 

.45 
.52 

1 
■.14!..:: 

5.91 

Greenville  III     

10  79 

Green\\'oo(l  1 1[ 

6.55 

Heath  Spring 

Wateree 

.18 

.95 
.80 
.11 
.07 
.14 
1.19 
.28 
.20 

.18 

.58 

.61 
1.02 
.62 
.55 
.72 
1.50 
.70 
.46 

1.00 
.60 
.33 
.80 

3.21 

Kershaw 

Lynches 

Broad  

Savannah  

Sahida 

Savannah  

Edisto 

Savannah  

Saluda 

.32 

1.72 
.80 
.33 
T. 

1.15 
.48 
.18 
.52 

.39 
.32 
.50 
1.74 
.99 
.15 
.35 

.45 

.14 
.20 

.03 

.42 
.25 

'f.' 

.24 

.55 

.22 

.28 

T. 

.36 

.36 

.03 

.04 
.45 

.02 
T. 

.16 

.08 
.03 

.15 
'f.' 

'.'26 

".22 
.07 
.31 
.10 

.18 
.06 

'.'09 
.•24 
T. 

.15 

3  40 

Landrum 

11.61 

Liberty  

10.99 

Little  .Mountain 

3.57 

Meriwether 

.27 
.02 
.91 
.20 
.46 

.16 
.48 

1.00 
.61 

2.51 
.65 
.72 

.71 
1  og 

'.'6i 
.11 

.03 
1.00 

.05 
.12 
1.20 
.05 

0^ 

■f.' 

'.'46 
'.'30 

't.' 

'.'30 

T. 

'.'is 

.02 
.08 

'.'oi 

t'.' 
T. 

i"'.' 

'.'32 

'.'65 
.02 
T. 

'.'62 

4.31 

Monetta 

5.08 

Mountain  Rest 

Newberry 

12.42 
5  02 

Pelzerllll 

Saluda 

do 

do 

T. 

9.66 
5.43 

Sautuelv 

Broad 

do 

Edisto 

Savannah  

Broad  

Catawba 

.02 

.06 
.24 
T. 
.39 

.36 

'f.' 
.61 
.15 

't.' 

.01 
T. 

't'.' 

T. 

.26! 

6  21 

Spartanl)urg  |||| 

Trenton 

.48    .94 

.12]  .88 
.47|2. 19 
.07    .74 
.42|L20 

.32 
.25 
.99 

IS 

.30 

9.03 
6.59 

Walhalla 

.0'2 
T. 



.18 

.01 

.04 

.05 

1.01    ... 
.  49  . . . . 
.  45  . . . . 

L  20  1.97 
.16   .65 
.15  1.00 

11.56 

White  Oak 

3  78 

Winthrop  College 

.10 

.35 

.35 

6.73 

E.xcept  as  otherwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observation.  ||||  Precipitation  measured  in  tiie  morning;  amount  then  recorded  is  fortbe  preceding  24  hours.  ***  Regular  Weatlier  Bureau  station:  precipitation  is  for  the 
24-hour  period,  midnight  to  nn'dnight.    *  Precipitation  included  in  the  next  following  measurement,    t  Separate  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  0.01  inch. 


COMPARATIVE  DATA  FOR  MARCH. 


Year. 


Temperature. 


Precipitation. 


I  Q^'S'T     . 

tt.t;  =i  o 

cS  >  '-  ^ 


Average  n  u  m  b  e  r  of 
days. 


51.4 

82 

23  i 

5'2.1 

SO 

19 

51.6 

77 

20 

5^2.5 

85 

11 

50.0 

78 

20 

52.  8 

78 

23 

53.9 

85 

IS 

59.3 

90 

15 

53. 5 

90 

24 

53.1 

93 

19 

,       56.4 

92 

21 

1       69.1 

92 

•22 

i       .55. 2 

89 

12 

51.6 

79 

•22 

53.4 

86 

10 

54.0 

86 

19 

60.4 

■84 

26  1 

1.85 
6.71 
.3.41 
•2.96 
7.88 
3.78 
2.22 
2.08 
6.71 
2. 12 
4.54 
2.  99 
3.89 
4.  '22 
4.  .36 
4.08 
5.92 


13  1 

15  ' 

12 

14 

11 
12 
12 
14 
14 


w. 

sw. 
ne. 
nw. 
sw. 
sw. 
sw. 
sw. 
sw. 
ne. 
sw. 
sw. 
sw. 
sw. 
ne. 


Year. 


Temperature. 

Precipitation. 

Average  n  u  m  b  e  r  of 
days. 

Highest. 

9 
0 

CJ 

< 

Average 
days  with 
0.01  inch 
or  more. 

Clear. 

Partly 
cloudy. 

Cloudy. 

1904 

1905 

1906 

1907 

1908 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916 

1917 

Period . 


56.2 

87 

23 

3.42 

9 

13 

9 

9 

57.8 

93 

28 

2.15 

6 

15 

6 

10 

51.6 

82 

18 

5.34 

10 

13 

6 

12 

62.  0 

99 

20 

1.57 

6 

15 

10 

6 

61.4 

90 

29 

4.56 

8 

15 

8 

S 

54.1 

90 

27 

4.80 

11 

14 

8 

9 

59.4 

93 

22 

1.38 

4 

21 

6 

4 

54.9 

90 

22 

2.30 

7 

17 

8 

6 

53. 2 

88 

15 

6.79 

10 

14 

5 

12 

56.9 

88 

22 

7.40 

10 

13 

5 

13 

50.2 

91 

12 

•2.59 

8 

14 

9 

S 

46.3 

81 

22 

2.66 

7 

15 

8 

8 

53.  7 

87 

15 

•2.14 

5 

19 

8 

4 

55.0 

8S 

14 

5.39 

11 

14 

6 

11 

54.6 

1 

99 

10 

3.91 

8 

14 

8 

9 

ne. 

ne. 

w. 

sw. 

sw. 

sw. 

sw. 

w. 

ne. 

w. 

w. 

nw. 

sw. 

sw. 

sw. 
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March,   1917 


Daily  Temperatures  for  March.,  1917. 


Stations. 


12      3       4      5 


i        I 
10      11      12      13      14      15      16      17      18      19     20  1  21      22  I  23     24     25     26     27     2S     29     30      31     Mean. 


Edflern  Portion. 


AllendnleW ( 

Beaufort j 

BlackvillC^ \ 

Bowman | 

Centenary j 

Charleston j 

Cheraw  'J'J \ 

Conway  S'i'5 \ 

Da.rUngton'i'i ) 

Ferguson  S^* j 

Florence  1  W ) 

Floyd  Dale \ 

Georsetown ^ 

KingstreevS'j ] 

Oaks ( 

Orangeburg ; 

St.  George  SSiJ ) 

St.  Matthews  W \ 

Society  Hill  S^^ \ 

Summerville j 

Walterboro ) 

Yemassee  % ; 


Maximum  . 

Minimum.. 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum. . 
.Maxinuim  . 
Minimum. . 
Maximum  . 
Miuinnnn.. 
.Maximum  . 
Minimum.. 
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•^'^'"'"■'^ (  .Minimum. 

,         ,t,t  \  Maximum 
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^"'"to" (  Minimum. 

,,.,  ..    r\  t  S  .Maximum 

\MHteOak /Minimum. 

,,,.    ^,  ,,   ,,  (  Ma.ximum 

Wnitbrop  College...  j  Minimum. 
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Reference  letters,  (»,'>,  c).  appearing  in  the  table  indicate  number  of  days  missing:  For  example,  ''  represents  two  days  missing,  etc 
%  Instruments  are  read  in  the  morning:  the  maximiim  temperatiire  tlinii  read  is  charged  to  the  pri'r'cding  day,  on  which  it  almost  always  occurs. 
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GENERAL  SUMMARY. 

The  temperature  during  April  averaged  eonsiderable  above 
normal,  due  principally  to  warmer  days  than  usual  for  the 
season,  and  killing  frosts  occurred  onlj'  in  the  northwestern 
counties  and  were  confined  to  the  early  part  of  the  month. 
While  the  precipitation  ranged  somewhat  above  normal,  the 
heavy  to  excessive  rains  of  the  first  half  were  followed  by  a  long 
period  of  semi-drought,  with  onl}'  light  and  scattered  rainfall. 

The  wet  condition  of  the  soil  at  the  beginning  of  the  month 
retarded  spring  land  preparation,  l)ut  the  seeding  of  all  crops 
proceeded  rapidly  after  the  dry  weather  set  in,  and  with  greater 
seasonal  regularity  than  for  several  years  past.  Earlj' cotton 
can)e  to  good  stands  l)y  May  1,  and  chopping  was  in  progress 
northward  over  the  lower  Piedmont.  Early  corn  germinated 
well,  and  cultivation  was  well  advanced,  with  a  large  acreage 
still  to  be  planted.  Wheat  had  improved  materially,  tnit 
toward  the  close  of  the  month  the  crop  had  become  rather  thin 
under  drought  and  was  iiending  short.  Oats,  which  suffered 
most  from  the  winter  freezes,  was  slowly  deteriorating,  but 
there  were  some  very  fine  stands  of  rye.  Tobacco  transplanting 
was  nearing  completion  toward  the  close  of  the  month,  and 
plants  were  plentiful.  Much  of  the  winter-killed  truck  land 
was  turned  to  white  potatoes,  and  a  large  portion  of  the  old 
oat  acreage  will  lie  planted  to  corn.  The  general  fruit  situation 
was  promising,  and  tine  strawbeiries  were  marketed.  Pasture's 
and  meadows  continued  short  on  account  of  lack  of  timely 
rains.  The  land  preparation  indicated  a  largely  increased 
acreage  of  foods! nil's  this  season. 


PRESSURE. 

The  mean  sea-levl  pressure,  determined  from  reports  of 
7  regular  ^\'eather  Bureau  stations  in  and  surrounding  the 
Section,  was  2i).i)9  inches.  The  highest  pressuie  in  the  region 
covered  i)y  reports  was  30.43  inches  at  \\'ilmington,  N.  C,  on 
the  4th,  and  in  the  Section  proper,  30.37  inches  at  Columbia 
on  the  same  date;  lowest  pressure,  29.35  inches  at  Charlotte, 
N.  C,  on  the  oth,  and  in  the  Section  i)roper,  29.43  inches, 
at  Columbia  on  the  same  date. 


TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  re- 
ports of  41  stations,  was  04.9°,  or  2.5°  al)ove  the  established 
normal.  The  highest  temperature  was  9(1°  at  i'lorence  No.  1, 
Florence  County,  on  the  19th  and  20th.  The  warmest  periods 
of  the  month  were  between  the  17th  and  21st  and  during  the 
last  few  days.  The  lowest  temperature  was  28°  at  Mountain 
Rest,  Oconee  County,  on  the  10th.  The  coolest  period  of  the 
month  was  between  the  7th  and  11th,  when  the  latest  spring 
killing  frosts  occurred  in  the  northwestern  counties. 

HUMIDITY. 

The  mean  relative  humidity,  determined  from  reports  of 
7  regular  Weather  Bureau  stations  in  and  surrounding  the 
Section,  was  as  follows:  8  a.m.,  73%;  8  p.m.,  60%.  The 
highest  percentages  occurred  over  the  extreme  eastern  and 
extreme  southern  coast  districts,  and  tlie  lowest,  over  the  north- 
central  counties. 


PRECIPITATION. 

The  average  for  the  Section,   58  stations  reporting,   was 

3.84  inches,  or  0.56  inch  above  the  established  normal.  Practi- 
cally the  entire  effective  precipitation  of  the  month  for  cultivat- 
ing antl  growing  purposes  occurred  during  the  first  decade  and 
on  the  13th  and  14th;  after  the  latter  date  the  rainfall  was 
generally  scattered  and  insufficient  in  amount,  and  the  ac- 
cumulated excess  of  the  early  part  of  the  month  progressively 
decreased.  On  the  whole,  the  amounts  were  near  or  above 
normal  over  the  northwestern  half  of  the  State,  except  a  narrow 
strip  running  from  Abbeville  County  eastward ;  in  an  extensive 
area  of  the  coastal  plain,  the  amounts  were  below  normal  and 
ranged  downward  to  less  than  one  inch  in  Charleston  County. 
The  greatest  local  monthly  amount  was  4.57  inches  at  AValter- 
boro,  Colleton  County;  least  monthly  amount,  0.97  inch  at 
Charleston.     The  greatest  24-hour  amount  at  any  station  was 

2.85  inches  at  Pleath  Spring,  Lancaster  County,  on  the  5th. 
The  number  of  rainy  days  was  normal. 

No  snow  occurred  at  any  station  during  the  month. 


WIND. 

The  prevailing  wind  was  from  tlie  southwest.  The  average 
hourly  velocity,  determined  fron)  7  anemometer  records,  was 
8.9  miles.  The  highest  average  velocity  in  the  region  covered 
by  reports  was  11.3  miles  per  hour  at  Charlotte,  N.  C. ;  lowest 
average,  5.5  miles  at  Augusta,  Ga.  In  the  Section  proper  the 
average  velocities  w(>re  10.9  miles  per  hour  at  Charleston  and 
7.5  miles  per  hour  at  Columbia.  The  highest  velocitj'  for  any 
5-minute  period  was  60  miles  per  hour  from  the  southwest  at 
Charlotte,  N.  C,  on  the  30th,  and  in  the  Section  proper,  46 
miles  per  hour  from  the  southwest  atColumbia  on  the  5th. 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  7  auto- 
matic records,  was  298.9  hours,  or  76%  of  the  possible  amount. 
The  average  number  of  clear  days  was  20;  partly  cloudy,  6, 
and  cloudy,  4,  as  against  normals  of  15,  8,  and  7  days,  re- 
spectively.   

RIVER  CONDITIONS. 

^Moderate  freshets  occurred  in  all  the  rivers  above  the 
Satitee  subsequent  to  the  heavy  rains  over  the  upper  reaches  up 
to  April  5,  prolonging  the  flood  still  running  in  the  Santee 
River,  the  water  finally  falling  below  flood  stage  at  Ferguson 
by  the  23d.  Unavoidabh^  losses  incident  to  the  freshets  of  late 
March  and  early  April  approximated  $23,385,  while  the  value 
of  movable  property  saved  by  timely  warnings  of  the  ^^'eather 
Bureau  was  conservatively  estimated  at  S53,500. 
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Eiiflern  I'urlioii. 


Allendale  . 
Beaufort  . . 
Blaekville  . 
Bowman.. . 
Centenary . 


Barnwell 

Beaufort  

Barnwell 

Orangeburg  . 
Marion 


Charleston Charleston  . 

Cheraw Chesterfield 

Conway Horry 

Darlington Darlington  . 


Edisto  tt Bamberg 
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Ferguson !  Orangeburg  . 
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Florence  2 do 

Floyd  Dale Dillon 
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875 
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+2.4 

+2.7 

+  1.3 

+3.4 

+3.2 

+3.4 


+3.6 


+3.1 
+3.2 


+0.4 


+4.3 

+4.7 
+2.7 

+3.1 


+  1.8 

+2.8 


+3.6 

+4.7 
+3.8 


+3.1 
+3.0 


+5.2 
+  3.0 
+0.5 


64.  8    

62. 6    

63.9     +3.6 


"66.0  I  +3.5 
+2.6 


66. 6 
58.8 
64.  8 


64.4 

64.1 
62.9 
66.2 


66.4 
63.4 


64.2 
64.9 


+2.8 


+  1.9 

+3.9 
+3.0 
+3.6 


+4.3 
+2.9 


+3.2 
+2.5 


93 


20 

20 

tl9 

20 

20 

20 
19 


95 

94 
'93 
94 


91 
"94 
90 


92 


20 
tl9 


21 

20 

tiO 

19 


20 

tl9 

19 

20 
20 


tiO 
tl9 


tl9 

tl9 

19 


36 


41 
37 
'■34 


10 


tl8 
19 


37 
"35 
37 


34 


•  35 
32 
38 
44 

46 

28 
28 


2. 55 
1.98 
3.67 
2.89 
2.01 

0.97 
3.42 
2.65 
3.90 

2.83 
3.45 
3.97 
3.19 
2.79 


+0.09 
-0.3S 
+0.37 
-0.59 


-2.02 
to.  64 
-0.26 
+0.75 

-0.79 
+0. 27 
+  L17 
+0. 29 
-0.11 


1.90 
2.96 
2. 76 
3.45 

4.05 
2. 53 
2.79 
3.44 
3.26 

2.95 

4.57 
3.02 
2.76 

2.99 


-1.40 

+0.15 


+  1.08 

-6.' 22' 

+0. 20 
-0.03 

-0.53 
tl.24 


-0.21 
-0.07 


40 


"93 

91 
87 
94 


tl9 
19 
19 


19 
+20 

+19 

+19 


31 
35 
30 

34 

38 
34 
'•39 
''36 

40 
28 
,34 


14 

10 
10 
+7 

10 
10 
10 


4.  04  +0. 92 
4.  25  +0.  98 
3.75  I  +0.84 
2.70  i  +0.68 
2.96  i   -0.62 


0.98 
0.86 
1.02 
1.24 
0.75 

0.60 
1.22 
1.60 
1.18 

0.86 
0.93 
1.06 
0.98 
0.85 


0 

7 

0 

4 

0 

6 

0 

6 

0 

9 

0 

6 

0 

8 

0 

/ 

0 

7 

0 

0 

8 

32 

+7 

32 

10 

33 

10 

39 

+7 

3.5' 

"'io' 

33 

10 

28 

10 

28 

10 

4.32 
3.18 
2.80 
3.71 
2.82 

4.18 
3.21 
3.98 
2.80 
4.43 

3.80 
3.99 
4.25 
3.21 

3.  88 

3.88 
4.42 
3.02 
4.32 
3. 13 

3.17 
3.87 
3.75 
4.23 
3.44 
3.15 

3.64 
3.34 


+  1.21 
+0.78 
+0.60 
-0.  07 
-0.04 


-0.01 
+0.  30 
-0. 13 
+  1.50 


-0.,S8 
+0.04 
+0.  9.5 

+  1.25 

+6.' 25 
+0.78 
+0.66 

-0.11 
+0.  63 
+0.42 
-0.  ,39 
+0.80 
+0.13 

+0.38 
+0.56 


0.75 
1.15 
1.48 
1.00 

1.56 
0.80 
1.07 
1.06 
1.03 

1.33 
1.61 
0.99 
0.94 

1.61 


2.23 
2.  36 
1.31 
1.75 
1.97 

1.89 
2.  05 
1.80 
2.  01 
1.20 

1.80 
2.49 
2.  08 
1.70 
2.85 

1.89 
2.  51 
1.85 
2.  30 
2.48 

2.  .54 
2.  30 
2.05 
2.60 
2.10 

2. 20 
2.  ,55 
2.68 
2.30 
2.18 
L60 

2.85 
2.85 


SW. 
svv. 


R.  B.  Vance. 

Miss  Lillian  H.  Rice. 

Mrs.  D.  B.  Sunders. 

B.  O.  Evans. 

D.  L.  Carmichael. 

r.  S.  Weather  Bureau. 
.L  H.  Powe. 
Paul  Qiiattlebaum. 
D.  C.  McCall. 


Nathan  .lenkins. 

H.  B.  .McCall. 

.losepli  P.  Simons. 
22  I     1  I     7  i  SW.       11.  K.  (filbert. 
22       6  I     2  i  SW.       Pee  Dee  Experiment  Sta. 

H.  B,  Floy<l. 


4  1  17  !  11  !  2  '  s. 

5  '  23  I  2  !  5  ;  w. 
9      14  14  r  2  '  s. 

6  21   '  2  7  '.... 


21   <     0 


9 


7 

18 

12 

9 

19 

7 

9 

24 

3 

8 

23 

3 

7 

20 

6 

A.  P.  Hazard. 

A.O.  Matthews. 

O.  M.  Mitchell. 

f.  S.  Fisheries  Station. 


Miss  E.  P.  Raveiiel. 

8  ....!....|.... William  B.  Wolfe. 

9  23  I     1       6  [  svv.       K.S.  Weeks. 
21  [     5       4     e.         .1.  S.  Wannamaker. 
20  ,    3  I     7     s.  A.  H.  Rogers. 


0  I  SW.  Miss  K.  H.  (iadsilen. 

4    J.  N.  Frank. 

3  SW.  Special  nice  Exp.  station, 

4  !  se.  .1.  G.  Ilulsciii, 


26       0  j     5  I  SW.    '  I'rank  B.  McCoy. 

22  jo       8  I  w.      I   II.  II,  Riis>ell, 

23  I     3       4  I  nw,   '  E,,l,  llite, 
,).  .\,  Owens 


15  !   12 


17 
24 
21 

23 
17 
14 
21 


6 
0       6 


(I 

9 

0 

,s 

0 

.1 

0 

7 

0 

6 

0 

4 

0 

10 

0 

3 

0 

3 

0 

R 

0 

' 

8     16 

8     21 
9 


SW. 

w. 


3 
4 
2 
8     nw.  i 


4  '  SW. 
4  )  SW. 


L,  M,  Parker. 

W,  C,  Brown, 

,liimes  ('   Faiis, 

,1,  .1,  ,\linran, 

I'l-of,  K,  II,  H,  Ciilhouii. 

r  8.  Weather  Bureau. 

J.  A.  Townsend. 
Harry  A,  Parshall. 
J,  H,  Wood.side, 
.M.  M,  Calhoun, 
J.  Marvin  Bowers. 

John  W.  Hamel. 

R.  Hartwell  Wilds,  D,D,S 

.lohn  T,  Boggs, 

.1,  M,  Sease,  M,  0, 

Williams.  .Middletoii, 

.loseph  M.  .lohnson. 
J.  H.  Brown. 
Warren  G.  Peterson, 
.loshua  Y.  .lones. 
Mrs.  F.  V.  .I.Maxwell 

E.  W.,Ieter. 

F.  P.  Robinson, 
Mrs,  S.  E.  Long. 
H.  W.  Brandt, 

T,  (i,  Patrick*  Co. 
W.  P,  Goodman. 


The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  sucli  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  tiseil  in 
determining  .section  or  division  means.     Reference  letters  (»,  1),  <•'),  appearing  in  the  table  indicate  innnber  of  days  missing:  for  example,  ^  represents  two  days  missing,  etc, 

+  Also  on  other  dates.  +T  deceived  too  late  to  lie  included  in  means  and  suuniiaries.  **  Temperature  data  are  from  observed  readings  of  the  dry  bulb;  means  are  com- 
piitecj  irom  observed  readings,     tt  I'ostoHice  addresses  of  these  stations  are  as  follows:    Of  Edisio.  Embree:  of  Gaston  Shoals,  Gatt'ney:  of  Winthrop  College.  Rock  Hill, 

1     Precipitation  is  less  than  0,01  inch  of  rain  or  melted  snow. 
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Daily  Precipitation  for  April,    1917. 


Watersheds. 

Day  of  month. 

Stations. 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24     25 

26 

27 

28 

29 

30 

31 

c3 
1 

Jidsfeni  Portion . 

Alleiuliilellll 

Bfiuilort 

BlaokviUellll 

.32 
.  14 

.40 

.05 

.98 

'.'65 

T. 

.70 

.07 

.  03  . . . . 

1 

2.,'i5 
1.98 
3  67 

Coast 

.86 

i.'24 

.18 
.28 

.33 

Kdisto 

P5 

.21 

.80 

.20 
.39 
.19 
.10 
.03 

1.02 
.06 

.44 

.05 

do      

.  i2  . . . . 

T.  1.,.. 
.02   T. 

.38 
.75 
.09 
.88 
L05 

.75 
.60 
.90 
1  Or, 

T. 
.35 

.70 
.04 

2  89 

.07 
.08 
1.22 
.45 

.65 
.85 
.93 

.06 

.25 

T. 

.12 

2  01 

Churle^tou  **' 

(;oast 

Pee  Pee 

'.'46 
.55 

.20 
.10 
.27 

.40 
.70 
.19 

.75 
.70 
.65 
.90 
.49 

0.97 
3  42 

Cheraw  l!]| 

1 

.... 

'.'08 

,02 
T. 

1.18 
23 

T. 

04 
T, 

T. 

.071 

T. 

T. 

.2:i 

.04 

.13 

.20 
.12 

2.65 

3.90 
2.83 
3  45 

Pee  Dee  

.25 

I'Misrn  nil 

ICdisto 

Lynelies 

.12 

KrtiM""hain   1  II 

.27 

.32 

.07 

.92 

.55 

.05 
.04 
.80 

.50 
T. 

3.97 
3  19 

.06 

.73 

71 

.16 

.98 
.02 

.62 

.11 
T. 

do 

.85 

.36 

.05 

2.79 

Floyd  Dale 

Cieorgetouii 

Little  Pee  Dee 
Coast 

Blaeic 

.20 

.75 

1.15 
.01 
.85 

l.ofi 
.63 

1.04 
.80 

.75 

.20 

.50 
.12 

.40 

T. 

T. 

T. 
.14 

T. 

1.90 

2.96 
2.76 
3  45 

.97 

'.'67 

.20 

(lO    

.04 

1.48 

.20 
.15 
.07 
.13 
.07 
.08 

.65 

.18 

.01 

EdLsto    

.15 

.90 

1.00 

T. 

pill(HH)|is 

('ooper 

.68 

.30 

.35 
.ff2 
.03 
.66 

.21 
.30 
.18 
.23 
T. 

.53 
.42 
3'^ 

.87 

.22 

4  05 

lilmini  |||i 

Santee 

.14 
.03 

.49 

.90 

.80 
.55 
1.05 

1  03 

.29 

.62 
.20 
.56 
.08 
.17 

.72 

'.'i9 

.06 

.47 
.19 

.20 

.46 

.05 
.13 

2  53 

.25 

2  79 

St.  Matthews  nil 

Rocietv  Hill  III! 

.16 

3  44 

<io      

.01 

.03 

3.26 
2  95 

.21 
.18 
.23 
.16 

'.'o-i 



1.33 
1.15 
.99 
.15 

2.23 
2.04 
1.31 
1.75 
1.97 
.54 
1.68 
1.60 

2.01 

.87 
1.80 
2.16 
2.08 
1.70 
2.85 
1   30 

73 

.02 

'.'06 
.12 

.16 
.61 
.08 

1.61 
.79 

.06 

.11 
.54 

.11 

T. 

4  57 

WhitehalMiiear)     .... 

Coniliahee 

.       do       ... 

.... 

'.'79 

.02 

3  02 

Veuui'i'^Hfc'llJl   

.55 

.04 
.07 
.59 
.37 
.47 
99 

T. 

.78 

2  76 

]\'rstrni   Poiititn. 

Kdisto    

.48 
.'27 

.04 

4  04 

Hali'shiii-sllll 

Savannali 

Kdisto 

Broad 1 

.12 

.32 

.03 
L23 
.40 
.13 
.78 
.37 
.20 

.07 

't. 

.59 
T. 

.22 

.10 
.11 

4.25 
3.75 

Bhiirsllll 

.21 
T. 
.10 

.28 
.20 

93 

2  79 

Ciilhouii  l''alls  nil 

Savannali | 

.03 

.04 
T. 

.22 

.10 

2  96 

CiUlllllMI  illl 

1   89 

.02 

4  32 

Cjlavvliallll 

(^atauba  

.72 
.60 

.13 

3. 18 

CliiiPDells  nil 

Saliula  

''0 

T. 
.30 

T. 

2  80 

Clpinsoii  Collcere 

.Savannali 

.V.i 
T. 

'.';« 

.27 
.65 

.03 

T. 

.17 

.04 

3.71 

Columbia'** Coiiiran'e .   ! 

.01 
.45 

'.'46 

69 

.30 
.21 
.12 
.65 

.18 

.23 
.25 
.35 
93 

.01 

.41 

.01 

T. 
.20 
.26 
.06 

■■"  82 

Kdfrcrtcid  |||| 

SaN'iiiinali  .... 

.82 
.33 
.46 

4  18 

(iiisli)ii  slioiiU  nil 

Broiiil 

Saluda  

T. 

.04 

T. 

.16 
.27 
.10 

T. 

3.21 

(iieeiivillc  Illl 

.40 
.03 

3  98 

(ireeuw ooii  Illl 

do 

.16 

2.80 

lieatli  Spiiiis  

<to 

.03 
.02 

4.  43 

Kershaw 1 

Lynciies 

.59 

.89 

.38 

.11 

.33 

.12 
.30 

'.'28 

.40 

3  80 

l.aiiilruiii 

jSroail ' 

.07 
.23 

.11 

.20 

2.51 
1.85 
2.3(1 
2.48 
2.54 
2.30 
■>  05 

.48 
.85 
.54 
.30 
.47 
.20 
.32 

.45 
.34 

.06 

.28 
.50 

.13 
.04 
T. 
T. 

3.99 

LihcllV  

T. 
.02 
T. 
.02 

T. 

T. 

.01 

4  25 

I.iltlc  Moiintiiiii 

Saluda  ' 

3.21 

MeriuftluT 

Savaiinaii 1 

lulisto 

Savannah  

.i;i 

.02 

.08 
.01 
.04 

.04 
.03 

T. 

3.  88 

MoiiHtta 

.37 

.26 
.43 

.70 

.03 

.40 
.28 
.18 
.44 

.68 

45 

.15 

3.88 

Mountain  Kest 

"m 

.  25 
.01 

.50 
.01 
.44 

■-■ 

.43 

4.42 

XewixTi'v  

Saluda 

'.'32 

.16 
.50 

.10 

.01 

.02 

3.02 

Pelzi'i-iin 

do 1 

.    2. 'is 

.45 

.02 

;:::  :::: 

T. 

4.  32 

Saluda 

do 

2.10 
•>  on 

3. 13 

Saiuiicl;  

Broad, 

T. 

■f.' 

.03 

.12 

.04 
.15 

.04 
T. 
.40 
.12 

3  17 

Spartiiiibnrpr  |||| 

do i 

.  . .  2.  55 
T.    2.68 
.  34  2.  30 

.44 

.43 

.02 

> 

T. 

T. 

3.87 

Trenton  

Edisto    .   ... 

.49 

.18 
.58 
.80 

T. 

T. 
T. 

3.  75 

Walluilla 

Savannah  

Broad  

.09 

.09 

.02 

.41 

.24 

4.23 

White  Oak 

2.18 
1    90 

3.44 

Wiiitliroi)  College 

Catawba 

3.15 

E.xcept  as  otherwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  snnset,  and  precipitation  recorded  is  for  the  24  honrs  endlnj?  at  the  time  of 
ob-icrvation.  ||||  Precipitation  measnreii  in  the  iiKU-ninff;  amount  then  I'ccordcd  is  for  the  precediiar  24  hours.  ***  Kcfru la r  Weather  Bnrean  station:  precipitation  if  for  the 
24-hour  period,  midnight  to  midnight.    *  Precipitation  inidnded  in  tlie  next  following  measurement,     t  Separate  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  0.01  inch. 


COMPARATIVE  DATA  FOR  APRIL.. 


Year. 


Temperature. 


Precipitation. 


''■Co  o 


Average  n  \i  ni  b  e  r  of 
days. 


1887 
188S 
1889 
1890 
1S91 
1892 
1S93 
1894 
1895 
1896 
1S97 
1898 
1899 
1900 
1901 
19:12 
1903 


62 

3I 

64 

6 

62 

4 

62 

X   1 

63 

2 

62 

8 

66 

7 

62 

6 

61 

4 

66.9  1 

62 

2 

5« 

0 

60 

0 

62. 

4 

.50.0  ,' 

60. 

4  1 

60. 

4  • 

2.  09 
1.3:i 
2.  01 

2. 02 

1.  66 
1.13 
1.30 

2.  01 
5.  .55 
1.31 
3.24 
5. 05 

3.  02 
.5.41 

5. 03 
2.18 
2.95  i 


M, 


SW. 

ne. 

SW. 
SW. 

WW . 

sw. 

SW. 


ne. 
nw. 


Year. 


1904. 

1905. 

1906. 
'   1907. 

1908. 

1909. 

1910. 

1911. 

1912. 
I  1913. 
'   1914. 

1915. 

1916. 

1917. 


Temperature. 

Precipitation. 

Average  n  u  m  b  e  r  of 

days. 

j      *^ 

J, 

£b 

^txi 

u 

"■^ 

>> 

■3 

1 

2 
< 

Avera 
days  w 

0.01  in 
or  mo 

0 

a2 

0 

5 

Period 


59.2 

89 

62.  8 

92 

65.  1 

93 

56.4 

X9 

66.  6 

9.') 

63. 9 

96 

63.  4 

95 

61.  6 

91 

64.  3 

91 

61.2 

91) 

63.  7 

98 

63. 1 

96 

61.6 

93 

64.9 

96 

62. 4 

98 

21 
■25 

28 
■20 
31 
30 
32 
30 
32 
30 
30 
25 
24 
28 

20 


1.34 

6 

■    14 

8 

8 

3.  83 

9 

lo 

8 

1.39 

4 

■Jl 

6 

4.40 

111 

10 

13 

4.75 

1) 

11 

10 

2. 95 

7 

14 

9 

1.71 

0 

15 

10 

2.  95 

s 

12 

9 

4.  '24 

;i 

14 

.■> 

11 

■2.  lib 

6 

■J(i 

4 

2.  86 

7 

14 

11) 

1.47 

4 

■211 

6 

1.79 

5 

18 

s 

3.  34 

~ 

■211 

6 

•2.78 

7 

15 

8 

7 

SW. 
SW. 


SW. 
SW. 

ne. 

SW. 

SW. 


30 


CLIMATOLOGICAL   DATA:    SOUTH   CAROLINA   SECTION. 


April,   1917 


Daily 

lemperatures 

for 

April 

1917. 

stations. 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17      18 

19 

20 

21 

22     23 

24 

25 

26 

27 

28 

29 

30 

31 

Mean. 

Eastern  Portion. 

1 

Allendale  M 

)  Maximum  . . . 

81 

83 

75 

72 

76 

66 

72 

66 

63 

67 

78 

82 

75 

66 

75 

82 

86 

88 

90 

92 

82 

86 

84 

87 

74 

86 

90 

90 

91 

91 

79.8 

(  Minimum 

51 

57 

57 

61 

55 

47 

44 

47 

48 

42 

46 

55 

62 

47 

46 

49 

54 

59 

62 

57 

64 

62 

58 

55 

61 

56 

62 

62 

67 

63  ... . 

54.9 

j  Maximum  . . . 

VH 

81 

75 

71 

75 

63 

68 

69,     62i     65 

74 

71 

64 

71 

75 

78      821     84 

88 

90 

88 

84      85 

86 

80 

SO 

88 

88 

89 

88  ... . 

7S.0 

Beaufort 

I  Mininunn 

56 

62 

55 

53 

55 

55 

54 

50     50|     43 

47 

60 

47 

48 

60 

50!     531     60 

61 

60i     60 

60i     69 

60 

62 

57 

(M 

67 

68 

64.... 

56.3 

Black ville*  

)  Maxinmni  . . . 

86 

68 

67 

74 

74 

70 

74 

73 

66     70 

81 

82 

84 

69 

77 

85i     89     90 

94 

94!     86 

861     85 

91 

77 

87 

92 

93 

94 

94  .... 

81.7 

(  Mininuim 

56 

61 

50 

48 

56 

43 

35 

37 

36!     37 

43 

52 

51 

44 

44 

49     52      64 

61 

56 

60 

61 

56 

55 

58 

55 

54 

62 

62 

61  .... 

51.  6 

j  Maximum  . . . 

85 

84      80 

75 

70 

68 

72 

69 

67 

68 

76 

80 

70 

75 

77 

851     88 

89 

92 

93 

89 

82 

83 

82 

68 

85 

91 

90 

87 

92'.... 

SO.  4 

Bowman 

1  Minimum 

■Iti 

48 

51 

50 

48 

42 

37 

48 

42 

36 

45 

47 

48 

45 

42 

44     46 

51 

53 

54 

56 

57 

52 

52 

52 

53 

54 

55 

60 

60  ... . 

49.1 

S  Maximum  . .. 

83 

81 

76 

69 

74 

67 

71 

72 

62 

65 

78 

83 

71 

67 

72 

83 

87 

89 

93 

95 

91 

SO 

81 

87 

76 

80 

84 

93 

78 

85; 

79.  1 

Centenary 

(  Mininunn 

48 

54 

58 

47 

54 

47 

34 

43 

42 

33 

37 

54 

58 

43 

40 

43 

49 

57 

60 

57 

68 

59 

57 

56 

60 

59 

55 

62 

60 

59I 

51.4 

Charleston 

j  Maxinunn  . . . 

75 
58 

76 
63 

72 
58 

65 
55 

76 
53 

76 
49 

64 

47 

71 
65 

61 
49 

59 
45 

73 
49 

79 
66 

72 
62 

66 

48 

67 
55 

77 
66 

79 
59 

86 
61 

90 
63 

92 

84 
66 

76 
64 

75 
£3 

78 
62 

74 
65 

79 
64 

84 
66 

91 
69 

85 
69 

80 
66 

75.7 

I  Minimum 

64 

58.6 

Cheraw'5'5 

S  Maximum  . .. 

80 

77 

72 

62 

68 

62 

70 

60 

58 

65 

78 

80 

70 

62 

68 

78 

84 

88 

91 

89 

84 

74 

80 

86 

72 

80 

76 

90 

66 

83 

75.1 

(  Mininunn 

51 

58 

56 

44 

48 

46 

40 

50 

38 

35 

45 

54 

58 

41 

41 

50 

54 

62 

64 

66 

66 

64 

60 

58 

62 

60 

58 

62 

57 

58 

53.5 

)  Maxinunn  . . . 

Conwav  '^vS     

(  Mininunn 

"49 

"54 

"57 

"44 

"56 

"48 

"38 

"45 

"43 

"34 

"46 

"53 

"65 

"46 

"4i 

"46 

"56 

"57 

"eo 

"57 

"60 

"ei 

"57 

"55 

"60 

"60 

"57 

"59 

"59 

"59 

V^Ull  >V  tt  J    j> ji  ......-■•  • 

52.3 

Darlington  ^'i 

*  Maxinunn  . . . 

83 

81 

73 

70 

70 

66 

74 

69 

62 

67 

79 

82 

71 

66 

79 

81 

86 

89 

93 

90 

88 

84 

82 

87 

76 

81 

84 

91 

74 

85 

78.7 

)  Minimum 

57 

57 

57 

44 

52 

45 

36 

43 

40 

32 

38 

53 

59 

41 

41 

44 

49 

51 

60 

61 

57 

62!     66 

54 

62 

60 

55 

62 

60 

58 

61.5 

Ferguson  S^<> 

)  Maxinunu  ... 

81 

81 

72 

77 

70 

70 

67 

60 

66 

65 

76 

80 

78 

76 

80 

85 

83 

86 

90 

91 

89 

87 

80 

86 

82 

82 

85 

87 

89 

88 

79.6 

(  Mininuun 

. . . . 

Florence  1  S^'J 

;  Maximum  . . . 

"83 

"84 

"76 

"71 

"72 

"73 

"■76 

"64 

"58 

"67 

"79 

"84 

'68 

"64 

"69 

"84 

"96 

"gi 

"96 

"96 

"92 

"85 

"so 

"84 

"73 

"82 

"83 

"95 

"74 

"91 

79.5 

(  Minimum 

50 

57 

59 

45 

48 

45 

38 

43 

40 

36 

41 

44 

55 

43 

42 

45 

49 

53 

58 

62 

59 

63 

56 

65 

59 

60 

58 

62 

60 

60 

51.5 

\  Maxinumi  . . . 

Floyd  Dale 

■  t  Minimiun .... 

)  Maximum  . . . 

"78 

"82 

"72 

"65 

"72 

"65 

"76 

"72 

"60 

"65 

"78 

"82 

"76 

"66 

"65 

"so 

"85 

"89 

"93 

"93 

"95 

"82 

"82 

"85 

"82 

"S6 

"88 

"92 

"85 

"84 

78.' 8 

(ieorgetown 

•  (  Minimum 

45 

50 

58 

52 

57 

47 

62 

46 

45 

37 

44 

54 

62 

40 

43 

47 

52 

58 

64 

63 

68 

61 

67 

57 

55 

60 

66 

66 

64 

64 

54.6 

KingstreeS^S^ 

j  Maxinuun  . . . 

82 

82 

73 

70 

75 

65 

74 

72 

60 

67 

78 

83 

72 

60 

75 

821     86 

89 

92 

94 

91 

84      81 

87 

71 

86 

88 

9^2 

88 

90 

. . . . 

79.6 

)  Mininunn 

41 

57 

48 

43 

54 

46 

38 

45 

44 

36 

40 

47 

60 

45 

42 

46|     61 

65 

62 

57 

60 

62     56 

55 

60 

58 

66 

62 

66 

63 

51.8 

)  Maxinunn  . . . 
■  (  Mininunn 

75 
53 

63 
45 

78 
48 

65 
47 

60 
57 

83 
68 

75 

58 

69 
46 

71 
40 

82      86 

87 
54 

92 

60 

63'     90 

67|     60 

S3     83 
58      56 

86 
54 

S7 
57 

84 
60 

84 
65 

93 
63 

83 
63 

86 
62 

fSO.  8 

Oaks 

"46 

"37 

"49 

"44 

"34 

"39 

51.8 

44      '^'* 

JU 

Orangeburg  

)  Maximum  . . . 
i  Mininunn 

85 
52 

83 
57 

72 
56 

72 
50 

76 
52 

66 
46 

72 
37 

72 
42 

62 
42 

67 
36 

80 

84 
49 

76 
69 

65 

47 

76 
44 

83 
46 

84 
52 

90 
52 

94 

59 

93i     87 
54I     57 

83      79 

88 
54 

75 
62 

84 
60 

86 
55 

90 
62 

87 
63 

89 
62 

80.0 

40 

62 

un 

52.  2 

St.  George  'i^ 

)  Maxinunn  . . . 

84 

83 

74 

73 

75 

66 

74 

69 

61 

67 

79 

81 

72 

65 

72 

83 

87 

88 

92 

94i     91 

83 

83 

88 

77 

86 

89 

91 

90 

92 

80.  2 

■  (  Minimum 

55 

60 

59 

51 

57 

47 

42 

52[     48 

41 

45 

56 

62 

46 

47 

491     55 

58 

61 

61I     63 

61 

69 

57 

62 

67 

61 

65 

67 

65 

56.6 

St.  Matthews  W 

j  Maximum  . . . 

84 

83 

73 

70 

73 

67 

72 

67 

62 

68 

80 

83 

73 

69 

76 

83!     87 

91 

95 

961     91 

83 

83 

89 

78 

86 

89 

94 

88 

90 

80.7 

■  /  Minimum. . . . 

54 

60 

57 

48 

54 

44 

37 

45 

43 

47 

44 

52 

60 

43 

44 

47 

62 

58 

61 

691     62 

62 

55 

67 

61 

56 

65 

64 

66 

62 

53.6 

Society  Hill  W 

)  Maxinunn  . . . 

82 

80 

71 

70 

65 

72 

68 

60 

67 

79 

82 

72 

62 

70 

80 

90 

94 

93      87 

81 

81 

87 

77 

82 

85 

92 

70 

86 

'78.0 

■  i  Minimum. . . . 

51 

57 

59 

"44 

46 

35 

42 

40 

34 

39 

48 

69 

42 

41 

43 

"49 

58 

59!     58 

62 

56 

52 

62 

60 

58 

62 

67 

57 

. . . . 

'51.0 

)  Maxinunn  . . . 

79 

83 

74 

71 

"75 

66 

72 

71 

61 

66 

77 

81 

73 

70 

72 

81 

84 

"86 

89 

92!     89 

81 

82 

85 

78 

80 

86 

89 

86 

87 

78.9 

Sunimerville 

■  1  Mininuun 

50 

56 

56 

49 

60 

48 

39 

46 

47 

41 

43 

51 

69 

47 

45 

47 

52i    55 

59 

58 

64 

61 

58 

56 

69 

57 

60 

63 

64 

65 

53.8 

J  Maximum  ... 

74 

86 

74 

74 

75 

78 

74 

69 

71 

81 

85 

74 

67 

75 

84 

88 

90 

94 

95 

91 

83 

83 

88 

81 

84 

91 

92 

92 

91 

"82.2 

Walterboro 

'  /  Mininuun. . . . 

48 
82 
50 

61 
75 
59 

46 
68 
47 

43 

74 
41 

45 
82 
44 

51 
85 
49 

52 
87 
53 

74 
90 
67 

64 
91 
64 

60 
89 
63 

61 

82 
58 

58 
84 
53 

62 
87 
51 

57 
82 
66 

56 
83 
53 

56 
89 
57 

61 
91 
60 

66 
89 
63 

62 
90 
62 

k 

Yemassee  \Ss^ 

j  Maxinunu  . . . 

"82 
40 

"84 
55 

"78 
45 

"72 

48 

"78 
50 

"66 
45 

"72 
37 

"72 
42 

"64 
50 

"69 
40 

"78 
43 

80.' 4 
60.8 

"  1  Mininunn 

Weylerii  I' 

irtw)i. 

Aiken  

\  Maximum  . . . 

83 
54 

77 
61 

76 
54 

72 
49 

'd 

65 

44 

70 
37 

70 
48 

62 
45 

66 

41 

78 
46 

81 
62 

79 
69 

76 
46 

73 
45 

82 

84 

87 
66 

91 
60 

91 
61 

87 
61 

84 

1:7 

83 

89 

85 

i'.-i 

84 
57 

SS 
57 

88 
63 

88 
66 

88 
60 

79.9 
53.  9 

■  f  Minimum. . . . 

49     00 

0/       01 

00        »ii 

)  Maximum  . . . 

84 

82 

74 

68 

68 

69 

69 

69 

70 

79 

85 

83 

74 

83 

85!.... 

92 

94 

92 

82 

87! 

91 

83 

84 

92 

94 

84 

92 

'■81.8 

Anderson 

■  (  Minimum 

49 

56 

48 

46 

43 

39 

45 

41 

36 

42 

62 

65 

43 

42 

46 

60:     62 

54 

60 

67 

49!     52 

55 

57 

54 

53 

62 

59 

51 

»f.0.3 

BatesbnrgW 

\  Maximum  . . . 

80 

74 

70 

66 

65 

62 

"69 

63 

62 

64 

76 

79 

79 

64 

72 

80 

78|     86 

90 

88 

78 

82 

S3 

88 

77 

S3 

87 

88 

84 

87 

'76.  n 

•  (  Mininunn 

54 

60;     56 

54 

50 

43 

40 

44 

42 

37 

40 

52 

56 

45 

47 

50 

56 1     59 

62 

68 

64 

60 

56 

69 

60 

55 

56 

1)3 

69 

67 

53.6 

Calhoun  Falls 

j  Maxinuun  . . . 

83 

79 

73 

67 

65 

65 

72 

66 

67 

70 

78 

82 

82 

71 

75 

84 

881     90 

92 

90 

79 

83 

86 

90 

79 

84 

90 

90 

89 

89 

79.9 

■  1  Minimum 

)  Maxinunr  . . . 

45 

60 

48 

47 

48 

36 

34 

35 

42 

34 

38 

45 

48 

49 

42 

44 

49     52 

66 

57 

56 

49 

63 

54 

55 

57 

52 

63 

64 

59 

48.7 

Camden  # 

"   1   \J  itiiiiiiiiti 

"62 

75 

"60 
72 

"46 
60 

"65 

"56 
63 

"46 
61 

"55 

77 

"53 
76 

"44 
67 

"68 

"si 

74 

79!     84 

"65 
84 

"59 

84 

"83 

"65 

78 

"59 

78 

"64 
82 

"so 

"ei 

77 

"64 

83 

"66 

84 

"6i 
82 

"66 
79 

J  57.' 4 

Cleinson  College  ... 

(   1*1  liuilllllll.  .  .  . 

)  Maxinunn  . . . 

"77 

"66 

"60 

"63 

"73 

74^5 

•  (  Mininuun 

49 

60 

50 

52 

47 

46 

36 

44 

42!     34 

40 

42 

69 

49 

41 

43 

48     54 

56 

54 

60 

50 

52 

60 

57 

68 

51 

60 

64 

67 

50.5 

Columbia 

)  Maxinuun  . . , 

80 

75 

70 

66 

68 

64 

69 

59 

61 

66 

77 

79 

73 

64 

74 

82 

85,    87 

91 

90 

79 

77 

81 

85 

72 

S3 

86 

89 

79 

82 

76.4 

■  i  Mininunn 

56 

60 

55 

.50 

49 

47 

41 

49 

42 

•39 

45 

55 

63 

45 

50 

51 

60      61 

64 

66 

66 

62 

57 

59 

63 

58 

59 

67 

65 

60 

65.1 

Qreeuville  sSsS 

(  Maximmn  . . . 

80 

78 

70 

62 

62 

65 

72 

58 

62 

09 

79 

83 

77 

67 

78 

82 

SS!     93 

94 

90 

82 

84 

86 

90 

72 

81 

87 

91 

75 

85 

78.  1 

•  (  Minimum 

47 

54 

45 

48 

44 

40 

31 

37 

40 

33 

38 

45 

52 

44 

41 

40 

46i     53 

53 

52 

56 

47 

53 

50 

57 

54 

47 

57 

56 

64 

47.1 

Greenwood  % 

)  Maximum  . .. 

80 

76 

71 

67 

64 

63 

70 

64 

62i     67 

70 

79 

82 

67 

72 

82 

861     87 

90 

88!     78 

79 

81 

87 

75 

80 

84 

88 

82 

84 

76.8 

■  1  Mininuun 

47 

56 

60 

47 

47 

42 

38 

41 

42 

35 

41 

48 

52 

44 

41 

45 

51!     56 

61 

61 !     61 

55 

54 

56 

59 

56 

55 

66 

64 

67 

50.6 

Heath  Spring 

)  Maxinunn  . . . 

78 

77 

70 

68 

65 

61 

61 

69 

60 

62 

58 

69 

73 

63 

70 

73 

78      85 

88 

89 

75 

81 

84 

86 

75 

75 

80 

81 

90 

72 

73.5 

•  *  Mininunn 

34 

56 

55 

47 

45 

42 

42 

37 

37 

35 

30 

44 

45 

40 

43 

43 

44'     56 

51 

56 

61 

53 

51 

52 

61 

61 

57 

63 

63 

56 

48.3 

Kershaw§S^ 

)  Maxinunn  . . . 

82 
50 

79 

58 

73 
56 

70 

70 
49 

64 
43 

70 

62 

63 
39 

67 

81 

81 

78 

63 
41 

73 
42 

82 

88,     9» 

95 

90 
61 

83 
59 

83 

58 

83 
54 

89 
53 

77 
61 

84 
59 

86 
51 

93 
61 

73 
57 

88 
56 

78.7 
50.9 

*  /  Mininunn . . . . 

45 

34 

44 

36 

42 

50 

68 

44 

61 1    62 

62 

Landrum 

)  Maximum  . . . 

79 

76 

71 

59 

63 

62 

71 

62 

56i     68 

79 

81 

74 

62 

70 

79 

85;     87 

91 

85 

83 

80 

82 

87 

72 

79 

89 

90 

79 

81 

76.1 

■  /  Minimum 

48 

57 

45 

48 

44 

42 

42 

39 

39 

40 

40 

46 

57 

38 

45 

41 

45 

57 

57 

59 

67 

55 

.51 

49 

57 

53 

56 

58 

53 

55 

49. 1 

Liberty  

J  Maxinunn  . . . 

80 
52 

78 
61 

71 
46 

61 

60 
45 

62 
42 

70 

61 
46 

61 
44 

68 

78 

80 

76 

68 

73 

81 

87 

89 

90 

88 

80 

82 
50 

85 
55 

89 
52 

59 

82 
57 

87 
55 

88 
63 

77 
67 

85 
56 

77.1 
50.7 

■  (  Minimum 

49 

36 

34 

40 

62 

62 

46 

40 

40 

48 

69 

67 

58 

60 

\  Maximum  . . . 

86 
56 

SS 
66 

81 
63 

S3 
67 

Little  Mountain 

•  )  Minimiun 

"55 

"60 

"46 

"si 

"43 

"46 

"46 

"4i 

"39 

"49 

"49 

"44 

"45 

"48 

"57 

"60 

"63 

"64 

"64 

"56 

"57 

"60 

"62 

64 

"''»53.'8 

J  Maximum  , . . 

■  )  Mininunn 

\  Maximum  . . . 

85 
54 
X2 

79 
60 

"74 
52 
73 

70 
49 
68 

66 
40 
69 

60 
44 
63 

73 
36 
73 

68 
51 
67 

66 
43 
61 

70 
36 
65 

81 
41 
78 

84 
60 
80 

"si 

48 
77 

70 
45 
69 

92 
57 

87 

93 
69 
91 

92 
54 
91 

77 
56 
84 

86 
55 
83 

85 
56 
S3 

90 
57 

88 

86 
56 
82 

86 
56 
84 

92 
52 

88 

92 
62 
89 

91 
65 
88 

91 
60 

87 

"■•SO.  7 

Meriwether 

'47 
72 



.  •  .   ■ 

''51.4 

Monetta 

"si 

"85 

78.8 

■  >  Minimum 

54 

60 

55 

49 

56 

46|     42 

47 

45 

40 

48 

53 

59 

47 

46 

60 

55 

58 

64 

63 

62 

56 

56 

57 

60 

56 

58 

64 

68 

69 

54.4 

Mountain  Re.st 

j  Maximum  . . . 

7R 

75 

65 

55 

57 

581     66 

63 

61 

65 

76 

78 

75 

64 

69 

77 

82 

86 

87 

84 

75 

75 

79 

84 

73 

78 

84 

84 

73 

80 

73.5 

•  1  Mininunn 

49 

54 

42 

45 

42 

39 

30 

37 

40 

28 

33 

41 

52 

41 

42 

36 

41 

48 

47 

51 

52 

41 

44 

44 

49 

54 

46 

50 

56 

48 

44.1 

Newberry 

S  Maxinuun  . . . 

83 

77 

69 

67 

68 

65 

72 

65 

62 

67 

78 

81 

80 

67 

73 

83 

87 

90 

94 

92 

79 

84 

84 

90 

78 

84 

88 

90 

83 

83 

78.8 

■  '  Minimum 

43 

60 

59 

48 

52 

44 

35 

46 

42 

34 

37 

40 

59 

44 

43 

44 

50 

55 

68 

55 

58 

68 

58 

53 

62 

56 

49 

63 

61 

56 

50.7 

Saluda 

\  Maximum  . . . 

82 

78 

72 

67 

67 

65 

73 

65 

64 

69 

78 

81 

69 

69 

74 

86 

88 

88 

92 

90 

76 

95 

89 

81 

84 

88 

89 

88 

90 

83 

79.3 

■  '  Minimum 

53 

60 

52 

46 

51 

33 

32 

45 

45 

32 

58 

48 

45 

44 

41 

41 

53 

52 

60 

51 

57 

53 

61 

58 

55 

48 

49 

48 

61 

67 
86 

49.6 

.Santuck 

)  Maxinunn  . . . 

81 

78'     70 

66 

67 

66!     70 

63 

61 

67 

78 

81 

79 

66 

71 

81 

87 

90 

93 

90i     80 

83 

S3 

90 

73 

83 

88 

91 

79 

78.0 

•  1  Minimum 

51 

60 

52 

45 

47 

41      40 

45 

40 

32 

39 

52 

58 

43 

42 

43 

.  47 

57 

58 

57!     59 

54 

54 

64 

58 

53 

50 

62 

57 

56 

50.2 

Spartanburg's^ 

)  Maximum  . . . 

83 

77 

69 

63 

63 

63!     71 

50 

58 

67 

80 

82 

77 

66 

71 

81 ;     88 

91 

93 

90 

82 

82 

84 

90 

SO 

81 

88 

91 

74 

85 

77.3 

■  )  Mininuun 

50 

59 

47 

49 

44 

40 

42 

42 

39 

33 

34 

42 

50 

42 

43 

45i     48|     56 

55 

57 

59 

51!     54 

54 

63 

53 

52 

55 

54 

54 

48.5 

Trenton 

)  Maximum  . .. 

81 

76 

74 

68 

68 

,     62 

71 

62 

62 

66 

77 

79 

78 

67 

73 

81 

84!     86 

88 

88 

84 

82!     83 

87 

83 

83 

87 

89 

88 

87 

78.1 

"  (  Mininunn 

53 

52 

52 

49 

53 

43 

39 

48 

44 

39 

48 

53 

60 

46 

65 

49 

54 

67 

62 

63 

61 

5sl     5f 

61 

61 

57 

59 

64 

66 

59 

54.4 

White  Oak 

j  Maximum  . . . 

82 
54 

76 
59 

70 
55 

67 

67 
52 

64 

71 

63 

63 
39 

66 

77 

80 

76 

64 

71 

81 

87 

88 

92 

89 

83 

83      84 
58      64 

89 
58 

80 
61 

82 
56 

Sfi 
57 

89 
64 

82 
69 

85 
56 

77.  9 
52.  9 

■  1  Minimum 

46 

43 

40 

45 

35 

45 

52 

57 

43 

44 

47 

55 

59 

62 

61 

62 

Winthrop  College  .. 

)  Maximum  . . . 

90 

74 

79 

67 

67 

59 

67 

67 

59 

63 

75 

7" 

77 

63 

63 

79!     81 

82 

8f 

87 

87 

78      80 

81 

81 

76 

78 

82 

82 

78 

75.  .'i 

■  (  Minimum 

52 

56 

54 

44 

49 

42 

37 

48 

38 

33 

45 

52 

5a 

41 

45 

47      52 

60 

61 

61 

62 

56     53 

59 

59 

64 

64 

62 

54 

54 

51.2 

Reference  letters.  (».  *>■  <=).  appearing  in  the  table  indicate  number  of  days  missing:  For  example,  •>  represents  two  days  missing,  etc 
^  Instruments  are  read  in  the  morning:  the  maximum  temperature  then  ri'ad  is  chargeil  to  the  preceding  day,  on  which  it  almost  always  occurs. 
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GENERAL  StTMMARY. 

The  month  just  closed  was  the  coldest  Maj'  of  record  by 
2.7  degrees,  due  to  unusually  cold  weather  between  the  5tli 
and  15th,  when  the  dail}^  mean  temperatures  averaged  about 
1'2°  below  the  daily  normals,  with  the  Section  minimum  with- 
in 1  degree  of  the  May  record.  The  precipitation  was  some- 
what below  the  normal,  but  the  effective  rainfall  was  confined 
principally  to  the  first  decade.  Many  of  the  local  thunder- 
storms during  the  last  decade  were  accompanied  by  damaging 
hail  in  the  northern  and  western  counties,  and  a  tornado 
traversed  several  central  counties  on  the  22d,  Init  with  no  loss 
of  life. 

The  abnormal  cold  of  the  first  part  of  the  month  was 
especially  detrimental  to  the  development  and  growth  of 
vegetation,  and,  on  account  of  necessary  replanting  in  large 
areas,  cotton,  corn,  and  truck  were  in  various  stages  of  ad- 
vancement at  the  close  of  the  month.  Much  of  the  young 
cotton  in  the  higher  elevations  was  depleted  by  cold,  and 
several  replanting-;  were  necessary  on  many  plantations.  Tbe 
recurring  warm  weather  t<iward  the  close  of  the  month  was  at- 
tended by  considerable  improvement  in  cotton,  though  the 
stands  were  irregular  and  jilants  small.  Corn  withstood  the 
cold  Ivctter  than  cotton,  and  at  the  close  of  the  month  was  in 
vigorous  condition  and  had  good  color.  Wheat  wan  turning 
toward  tbe  close  of  tiie  month,  with  heads  well  filled,  but  straw 
short.  O.its  deteriorated  slowly,  with  prospects  for  poor  to  fair 
yields  only.  Tol)acco  continued  in  favorable  condition.  The 
intermittent  showers  during  the  last  decade,  Avhile  insufficient 
generally  in  the  amount,  improved  the  crop  situation,  and 
gardens,  truck,  and  forage  weic  in  good  condition,  as  a  whole. 
The  general  fruit  prospect  continued  promising.  There  has 
been  a  marked  increase  in  the  acreage  of  general  foodstuffs. 


PRESSURE. 


Tlie  mean  sea-level  pressure,  determined  from  reports  of  7 
regular  Weather  Bureau  stations  in  and  surrounding  the 
Section,  was  29.91  inches.  The  higli(>st  pressure  in  the  region 
covered  by  reports  was  80.28  inches  at  Asbeville,  N.  C,  on  tlie 
80th,  and  at  Charlotte,  N.  C,  on  the  10th,  and  in  the  Section 
proper,  80. IS  inclies  at  Columbia  on  the  80th;  lowest  pressure, 
29.58  inches  at  .\=!hevi]le,  N.  C  ,  on  the  Ith,  and  in  the  Section 
proper,  29.58  inches  at  Columbia  on  the  same  date. 


TEMPERATURE. 


The  monthly  mean  for  the  Section,  determined  from  re- 
ports of  48  stations,  was  BO. 8°  or  5.1°  below  the  estalilished 
normal.  The  highest  tempera! ure  was  98°  at  Walterboro,  Col- 
leton County,  on  the  27th.  The  warmest  periods  of  the  month 
were  generally  between  the  19tli  and  22d  and  on  the  2Gth  and 
27th.  The  lowest  temperature  was  81°  at  Mountain  Rest, 
Oconee  County,  on  the  18th,  14tli,  and  15th.  The  coldest 
f)eriod  of  the  month  was  l)etween  the  5th  and  15th,  when  tb(^ 
daily  me.nn  temperatures  ranged  from  7°  to  10°  below  tbe 
dailv  normals. 


HUMIDITY. 

The  mean  relative  humidity,  determined  from  reports  of  7 
regular  Weather  Bureau  stations  in  and  surrounding  the 
Section,  was  as  follows:  8  a.  m.,  68%;  8  p.  m.,  59%.  The 
highest  percentages  occurred  in  the  upper  Savannah  watershed 
and  extreme  eastern  counties,  and  the  lowest,  over  the  central 
counties.  

PRECIPITATION. 

The  average  for  the  Section,  57  stations  reporting,  was  3.09 
inches,  or  0.37  inch  below  the  established  normal.  The  ijreci- 
pitation  was  fairly  well  distributed  as  to  amount  and  area,  but 
was  badly  distributed  as  to  time,  there  being  a  long  period  of 
drought  after  the  9th,  and  the  showers  of  the  last  decade  were 
generally  light  and  insufficient.  In  the  upper  Savannah  water- 
shed, in  the  northea.stern  border  counties,  and  over  the  middle 
and  lower  coastal  plain  the  measurements  ranged  from  3  to  over 
5  inches,  while  in  portions  of  J-ancaster,  Barnwell  and  upper 
Hampton  counties,  and  from  Orangeburg  County  eastward  to 
the  Ilorry  County  coast,  the  amounts  were  less  than  2  inches. 
The  greatest  local  monthly  amount  Mas  5.16  inches  at  Ciieraw, 
Chesterfield  County;  least  monthly  amount,  1.50  inches  at 
Orangeburg,  Orangeburg  County.  The  greatest  24-hour  amount 
was  2.82  inches  at  Society  Hill,  Darlington  Countj^  on  the  Nth 
The  average  number  of  rainy  days  was  12%  below  normal. 

Considerable  hail  damage  resulted  to  crops  in  the  central 
and  northern  counties  during  local  fliunderstorms  that  pre- 
vailed between  the  22d  and  28th. 

On  May  28th,  James  Robertson  was  killed  bj-  lightning  on 
a  plantation  near  Patrick,  Chesterfield  County. 

A  tornado  traversed  eastern  Greenwood,  southern  Laurens, 
northern  Saluda  and  southern  Newberry  Counties  on  I\fay  22, 
advancing  southeast,  east,  and  northeastwardly,  injuring  a 
number  of  persons  and  damaging  considerable  property,  but 
there  was  no  loss  of  life.     Its  path  was  100  to  180  yards  wide. 

A  violent  windstorm  at  Calhoun  Falls  on  May  22  dis- 
mantled the  Methodist  Church,  causing  $1,000  damage. 

WIND. 

The  prevailing  wind  was  from  the  west.  The  average 
hourly  velocity,  determined  from  7  anemometer  records,  was 
9.2  miles.  The  highest  average  velocity  in  the  region  coveicd 
by  reports  was  11.  5  miles  per  hour  at  Charlott(>,  N.  C.  ;  lowest 
average,  6.7  miles  per  hour  at  Augusta,  (ia.  In  the  Section 
proper  the  average  velocities  were  11.1  miles  per  hour  at 
Charleston  and  7.6  miles  per  hour  at  Colundn'a.  The  highest 
average  velocity  in  the  region  covered  liy  reports  was  11,5  miles 
per  hour  at  Charlotte,  N.  C. ;  lowest  average,  6.7  miles  per 
hour  at  Augusta,  Ca.  In  the  SeetioTi  proper  tbe  average 
velocities  were  11.1  miles  pei'  hour  at  C'liarleston  and  7.6  miles 
per  hour  at  Columbia.  The  highest  velocities  for  any  5-minute 
periiMl  was  50  miles  per  hour  from  the  southwest  at  Charlotte. 
N.  C,  on  tbe  28th,  and  in  the  Section  proper,  88  miles  per 
hour  from  the  southwest  at  Charleston  on  the  1st. 
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Stations. 


Temperature,  in  degrrees  Fahr. 


^•j 


o  — 

£  g 

0)  r 

cc  o 

P.X 

tc 

o  *^ 

fi 

ffi 

^  bf 


Precipitation,  in  inches. 


Number  of  (lays. 


Observers. 


Easlern  Portion. 


Alleiiflale Barnwell.... 

Beaufort i  Beaufort  — 

Blackville '  Baruucll 

Bowman I  Orangcburfr  . 

Centenary '  iMarion 


Charleston |  Charleston  . 

Cheraw [  Chesterfield 

Conway Horry 

Darlington  tt Darlington  . 


Edisto  tt I  Bamberg 

Etlingbani Florence  — 

Fergn.son '  Orangeburg  . 

Florence  1 1  Florence 

Florence  2 do 

Floyd  Dale Dillon 


Georgetown  .. 

Kingslree 

Oaks  tt 

Orangeburg . . 

Pinopolis**  .. 

Rimini 

St.  George 

St.  Jlalthews. 
Society  Hill  .. 


Stmimerville 

Walterboro 

Whitehall  (near) 
Yemassee 


Division  means  and 
Wfslerii  Poyfioii. 


Aiken  

Anderson  

Batesburg 

Blairs  

Calhoun  Falls. 


Camden 

Cataw  ba 

Chappells 

Clemson  College  , 
Columbia 


EdgeHeld 

Gaston  .Shoals  tt. 

Greenville 

Greenwood 

Heath  Spring  . . . 


Kershaw 

Land  rum 

Liberty 

Little  Mountain  . 
Meriwether    


Monetta 

Mountain  Rest. 

New  berry 

Pelzer  

Raluda 


Santuck 

Spartanburg 

Trenton 

Walhalla 

■White  Oak 

Winthrop  College  tt. . . 

Division  means  and 
Section  means  and 


Georgetown  .. 
Williamsburg 
Georgetown  . . 
Orangeburg . . 


Berkeley  . . . 
Clarendon. . 
Dorchester  . 

Calhoun 

Darlington  , 


Dorcliester., 
Colleton   . . . 

do 

Hampton  . , 


p,\'tremes  . 


AiUen  

Anderson  . 
Lexington. 
Fairtield. . . 
Abbeville. . 


Kershaw.. 

York  

Newberry 

Oconee 

Richland  . 


Edgefield  .. . 
Cherokee  .. . 
(jreenville  .. 
Greenwood. 
Lancaster. . . 


Kershaw 

SpartanbiU'g . 

Pickens 

Newberry 

McCormick. . 


Saluda  . . . 
Oconee  . . . 
Newberry 
Anderson. 
Saluda 


I^nion 

Spartanbur? 
Edgefield  .. . 

Oconee  

Fairfield  .  . . 
York 


extremes  . 
extremes . 


186 
2f 
29(3 
160 
43 

48 
144 

25 
175 

143 

106 
63 
136 
136 
168 

12 
54 


264 

54 

97 
109 

62 
192 

75 

69 

4 

24 


527 
764 
666 
293 
508 

222 
562 
402 
850 
351 


680 
989 
671 
568 

500 
1063 
900 
711 
450 

400 
1380 
502 
850 
536 

512 
875 
620 
1061 
548 
690 


69.2 


-4.0 


68.4 
67.3 
66.6 

70.2 
65.4 
67.2 
66.5 


-5.1 
-5.0 


-2.2 
-5.3 
-3.8 
-4.9 


66.2 


-6.3 


68.4 
67.  4 
67.4 
66.8 

64.  C 


-3.8 
-4.7 


-6.4 


68.8 
68.  4 
»65.9 

68.1 
68.5 


-4.1 
-3.6 
-5.1 

-3.9 
-4.5 


t21 
til 
t20 

19 
21 
tl9 
21 


t2I 
22 


21 
tl9 

r2i 

t21 
t27 


56 
21 
28 
14 
24 

57 
13 
13 
25 
30 

3 

4 
24  I 
28 
16 

1 

2 
18 
24 
14 

10 
2 
14 
13 
16 

24 
34 
28 
14 

1 
18 


67.2 
67.5 


67.6 
66.0 
65.8 


65.5 
'68.5 


64.2 
67.0 


64.0 
63.7 
64.3 

66.6 
63.4 
65.9 
67.1 
"66.8 

67.5 
''56.9 
66.6 


65.5 

65.5 
64.3 
66.8. 


66.6 
63.8 


65.4 
66.3 


-5.8 
-4.6 


-5.6 
-4.6 
-5.7 


-1.4 


-5.1 
-4.8 


-3.1 
-7. 7 
-6.5 


-4.1 

-5.1 
-4.0 


-4.7 
-6.'i 


-4.9 
-5.8 
-5.6 


-4.6 
-6.4 


-5.4 

-5.1 


93 

594 


21 

21 

tl9 

27 
27 


21 
t20 
21 


t9 


42 

40  I 

41  I 

49  I 
41 
41 
40 


t20 
22 


t20 
21 


20 

tiO 
21 

19 
tl9 
20 
20 
21 

21 
tl9 
t20 


t20 
20 
21 


22 

27 


t9 

to 

tl3 

9 

t9 

13 

14 


n 

tl3 
t9 

t9 


9 

t9 


15 
t9 


9 

14 

t  9 


9 
9 
15 

13 
13 
13 
14 

t9 

t  9 
tl3 
t8 


tl3 

14 

tI3 

14 


t9 
9 

tl3 
tl3 


38 


1.68 


49 


34 


2.31 
3.71 
2.  96 

3.80 
5.16 
1.74 
2.63 

3.01 
2.84 
4.55 
3.28 
3.21 
3.06 

4.40 
1.54 

2.88 
1.50 

.3.64 
2.11 
3.09 
2. 02 
3.89 

3.71 
3.36 
2.80 
3.37 

3.06 


2.44 
3.14 
3.79 
2.33 
5.06 

2.13 
4.70 
2.50 
3.14 
2.  72 

3.90 
2.83 
3.35 
3.52 
1.77 

3.08 
3.45 
2.36 
2.10 
3.96 

3.91 
2.70 
2.92 
3.02 

3.02 

2.10 
2.96 
4.94 
3.21 
2.87. 
2,43 

3.11 

3.09 


-1.69 


-1.15 
+0.30 


+0.33 
+  1.62 
-1.62 
-0.72 

-0.02 
-0.53 
+0.3S 
-0.27 
-0.34 
-0.09 

+1.46 
-L30 


-0.  09 
-1.37 

+0.67 

+  0.70 
-0.  29 


+0.  07 
-0.31 


-0.96 
+  0.60 
+0.  35 
-0.21 
HI. 53 

-1.08 
+  1.38 
-0.03 
-0.  27 
-0.47 


-0.14 
-0.97 
-0.10 
-1.43 


0.63 


-2.03 
-0.75 
+  1.48 

+  1.45 


-0. 04 
-0.72 

+0.48 

-0.85 
-1.24 
+2.  08 
-0.82 
-0  31 
-1.73 

-0.33 
-0.37 


0.85 
0.85 
1.03 

2. 13 
1.74 
0.  65 
1.27 


0.96 

0 

1.47 

0 

1.50 

0 

1.46 

0 

1.05 

0 

1.41 

0 

1.50 

0 

0.73 

0 

0.78 

0 

0.70 

0 

1.39 

0 

0.90 

0 

1.50 

0 

1.03 

0 

2.32 

0 

1.08 

0 

1.72 

0 

0.65 

0 

1.78 

0 

2.32 

0 

1.03 

0 

1.  14 

0 

2. 27 

0 

0.92 

0 

1.53 

0 

0.68 

0 

1.89 

0 

0.85 

0 

1.13 

0 

2.06 

0 

2.00 

0 

1.03 

0 

0.91 

0 

1.14 

0 

0.84 

0 

1.02 

0 

1.04 

0 

1.15 

0 

0.95 

0 

2.13 

0 

2.20 

0 

0.86 

0 

0.88 

0 

1.  02 

0 

1.38 

0 

0.97 

0 

0.92 

0 

2. 25 

0 

0.  92 

0 

0.84 

0 

0.70 

0 

2.27 

0 

2.32 

0 

sw. 
sw. 
sw. 


sw. 

e. 

nw. 


sw. 
sw. 


R.  B.  Vance. 

Miss  Lillian  H.  Rice. 

Mrs.  D.  B.Sanders. 

B.  O.  Evans. 

D.  L.  Carmichael. 

U.  S.  Weather  Bureau. 
.1.  H.Powe. 
Paul  Quattlebauin. 
D.  C.  McCall. 

Nathan  .lenkins. 

H.  B.  McCall. 

.lo.seph  P.  Simons. 

H.  K.Gilbert. 

Pee  Dee  Experiment  Sta. 

H.  B,  Floyd. 

A.  P.  Hazard. 

A.O.Matthews. 

O.  M.  Mitchell. 

U.S.  Fisheries  Station. 

MissK.  P.  Ravenel. 
William  B.Wolfe. 
R.  S.  Weeks. 
.1.  .S.  Wanuamaker. 
A.  H.  Rogers. 

Mi.ss  E.  n.  Gadsden. 
J.  N.Frank. 

Special  Rice  Exp.  Station. 
.1.  G.  llutson. 


Frank  B.  McCoy. 
H.  11.  Russell. 
E..I.  llile. 
.1.  N.  Owens. 
L.  M.  Parker. 


W.  C.  Brown. 

.lames  C.  Faris. 

.1.  .1.  Murran. 

Prof.  F.  H.  H.  Callioim. 

U  S.  Weather  Bureau. 

J.  A.  Townsend. 
Harry  A.  Parshall. 
J.  H.  Wood.^ide. 
M.  M.  Caliioun. 
J.  Marvin  Rowers. 

John  W.  Hamel. 

R.  Hartwell  Wilds.  D.D.S 

.lohn  T.  Boggs. 

.1.  M..Seaso.  M.  D. 

William  S.  Middletou. 

.Joseph  M.  .Tohn.son. 
J.  II.  Brown. 
Warren  G.  Peterson, 
.loshua  Y.  .Jones. 
Mrs.  F.V.  .I.Maxwell 


E.  W.  .leter. 

F.  P.  Robinson. 
Mrs.  S.  E.  Long. 
H.  W.  Brandt. 

T.  (J.  Patrick*  Co. 
W.  P.  (ioodman. 


The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
determining  section  or  division  means.     Reference  letters  (",  ^.^).  appearing  in  tlie  table  indicate  number  of  days  missing;  for  example,  l'  represents  two  <iays  missing,  eic. 

t  ALso  on  other  dates,  tt  Received  too  late  to  be  incUuled  in  means  and  summaries.  **  Temperature  data  are  from  observed  readings  of  tlie  ilry  bulb:  means  are  ccun- 
puted  from  observed  readings,     tt  Postoflice  addresses  of  tliese  stations  are  as  follows:     Of  Edisto.  Embree:  of  Gaston  Shoals.  Gartney;  of  Winthrop  College,  Rock   Hill. 

T.  Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


Iay,   1917. 
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Daily  Precipitation  for  May,    1917. 

Watersheds. 

Day  of  month. 

Stations. 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

•25 

26 

27 

28 

29 

30 

31 

E<i!itern  Portion. 

.07 

.18 

.55 

.63 

.04 

.05 

.16 

1.68 

eiKifort         

Coast 

. . . . 

lackvillellll 

Edisto 

.02 
.57 
.50 
2.13 
.12 
.05 

.10 
.08 

.56 

.85 
.20 
.35 
T. 
1.34 
.65 

1.27 
.86 

1.47 
.85 

1.46 

.10 

?0 

.50 
.85 
.16 
.03 
.01 

.33 

.08 

'.'■28 
.11 
.05 

2.  .31 
3.71 
•2.96 
3.80 
5.16 

i.';4 

2.63 
3.01 
2.84 
4.55 
3. 28 
3.21 
3.06 
4.40 

1.54 
2.88 
1.50 
8.64 
2.11 
3.09 
2.02 

3.89 
3.71 
3.36 
•2.80 
3.37 

2.44 
3.14 
3.79 
2.33 
5.06 
2.13 
4.70 
2.50 

3.14 
•2.72 
3.90 
2.83 
3.35 
3.52 
1.77 
3.08 

3.45 
■2.36 
•2.10 
3.96 
3.91 
2.70 
2.92 
3.02 

3.02 
2.10 
2.  96 
4.94 
3.21 
•2.87 
•2.43 

do 

.40 

.70 
1.03 
1.35 

T. 

.15 

.56 
.06 
VO 

't.' 

Pee  Dee 

(toast 

Pee  Dee 

Waccamaw  ... 

Pee  Dee  

.69 
.01 

.78 

T. 

.06 

T. 

Iiarli'ston  *** 

ilPMlW  III! 

.03 

.32 
.52 

.42 
.54 
.82 
1.50 
.59 

.06 

.08 

.11 
T. 

.14 

1.74 


.:: 

.60 
3'> 

.20 

T. 

T. 

.07 

.02 
.10 

.28 

cii-^to  nil 

.15 

.32 

.96 
.12 
.72 
.08 

.11 

.32 

Saiitee  . 

.38 
.05 
.54 

.50 

.60 

'."2! 
.18 

Pee  Dee 

do 

Little  Pee  Dee 
Ctoast 

.2.5 
.20 
1.41 
.45 

.03 

.02 

18 

.41 
.38 
.50 

1.05 

.62 

T. 

.24 
1.15 

loytl  Dale 

1.25 

.85 

1.50 

.73 
.40 
.65 

T. 

.  35 

T. 

Blaek 

T. 

.60 
.20 
.70 

'.'eo 

1.50 
.61 

■^3 

.21 

do 

.45 

.62 
T. 
1.39 
.02 
.02 
.10 

.18 

T. 



T. 

T. 
T. 
.25 

.03 
.12 

'.'is 

'.'36 
.46 
.28 

.25 
T. 

.68 



.78 

ran^reburff         

Edisto       

T. 

Cooper  

Saiilee 

Edisto 

.14 

'.'66 
.02 

.89 

.09 

.20 

iiuini  nil 

.G.-oruellll 

Matthews  III!      

.90 
.61 
1.03 

2.32 

.47 
.09 
.65 

.83 

.19 
.27 

2.27 
.92 
.88 
.68 

1.40 
.85 

.06 

.11 
.35 

.01 

Saiitee     

iciety  Hill  llll        

do       

.04 

't. 

.08 
T. 

1.00 
.94 

3"! 

.22 

Ashley 

.02 

1.08 
1.72 
.64 

.10 

.81 
1.14 
.08 

.02 
.05 
.30 
1.68 

.62 

.62 
.30 

. 

T 

.09 
.18 
.01 

.41 

.06 

.35 

Combaliee 

do 

.30 

.OS 
.10 

.05 

.52 

omas.si'ollll 

.23 

.43 

U'efln-n  Piirlion. 
ikeu 

ICdisto 

1.03 
.56 

.13 

■'3 

ll(lel"soil    

.'^avaiiiiah  .... 

.10 

..57 
T. 
.43 
1   5-' 

.10 

'.'si 

.  12 
1.53 
T. 

.40 
'.'23 

.27 
!40 

Edi.-to 

.82 
.4C 
.46 
.34 
.6(1 
.57 

.04 
.06 
.13 

lairs  nil 

Hroad 

illiduii  I''alls  nil 

Savaiiiiali  .... 

.22 
.04 
.16 
T. 

1.13 
.33 
.08 
.04 
.15 
.12 
.81 

.53 
1.15 

.35 
1.24 

.83 

.72 

65 

.06 

.64 

.09 
T. 

(ii,ii,.ii  nil 

Wateree 

T. 

03 

.43 

1.84 
.70 

.34 

.61 

Catawba 

.Saluda  

.CO 

laiJiM'lls  nil 

.20 

't.' 

.07 
.30 
.12 

.05 

..30 
.02 
.80 
.56 
.31 
.26 

.13 

'.'io 

eni.-on  Collose 

Savannah  

''! 

.26 
.08 

.50 
.14 
.10 

T. 
.09 

oluinbia*'* 

(tonsaree 

Savannah  

Broad 

Salnda 

do 

'.'.S-i 
.91 

T. 

.(;2 
.24 

.61 
.56 

2.05 

.01 
>.  (0 
.58 
.29 
1.04 
.84 
.92 

.12 

.15 

.18 

T. 

.20 

'.'■20 
.04 
.12 
.10 

T. 

T. 

T. 

i-i'iiciann 

T. 

1.03 
.86 
1.14 

reeiiville  |||l 

.03 

eath  Spriiis 

Wateree 

(U'shaw 

Lynehes 

Broad  

Savannah  .... 

.07 
.42 

.85 
.14 

.24 

.32 

.95 

2.13 

2. 20 
.21 
.12 

1.38 
.51 

.08 

1.02 

.82 
.10 
.52 

.08 

.11 

.10 

'.'is 

.25 
.20 
.32 
.36 

.20 
.07 
.21 
.12 
.31 
.30 

.06 

iiiulnitn 

1.04 
.50 

.03 
.04 
.10 
.34 
.32 
.50 
.13 
.18 

.21 

.28 

'.'68 
■.'65 

licrtv 

T. 

T 

Saluda  

Savannali 

'.'i'i 

.06 

miwi'ther 

oiic'tta 

Edisto 

.05 

T. 

T. 

oiintaiii  Ke.st 

.Savannah  .... 

.86 

"S'i 

.21 

eu  blurry 

'.'% 

T. 

elzcrlin 

do 

.22 

.76 

.06 
.24 
.60 
.08 
.01 
IP 

.10 
.10 
'.'(32 

.32 

iliida 

do 

.431.... 

Broad 

.03 

.02 

.  95i  -  -  -  - 

paitanliiirff  IHI 

do 

.73 
.40 

.03 
1.07 
.92 
.71 
.01 

.40 

.92 

reiitdii 

Edisto 

Savannah  

2.25 
.28 
.  77 
.65 

T. 

1.02 
.87 
.06 

falhalla 

T. 

.9'2 

.15 
.84 

.25 

Hiite  Oak 

Broad  

T. 

^iiitiiropCollefre 

Catawba 

.70 

.57 

.50 

E.xci'Pt  as  otherwise  indicated,  observations  are  generally  made  late  in  tlie  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  honrs  endinpr  at  the  time  of 
observation.  ||||  Precipitation  measnrcd  in  the  morniiifr;  amount  then  recorded  is  for  the  precedins'24  honrs.  ***  liegn la r  Weather  Bureau  station:  precipitation  is  hir  the 
24-hoiir  period,  midnight  to  midnight.    *  Precipitation  included  in  the  next  following  measurement.    X  .Separate  dates  of  falls  not  recorded.    T.  Trace,  or  le.ss  than  0.01  inch. 


COMPARATIVE  DATA  FOR  MAY. 


Year. 


Temperature. 

Precipitation. 

Average  number  of 
days. 

^ 

i 

Si^fo 

>>>; 

tA 

05 

0 

5 

0 
> 

5  =■"  3 

0 

0 

-^' 

^ 

ij 

< 

^-2=- 3 

^ 

ps « 

0 

887 
888 
889 
890 
891 
X'.U 
89:5 
894 
895 
896 
897 
898 
899 
900 
901 
902 


72.  5 
70.2 
71.7 
71.0 
69.  0 
71.1 
70.2 
70.7 
69.  0 
76.7 
69.3 
73.8 
73.7 
70.2 
71.4 
74.0 


97 
99 

101 
9.') 

100 
94 
97 
98 

101 

104 
97 

106 

100 
96 
99 

101 


41 

3.17 

33 

7.51 

35 

1.97 

30 

.5.44 

36 

3.57 

39 

3.53 

38 

4.13 

38 

3.  43 

34 

4.  36 

42 

2.74 

38 

2.39 

39 

1..35 

45 

1.68 

38 

2.  .37 

40 

7.31 

42 

2.69 

sw. 
sw. 
sw. 
sw. 
sw. 
Srt'. 
sw. 


Year. 


Temperature. 

Precipitation. 

.Vverage  n  u  m 
days. 

b  e  r  of 

Highest. 

^ 

ii 

^ 

!->^ 

>, 

5 

0 

►4 

S 

.\vera 
lays  w 
0.01  in 
or  mo 

Q) 

0 

^"3 
So 

a,  0 

■o 
0 

1903 

19'04 

1905 

1906 

1907 

1908 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916 

1917 

Period 


70.7 

104 

44 

70.  6 

99 

3S 

73.4 

99 

42 

70.7 

99 

30 

70.8 

96 

41 

71.8 

96 

36 

69.5 

100 

35 

69.8 

99 

40 

72.  6 

106 

.35 

72.4 

101 

43 

71.7 

101 

38 

7^2.1 

105 

42 

73.0 

98 

46 

73.8 

103 

42 

6.  63 

98 

31 

71.4 

106 

30 

2.  69 
2.04 
5.70 
3.00 
4.51 
2.  92 
4.26 
4.  03 
0.  65  ' 
4.08  I 
•2.  13 
0.  S3 
7. '20 
■2.44 
3.09 

3.46 


^■c-5 


9 

12 

9 

10 

7 

IS 

S 

5 

13 

12 

9 

10 

/ 

17 

(; 

8 

10 

11 

12 

8 

7 

16 

11 

4 

H 

14 

12 

5 

8 

15 

10 

6 

3 

20 

8 

3 

9 

16 

6 

9 

(i 

19 

6 

6 

3 

18 

10 

3 

11 

11 

11 

9 

5 

•20 

7 

4 

' 

18 

" 

6 

8 

15 

10 

6 

S\>'. 

sw. 
sw. 
sw. 

sw. 
ue. 


sw. 
■w. 
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Daily  Temperatures  for  May,  1917. 


Stations. 


12      3       4      5       6      7 


9      10     11      12      13     14  1  15     16     17     18     19     20     21     22     23     24     25     26     27     28     29     30     31     Mean 


Ednlcrii  Piirlioii . 

.11       11    ,!i;  )  Maximum  , 

,,       ,     .  *  Maximum  . 

K«'l"fo''''  LMiniinum.. 

,,,     ,     ...    ,(  \  Maxiuium  . 

"I'"'l-^''l'''*  (Minimum.. 

\  Ma.ximuni  . 
iiowman (Miuimmii., 

„      .  •  \  Maximum  . 

Centenary (Minimum.. 

_,      ,     .  \  Maximum  . 

Charleston (Miuiuunii.. 

,,.  ,r,t  \  .Maximum  , 

t^herawM (Minimum.. 

.t,t  )  Maxinuun  . 

ConwaysS* (Minimum.. 

,,      ,.      ,       ,c,t  >  Maxiiiuuu  . 

Darlington  i>Sv\ )  Minimum.. 

,,,,  \  Maximum  . 

■•erffusouSSsN (Minimum.. 

,,,               ,  ,(,i  )  Maxiiiuim  . 

Horence  I  \\\^ (Minimum.. 

_,       ,  „   ,  )  Maxiuuim  . 

Floyd  Dale (Minimum.. 

)  Maximum  . 
Georsetown (Minimum.. 

,,.        ,       ,,,,  )  Maximum  . 

ICmgstreo'sS'S (Minimum.. 

_   ,  \  .Maximum  . 

'-'^''^ i  iNI illinium. , 

_  ,  \  Ma.xinuim  . 

Orangeburg I  Minimum., 

~      ,,            ,1,!  1  }ilaximum  . 

St.  George  S\S^ (Minimum., 

o..   «r   ..1          ,!,;  )  Maximum  , 

bt.  Mall  hews  \V,\ (Minimum., 

•   1     11-11 ,1,1  )  -Maximum  . 

.Society  11  ilUW j  Minimum., 

...  s  Maxinuim  . 

Summerville (Minimum.. 

,,,   ,.     ,  )  .Maximum  , 

Walterboro (Minimum.. 

,,                 ,;,;  S  .Maximum  . 

Yomassee«^> (Minimum., 

HV.v/e™  l'(irlii)ii. 

)  Maximum 

'^""'"  (  Minimum. 

.     ,  S  Maximum 

A-"'l«''S0'i (Minimum. 

t,   .     1         ,1,1  *  Maximum 

BateslmrgSS's\ (Minimum. 

„   ,.           .,^11  )  .Maximum 

Calhoim  Falls (Minimum. 

,      ,,.  )  Maximuir 

Camden  VW (Minimum. 

,-,  ,,  „  S  Ma.ximum 

Clemson  College  ....  )  jlinimum. 

_,  ,        ,  .  \  Jlaxiinum 

Columbia (Minimum. 

•11    ,5,1  S  Maximum 

OreellVllleS^S^ (Minimum. 

_                 ,  ,,,r  \  Maximum 

Greenwood  S'iS^ (Minimum, 

,,     .,   c.      •  )  Ma.ximum 

Heath  Spring (Minimum. 

,^      ,        „,r  \  .Maximum 

KershawSsS !  Minimum. 

,        ,  )  Mfxxirnun; 

I^aii'lrum (Minimum. 

...  S  .Maximum 

'^""'"y (  Minimum. 

,..,,,,        .    .  \  Maximum 

LiUle  Mountain (Minimum. 

,,     .       .,  1  Maximum 

Meriwether (Mininuim. 

,,        ,,  S  -Msxii.unn 

"""<■"» (Minimum. 

,,        4   .      i>     t  >  Maximum 

Mountain   Kest (Minimum. 

.,      ,  \  -Maximum 

^f""'"'"'*' (Minimum. 

r.   ,    ,  )  -Maximum 

'"^""'•^  (  Minimum. 

„      ,     ,  )  Maximum 

'^a'lt'ifk (Minimum. 

c.        »      1          ,!,t  )  Maximum 

.Spartanburg  \SvS i  Mininuim. 

„       .  )  .Maximum 

Trenton (Minimum. 

,,,,  .^    «   ,  )  .Maximum 

WlHteOak (Minimum. 

Winthrop  College. ..l^lf,;^— 


89  K5 


90 
54 
81 
54 
78 
69 
80 
56 
S2 
55 
83 
50 
78 
48 
79 
53 
81 
58 
85!  81 
63  4,S 


5fl 


59 


eil 

781 


60]  55 
76 
611  56 
78  80 
62i  63 
74  70 
62 1  56 
73j 
Oil  58 
74  76 
54 
78 


63  63 
54  55 


70|  73  73 
51|  50i  52 


70 

46;  48l 


d8|  54 
49  48 
76  62 


60  63 

78  7 

60  57 

79!  74 

59 

80' 

65 

80 

57 

81 


65  65  65 

5Hl  55  50 

69;  63;  57 

53I  52;  50 

67,  60 

52I  50 

65  59 

50|  49 

64  60 

57  i  .55 

61!  60 

50'  51 

63;  62I  56 

50  48;  48 

76  68'  62 
54|  55l  54 
78:  (19 
58,  49 

77  66 
52I  56 


70  66 
47  52 
74  62 
42i  48 
68i  68 
45  49 

71  54 
45  49 
72. 
54;  50 
6S1  65 


65  53 


77 

73 

74 

52 

48 

52 

// 

VI 

72 

50 

47 

,52 

72 

74 

67 

.50 

46 

49 

76 

76 

72 

l-j-vj 


83  88  91 
52i  581  61 
•••i- 


58  58 


68 
52; 

I 

50 
73 


46 

49 

.56 

,55 

44 

49 

64 

59 

49 

.5(1 

62 

,55 

46 

48 

60 

,52 

45 

47 

72 

47 
70 


68  j  65 
52  43 
73  72 


70 

71 

43 

.50 

70 

69 

50 

49 

72 

76 

49 

48 

68 

74 

47 

45 

71 

74 

53 

45 

72 

70 

51 

.52 

70 

74 

52 

50 

73 

7-' 

54 

,50 

6(1 

71 

42 

37 

73 

71 

47 

,50 

73 

71 

,5(1 

46 

72 

75 

49 

46 

70 

76 

43 

45 

70 

70 

54 

54 

71 

73 

50 

50 

66 

7fi 

51 

47 

721  70 

45  44 

70  68 

54!  44 

69;  69 

54  43 
70  74 
53  40 
73  72 

55  49 
73  74 
52 1  43 
67 1  66 
51  41 
72  69 
,54!  45 
72;  74 
54;  47 
75;  72 
49!  42 


70 
51 
69 
48 
68 
50 
71 
48 
70 
52 
70 
54 
06 
,52 
69 
43!  44 
66 
50 
01; 
49 
67 
48 
63 
4(i 
70 
53 
69 
•50 
72 
52 
69 
50 
fiO 
41 
70 
50 
69 
47 
68 
50 
66 
50 
68 
57 
71 
50 
70 
49 


■4i  80I 

42  48 
70  78 
42;  41 
69'  76 
41;  42 
06  76 
51  51 
66  75 
44  46 

43  50 


861  91 
50l  57 
85;     91 


42 

40 

45 

74 

72 

80 

41 

42 

42 

69 

08 

1 1 

44 

44 

49 

(i5 

64 

It 

31 

31 

,31 

70 

71 

80 

39 

43 

45 

70 

69 

77 

37 

37 

38 

71 

69 

80 

41 

40 

47 

7(1 

68 

80 

38 

38 

42 

68 

68 

76 

44 

42 

47 

66 

67 

79 

41 

41 

46 

60 

64 

76 

45 

41 

45 

88 
5' 
88 
S 
88 
52 
88 
52 
90 
53 
92 
53!  63 
84l     90 


47 


81 
42 

79]     87 
61  .... 

741 
4ll 


49 
80 
54 

82;     81 
.38      45 


43:     55i 
79      79i 


49  54 

67|  92 

48  ,53 

83  88 


53 


76i  81     « 

45'  53,     55 

841  84 

41;  48 


74'     79      86 
44,     49     ,55 


82      90 

49;     52 

88 


751    81 


49 
86 
60 
90 
46 

77  79i  86 
45  48  55 
75  811  85 
39     54l     57 

78  84'  88 
47;     53i     53 

79  8U;  86 
53 
82 

43:  50;  52 
77!     80 

54 

81 

48 

81 

67 

75 

45 

82 

49 

80 

42 


8' 
60 
90 
54 
88 
5fi 
83 
41 
89 
52 
88 
46 
89 
54 
82 1     88 


881 
57; 


89  9(; 

61;  6(; 

90|  93 

53;  56 


92;  92 

63  67 
92;  92 
62!  65 
83  84 
65'  54 

88  89 
61!  64 
90!  92 
50!  61 
87:  87 
60'  69 

89  89 
601  (Xl 
92;  94 
56;  60 
88  91 
54;  5n 
89;  90 
.56;  66 
90!  89 

64  j  69 
92  93 


54 

53 

90 

89 

60 

63 

85 

86 

42 

46 

91 

92 

52 

56 

90 

•90 

48 

50 

91 

91 

55 

57 

90 

92 

.52 

.57 

87 

89 

63 

63 

90 

90 

59 

60 

85 

86 

56 

68 

93  93 

56  57 

93  92 

56  5S 


88 

90 

61 

63 

92 

92 

62 

62 

86 

87 

58 

5y 

85 
68 
88 
66 
79 
63!     60! 


651     62 


78 
53 
75 
53 
78 
5.3 
74 
62 
74 

521     51 

82  71 
55 
81 

4 

80 

49 

84 

46 

81 

43 


84      88 
62i     57 


83 
65 
8 

68 
89 
67 
8' 
60 
70 
65 
89 
62 
87 
65 
88 
68 
89 
6' 
93 
66 
89 
6 
83 
67 
91 
67 
90 
U. 
78!  89 
54      62 


83     82 
68     55 


68;     68 
84!     82 


56  54 
80|  85 
55     £5 


Keferenee  letters,  («,  •',  <:).  appearing  in  the  table  indicate  number  of  days  missing:  For  examiile,  i'  represents  two  days  missing,  etc, 
%  Instriiinentsare  read  in  tlie  morning;  th(>  tnaximum  temperature  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
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GENERAL,  SUMMARY. 

On  account  of  abnormally  cool  weather  between  the  16th 
and  2()th,  the  June  mean  temperature  was  somewhat  lower 
tlian  usual.  The  rainfall  also  averaged  somewhat  below 
normal  and  was  badlj-  distributed,  there  being  Jarg^  plus  de- 
partures over  the  northeastern  counties  and  marked  deficiencies 
over  the  southern  and  western  districts. 

Crop  conditions  may  be  stated  by  the  distribution  of  rain- 
fall. Cotton  in  the  northeastern  counties  was  small  and  un- 
satisfactory, due  to  cool  nights,  excessive  cloudiness,  and  much 
rainfall,  while  corn,  gardens,  truck,  and  forage  grew  vigorously, 
with  some  complaint  of  grass  in  the  heids.  In  tiie  western  and 
southern  counties,  on  the  other  hand,  cotton,  while  still  back- 
ward, due  to  cool  nights,  was  in  good  condition  generally,  but 
corn,  gardens,  truck,  and  forage  were  in  need  of  rain  in  large 
areas.  Tobacco  in  the  eastern  counties  was  in  promising  con- 
dition. The  wheat,  oat,  and  rj^e  harvests  were  practically 
finished  during  the  month,  with  good  results,  except  as  to  oats. 
]\[uch  stubble  land  was  planted  to  corn,  forage,  and  fall  crops. 
At  the  close  of  the  month  cotton  and  corn  were  in  various 
stages  of  advancement  and  were  in  a  liigh  state  of  cultivation, 
with  good  cotton  prospects  generally  and  many  excellent  fields 
of  early  corn  and  good  stands  of  late  planted  corn.  Garden 
and  field  vegetables  were  plentiful,  and  fruit  prospects  con- 
tinued favoraV)le. 

PRESSURE. 

The  mean  sea-level  pressure,  determined  from  reports  of 
7  regular  Weather  Bureau  stations  in  and  surrounding  the 
Section,  was  30.07  inches.  The  highest  pressure  in  the  region 
covered  by  reports  was  30.40  inches  at  Asheville,  N.  C,  on  the 
17th,  and  in  the  Section  proper,  30.35  inches  on  the  same 
date;  lowest  pressure,  29.72  inches  at  Asheville,  N.  C,  on  the 
9th,  and  in  the  Section  proper,  29.76  inches  at  Columbia  on 
the  10th. 


TEMPERATURE. 


The  monthly  mean  for  the  Section,  determined  from  re- 
ports of  44  stations,  was  76.9°,  or  0.6°  below  the  established 
normal.  The  highest  temperature  was  102°  at  the  following 
stations:  At  Anderson,  Anderson  County,  on  the  24th  and 
26th,  and  at  Black ville,  Barnwell  County;  Meriwether,  Mc- 
Cormick  County,  and  Newberry,  Newberry  County,  on  tlie 
24th.  The  warmest  period  of  the  month  was  between  the  23d 
and  29th.  The  lowest  temperature  was  43°  at  Mountain  Rest, 
Oconee  County,  on  the  I7th.  The  coolest  period  of  the  month 
Avas  generally  between  the  16th  and  20th. 


HUMIDITY. 

The  mean  relative  humidity,  determined  from  reports  of 
7  regular  Weather  Bureau  stations  in  and  surrounding  the 
Section,  was  as  follows:  S  a.m.,  79%  8  p.m.,  69%.  The 
greatest  percentages  occurred  along  the  immediate  coast,  and 
the  lowest,  over  the  north-eentral  enmities. 

PRECIPITATION. 

The  average  for  the  Section,  68  stations  ri'pnrting,  was  4.49 
inclms,  or  0.62   inch   below  the  established  normal.      ']'h(<  bulk 


of  the  monthly  rainfall  was  recorded  generally  during  the  first 
16  days,  and  the  last  half  was  marked  by  intermittent  showers 
and  scattered  heavy  local  rains.  The  total  monthlj'  amounts 
were  above  normal  over  the  northeastern  counties,  where  the 
measurements  ranged  from  6  to  over  10  inches;  in  the  western 
and  southern  counties  the  amounts  were  below  normal  and 
ranged  downward  from  4  inches  to  less  than  2  inches  in  portions 
of  Anderson,  Abbeville,  Laurens,  and  Charleston  counties. 
The  greatest  local  monthly  amount  was  10.10  inches  at  Floyd 
Dale,  Dillon  County ;  least  amount,  1.33  inches  at  Anderson, 
Anderson  County.  The  greatest  21-hour  amount  at  any  station 
was  4.60  inches  at  Camden,  Kershaw  County,  on  the  14th  and 
15th.   The  number  of  rainj'  days  was  20%  below^  normal. 

Ervin  Painter  was  killed  by  lightning  during  a  thunder- 
storm at  Gaffney,  Cherokee  County,  on  the  3d.  The  observer 
at  Monetta  reported  the  destruction  of  two  barns,  with  their 
contents,  including  four  horses,  by  liglitning  during  the  month. 

Hail  was  reported  at  various  stations  in  the  State  on  the 
3d,  7ih,  9th,  10th,  14th,  19th,  21st,  and  26th. 


WIND. 

The  prevailing  wind  was  from  the  southwest.  The  average 
hourly  velocity,  determined  from  7  anemometer  records,  was 
7.8  miles.  The  highest  average  velocity  in  the  region  covered 
by  reports  was  10.4  miles  per  hour  at  Savannah,  Ga. ;  lowest 
average,  5.2  miles  per  hour  at  Asheville,  N.  C.  In  the  Section 
proper  the  average  velocities  were  10.2  miles  per  hour  at 
Charle.ston  and  6.5  miles  per  hour  at  Columbia.  The  highest 
velocity  for  any  5-minute  period  was  60  miles  per  hour  from 
the  northwest  at  Charlotte,  N.  C,  on  the  21st,  and  in  the 
Section  proper,  37  miles  per  hour  from  the  southeast  at 
Charleston  on  the  3d.       

SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  7  ane- 
mometer records,  was  302.8  hours,  or  70%  of  the  possible 
amount.  The  May  average,  omitted  from  last  month's  report 
on  account  of  lack  of  space,  was  299.8  hours,  or  70%  of  the 
possible  amount.  The  average  number  of  clear  days  was  16; 
partl.v  cloudy,  10,  and  cloudy,  4,  as  against  normals  of  12,  11, 
and  7  days,  respectively'. 


RIVER  CONDITIONS. 

The  Santee  River  was  close  to  flood  stage  at  Rimini  and 
Ferguson  between  the  13th  and  19th,  incident  to  heavy  rains 
on  the  Congaree  and  Wateree  watersheds  on  the  9-lOth  and 
14-16th.  During  the  latter  part  on  the  month  the  rivers 
were  relatively  low.  

ERRATA.-March,  I9I7. 

Spartanburg.— Mean  temporature.  page  20,  .shouUl  be  49.7    mean  minimum,   page 
22,  sliould  be  38.3. 

ERRATA.  -May,  I9I7. 
Pelzer.— Total  precipitation,  pages  36  and  37,  should  lie  3.04. 


MISCELLANEOUS  DATA  FOB  JUNE,   1917. 

Stations. 

cS 
v. 

Temperature, 
degrees  Fahr. 

Precipita- 
tion, 
inches. 

Wind. 

Mean 

relative 

humidity. 

tx   . 

M- 

5 

rt 

s.5>;.: 

2.5 

S 

B 

a  3 

c 

o 

S^ 

>  °'Z  " 

<U  (. 

OS 

0;  ^' 

(2 

''- 

^ 

hJ 

H 

O,^ 

<■=■>       S-c 

CO 

CO 

&, 

.\sheville,  X.C 

30.  OS 

67.5 

90 

40 

4.43 

1.23 

5.2 

nw. 

8C 

64 

59 

.\u!,'iista.  (1:1 

3(1.  (« 

78,8 

98 

60 

2.88 

1.55 

5.5 

se. 

/  / 

63 

70 

(■I'iirlesloii,  S.  C... 

30.  08 

77.fi 

88 

C4 

1.92 

1.30 

10.2 

s. 

76 

78 

83 

Cliiulolli'.  X.  ('  ... 

3(1.  0(i 

7.i.2 

94 

53 

4.70 

2.30 

9.0 

sw. 

76 

CO 

69 

rolnuiliiii.  s.  (' 

.30.  0,5 

77.fi 

97 

59 

4.95 

1.68 

6.5 

s\v. 

75 

59 

71 

Siivmnnili,  <i:i 

30.08 

78.8 

95 

fiO 

3.  72 

2,  ,55 

10.4 

s. 

78 

80 

74 

WilininHrtoii,  X.  ('. 

30.08 

75.1 

90 

.58 

6.97 

2.  36 

7.5 

sw. 

84 

82 

66 

Moiuis  iukI  ex-  ) 
tronios i 

30.07 

75.8 

98 

40 

4.22 

2.3B 

7.8 

sw. 

79 

69 

70 
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Climatolog-ical  Data 

for 

June, 

1917. 

Conntics. 

o 

5 
> 

\v 

o 

t 

S 

Temperature 

in  degrees  Fahr. 

Precipitation,  in  inches. 

Number  of  days. 

5 

c     . 

■5.5 

.5  o 
'3 

StHlitms. 

(V 

Is 

-  c 

O.J= 

a 

S 

O 

E 

li 

Zi 

Is 

r 

O  " 

■si 

_s 

>> 

u 

S. 

s 

Oh.servers. 

Eadein  Portion. 

18G 

21 

•296 

l(iO 

in 

48 
14-1 

•25 
175 

1-13 
]U() 
63 
136 
136 

168 
12 
54 

28 
30 
28 
16 
2 

46 
27 
31 
22 

29 
24 
31 
28 
2 

79.6 
E77.4 
79.1 
77.0 

77.4 

77.6 
76.0 
77.0 
76.6 

+0.2 
-'2.0 
-0.6 
-1.0 

-0.9 
-1.3 
-0.1 
-0.3 

99 
'  93 
102 
101 
100 

88 
97 
97 
98 

24 
2 
24 
24 
24 

29 
24 
24 
24 

61 

eei 

57 
55 
57 

64 
54 
56 
54 

17 
t4 
17 
17 
17 

3 

17 
17 
17 

32 
E30 
34 
38 
34 

21 
30 
27 
30 

2.87 
6.13 
4.49 
•2.20 
6.43 

1.92 
9.34 
6.86 
5.03 

4.31 
5.50 
6.93 
8.  62 
7.10 

10.10 
3.30 
6.11 
6.01 
•2.96 

2.22 
5. '28 
4.16 
5.49 
5.93 

3.74 
4.74 
3.31 
3.40 

5.17 

2.97 
1.33 

5.  62 
3.05 
1.81 

8.35 
4.67 
2.42 
4.47 
4.95 

4.04 
4.81 
3.  ^22 
2.  32 

6.  32 

7.81 

-2.  .53 
+  1.10 
-1.13 
-3.54 

-3.47 
+4.01 
+  1.79 
-0.70 

-2. '28 
-0.85 
+  1.09 
+3.21. 
+  1.69 

+3.60 
-2.59 

+0.77 

-3.71 

'-i.'27' 
-0.48 
+0.10 

-2. 02 
-1.44 

-2.' ■78' 

-0.73 

-1.75 
-3.36 
+0.54 
-1.99 
-3.06 

+3.82 
-0.76 
-1.86 
-0.47 
+0.77 

'-6.46' 
-1.99 
-1.98 
+0.71 

1.00 
1.97 
'2.00 
1.'22 
2.05 

1.30 
2.^24 

1.85 
0.72 

1.38 
1.52 
3.25 
3.60 
2.35 

3.30 
1.50 
2.  02 
1.'24 
1.58 

0.82 
3.08 
1.80 
1.57 
1.'20 

1.33 
1.'25 
1.58 
1.15 

3.60 

1.81 
0.53 

2.85 
1.68 
0.88 

4.60 
1.80 
2.20 
0.93 
1.68 

2.10 
2.83 
1.89 
1.15 
2.23 

3.60 

0 
0 
0 
0 
0 

0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 

0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 

6 

7 

8 

7 

12 

9 
13 
10 
12 

9 
10 

8 
11 
11 

10 
4 
9 

10 
5 

9 
10 
15 
10 
10 

12 

8 
12 

7 

10 

7 
7 
7 
9 
4 

12 
10 
5 
11 
11 

5 

8 
8 
3 

7 

10 

18 

12 

0 

w. 
se. 

sw. 
sw. 

s. 

R.  B.  Vance. 

Hi-'tinfnrt               

Beaufort 

Jliss  Lillian  H.  Rice 

Kliiplv  villp 

]5arn\vell 

Orans?eljurir 

Marion 

18 

23 

3 

16 

7 

5 

21 

9 

5 
2 
6 

5 

Mrs.  D.  B.  .Sanders. 

B.  O.  Evans. 

D.  L.  Carmichael. 

Pliarlp<;fon         

Cliarleston 

Cliesti'i'liold 

Horry    

I'.  S,  Weather  Bureau 

CIUTIIW 

Conway  

DarliiiRtontt 

Edisto  n .'.•• 

.1.  H.  Powe 

12 
13 

1 
6 

17 
11 

w. 

Paul  Quattlebaum. 
D.  C.  McCall.      • 

Darlington 

H.  B.  .McCall. 

Orangeburg 

97 
97 

23 

t24 

sw. 
sw. 

s. 

Florenco  1 

77.7 

-1.2 

57 

IS 

30 

26 
16 

2 
12 

2 
2 

H.  K.  (iilbert 

do 

Dillon 

101 
94 
97 

"98 
98 

89 

24 
24 
24 
24 

28 

H.  B.Floyd. 

Georgetown 

Williamsburg 

(leorgetown 

22 
28 
2 

1 

67 
3 
28 
21 
25 

19 
14 

77.1 
77.5 
»76. 3 
77.6 

74.4 

-1.5 
-0.8 

-2.2 

57 
57 
'56 
57 

61 

18 

17 

17 

+17 

+12 

34 

28 
"83 
34 

6 
19 

3 
■20 

10 

22 

4 

22 

2 

16 

2 

7 
5 
8 

4 

s. 
s. 
s. 
w. 

sw. 

A.  P.  Hazard. 

A.  O.Matthews. 

Oaks  tt        

0.  M.  Mitchell. 

Orangeburg  

Piiiopolis** 

Orangeburg  

Berkeley 

264 

54 
97 

109 
62 

192 

75 

69 

4 

24 

U.  S.  Fisheries  Station. 
Miss  E.  P.  Ravenel 

Clarendon 

Dorchester 

('allioun     

William  B.  Wolle. 

St   Gporj^o 

77.8 
78.0 
»76.  8 

77.4 
78.6 

-0.9 
+0.2 
-0.3 

0.0 
+0.2 

99 

98 
»98 

96 
99 

24 
t  1 
■24 

24 
24 

58 
55 
"53 

60 
61 

17 
17 
17 

18 
+  1 

34 
31 
"32 

30 
37 

19 
16 
16 

7 
21 
23 
21 

14 

23 
19 

18 

4 
14 
10 

23 
9 

5 
5 

9 

4 
2 
11 

7 
0 
4 

0 
0 
2 
4 

6 

3 

9 

1 

sw. 
e. 

s. 

sw. 

s. 

s. 

s. 

sw. 
w. 
sw. 

K.  S.  Weeks. 

St.  Malthows 

.1.  .'^.  Wannaiiiaker. 

Darlington 

Dorchester 

Colleton  

A.  H.  Rogers. 

Miss  E.  II.  Gadsden. 

WuUt'i'boro     

J.  X.  Frank. 

Whitehall  ( near)    

...   .do 

Special  Rice  Exp.  Station 

Hampton  

extremes     

21 

77.0 
77.3 

77.6 
77.6 
77.0 

-1.8 
-0.7 

-1.4 

+  1.2 
-0.8 

96 
102 

99 
102 
94 

t2 
24 

24 
f24 

t  1 

58 
"53 

57 
53 

56 

16 

17 

17 

+16 

16 

31 

38 

36 
37 

30 

.J.  G.  Hutson. 

Division  means  and 

Westet'ii  Pmiion. 
Aiken           

Aiken  

527 
764 
656 
293 

508 

222 

562 
402 
850 
351 

56 
21 
28 
14 
24 

57 
13 
13 
25 
30 

3 

4 
24 
28 
16 

1 

2 
18 
24 
14 

10 
2 
14 
13 
16 

24 
34 

28 
14 

1 
18 

Frank  B.  McCoy. 

Auder.son  

Le.\ington 

Fairlield 

H.  H.  Russell. 

E.  .L  Hite. 

Blairs                     

J.  N.  Owens. 

Calhoun  Falls  

Abbeville 

77.8 
'78.6 

+■2.5 

101 
"  99 

•24 
24 

55 
'60 

15 
20 

37 
'33 

14 
18 

11 

8 

5 

4 

sw. 

se. 

L.  M.  Parker. 

Camdon                 

Kershaw 

W.  C.  Brown. 

York  

Newberry 

.1. .).  Murran. 

Clenison  College 

73.8 
77.6 

-2.0 
-0.6 

89 
97 

+24 
24 

53 
59 

17 
17 

30 
26 

19 
16 

9 
11 

2 
3 

sw. 
sw. 

Prof.  F.  H.  H.Calhoun. 

Richland 

Edgefield     

Edgefield 

Gaston  Shoals  tt 

Cherokee 

680 
989 
671 
568 

500 
1063 
900 
711 
450 

400 
1380 
502 
850 
536 

512 

875 
620 
1061 
548 
690 

Harry  A.  Parsliall. 

75.8 
76.0 
74.2 

77.3 

+  1.8 
-•2.0 
-•2.9 

100 
98 
95 

101 

24 
24 
23 

24 

50 
54 
53 

53 

+16 
17 
17 

17 

38 
30 
32 

35 

17 
28 
14 

27 

8 
0 
15 

0 

5 
2 

1 

3 

sw. 

w. 

w. 

w. 

J.  H.  Woodside. 

Greenwood 

Lancaster 

M.  M.  Calhoun. 

Heath  Spring 

J.  Marvin  Bowers. 

Kershaw       

Kershaw 

John  W.  Hamel. 

Spartanburg 

Pickens 

R.  Hartwell  Wilds.  D.D.S 

76.0 
78.3 
■^78. 8 

77.8 
68.9 
78.0 

-0.3 
+0.4 
+  1.3 

+0.6 

'-6."4' 

97 
101 

«102 

99 
91 
102 

26 
24 
24 

24 
t23 
24 

53 
52 
''56 

58 
43 
54 

17 
16 

+17 

+16 

17 
17 

36 
33 
■143 

35 
39 
39 

2.60 
.3.50 
2.73 

5.58 
4.16 
2.58 
2.  66 
2.05 

2.45 
2.62 
2.40 
4.26 
4.  .58 
4.  35 

3.82 
4.49 

-2.80 
-1.11 
-2.00 

-0.10 

'-i.'';8' 

-1.86 
-2.97 

-1.78 
-2.57 
-2.27 
-0.94 
-0. 16 
-1.03 

-1.06 
-0.  52 

0.70 
2.81 
1.50 

•2.58 
1.13 
2.15 
1.22 
1.79 

1.37 
0.95 
2.02 
1.56 
1.91 
2.  00 

4.60 
4.60 

0 
0 
0 

0 
0 
0 
0 
0 

0 

0 
0 
0 
0 
0 

0 
0 

11 
5 

5 

7 
10 
9 
8 
3 

8 
6 
2 
1'2 

5 

7 
8 

13 
19 

16 

7 

1 
4 

sw. 

s. 

Little  Mountain 

Meriwether    

Newberry 

McCormick 

.1.  M..Sease.  M.  D. 
William  S.  Middleton. 

5 

23 

2 

sw. 

.Toseph  M.  .Tohnson. 

Oconee  

Newberry 

Newberry 

Anderson 

1 

24 

5 

s. 

Warren  G  Peterson 

Pelzer 

.loshua  \*.  .lones. 

Saluda       

.Saluda 

77.0 

77.0 

75.6 

'•77.3 

-1.0 

+0.3 
-0.5 
-1.2 

101 

101 
99 

'•97 

24 

24 
26 
25 

52 

52 
49 

"57 

+17 

17 
17 
17 

42 

37 
34 
"30 

•22 
13 

8 
16 

0 

1 

sw. 
s. 

Mrs  F.  V  J  Maxwell 

Santuck 

Union 

E  W  .leter 

Spartanburg 

Spartanburg 

Edgefield 

F.  P.  Robinson. 

Trenton  .  .          ... 

24 
15 
19 
16 

17 
16 

5 
12 
10 
13 

10 
10 

1 
3 

1 
1 

3 
4 

sw. 
sw'. 

s. 
s. 

sw. 
sw. 

Mrs.  S.  E.  Long. 
H.  W.  Brandt. 

Walhalla 

Oconee  

White  Oak 

Fairfield 

77.0 
74.7 

76.6 
76.9 

+0.3 
-1.3 

-0.4 
-0.6 

99 
97 

102 
102 

24 
24 

24 
t24 

53 

52 

43 
43 

17 

17 

17 
17 

36 
31 

43 
43 

T.  O.  Patrick  A  Co. 

Winthrop  College  tt. . . 

York 

W  P  (ioodman 

Division  means  and 

extremes 

The  departures  from  the  normal  temperature  anil  procipilation  are  computed  only  for  such  stations  an  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  ii\ 
determining  section  or  division  means.     Reference  l(>tters  (»,  1),  c),  appearing  in  the  table  indicate  mnnber  of  days  missing;  for  example,  ^  represents  two  days  missing,  etc. 

+  Also  on  other  dates.  ■++  Received  too  late  to  l)i>  included  in  means  and  summaries.  **  Temperature  data  are  from  observed  readings  of  the  dry  i)ulb :  means  are  com- 
puted from  observed  readings.     tX  Postodice  addresses  of  tliese  stations  are  as  follows:    Of  Edisto,  Embree;  of  Gaston  Shoals,  Gallney ;  of  Winthrop  College.  Ro<'k  Hill. 

T.  Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


June,    li:»l7 
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Daily  Precipitation  for  June,    1917. 


Watersheds. 

Day  of  mouth. 

Stations. 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18      19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

0 

Enxlern  Pmiinii. 
4lli>Mil'ili'  nil 

1. 00 

T. 

.05 

.72 

.09 

95 

T. 

'.'is 

.06 

2.87 

Iteanlort 

HUickvillellll 

Coast 

Kdisto 

do       

.US 

'.'32 
M 

1.72 

'.'20 
.10 
1.14 

T. 

.60 

't.' 

.19 

'.'35 
.38 
1.42 

'.'98 
1.15 

.61 
.97 
L52 

1.30 

1.97 

.20 

.16 

fi.  13 

2.00 

'.'si 

.16 
1.03 
1.85 

.72 
.06 
.44 
.51 
.60 
1.16 

.08 

'.'io 

i.'22 
1.08 

.07 
T. 

.65 
.18 
.12 
.24 
2. 24 
.... 

.67 

.72 

.60 
.11 
.29 

'.'63 

.02 
.03 

4  49 

't.' 

".ii 
'.'45 

.60 

.62 
.39 
.16 
.98 
.61 
.05 
.35 

T. 

T. 
'.'69 

T. 

.03 

T. 
■••• 

T. 

.05 
.05 

T. 

2.05 

.01 

.84 
1.20 

2.  20 

Pee  Dee 

.32 

'.'63 
.10 

.06 

'."62 

6.  43 

Charleston  '** 

Coast 

Pee  Deo 

Waeeamaw .. . 

Pee  Dee 

Edisto 

Ly nehes 

T. 

1.92 

2.23    .43 
.05'  -07 

.  42  . . . . 

.07 
.20 

.32 
.13 

■.'46 

.32 
.80 

.42 

9.34 

T. 

.09 

'.'80 

'.'75 
T. 

.91 
1.'38 

6.86 

n-ir1ii)(Tfnn  llll 

.6,> 
.09 

.70 

.13 
.14 
.20 

'.'62 

3? 

5  03 

Fiii^tn  llll 

4  31 

.93 

!69 
.50 

.00 

'.'64 
.17 
.40 
T. 

'.'32 
'.82 

i.'33 
1.04 

.17 
.09 

.or 

.05 

f.' 

.48 
.27 

.32 
.'75 

:% 
.55 

'.'i'i 

.60 
.60 
.28 

'.'83 

l.lfi 
.84 
.74 
.30 

'!29 

3.' 25 

'.'96 

.20 

.90 

5.50 

.03 

6.  93 

Pee  Dee 

do 

T. 
T. 

.50 

.91 

1.06 

.05 
1.22 

.41 

'.'50 
.10 

2.' 35 

2.80 
T. 

3.60 

8.62 

F  oreiifp  2             

T. 

.28 

.10 
.80 

3.  30 

7.10 

Floyd  Dale 

Little  Pee  Dee 

10  10 

.25 

1.50 

1.60 
.60 

1   58 

T. 

LOO 

.58 
1.24 

3.30 

lilack 

.20 

.50 
.21 
.35 

'.'52 
.10 
.93 

.40 
.15 

.48 
.91 
.43 

'.'37 
1.80 
.45 

.43 
1.11 
1.25 
1.58 
1.15 

.03 

.42 

1.54 
1.06 

.31 
.12 

0.11 

Oaks 

do 

T.' 
'.'69 

L16 

0.01 

Oranffeburg 

Edisto 

Cooper  

.10 
.20 

2  96 

.'57 
.03 

.12 

'.'io 

'.'63 
.09 

■.'62 
.63 
.17 

.42 
.02 
.02 

■.'53 

.10 
3.08 

.21 
1.55 

1.20 

'.'-ii 

'.'65 
.19 

.11 

'.'io 

.12 
.61 

.72 
.08 
.99 
.14 
.85 

.06 

.10 

.05 
.11 
.03 

.50 

.12 

2.22 

.20 

5.28 

St.  Geoi'Ki!  nil 

Edisto 

Santee 

do 

.11 
.13 

.07 

'.'62 

.04 

.11 
.30 

't.' 

.55 

.06 

4.16 

St.  Miilthewsllll 

Society  Hill  llll     

5.49 

.18 
.04 

..36 
.02 

.'i8 

't.' 

'.■62 

'.'64 
.27 
.30 

'f.' 

'.'08 

.99 
.01 

5.93 

Ashley 

3.74 

Ashcpoo 

.02 

4.74 

WhitehalUnear) 

.02 

.04 

.03 
.12 

.24 

.03 

.15 

.30 
.06 

3.31 

.  <lo    

.04 

3.40 

]Vfsfent  Vorfian. 

Kdisto 

.54 

.27 

1  81 

.07 

2.97 

Savannah  

Edisto 

.09 

.10 

.50 
.11 

0'! 

.10 

.11 

.40 
1   33 

1.33 

Ritc'ilniri'  lill 

.20 
.49 

88 

T. 
.06 

2.85 
1.35 
.47 
2.  32 
1.09 
1.88 

.07 

'.■54 
1.89 
1.15 

■>  9S 

.91 
.26 

.08 
.22 
.12 
.03 
.26 

.14 
.07 

5.02 

Bliiirsllll           

liroad 

.17 

.33 

.10 

3.05 

Cilhouii  Falls  III! 

.34 

'.'•23 

T. 

.13 

.12 

1.81 

Wateree 

Catawba  .    ... 

.03 

.23 
.32 
.05 

.14 

2.'  io 

.49 
.06 

.08 

.13 
.31 

.08 

.29 
.29 

.40 
.10 
.32 

.82 

4.60 
.15 
.05 

'51 

.03 

i.'so 

.12 
.40 

8.35 

Catawba  llll 

4.  67 

Chappollsllll 

Clenison  College 

Colambia  *** 

Saluda  

.10 
.81 

2.42 

Savannah  

Congaree 

Savannah  

Broad 

'.'g8 

.17 
.57 

'.'33 
.10 
T. 

.37 
.04 

.05 
1.01 

'.'22 
.24 

.61 

.17 
T. 
.10 
T 

.93 
.11 

'.'26 

.71 
.02 

4.47 
4.95 

Edgetiel,!  nil 

Gaston  Shoals  |||| 

.13 
.04 
.42 

.19 
.55 
.57 

4.04 

.05 
.07 
T. 

.81 

2.02 
.11 

4.81 

Green\"ille  |||l        

Saluda 

.24 

3.22 

Greenwood  |||| 

do 

.75 

2.32 

Wateree 

1.52 

.50 
.64 

.37 

.09 

.11 

1.50 
.13 

6.32 

Lynches 

Broad 

.08 

.37 

1.32 

3.27 

.33 

.64 

.13 

.90 

7.81 

Liberty     

Savannah  — 
Saluda  

.02 

'.'32 
.41 
.11 

'.'io 

.18 

.05 

.02 

.50 
.04 

'f.' 
.75 
.02 

.70 

i.'so 
i.'is 

T. 

.30 

.02 
2.81 

.04 
.25 

.30 

T. 

.35 

T. 

.50 

.08 

.10 

2.60 

Little  Mountain 

3.50 

Meriwether 

Savannah  

Edisto 

Savannah  

Saluda 

do 

'.'38 

.08 

.... 

'.'15 
.12 

.28 
.02 

T. 

T. 

.'33 

.04 
'.'28 

.50 
1.33 

T. 

2  73 

Moiietta 

Mountain  Rest 

2.58 

T. 

".21 

L16 

'.'si 

T. 

.20 

T. 

.04 
.24 

.09 

T. 

.29 

■'ie 

5.58 
4.16 

Newberry 

.01 
.16 

2.15 
L22 

1.79 
.65 
.95 

0  n^ 

.07 

.01 

.02 

.40 

2.58 

Peker  nil 

.08 

.26 

.06 

2.66 

Saluda 

do 

.22 

2.05 

Saiitnck 

Broad 

do 

.14 
T. 
T. 
.10 

'.'57 

T. 

.05 

.72 
.55 

.23 
.23 

.26 

T. 

.16 
T. 
T. 

i.'gi 

2.45 

Spartanburg  |||| 

.31 

.01 

T. 

2.62 

Trenl(jn  

Edisto 

Savannah  

.38 
T. 

2.40 

Walhalla 

White  Oak 

'.■26 

.87 
.32 

'.'65 
.40 

.22 

.26 
.07 
.30 

.43 

.05 
1    4.'i 

'i'.' 

.32 

'!58 
.45 

.67 

.09 

.15 
T. 

.34 

1.56 

4.26 

4.58 

Winthrop  College 

Catawba 

....|i.26 

2.00 

4.35 

Except  as  otherwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observation.  ||||  Precipitation  measureil  in  the  morning:  amount  tlien  recorded  is  for  the  preceding  24  hours.  ***  Regular  Weather  Bureau  station;  precipitation  is  for  the 
24-hour  period,  midnight  to  midnight.    *  Precipitation  included  in  the  next  following  measurement.    X  Separate  dates  otfalls  not  recorded.    T.  Trace,  or  less  than 0.01  inch. 


COMPARATIVE  DATA  FOR  JUNE. 


Year. 


Tempeiuture. 


Precipitation. 


Average  number  of 
ilays. 


1887. 
188S 
1889 
1890 
1891 
189-2 
1S93 
1894 
189.") 
1896 
1897 
1898 
1899 
19  K) 
19;)! 
19112 


77.9 

107 

44 

78.1 

102 

51 

74.4 

99 

39 

80.9 

103 

56 

79.3 

7.5.1 

99 

53 

76.  5 

9(') 

.53 

77.0 

105 

41 

7S.2 

105 

.50 

77.9 

102 

52 

79.  2 

UO 

49 

79.  7 

105 

55 

79.4 

105 

48 

71;.  2 

97 

.52 

76.  7 

102 

48 

78.5 

105 

.52 

3.53 
2.73 
5.10 
2.41 
3.20 
5. 25 
7.64 

3.  91 
3.04 

5.  42 
.5.44 

4.  15 
3.89 
7.94 

6.  .'5 
4.-18 


8 

10 

8 

sw. 

se. 

sw. 

sw. 

12 

10 

11 

9 

se. 

8 

13 

12 

r> 

sw. 

8 

13 

13 

4 

sw. 

12 

11 

12 

7 

sw. 

12 

10 

13 

7 

sw. 

S 

17 

10 

3 

sw\ 

8 

M 

111 

6 

sw. 

14 

4 

15 

n 

sw. 

12 

9 

12 

9 

sw. 

9 

15 

in 

5 

sw. 

Year. 


Temperature. 

^ 

■ 

d 

<L> 

? 

be 

■^ 

0 

S 

s 

3 

Precipitation. 


1903 

1904 

1905 

1906 

1907 

19<'i8 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916 

1917 

Period 


74.2 

96 

77.0 

102 

78.9 

101 

78.4 

102 

75.8 

99 

76.6 

100 

79.2 

105 

/  -■).  .T 

98 

80.  9 

106 

75.  5 

101 

76.  2 

105 

81.1 

118 

76.  0 

103 

76.  4 

100 

76.  9 

102 

77  ^ 

y>H 

42 

8.09 

48 

4.06 

43 

1.92 

,52 

8.  ,88 

.50 

5.92 

48 

4.90 

,58 

6.  87 

46 

7.78 

.54 

3.  42 

48 

5.68 

40 

5.  ,53 

,50 

3.80 

49 

4.  26 

48 

5.12 

43 

4.49 

a  j;  C  C 


Average  num 

ber  of  1 

days.                 1 

!->; 

>> 

rf 

0 

Si 

0 

Sh  0 

y 

5  01 


14 

11 

10 

9 

8 

18 

7 

5 

6 

fi 

14 

10 

12 

13 

8 

9 

10 

12 

13 

5 

9 

13 

13 

4 

12 

10 

14 

6 

13 

10 

11 

9 

8 

14 

12 

4 

9 

13 

7 

10 

12 

15 

9 

fi 

s 

14 

12 

4 

9 

14 

10 

fi 

11 

12 

11 

7 

M 

10 

1(1 

4 

10 

12 

11 

7 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

s. 

sw. 

sw. 
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CLiMATOLOUJCAL    DATA:    SOUTH    CAROLliNA    SECTION. 


June, 


Daily  Temperatures  for  June,   1917. 


Stations. 


1-23456 


8       9       10      11      12      13      14      15      16      17      18      19     '20     21      22      23     24      25     26     27      28      29     30     31 


Enftern  Portion. 

.,,,,,,,,  )  Maximum  . 

Allendalo'J'J (Minimum.. 

Beaufort j  Minimum. . 

„,     ,     .,1   ,t  )  Maximum  . 

Blackville*  (Minimum.. 

„  )  Maximum  . 

Bowman \  Minimum. . 

„     ^  i  Maximum  . 

Centenary ,  Minimum. . 

„,      ,     .  )  Maximuin  . 

Charleston (Minimum.. 

,,,  S  Maximum  . 

CherawSSv> (Minimum.. 

,,,;  j  Maximum  . 

Conway W j  Minimum.. 

„     ,.      ^      ,,,t  *  Maximum  . 

Darlington  % )  Minimum. . 

.,,,  )  Maximum  . 

1'  erguson  n j  Minimum . . 

1  ,w  !  Maximum  . 

Horenoe  1  W j  Minimum.. 

„,      ,  T^  ,  )  Maximum  . 

Floyd  Dale j  Minimum. . 

S  .Maximum  . 
Georgetown ,  Minimum. . 

..  i  Maximum  . 

kingstroe  W j  Minimum. . 

j  Maximum  , 

Oaks j  Minimum. . 

„  ,•  )  Maxinuim  , 

Orangeburg j  Minimum . , 

„     ,.  ,,.,  )  Maximum  , 

St.  George  W ,  Minimum. , 

...  i  Maximum  . 

St.  Matthews  «sS j  Minimum . , 

,,.,,,,  S  Maximum  . 

Society  UilU^V' f  Minimum.. 

...  )  Maximum  . 

•Summerville (  Minimum.. 

■„  ,.    .  )  Maximum  . 

Walterboro j  Minimum. , 

,,,,  )  Maximum  . 

YemasseeS'iS'i )  Minimum.. 

}yesteni  Portion. 

J  Maximum  . 

Aiken \  Minimum . , 

j  Maximum  . 

Anderson j  Minimum., 

, ,  i  Maximum  , 

Batesburg  W (  Minimum. , 

„  ,,  ^  ,,  \  Maximum', 

Calhoun  Falls \  Minimum. . 

,,  )  Maxirauir  . 

Camden  W \  Minimum . , 

„  ,,  \  Maximum  , 

Clemson  College  ....  j  Minimum., 
_  ,        .  ,  J  Maximum  , 

Columbia J  Minimum. , 

.,,    ,,  )  Maximum  , 

Greenville  sSsS ,  Minimum. , 

. ,  )  Jlaximum 

Greenwood  n ,  Minimum. , 

„       ,   _     .  )  Maximum  , 

Heath  Spring (Minimum., 

„.  j  Maximum 

Kershaw§SS j  Minimum . 

i  Maximum  , 

Landrum j  Minimum. 

)  Maximum 

Liberty \  Minimum. 

, ,    ,    ,,        .   .  s  Maximum 

Little  Mountain (Minimum. 

.,     .        ,  )  Maximum 

Meriwether (Minimum. 

)  Maximum 

^fonetta /  Minimum. 

^   .      „     .  (  Maximum 

Mountain   Rest )  Minimum. 

)  Maximum 

Nowbprry (Minimum. 

,,  ,    ,  )  Maximum 

^■^mna  t  Minimum. 

\  Maximum 

Sn'it'"'!: (  Minimum. 

-•  S  Maximum 

Spartnnl.urg'i>« ,  Minimum. 

)  Maximum 

Trenton ,  Minimum. 

,„,  .^    „   ,  )  Maximum 

^M'ltoOak ,  .Minimum. 
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GENERAL   SUMMARY. 

While  tlie  jiast  montli  was  one  of  frequent  showers,  witli 
unequal  distribution  as  to  amounts  of  rainfall,  the  general 
weatiier  conditions  were  quite  close  to  the  seasonal  average,  in 
marlced  contrast  to  tlie  unprecedented]}'  heavy  rainfall  and 
ahnornially  low  temperatures  of  last  July,  with  their  destructive 
effects. 

Notwithstanding  a  condition  of  semi-drought  over  portions 
of  the  Piedmont  counties  and  a  superabundance  of  rain  in 
many  of  the  eastern  counties,  all  crops  showed  marked  im- 
provement, with  prospects  for  a  generally  l)Ountiful  output. 
Cotton  had  developed  to  nearly  seasonal  growth  and  was  fruit- 
ing well  generally,  and  early  bolls  were  opening  in  scattered 
sections  at  the  clo.se  of  th?  month.  Corn  was  in  good  to  excellent 
condition,  and  the  soaking  rains  of  the  third  week  practically 
assured  the  early  crop;  roasting  ears  were  plentiful  during  the 
first  week,  and  fodder  pulling  became  quite  general  during  the 
last  week.  The  tobacco  crop  continued  in  excellent  condition 
generally.  Truck,  gardens  and  the  various  kinds  of  forage  were 
pron)ising,  and  fruits,  vegetables,  and  melons  were  plentiful. 
The  pea  and  velvet  bean  acreage  has  been  largely  increased, 
and  preparations  for  fall  plantings  were  making  favorable 
progress. 

PRESSURE. 

The  mean  sea-level  pressure,  determined  from  reports  of 
7  regular  Weather  Bureau  stations  in  and  surrounding  the 
Section,  was  30.03  inches.  The  highest  pressure  in  the  region 
covered  by  reports  was  30.24  inches  at  Asheville,  N.  C.  on  the 
2Gth,  and  in  the  Section  proper,  30.23  inches  at  Columbia  on 
the  same  date;  lowest  pressure,  29.65  inches  at  Charlotte,  N.C., 
on  the  10th,  and  at  Wilmington,  N.  C,  on  the  11th,  and  in 
the  section  proper,  29. G8  inches  at  Columbia  on  the  11th. 


TEMPERATURE. 

The  monthly  mean  for  the  Section  determined  from  reports 
of  38  stations,  was  79.9°.  The  highest  temperature  was  102° 
at  Calhoun  Falls,  Abbeville  County,  on  the  9th  and  31st.  The 
warmest  period  was  generally  during  the  last  week,  but  max- 
imum temperatures  occurred  on  various  dates  at  a  number  of 
stations  during  the  earlier  part  of  the  month.  The  lowest  tem- 
perature was  52°  at  IVIountain  Rest,  Oconee  County,  on  the 
10th.  The  coolest  period  of  the  month  was  generally  about  the 
first,  but  minimum  temperatures  occurred  at  many  stations  of 
the  western  portion  up  to  the  18th. 


¥ 


HUMIDITY. 


I 


The  mean  relativi^  humidity,  determined  from  reports  of 
7  regular  Weather  Bureau  stations  in  and  surrounding  the 
Section,  was  as  follows:  8  a.m.,  84%;  8  p.m.,  78%.  The 
higliest  percentages  oeeui-red  over  the  extreme  eastern  and 
southern  oast  districts,  and  the  lowest,  over  the  lower  Pied- 
mont counties. 

PRECIPITATION. 

The  average  for  the  Section,  ob  stations  n^porting.  M'as 
D.-'ri  iiicbcj,  ov  0.72  inch  above  the  estal)!islied  normal  and 
S.i:'  inches  below  tbi^  averag(>  for  the  great  wet  .July  of  Insl 
year.    There   were  two  pron  lunced   rainy   periods:    during    the 


Hrst  decade  and  between  the  17th  and  22d ;  and,  while  pre- 
cipitation was  recorded  in  some  part  of  the  State  on  every  date 
of  the  month,  there  were  notable  deficiencies  over  the  greater 
portion  of  the  Piedmont  counties  during  the  first  period,  in 
consequence,  the  monthly  total  amounts  in  this  section  were 
below  normal  and  ranged  from  4  inches  downward  to  less  than 
3  inches,while  throughout  the  eastern  coastal  plain  and  in  small 
areas  of  the  northern  counties  the  amounts  ranged  from  6  to 
over  11  inches.  The  greatest  local  monthly  amount  was  11.41 
inches  at  Ferguson,  Orangeburg  County;  least  amount,  2.2G 
inches  at  Greenwood,  Greenwood  County.  The  greatest  amount 
during  any  24  hours  was  4.37  inches  at  Catawba,  York  Count}', 
on  the  17th  and  18th.  The  average  number  of  rainy  days  was 
9%  above  normal. 

Hail  occurred  at  Bowman  on  the  9th  and  at  Walhalla  on 
the  30th. 

The  following  deaths  b}'  lightning  were  reported  during 
the  month:  At  Cameron,  Calhoun  County,  on  July  11, 
.Jerry  Dix,  a  negro;  at  Orangeburg,  Orangeburg  Count}',  on 
July  27,  II.  K.  Drew,  a  prominent  citizen.  Damage  by 
ligiitning. — At  Lancaster,  Lancaster  County,  a  cotton  ware- 
house and  50  bales  of  cotton  burned  on  July  2;  in  the  Pond 
Creek  section,  south  of  Lexington,  Lexington  County,  a  horse 
and  mule  valued  at  $700,  killed  on  July  25. 


WIND. 

The  prevailing  wind  was  from  the  southnest.  The  average 
hourly  velocity,  determined  from  7  anemometer  records,  was 
7.0  miles.  The  highest  average  velocity  in  the  region  covered 
by  reports  was  9.5  miles  per  hour  at  Charleston;  lowest  average 
4.9  miles  per  hour  at  Augusta,  Ga.,  and  in  the  Section  proper, 
6.4  miles  per  hour  at  Columbia.  The  highest  velocity  for  any 
5-minute  period  was  46  miles  per  hour  from  the  northeast  at 
Charleston  on  the  8th. 


SUNSHINE    AND    CLOUDINESS. 


The  average  monthly  sunshine,  determined  from  7  auto- 
matic records,  was  262.7  hours,  or  60%  of  the  possible  amount. 
The  average  number  of  clear  days  was  14;  partly  cloudy,  9,  and 
cloudy,  8,  as  against  normals  of  12,  12,  and  7  days,  respectively. 


RIVER  CONDITIONS. 

The  Santee  River  was  in  moderate  Hood  between  the  21st 
and  29th,  incident  to  copious  showers  and  heavy  to  excessive 
rains  over  the  upper  reaches  between  the  17th  and  22d,  the 
run-off  being  materially  retarded  by  heavy  crop  growth  and 
extensive  soil  cultivation. 


ERRATA.-June,  I9I7. 

Columbia.  —Minimum  temperature  iSth,  page  46,  should  be  71. 

Saluda.— Mean  minlmuui  teiuperature,  page  46,  should  be  »C3.  9;  mean  temperature, 
page  44,  should  be  "77.6. 
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Edgefield 

J.  A.  Townsend. 

Gaston  .Shoals  tt 

Cherokee  

680 
989 
671 

568 

500 
1063 
900 
711 
450 

400 
1380 
502 
850 
536 

512 
875 
620 
1001 
548 
690 

Harry  A.  Parshall. 

(ireenville 

Greenwood 

Lancaster 

78.9 
79.1 
77.4 

80.5 

+2.5 
-0.9 
-3.0 

100 
96 
96 

99 

t30 
31 
31 

31 

60 
60 
63 

65 

11 

18 
t  5 

t  1 

36 
25 
26 

32 

16 
18 
0 

27 

6 
0 

28 

0 

9 
13 
3 

4 

sw. 

w. 

w. 

w. 

J.  H.  Woodside. 

Greenwood  

M.  J[.  ('alhoun. 

J.  Marvin  Bowers. 

Kershaw 

John  W.  Harael. 

Landrum 

Spartanburg 

Pickens 

R.  Hartwell  Wilds.  D.D.S 

Liberty 

79.5 
80.2 
81.3 

80.3 
73.5 
81.0 

+0.3 
-0.2 
+  1.1 

+0.6 

+6.' 2' 

97 
98 
100 

98 
93 
101 

t30 
31 

tl7 

31 
31 
31 

63 
66 
65 

67 
52 
65 

■  5 

■  5 

■  5 

t  1 

10 

t5 

31 

28 
32 

26 
38 
32 

5.12 
5.24 
3.58 

5.98 
6.19 
4.88 
5.95 
6.43 

5.03 
2.82 
2.97 
6.00 
5.02 
7.25 

5.34 
6.56 

-0.68 
+0.50 
-1.37 

+  1.62 

'+6.' 44' 

+0.65 
+2. 22 

+0.08 
-1.48 
-2.  68 
+  0.04 
+0.11 
+2.36 

+0.96 
+0.72 

1.40 
0.82 
0.73 

1.94 
1.79 
1.23 
1.44 
1.32 

1.67 
0.88 
1.08 
2.08 
1.40 
2.50 

4.37 
4.37 

0 

0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 

0 
0 

13 

15 
9 

11 
11 
11 
11 
11 

9 
6 
5 
15 
11 
9 

10 
12 

11 
15 

18 
6 

2 

10 

sw. 

s. 

John  T.  Boggs. 

Little  Mountain 

Meriwether    

Newberry 

MeConiiick 

Saluda 

J.  M.Sease,  M.  D. 
William  S.  Middleton. 

Mnnetta 

8 

20 

5 

19 
0 
19 

4 
11 

7 

sw. 

sw. 

Joseph  M.  John.son. 

Mountain  Rest 

Oconee  

James  L.  Brown. 

Newberry 

Anderson 

Warren  G.  Peterson. 

Pelzer 

Joshua  Y.  Jones. 

Saluda 

79.8 

79.9 
79.2 
79.0 

-0.7 

+0.3 
+0.2 
-1.5 

99 

99 

99 

''100 

15 

tl6 
30 
29 

61 

63 
61 
•59 

12 

1 
5 
8 

32 

34 
33 
'33 

17 
11 

9 
15 

5 
5 

s. 
s. 

Mrs.F.  V.J.Maxwell 

E.  W.  Jeter. 

Spartanburg 

Spartanburg 

Edgefield 

F.  P.  Robinson. 

Trenton  tt 

16' 
16 
9 

14 
14 

'i7' 

8 
18 

10 
9 

"4 
7 
4 

7 

8 

se. 
sw. 
sw. 
s. 

sw. 
sw. 

Mrs.  .S.  E.  Long. 

Walhalla 

Oconee 

Fairfield 

H.  W.  Brandt. 

White  Oak     

79.8 
77.4 

79.3 
79.9 

+0.2 
-2.5 

-0.1 
0.0 

98 

92 

102 
102 

15 

t30 

•■  9 
■  9 

65 

64 

52 
52 

tl 

5 

10 
10 

28 
26 

38 
38 

T.  G.  Patrick  &  (.'0. 

York 

4 


The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  yearx  of  record,  but  all  complete  reports  are  used  in 
determining  section  or  division  means.     R'ft'rencc  li'tters  (".  ^.  c),  appearing  in  the  table  indicate  immlier  of  days  missing;  for  example,  '>  represents  two  days  iiii.-isiiig.  etc. 

t  Also  on  otherdates.  tt  Received  too  late  to  he  incluiled  in  means  and  summaries.  '*  Temperature  data  are  from  ob.'served  readings  of  tlie  dry  bulb:  means  are  com- 
puted from  ob.served  reailings.     tt  Postolfice  addresses  of  these  stations  ara  as  follows:     Of  Kdisto.  ICmbree;  of  (Jaston  Shoals,  (Jall'uey  :  of  Wiiitlirop  College,  l!ock   Hill. 

T.  Preciiiitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


p' 
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Daily  Precipitation  for  July,    1917 

• 

Watersheds. 

Day  of  month. 

Stations. 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

Kn.''leni  Piirtion. 
Allendale  nil 

1.64 
.09 
.26 
T. 
.08 
1.55 
1.95 
.81 

.55 
.85 
.86 
1.53 
.61 

'.'85 
.90 

1.00 
.22 

3'' 

.40 
.45 
.30 

2.05 
.37 

1.37 
.18 
.05 

.10 
2.05 

l.'sn 

.18 
2.05 
1.05 

.73 

.25 
.48 
.65 
1.95 
.13 
.89 

.10 
.48 
2. 29 
.18 
.21 

.18 
.37 
.32 
.17 
.13 

'.'36 
.19 

.35 
.67 
1.40 
.12 
.17 
.13 

.70 

".2\ 
.05 
.16 
.13 

.80 
.77 

.07 
.47 

1.50 
.10 

1.43 
T. 
.52 
.40 

.75 
.16 

.'72 

.83 

i.'oo 

.90 
63 

'.'44 
.17 

1.24 
.10 
.19 

.05 
.61 

LIO 
.09 

'.'i6 

.15 
T. 
.  13 

.72 

'.'so 

.36 
.25 

•>8 

.78 
.23 
.25 
.03 
.54 
.05 

't'.' 

T. 

.64 

.41' 

.7(1 

.07 

.07 

T. 

.45 

.14 

.40 
.45 

'.'52 
.21 
.20 
.98 
.40 

.20 
1.73 
.50 

.92 
1.18 
1.00 
1.20 
1.60 
1.67 
.67 
.59 

.60 

.18 

.38 

1.26 

1.02 

1.78 

.50 

2.10 

.80 
1.(15 
1.20 
1.40 

.64 

.  7j 
.26 
.23 
.76 

1.  00 
1.57 

2.  62 
1.09 

.52 

i!38 
.50 
.44 
T. 

1.68 
.62 
1.52 

57 

L05 

'.'26 
.18 
T. 

'.'i2 

T. 

.40 
.90 
.56 
.15 
.48 

'.'36 

.29 

.05 

1.44 

.45 

T. 

.20 

'.'63 
.30 
.45 

.25 
.11 

.12 

'.'ie 
.54 
.20 

.50 

.23 

.12 
.20 

.07 
.27 

'.'72 
.33 
'f.' 

't.' 

8  84 

(;oast 

Kdisto 

.73 

.35 

.70 

T. 

T. 

.05 

3.'  i.5 

'.'26 
.08 

'.'24 

.80 

'tV 

.02 
'.'24 

't'.' 

■.■36 

'.'6i 

4.47 

Blaclvvillellll      

.15 

7  12 

Bowman 

do 

Pee  Dee 

Coast 

1.2S 
LOS 
.26 

■.'64 

.98 
T. 
.05 

T. 

.18 
.44 

.03 

8.43 
9.47 

Chiirle'^ton  *** 

.  06,2. 06 

....1  .40 

9  95 

Oheraw  ||[1         

Pee  Dee 

....    .07 

i.oel  -12 

...,|.... 

6  63 

Wacoamaw  ... 

Pee  Dee 

Edisto 

.0-1 

T. 

".n 
".55 

.60 

.08 
.35 

2.23 

.52 

.87 
.12 

2.00 
.03 
.35 
.52 

1.30 

.23 
.22 
.70 
.40 
1.20 
1.38 
2.65 

.04 
1.42 
.76 
.60 
T. 

.04 

.18 

9.39 

Darliiiffton  llll 

.03 
.17 

.88 
.51 

.09 
.55 
.55 

1.08 
.08 
.90 

.68 
.63 
.10 

6  01 

Kdisto  l!ll        

".n 

.03 
.50 

't.' 

T. 

.45 
.08 

'.'36 
T. 
.03 

'.'56 

'.'is 
't.' 

'.'26 

.31 
.09 
.30 

'.'58 

9  06 

Kltiugrlimii  1  tl      

Lynches 

Santee 

6  43 

11.41 

't'.' 
.03 

.04 
.13 

.13 

i.'io 

.80 

■.'62 
.62 
T. 

6.04 

do    

.95 
.60 

7  95 

Floyd  Dale 

Georgetown 

Little  Pee  Dee 
Coast 

2.' 66 
.71 

't" 

2.40 

i.'27 
.23 

.78 
.60 

.53 
.60 
.42 

7.81 
10  33 

Black 

8.36 

Qaks                 

,  do 

.70 

.29 

't'.' 

.30 
.90 

7  55 

Orangeburg 

Edisto 

9  05 

Piiiopolis  

Cooper  

20 

LV> 

.70 
.66 
1.18 
L25 

.26 
.17 
.89 

.'67 

'.'so 

.50 
L45 

1.27 
.15 
.06 

i.'57 

4.48 
.01 

■f.' 

'.'83 
.13 

.23 

.65 

14. 11 

.40 

.65 

1.65 

1.90 
1.30 
.56 

.06 
.17 
.08 

.07 
.11 
.08 
.■22 
.47 

.46 

.05 

.64 
.17 
.14 

'.'89 

.19 
.20 
.20 

.44 

.48  L44 

.70 
.22 
.33 

.32 

1.05 

SO 

8.  U 

St.  George  |||| 

Edisto 

.02 
.89 

.46 
.92 
1.05 
•76 
.20 

.52 
.18 
.03 
.06 
.68 
.44 
.64 
.96 

.69 
.55 
15 
.99 
1.24 
.52 
.90 
.17 

1.01 
.41 

1.05 
.70 

.  03    . . . 

.11 

.06 

8.75 

St  Matthews  llll 

Santee 

do 

.13 

'.'is 
.02 

.36 

.42 

.18 

-15 

.05 

.27 
.15 
.69 
.62 
.73 
.20 
.94 
.20 

't. 

9.64 

Society  Flill  llll 

.01 

.10 
.50 
.06 
.08 
.... 

.37 

6.94 

Sinunierville 

Ashley 

.28 
L65 
1.00 
9.08 

.15 
.31 
.30 

.... 

.06 

6.22 

Walterboro 

Ashepoo 

Conibahee 

do 

Edisto 

'.'42 

7.  86 

Whitehall  (near) 

.13 
.13 

.03 

.24 

■.■31 

1.41 
.15 
.97 

1.06 
.12 
.  77 
.74 

T. 

.26 

.32 

.31 

.55 

.20 

.12 

.74 

.04 
.18 

.57 

.18 

1.25 

'.'i3 
.41 

.05 

.07 
.40 

2.62 
.48 

1.95 

i'.os 

.07 

'.'91 

.26 

.13 

1.21 

i.'os 

5.26 

Yemasseellll 

.02 

5.46 

Wedern  Portion. 

.71 

1.17 
.26 

.25 
1.61 

.72 
1.07 

.15 

.56 
4.37 
3.66 

.55 
.62 

1.45 
T. 
.06 
.44 
.35 

L56 

6.92 

Anderson 

Savannah  

'.'4i 

.04 

't'.' 

.12 
.93 
T. 

'.'io 

';46 

.15 

.44 

3.53 

Bate.sbiirg  |||| 

Edisto 

.74 

T. 

T. 

T. 

T. 

.22 

T. 

5.35 

Broad 

1.30 

4.40 

Calhoun  Falls  llll 

Savannah  

.20 
.38 
1.86 
.24 

.10 
.04 

".30 

'.'63 

T. 

T. 

'.26 

.47 

't'.' 

'.'is 

.52 

.43 

'.'is 

.08 

.22 

.05 

4.24 

Wateree 

(Jatawba 

3.25 

Catawba  III  

9.99 

Chappells  1 1| 

Saluda 

.08 

.25 

.20 

.95 
.78 

.05 

.04 

.... 

.42 

6.19 

Clemson  College 

Savannah  

.10 
.12 

.87 
T. 
.63 
.60 

3.83 

Columbia  '*' 

Congaree 

Savannah  

.04 

T. 
.80 
.64 
1.24 
.05 

.17 

T. 

T. 

.04 

T. 

.05 

.11 

.14 

T. 

4.41 

Edgetield  |||| 

7.37 

Gaston  .'Shoals  |||| 

Broad 

'.'24 

.11 
.03 

T. 

T. 

'.'53 

.60 
1.89 
.58 

.01 
T. 

.04 
.05 

T. 

.25 

'.'ii 

.28 
.03 
.10 



4.  IS 

Saluda 

.09 

8.19 

Greenwood  |  || 

do 

2.26 

Heath  Spring  

Wateree 

Lynches 

.80 

3.00 

.06 

.40 

6.66 

Kershaw 

1.10 

.04 

.19 

.10 

.05 

.59 

.02 

4.63 

Landrum 

Broad  

.10 

.60 

.40 
.54 
.50 
.59 
.08 
.37 
.21 

.45 
1.32 

.10 
L08 

.16 

.20 
2.50 

i.'34 

T. 
.52 

'.'67 
LOS 

T. 

.12 
.35 

'.'68 

'.'s-i 

'f.' 

T.' 

.02 
.38 

T. 

T. 

.02 

.28 
.05 

'.■55 

.06 

T. 

.40 
.32 

.80 

.20 
.52 

.50 
1.65 
1.22 
1.23 
1.44 

.60 

.65 

.88 

T. 

.02 

.81 

.40 

.50 
.13 
.73 
L94 
.17 
.10 
.30 

.85 
.10 
.50 
.90 
.38 
.20 
.25 

.65 
.32 

.50 
.32 

1.79 
.30 

1.40 

.30 
.06 
.45 
T. 

L15 
.42 

1.25 

T. 

.53 

".'23 

.25 

.10 

■.'36 
.05 
.55 

.02 

'.'16 
T. 

'.'62 
.34 

.28 
.13 

.40 

5. 12 

Little  Mountain 

Saluda 

.12 

5.24 

Meriwether 

Savannah  

3.58 

Monetta 

Kdisto 

Savannah  

.48 

T. 

T. 

.74 

.03 
.66 
.12 
.18 

.10 
.63 
.04 
T. 
2.08 
.30 
.85 

.01 
.11 
.15 
.40 

L32 
.52 
.50 

.15 
.48 
.35 

.08 

.22 

T. 

5.98 

Mountai  n  Rest 

6.19 

Newberry 

Saluda 

LIO 

".ii 

.06 

4.88 

Pelzerllll 

do 

T. 

.12 

.59 

5.95 

Saluda 

do 

.35 

.02 

.40 

1.25 
1.67 
.08 
.66 
.28 
1.40 
.95 

6.43 

Santuek 

Broad 

T. 

.06 
T. 
.23 
T. 

5.03 

Spartanburg  |||| 

do 

.27 

T. 

T. 

T. 

2.82 

Trenton 

Edisto 

T. 
.90 
.17 
.50 

.10 
'.'26 

T. 

2.97 

Walhalla 

.35 

.OS 

.02 

.13 

T. 

.11 

.09 
.67 
.35 

.18 

.12 

.03 

6.00 

White  Oak 

Broad  

.51 

5.02 

Winthrop  College 

Catawba 



.20 



7.25 

r--- 



r--- 

....          1 

Except  as  otherwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observation.  ||||  Precipitation  measured  in  the  morning;  amount  then  recorded  is  for  the  preceding  24  hours.  ***  Regular  Weather  Bureau  station;  precipitation  is  for  the 
24-hour  period,  midnight  to  midnight.    *  Precipitation  included  in  the  next  following  measurement,    t  Separate  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  0.01  inch. 

COMPARATIVE  DATA  FOR  JULY. 


Year. 


Temperature. 


1887 
1»«8 
18.S9 
1S90 
1891 

)mz 

1893 
1894 
I89,'> 
1896 
1897 
1898 
1899 
1900 
1901 
190-2 


82.0 
78.9 
79.5 
78.4 
77.9 
78.9 
82.0 
77.  7 
79. 5 
80.7 
80.2 
80.0 
80.0 
81.2 
81.4 
80.  8 


110 
108 
102 
104 
93 
102 
104 
100 
KG 
105 
107 
102 
105 
1(H 
102 
107 


Precipitation. 


^T3  0  O 


Average  number  of 
days. 


cs5 


60 
53 
51 
52 
56 
51 

m 

55 
.54 
51 
54 
54 
47 
55 
62 
58 


7.49 
3.68 
7.13 
6.88 
5.95 
7.44 
3.87 
8.24 
4.  17 
8.17 
5.01 
7.81 
4.03 
4.08 
4.52 
3.79 


14 
8 
13 
12 


13 
8 
10 
10 
13 
10 
12 
14 
12 
15 


sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 

5W. 

sw. 
sw. 
sw. 
sw. 
sw. 


Year. 


Temperature. 

Precipitation. 

Average  num 
days. 

ber  of 

■S 

^ 

i 

u 

>•>, 

>. 

a 

be 

0 

o3 

vera 
ysw 
01  in 
■  mo 

5 

si 

0 

S 

K 

iJ 

< 

<!.§dO 

Ph  0 

0 

1903 

1904 

1905 

1906 

1907 

1908 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916 

1917 

Period 


Mi 

p  g 

>  c 


80.4 

103 

45 

3.59 

8 

18 

9 

4 

79.4 

105 

50 

5.96 

12 

13 

12 

6 

80.4 

101 

60 

6.16 

12 

13 

10 

8 

78.4 

100 

56 

8.40 

16 

5 

17 

9 

81.4 

100 

56 

5.06 

11 

13 

13 

5 

79.8 

100 

(M 

5.43 

12 

12 

13 

6 

78.6 

104 

55 

4.92 

10 

13 

12 

6 

79.4 

102 

.58 

5.83 

13 

9 

15 

7 

79.8 

102 

.53 

3.79 

10 

12 

13 

6 

79.6 

102 

58 

5. 22 

11 

14 

10 

7 

81.9 

109 

56 

4.78 

9 

15 

9 

7 

80.0 

107 

53 

5.16 

9 

14 

13 

4 

80.9 

106 

55 

3.  26 

8 

18 

10 

3 

77.8 

99 

60 

14.69 

17 

5 

12 

14 

79.9 

102 

52 

6.56 

12 

14 

9 

8 

79.9 

110 

45 

5.84 

11 

12 

12 

7 

sw. 

sw. 

sw. 

sw. 

sw. 

s. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 
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July,   1917 


Da 

ily 

Temperatures  for  July, 

1917. 

Stations. 

1 

2 

3 

4       6 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

IS 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

Mean. 

EdKlern 

Portion . 

A\\eiu\a.h"i'i 

)  Maximum  . . . 

92 

83 

91 

88 

85 

S7 

90 

96 

96 

95 

92 

96 

88 

94 

95 

94 

92 

86 

83 

82 

86 

90 

91 

92 

92 

95 

94 

95 

97 

97 

97 

91 .2 

•■  (  Minimum 

72 

66 

70 

69!     70 

69 

71 

71 

73 

70 

70 

72 

70 

71 

72 

73 

72 

69 

68 

78 

71 

71 

7l;    73 

72 

71 

73 

72 

73 

75 

74 

71.4 

Beaufort 

)  Maximum  . . . 

94 

83 

89 

85'..    . 

86 

89 

90 

91 

91 

89 

89 

85 

89 

90 

88 

88 

88 

88 

SO 

87 

90 

88 

93 

9(1 

91 

95 

98 

101 

97 

92 

»  90. 1 

"  ■  (  Miiiiminn 

OS 

69 

69 

68'    . . . 

09 

70 

71 

71 

72 

65 

71 

69 

72 

72 

73 

71 

69 

60 

08 

69 

71 

71 

73 

71 

7  b 

73 

73 

73 

74 

73 

«  70.  ( 

Blackville'5  

)  Maximum  . . . 

96 

84 

92 

89      86 

92 

92 

95 

98 

91 

92 

93 

89 

92 

94 

95 

93 

89 

89 

85 

85 

87 

92 

92 

96 

97 

98 

99 

98 

99 

99 

92.5 

•■  /  Minimum 

(J9 

65 

69 

67      67 

67 

68 

69 

W 

71 

69 

68 

66 

09 

69 

70 

70 

67 

66 

07 

69 

70 

69 

70 

69 

70 

72 

70 

73 

73 

70 

69.0 

>  Maxinunn  . . . 

95 

89 

88 

85      87 

90 

88 

93 

93 

95 

92 

90 

92 

91 

93 

97 

90 

90 

88 

87 

88 

90 

92 

95 

94 

96 

97 

97 

100 

101 

101 

92.4 

Bowman 

■■  )  Minimum 

CO 

65 

67 

65      05 

00 

06 

66 

67 

68 

68 

69 

70 

70 

70 

72 

70 

6S 

65 

65 

67 

67 

70 

70 

70 

69 

72 

74 

74 

75 

74 

68.3 

)  JIaxinmm  . . . 

89 

82 

86 

84 1     84 

S3 

82 

87 

90 

S3 

86 

92 

87 

89 

91 

92 

89 

S3 

SI 

82 

88 

87 

87 

90 

91 

91 

93 

93 

92 

95 

96 

87.  9 

Centenary 

■  ■  /  Minimum 

67 

71 

71 

69;     72 

72 

70 

70 

69 

70 

67 

71 

73 

72 

74 

74 

71 

68 

69 

70 

71 

72 

71 

69 

75 

72 

73 

7(1 

73 

76 

74 

71.2 

)  Maximum  . . . 

83 

81 

86 

841     85 

83 

87 

87 

91 

88 

92 

92 

80 

90 

89 

87 

85 

85 

83 

82 

86 

88 

88 

89 

88 

89 

91 

95 

87 

91 

90 

87.4 

Cluirleston 

•  ■  ;  Minimum 

70 

73 

71 

72      73 

73 

74 

66 

71 

71 

76 

70 

73 

78 

78 

77 

74 

71 

70 

71 

70 

72 

76 

78 

77 

77 

77 

75 

80 

79 

78 

74.3 

Cheraw^W 

S  Maxinunn  . . . 

88 

80 

SO 

78      85 

87 

85 

87 

88 

89 

85 

94 

88i     90 

94 

94 

94 

86 

77 

84 

85 

87 

89 

90 

90 

9(i 

93 

92 

92 

96 

96 

88.4 

■■  (  Mininunn 

65 

72 

69 

69'     68 

70 

72 

72 

70 

71 

66 

00 

70 

72 

73 

75 

70 

68 

68 

68 

72 

71 

72 

72 

70 

72 

74 

72 

71 

74 

73 

70.  5 

Conway  S^SN 

)  Maximum  . .. 

85 

81 

8fi 

S3;     81 

83 

84 

89 

92 

87 

88 

94 

88 

93 

94 

94 

91 

87 

81 

85 

85 

SS 

88 

9(1 

90 

92 

95 

93 

S'.i 

90 

97 

S8.  7 

■  ■  (  Minimum 

65 

72 

71 

68'     70 

72 

70 

70 

68 

70 

68 

71 

73 

74 

75 

74 

73 

70 

69 

69 

72 

72 

73 

75 

73 

73 

75 

72 

73 

75 

76 

71. f 

Darlington  SS^J 

1  .Maximum  . .. 

87 

82 

87 

84 

87 

84 

87 

87 

91 

89 

90 

92 

88 

93 

95 

95 

95 

88 

84 

87 

90 

87 

88 

91 

93 

94 

96 

95 

95 

96 

97 

90.  1 

■■  1  Mininunn 

70 

65 

70 

07 

68 

70 

72 

70 

70 

69 

65 

67 

70 

72 

74 

74 

70 

08 

68 

68 

72 

72 

72 

73 

71 

75 

72 

72 

72 

75 

74 

70.5 

1  Maximum  . . . 
'  ■  (  Minimum. . . . 

90 

90 

86 

85 

86 

88 

88 

95 

91 

87 

87 

92 

88 

85 

85 

84 

82 

89 

83 

90 

92 

94 

90 

98 

c  gy^  i 

Ferguson 's^sS 

Florence  1  % 

)  Maxinuim  . . . 

"gi 

"78 

■96 

"si 

"85 

"85 

"87 

"86 

"93 

"93 

"88 

"93 

"86 

"95 

"94 

"94 

"61 

"96 

"s-i 

"8,5 

'  'so 

"s9 

"92 

"gi 

"93 

"94 

"94 

"% 

"96 

"98 

'ico 

SO.' 

■■  )  Minimum 

67 

66 

70 

68 

69 

70 

72 

70 

70 

70 

68 

69 

68 

70 

74 

73 

71 

OS 

68 

69 

70 

71 

71 

73 

72 

72 

73 

72 

73 

75 

76 

70.6 

Floyd  Dale 

j  Maxiunmi  . .. 
'  ■  \  Mininuim. . . . 

95 

93 

87 

87 

90 

89 

90 

90 

90 

92 

90 

91 

92 

92 

95 

97 

90 
.... 

95 

95 

93 

89 

99 

89 

90 

96 

9s 

98 

98 

99 

99 

99 

93.3 

)  .Maxinunn  . . . 

"88 

'88 

"96 

"87 

"83 

"so 

"so 

"96 

"92 

"ss 

"96 

"92 

"921'  92 

"94 

"92 

90 

"88 

"86 

"86 

"97 

"88 

"96 

"96 

"96 

"9i 

"94 

"S6 

"96 

"95 

"96 

\)Vi'.-> 

Georgetown 

"■  (  Mininunn 

J  Maxinunn  . . . 

69 

70 

67 

73 

69 

70 

07 

69 

69 

71 

74 

74      74 

75 

75 

76 

72 

69 

70 

70 

73 

74 

74 

75 

72 

75 

73 

75 

75 

76 

"  72.2 

KingstreeS^sS 

■•  (  Mininunn 

"65 

"76 

"76 

"67 

"76 

"72 

"76 

"69 

"C9 

"69 

"69 

"7i 

"i\\"ii) 

"74 

"73 

"76 

"68 

"67 

"68 

"7! 

11 

'72 

"72 

"72 

"72 

"72 

"7i 

"74 

"75 

"74 

76!c 

Oaks 

)  Maximum  . . . 

85 

85 

87 

88 

88 

77 

82 

90 

91 

86 

86 

90 

87l    93 

93 

93 

87 

85 

83 

86 

86 

87 

90 

87 

91 

92 

93 

93 

90 

94 

95 

SS.4 

■•  (  Minimum 

65 

69 

"7 

76 

67 

70 

70 

69 

09 

CO 

68 

70 

72i    76 

73 

72 

70 

68 

69 

70 

70 

70 

70 

74 

70 

70 

74 

71 

74 

74 

74 

70, S 

\  Jhixinunn  . . . 

96 

82 

88 

88 

88 

88 

88 

86 

94 

90 

91 

94 

88      93 

96 

96 

94 

88 

80 

84 

92 

92 

94 

94 

94 

95 

96 

94 

96 

98 

98 

91. t 

Orangeburg 

•  ■  \  Mininunn 

6'2 

78 

72 

66 

66 

72 

68 

72 

68 

72 

69 

69 

69i     72 

73 

70 

74 

70 

68 

70 

72 

72 

72 

72 

72 

72 

72 

72 

72 

74 

72 

70.8 

St.  George  % 

)  .Maxinunn  . . . 

94 

84 

89 

86 

84 

89 

80 

93 

95 

89 

91 

93 

90l     92 

94 

93 

91 

89 

84 

87 

9(1 

91 

93 

94 

93 

95 

96 

90 

98 

99 

99 

91.5 

"  •  (  Minimum 

61 

69 

68 

661     67 

08 

67 

67 

68 

68 

08 

70 

681     68 

69 

69 

69 

66 

65 

06 

68 

69 

70 

70 

69 

69 

70 

69 

72 

74 

73 

68.4 

St.  Matthews S^'S... 

)  Maximum  . .. 

92 

80 

87 

85      85 

86 

90 

92 

92 

91 

90 

93 

891     91 

93 

92 

91 

87 

85 

86 

87 

89 

90 

93 

94 

94 

96 

95 

95 

97 

97 

90.5 

■  ■  (  Minimum 

64 

71 

70 

67  (     67 

70 

70 

70 

71 

71 

08 

67 

70]    71 

73 

73 

71 

63 

67 

08 

70 

71 

71 

73 

71 

72 

73 

71 

74 

75 

73 

70.2 

Society  IlilU^sS. . .. 

)  Maxinunn  . . . 

88 

85 

87 

8II     84 

85 

87 

S3 

90 

89 

88 

93 

88      91 

94 

94 

93 

88 

83 

83 

88 

89 

88 

92 

92 

93 

96 

92 

94 

97 

98 

89.  S 

"  ■  \  Mininunn 

65 

69 

71 

67:     69 

70 

72 

70 

71 

70 

66 

66 

70     71 

73 

75 

71 

68 

08 

69 

72 

73 

71 

77 

71 

72 

72 

71 

72 

75 

73 

70.  f 

Summerville 

)  Maxinunn  . . . 

90 

82 

87 

85|     85 

88 

89 

91 

92 

90 

91 

92 

86     91 

92 

90 

88 

87 

86 

85 

89 

90 

90 

91 

91 

91 

93 

94 

93 

95 

94 

89.  ( 

■  •  (  Mininnun 

66 

70 

70 

68      71 

70 

71 

69 

67 

70 

72 

71 

73      72 

73 

72 

71 

68 

68 

70 

71 

71 

72 

72 

72 

72 

74 

72 

78 

74 

75 

71.1 

j  Maximum  . . . 

92 

80 

91 

85l     85 

81 

90 

95 

95 

92 

92 

94 

88      94 

94 

92 

92 

92 

88 

90 

94 

95 

95 

94 

96 

100 

99 

98 

98 

97 

•  92.3 

Walterboro 

■■  i  Mininunn 

64 

70 

67 

68      69 

61 

70 

71 

69 

71 

72 

69 

72      69 

70 

70 

70 

67 

70 

70 

71 

72 

72 

70 

72 

71 

71 

75 

76 

72 

"  70.  ( 

Yemassee  % 

\  Maximum  . . . 

91 

80 

90 

87      87 

88 

90 

93 

93 

92 

91 

90 

85l     94 

94 

92 

90 

"89 

86 

86 

89 

91 

92 

94 

92 

■93 

94 

95 

95 

95 

95 

90.7 

■  ■  (  Minimum 

63 

66 

67 

66 

67 

67 

68 

67 

(i9 

69 

67 

09 

70 

07 

08 

68 

69 

66 

65 

66 

67 

67 

69 

70 

68 

68 

69 

69 

71 

71 

70 

07.  b 

Westo-n 

Portion. 

\  Maximum  . . . 

••  (  Minimum 

\  Jiaxinunu  . . . 

94 
60 

93 
68 

95 
58 

92 
61 

88 
62 

89 
68 

89 
62 

95 

64 

90 
04 

95 
65 

95 

96 
64 

89 
58 

83 
58 

82 
69 

80 
70 

89 
70 

88 
71 

90 
71 

92 
71 

93 

70 

95 
72 

93 
70 

94 
73 

95 

74 

90 
74 

'  91.6 

Aiken  

'  66.7 

Anderson 

••    i  \Iiniiiintii 

"60 
89 
66 

"65 

84 
70 

"67 
90 
68 

"67 

84 
67 

"67 

84 
68 

"66 

84 
69 

"66 

84 
69 

"67 
91 
70 

"68 
93 

72 

"66 

90 
72 

"69 
91 

92 

72 

"76 
92 
69 

"69 

90 
72 

"64 

82 
66 

"66 

89 
61 

"67 
89 
67 

"68 
83 
70 

"67 

88 

"68 
88 
70 

"68 
88 
70 

"69 
92 

71 

"68 
90 

70 

"69 
92 
69 

"68 
92 

70 

"73 

92 

72 

"73 
93 

"73 
94 

°  67.' 8 
89.1 
69.3 

BatesburgSS^ 

(  .MlllilillMll.  .  .  . 

S  Maximum  . . . 

"96 
66 

"96 
08 

"9i 

■  •  /  Mininumi. . . . 

69      / 1 

71 

72 

72 

Calhoun  Falls .... 

j  Maximum'. . . 

98 

100 

98 

80 

92 

90 

94 

98 

102 

100 

97 

90 

95 

98 

99 

95 

93 

78 

84 

87 

90 

91 

98 

92 

96 

95 

96 

97 

101 

101 

102 

94.6 

•■  (  Minimum 

65 

66 

68 

68 

64 

67 

08 

08 

68 

67 

62 

65 

67 

70 

62 

69 

72 

68 

67 

68 

70 

68 

69 

68 

70 

69 

69 

69 

72 

74 

74 

68.1 

Camden  W 

j  Maximum  ... 
•  ■  \  Minimum. . . . 

92 

86 

92 

86 
.... 

87 

95 

92 

93 

94 

92 

90 

90 

92 

93 

96 

98 

90 

88 

81 

86 

88 

90 

88 

91 

94 

91 

94 

95 

97 

99 

»  91.5 

Clemson  College  . 

j  Maximum  . .. 

"88 

"86 

"87 

80 

"83 

"84 

"83 

"88 

"87 

"89 

"85 

"86 

"85 

"88 

"89 

"87 

"75 

77 

"79 

"so 

"78 

"si) 

"84 

"86 

"as 

"84 

"87 

"85 

"96 

"92 

"gi 

85.' i 

• "  /  Mininunn 

68 

66 

55 

71 

64 

68 

09 

68 

70 

66 

64 

73 

69 

73 

73 

66 

67 

70 

71 

69 

71 

72 

70 

69 

70 

70 

71 

68 

73 

85 

78 

()9.g 

Columbia 

)  llaximum  . . . 

90 

81 

88 

81 

85 

82 

91 

91 

93 

93 

92 

93 

90 

91 

93 

94 

91 

85 

SI 

82 

85 

89 

87 

91 

89 

93 

92 

93 

94 

95 

96 

89.4 

•  ■  i  Minimum 

70 

72 

70 

09 

08 

71 

71 

73 

74 

73 

71 

70 

72 

72 

76 

73 

66 

68 

69 

70 

71 

72 

72 

72 

73 

72 

72 

72 

75 

76 

75 

71. ( 

Greenville  ^ 

)  Maximum  . . . 

96 

98 

92 

80,     87 

91 

91 

96 

96 

96 

93 

95 

92 

93 

93 

96 

85 

76 

SO 

79 

SI 

87 

91 

89 

92 

94 

94 

95 

97 

100 

100 

91.1 

• "  (  Minimum 

62 

64 

69 

00!     01 

65 

67 

69 

70 

65 

60 

67 

66 

69 

71 

64 

70 

67 

65 

60 

68 

68 

67 

67 

69 

68 

67 

65 

71 

62 

73 

66.7 

Greenwood  sS'5  — 

)  Maximum  . . , 

91 

91 

93 

76      86 

85 

86 

93 

97 

93 

92 

87 

91 

94 

92 

94 

92 

78 

75 

80 

83 

86 

87 

86 

91 

92 

94 

91 

93 

95 

96 

89.0 

■  •  (  Minimum 

66 

69 

70 

68 

04 

66 

08 

69 

72 

71 

66 

67 

70 

70 

70 

70 

73 

00 

00 

07 

69 

69 

69 

69 

72 

71 

71 

70 

72 

75 

75 

69.2 

Heath  Spring  .... 

)  Maxinunn  . . . 

81 

81 

85 

84 

81 

81 

84 

88 

90 

86 

91 

91 

91 

90 

92 

93 

89 

85 

77 

80 

82 

84 

86 

87 

90 

88 

92 

93 

94 

94 

90 

87.5 

■■  (  Mininnun 

64 

64 

67 

66 

03 

63 

00 

68 

68 

66 

68 

65 

65 

68 

68 

70 

65 

05 

65 

65 

65 

68 

70 

70 

70 

71 

69 

70 

09 

70 

73 

67.  2 

Kershaw§S^ 

j  Maximum  . . . 

94 

89 

93 

78 

85 

89 

93 

92 

93 

94 

91 

97 

94 

94 

96 

97 

95 

80 

81 

85 

85 

90 

91 

92 

95 

95 

95 

94 

98 

98 

gg 

91.9 

■  •  !  Minimum 

65 

68 

68 

65 

05 

68 

70 

69 

69 

69 

66 

05 

68 

72 

72 

71 

71 

65 

67 

66 

79 

70 

71 

71 

71 

72 

72 

70 

70 

74 

73 

69.1 

\  Maximum  . . . 

.... 
.... 

Landrura 

* '  (  Minimum. . . . 

Liberty 

\  Maximum  . . . 

"92 
66 

"96 

72 

"91 

68 

"si 

69 

"87 
63 

"89 
70 

"89 
69 

"94 

"94 

"94 

"91 

"96 

"94 

"93 

"93 

"93 

"82 

"75 

"81 
68 

"78 

"83 

68 

"86 
68 

"89 

"so 

"92 

"91 

"96 
70 

"gi 

08 

"94 

"97 

"g7 

89.5 

■  ■  t  Minimum. . . . 

70 

69 

66 

63 

70 

68 

73 

73 

72 

71 

65 

68 

70 

69 

70 

77 

73 

74 

73 

69.5 

Little  Mountain  . . 

)  Maximum  . .. 

92 

93 

92 

82 

85 

89 

97 

90 

92 

93 

93 

91 

89 

93 

93 

94 

95 

85 

83 

81 

85 

85 

87 

88 

91 

91 

93 

93 

94 

97 

98 

90.5 

•  •  >  Minimum 

68 

70 

67 

67 

66 

69 

70 

69 

72 

71 

69 

00 

70 

72 

72 

71 

67 

67 

67 

68 

67 

69 

69 

71 

72 

71 

73 

73 

75 

75 

75 

69.  9 

)  Maximum  . . . 



86 
68 
84 

87 
65 
84 

89 
68 
86 

93 
69 
90 

97 
68 
93 

98 
72 
92 

97 
69 
91 

96 
68 
92 

95 
65 
91 

100 
68 
91 

S3 
60 
83 

"66 

85 

91 

94 
68 
91 

97 
69 
94 

97 
09 
93 

98 

99 

100 

100 
70 

98 

'  94.6 

Meriwether 

■ '  t  Minimum. . . . 

"  f^)i.  ( 

Monetta 

)  Maximinn  . . . 

"92 

"87 

■94 

"96 

"92 

"92 

"94 

"so 

.... 

85 

"88 

"S9 

"94 

"94 

"97 

"97 

90.4 

•■  '  Minimum 

67 

70 

70 

67 

67 

69 

70 

71 

72 

71 

68 

07 

70 

71 

73 

70 

08 

67 

67 

08 

70 

72 

71 

71 

1'> 

71 

71 

71 

75 

75 

74 

70. 2 

Mountain  Rest... 

(  Maximum  . . . 

69 

92 

88 

78 

83 

S3 

82 

90 

90 

88 

88 

80' 

88 

88 

89 

88 

74 

74 

78 

72 

74 

81 

87 

82 

88 

87 

88 

87 

89 

91 

93 

85.1 

•  ■  (  Mininunn 

59 

56 

63 

65'     56 

62 

68 

64 

59 

52 

53 

61 

58 

59 

61 

60 

62 

04 

64 

05 

66 

65 

61 

72 

02 

62 

62 

61 

66 

67 

07 

62.  0 

Newberry 

)  Maximum  . . . 

94 

93 

96 

79 

88 

88 

90 

97 

98 

97 

94 

94 

94 

94 

98 

98 

91 

83 

79 

81 

84 

90 

91 

92 

97 

95 

95 

96 

96 

100 

101 

92.4 

"  ■  '  Minimum 

66 

70 

69 

66 

65 

68 

69 

70 

72 

72 

65 

65 

71 

72 

72 

73 

68 

08 

67 

69 

68 

70 

711 

70 

72 

71 

72 

70 

34 

74 

74 

69.  7 
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j  Maxinuim  . . . 

94 
62 

92 

69 

98 

82 

87 

6^ 
6( 

91 

98 

96 

96 

95 

92 

93 

93 

99 

97 

90 

83 

81 

80 

85 

89 

90 

90 

^i 

94 

96 

97 

98' ... . 

91.6 

•  ■  '  .Minimum. . . . 

68 

66 

04 

68 

63 

70 

71 

62 

61 

09      VI 

71 

69 

66 

67 

67 

68 

69 

69 

69 

09 

,0 

09 

iO 

'1 

73 

78  . ... 

08. 1 
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)  Maximum  . . . 

95 

97 

95 

77 

85 

85 

91 

95 

97 

95 

92 

93 

94I     94 

95 

99 

88:     81 

77 

83 

84 

87 

79 

90 

94 

94 

94 

94 

90 

98      99 

91.2 

■  •  )  .Minimum 

63 

67 

68 

67 

64 

68 

68 

70 

69 

68 

60 

06 

70|     71 

69 

72 

(id'     60 

66 

68 

09 

08 

70 

08 

70 

7(1 

70 

70 

73 

73l     73 

68.  f 

Spartanburg  ^'^y.. 

)  Maximum  . . , 

95 

98 

92 

78!     88 

71 

90 

96 

97 

9") 

91 

94 

95      95 

96 

97 

90:     77 

78 

81 

80!     88 

911 

S'l 

9.= 

95 

92 

94 

97 

991     98 

90.7 

■  •  /  Minimum 

62 

65 

68 

67 

61 

63 

67 

69 

69 

71 

63 

68 

64;     08 

70 
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7i;     67 

65 

66 

67'     68':     68 

67 

7(1 

7(1 

70 

fls 

71 

73     74 

67.  ■, 

)  Maximum  . .. 
•  ■  '  .Minimum 

93 
65 

91 
69 

94 
68 

t 

84 
68 

92 
59 

93 
72 

92 
70 

90 
07 

89 
72 

89' ... . 
69  .... 

95 

70 

99      77 
67      67 

76 
60 

79 

ns 

85- 

100 

90l    97 

751    71 

''  K9.7 

Trenton 

.... 

69...    I... 

'   ('8.2 

White  Oak 

S  Maximum  . . . 

91 

90 

92 

76 

85 

"86 

96 

93 

91 

93 

91 

93 

92      91 

"9.8 

97 

92      82 

7S 

81 

84      861     88 

"g- 

■93 

!)-; 

"94 

"94 

94 

96      9'' 

90. 0 

■  •  '  .Mininunn. . . . 

65 

69 

68 

6!1 

65 

68 

69 

69 

71 

69 

68 

65 

70      71 

73 

73 

60      67 

67 

OS 

70     70'     72      71 

72 

71 

72      7(' 

73 

74,     7! 

69.5 

Wintlirop  College 

S  Maxinunn  . .. 

86 

86 

86 

7ft 

83 

8'. 

86 

90 

iKl 

89 

89 

86 

89      90 

89 

91 

91      69 

74 

78 

77      82      851     87 

8! 

8'' 

80 

1^8 

88 

92      92 

8.-.  f 

■  ■  i  .Mininnun . . . . 

65 

67 

66 

67 

64 

68 

69 

71 

69 

67 

66 

68 

70      73 

71 

72 

65      65 

67 

08 

OS,     69,     SO      68 

1 

72 

72 

71 

7( 

72 

7li     76 

1 

69.2 

Reference  letters,  (»,  •>.  <=),  appearing  in  the  table  in  licate  numlr^r  of  liays  mis-iing:  For  example,  ''  reprnsents  two  days  mi-;sing,  etc 
%  Instnuiicnts  an-  ri>ad  in  th"  morning:  tlie  111  ■  viinum  t.MiipinMtMre  tlien  rrad  is  charged  to  the  pn'r'cding  da.v.  oil  whicli  it  aliiMst  :i  Iway  occurs. 
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GENERAL  SUMMARY. 

Temperatures  ranged  somewhat  below  the  seasonal  average 
(luring  the  month,  and  tiie  rainfall  was  greatly  deficient,  excejjt 
in  a  few  small  favored  localities.  The  precipitation  was  fairly 
copious  during  the  first  decade,  after  wiiicli  the  showers  were 
intermittent  and  generally  very  light  in  quantity. 

Crops  of  all  kinds  continued  in  good  to  excellent  condition 
up  to  the  middle  of  the  month,  when  bountiful  yields  were 
indicated,  with  the  early  corn  crop  practically  made,  and  the 
canning  and  preserving  of  fruits  and  vegetables  proceeded 
uninterruptedly.  An  excellent  tobacco  season  closed  ahcait 
the  20th.  Lad'C  of  precipitation  when  most  needed  during  the 
latter  half  of  the  month  resulted  in  general  deterioration  of 
cotton,  late  corn,  truck,  gardens,  forage,  and  pastures,  but 
much  corn  fodder  and  hay  were  secured.  Toward  the  close  of 
tlie  month  crops  wer(^  in  parched  condition,  especially  in  the 
middle-eastern  counties,  where  precipitation  had  been  unusually 
scant.  The  situation,  however,  was  materially  improved  in 
extensive  areas  bv  fairlv  well  distributed  rains  on  the  31st. 


PRESSURE. 


The  mean  sea-level  pressure,  determined  fi'om  reports  of 
7  regular  Weather  Bureau  stations  in  and  surrounding  the 
Section,  was  30.02  inches.  The  highest  pressure  in  the  region 
covered  by  reports  was  30.32  inches  at  Asheville,  N.  C,  on  the 
27th,  and  in  the  Section  proper,  30.28  inches  at  Columbia  on 
the  same  date;  lowest  pressure,  29.65  inches  at  Charlotte,  N.C., 
on  the  23d,  and  in  the  Section  proper,  29. GS  inches  at  Columliia 
on  the  same  date. 


TEMPERATURE. 


The  monthly  m(>an  for  the  Section,  determin<^d  from 
reports  of  42  stations,  was  7S.o°,  or  0.3°  below  the  establislied 
normal.  Tlie  highest  temperature  of  the  month  was  102°  at 
Calhoun  Falls,  Abbeville  County,  on  tlie  1st.  The  warmest 
period  of  the  nnnth  was  })etween  the  1st  and  3d.  The  lowest 
temperature  was  49°  at  Mountain  Re.'^t,  Oconee  County,  on  the 
25th.  Tile  coolest  period  of  the  montli  was  generally  between 
tiie2oth  and  2Sth. 


HUMIDITY. 


The  mo^an  relative  luimidity,  determined  from  reports  of  7 
regular  Weather  J>ureau  station  in  and  surrounding  the  Section, 
was  as  follows:  8  a.m.,  85%  ;  8  ]).ni.,  73%.  Tlie  higliest  prv- 
centages  occurred  over  the  extreme  soutliern  coast  districts,  and 
the  lowest,  in  a  small  ar(>a  of  the  north-central  counties. 


PRECIPITATION. 

Tlie  average  for  the  Section,  57  stations  reporting,  was 
3.23  inches,  or  2.!i3  inelies  below  the  established  noimal.  Pre- 
cipitation was  faiily  well  distributed  as  to  time.  J".xce]iting 
sn.all  isolated  section-^  in  the  extreme  eastern  and  extieme 
southern  counties,  where  the  total  monthly  amounts  ranged 
from  7  to  over  8  inches,  the  rainfall  was  l)elow  nonual  through- 
out the  Section.  The  deficiencies  were  most  marked  in  an 
extensive  fan-like  area  extending  from  Dorchester  County  to 
soutliern  Fairfield,  Kershaw,  Chesterfield,  and  Marlboro 
Counties,  and  in  a  small  area  embracing  portions  of  Cherokee, 
Union,  York,  and  Cliester  Counties,  Avhcre  the  total  amounts 
were  less  tlian  2  inclies,  and  in  a  considerable  area  embracing 
portions  of  Clarendon,  Suiiiter,  Lee,  and  Dailington  Counties, 
the  amounts  ranged  generally  lielow  one  inch  for  the  month. 
The  rainfall  was  mostly  in  the  foim  of  intermittent  showers  of 
liglit  quantity,  and  copious  rains  were  comparatively  rare  after 
the  8tii  and  9th.  The  greatest  local  monthly  amount  Mas  8. 02 
inches  at  Conway,  Horry  County;  least  local  monthly  amount, 
0.70  inch  at  Darlington,  Darlington  County.  The  greatest 
24-hour  rainfall  at  any  station  was  4.30  inches  at  CouAvay, 
Horry  Country,  on  the  3d.  The  average  number  of  rainy  days 
was  20%  below  the  normal.  Hail  was  recorded  at  Lilierty, 
Pickens  County,  on  the  2d,  and  dense  fog  occurred  in  various 
portions  of  the  Section  on  the  1st,  2d,  3d,  9th,  11th,  15th, 
19th,  24th,  and  31st. 

WIND. 

The  prevailing  wind  was  from  the  southwest.  The  average 
hourly  velocity,  determined  from  7  anemometer  records,  was 
()  4  miles.  Tlie  highest  average  velocity  in  the  region  covered 
by  reports  was  8.4  miles  per  hour  at  Cliarleston  ;  lowest  average, 
4.6  miles  "per  hour  at  Augusta,  Ga  ,  and  in  the  Section  proper, 
5.3  miles  per  iiour  at  Columbia.  The  highest  velocity  for  anj' 
5-minute  period  was  35  miles  per  hour  from  the  northwest  at 
Charlotte,  N.  C,  on  the  2d,  and  in  the  Section  proper,  28 
miles  per  hour  from  the  east  at  Cliarleston  on  the  12th. 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  7  auto- 
matic records,  was  261.4  hours,  or  63%  of  the  possible  amount. 
The  average  number  of  clear  da.vs  was  15;  partly  cloudy,  10, 
and  cloudy,  6,  as  against  normals  of  13,  11,  and  7  days, 
respect  iveh'. 


RIVER  CONDITIONS. 
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Knstern  Vmiion. 


Allen<iale :  Barnwell  — 
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Blackville Barnwell 

Bowman Orangeburg  . 
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Cheraw 

Conway 
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Mountain  Rest. 

Newberry 
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U.S.  Fisheries  Station. 

MissE.  P.  Ravenel. 
William  B.  Wolfe. 
R.  S.  Weeks. 
J.  .S.  Wanuamaker. 
A.  H.  Rogers. 

Miss  E.  H.Gad.'iden. 
J.  N.Frank. 

Special  Rice  Exp.  Station. 
.KG.  Ilutson. 


Frank  B.  McCoy. 
H.  H.  Russell. 
E..I.  Hile, 
J.  N.  Owens. 
L.  M.  Parker. 

W.  C.  Brown. 

James  C.  Faris. 

.1.  .J.  Murran. 

Prof.  F.  H.  H.  Calhoun. 

U  S.  Weather  Bureau. 


J.  A.  Town.send. 
Harry  A.  Parshall. 
J.  H.  Woodside. 
M.  M.  Calhoun. 
J.  Marvin  Bowers. 

John  W.  Hamel. 

K.  Hartweil  Wilds.  D.D.S 

.lohn  T.  Boggs. 

J.  M..Sease,  M.  D. 

William  S.  Middletou. 

Joseph  M.  Johnson. 
James  L.  Brown. 
Warren  G.  Peterson, 
.lo.shua  \'.  .tones. 
Mrs.F.  V.J.Maxwell 


E.  W.  Jeter. 

F.  P.  Robinson. 
Mrs.  S.  E.  Long. 
H.  W.  Brandt. 

T.  a.  Patrick  &  Co. 
W.  P.  (ioodmaii. 


The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
determining  section  or  division  means.     Reference  letters  (",  b,  c)^  appearing  in  the  table  indicate  number  of  days  missing:  for  example,  l'  repre.sents  two  days  missing,  etc. 

t  Also  on  other  dates,  tt  Received  too  late  to  be  included  in  means  and  summaries.  *'  Temperature  data  are  from  observed  readings  of  tlie  dry  bulb;  means  are  com- 
puted from  observed  readings,     tt  Postoflice  addresses  of  these  stations  are  as  follows:    Of  Edisto,  Embree;  of  Gaston  Shoals,  Gaffney:  of  Winthrop  College,  Rock  Hill. 

T.  Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


August,    1917 


CI.LMATOLOGiCAL    DATA:     SOUTH    CAllOlJNA    SECl'lUN. 


t;i 


Daily   Precipitation  for  August,    1917. 


Watersheds. 

Day 

j1  montl 

Stations. 

1 

2    1    3 

4 

' 

6 

7 

8 

9 

10 

11 

12 

13 

14     15 

16 

17  1  18 

19 

20 

21 

22 

23     24 

25 

26 

27 

28 

29 

30 

31 

s 
H 

Eaxle>-n  Pintinii. 
AlU-iHlalellll 

Savannah 

.15 

tV 

.13 

2.60 

.20 

.42 

• 

'.'28 
.47 
.23 
.01 

4.30 

.14 

.57 
.90 
.86 

'.55 

* 

i.'44 

.05 

.16 

.15 

.20 

3 '73 

.90 

T.     .  27 

1 

'f.' 

't.' 

.07 
.07 

'."6i 

.30 
.08 
.05 
.57 
.02 

.98 

■.■36 

.25 

'.'25 

T. 

L38 

.03 

T. 

.25 

.10 

T. 

.46 

T. 

T. 

.11 
.11 
.03 
.15 
.41 
.35 
.32 
.38 

4.  22 

.43 

tV 

6  21 

lilackvillellll 

Kdisto 

do 

'.'48 

.78 

T. 

T. 

T. 

.33 

.74 
■f.' 
i.'34 

.  101 ... . 
T.  i  T. 

.10 

'."io 

.02 

2  30 

'.'is 

T. 

.28 
'.'25 

.11 
.60 

'.'64 

.... 

.08 
.10 
.38 

3.00 

Pee  Dee      .... 

T 

1.03 

T. 

3  13 

(^fuu'leston  *** 

Chprn  \v  Itll 

Coast 

Pee  Dee 

.02 

.11 

5  06 

.16 

2  38 

Waccaniaw  . 

.42 

. 

2.29 

.11 

.66 

.15 

T. 

.31 

8  62 

Djirlino'ton  llll 

Peo  Dee 

.02 
.62 

10 
.10 
.05 
.12 
T 

.25 
.33 
.96 

.19 

.  (it) 
.08 

0  70 

jodi^to  nil 

Kdisto 

.37 

.05 
.05 

.10 
.37 

.68 

3  42 

T. 

T. 

T. 

2  36 

Santee 

.02 

.85 

.46 
.03 
.40 
.41 
T. 

.85 
2.70 
T. 
.85 
.07 
.79 

2  31 

Pee  Dee 

.49 
.35 

'.'45 

.71 
T. 

2.15 

3.10 
.11 

.71 
.04 
.20 
.50 

.08 

6  56 

flO       

T. 

T. 
.25 
T. 

T. 
.71 

.09 

1  44 

Floyd  Dale 

Little  Pee  Dee 

.32 
.15 

1.07 
.87 

1.10 
.25 
.64 
.11 
.38 

.10 

2  70 

1.35 

T. 

.33 

.24 
.80 
.10 

.60 

.40 

3.00 

Black        

.06 

T. 

.20 

.... 

2.51 

Oaks                  

do 

.69 

.16 

.10 

.22 
.34 
.35 

.22 

.24 

5.44 

Edisto 

T. 

.25 

.02 

.50 

T. 

43 

3  17 

Cooper 

.10 

.24 

.23 

13 

.68 

2  82 

Kimiiii  1111                 

Santee 

.05 
.27 

1  01 

Edisto         

.39 

.07 

.14 
.15 

.02 
.13 

.02 

.08 

2.00 

St  Matthews  nil  

.05 

.15 

.08 
.46 
.04 

'.'64 

.15 
.25 
.91 

.16 

.19 

1.07 

Society  Hill  llll  

do    

.22 

.19 

.21 
.30 
.10 

.29 
.05 

.47 

2. 52 
.09 

2.05 
.75 
.30 

.03 
1.36 

3.52 

.04 

T. 

.40 
.09 
.16 

SI 

.06 

.02 

.15 

.02 

.03 

'.'(16 

'.'69 
T. 

.38 

.08 

T. 
1.20 
T. 

1.97 

4. 17 

Whitehall  (near) 

Conibahee  . 

.98 

.38 
1.19 

.07 

.10 
.73 

.42 

.66 
.57 

T. 

.07 

T. 

".W 
.46 

'.'65 

T. 

.10 

1.29 

.63 

.48 

.04 

T. 

.01 

.61 

.03 

T. 

.62 

.92 

'.■30 

't.' 

4  32 

do 

3.55 

U'eMeni  Pitrtioii. 
A.iUeii                  

Edisto     

3  59 

.3B 

.10 

2.59 
T. 

.  77 
.97 
.20 

1.63 
.03 
.33 

1.23 

1.80 
1.02 

.20 

6.24 

Bateshurg  |||| 

Edisto 

Broad  

Savannah  

'.'o'i 

T. 
.33 

.22 

T. 

.02 

.26 

2. 10 

.31 
.13 
.07 
L41 
.03 

.28 
.24 

1.78 

Ciilhoiiii  Falls  nil 

1. 10 

1.12 
.94 
.36 

.03 

.18 

.04 
.05 

T. 

.22 

5.87 

('aimU'ii  llll     

Wateree 

.14 

1.23 

Catawba  III . 

Catawba  

.31 

.63 

.20 

.43 
.05 

1.40 
.66 

1.22 
.10 
.15 
.55 

3.04 

Chappells  1  II 

Saluda  

.15 

.02 

.44 

T. 

.30 

.02 

.38 

.05 

.10 

.50 

2.28 

Cletiison  f'ollopre 

Savannah  .... 

T. 
T. 

.47 
.01 

.10 
T. 

3. 24 

Columbia  *** 

Congaree 

.30 
.94 
.46 
.72 

.48 

.11 
LIO 
.38 
.04 
.8(1 

.01 

.02 

T 

1.52 

Kilst'fielcl  nil 

Savainiah 

Broad 

Saluda 

do 

.90 

T.' 
LOO 

.05 

.09 
.15 
.18 

3.79 

Gaston  Shoals|||| 

.12 
1.03 
1.20 

'.'65 

.29 
.08 
.09 

T. 
.03 

T. 

.01 

T. 

.04 

.06 

T. 

.28 

T. 

2.02 

(JreeiiviUe  |||l 

.02 

5.95 

Greenwood  |||| 

.03 

3.05 

Heath  Spring 

Wateree 

.30 
.3A 

r.-i 

.50 

.55 

1.55 

Kershaw 

Lynches 

.17 

.02 

.20 

.03 

.02 

1.32 

Landrnni 

Broad  

Liberty  

Savannah  

Saluda 

.60 

.18 

T. 

.40 

.02 

T. 

T. 

1.04 

'.'46 
.02 
.75 
T. 
.22 

.30 
.31 

T. 

.74 
1.05 

.37 
1.48 

'.'is 

.23 

.0-2 

.0. 

.04 

..50 
.03 
.40 
1  03 

T. 

'.22 

/20 

.02 
.21 
.08 
.36 
.30 
.10 
.06 

.01 
.10 

'.'ie 

.02 
.03 

.04 
.67 

.52 
.19 

3.15 

Little  Monntain 

2.48 

Meriwether 

Savannali  .... 

.23 

1.34 

Monetta 

Edisto 

.18 
.25 

.01 

.12 

T. 

.09 
.83 

2.' 40 
.62 
.06 

.88 
.60 
.60 

i.'62 
.47 
.20 

2  48 

Mountain  Rest 

Savannah  

.62 
.01 
T. 

".02 
.05 

'.'27 
05 

.12 
T. 

.50 
.32 

6.08 

Newberry 

Saluda 

.03 
.60 

'.'28 

.17 

T. 

2  45 

IVlzerllll 

do 

.18 

.04 
.2H 
T. 
1..50 
.06 
.02 
.65 

.04 

2.64 

Saluda 

do 

.35 

']i6 
.35 
.20 

1.31 
1.10 

.10 

.05 
.02 

.46 

.15 
.03 

1.95 

Santnek  

Broad 

do 

.08 

'.'76 
.45 
.39 
.12 

T 

.08 

1.23 

Spartanburg  |||| 

.07 
.05 
1.35 

.15 

2.51 

Trenton  

Edisto 

Savannah  .... 

'.'09 

1.00 

1.15 

.40 
.15 
1.55 
.35 

4.75 

Walhalla 

.47 
1.05 
.60 

'.'6i 

.12 

.01 

.67 

'.'ig 

'.'17 

i.'oi 

6  51 

White  Oak 

Broad  

5.77 

Winthrop  College 

Catawba 

.32 

.20 

2.32 



....|.... 

I 


K.xeept  as  otherwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
ob-iervation.  ||||  Prpcii>itation  nieasiuvd  in  tlie  morning;  amount  then  recorded  is  for  the  preceding  24  hours.  ***  Regular  Weather  Bureau  station :  precipitation  is  for  the 
24-hour  perioil.  midnight  to  midnight.    "  Precipitation  included  in  the  next  following  measurement,    t  Separate  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  O.Ul  inch. 

COMPARATIVE  DATA  FOR  AITGX7ST. 


I 


Year. 


Temperature. 


Precipitation. 


c:  li  " 


Average  number  of 
days. 


18S7 
1888 
I8S9 
1.S90 
1S91 
1892 
1893 
1894 
1895 
1896 
1897 
1898 
1S99 
19'JO 
1901 
1902 


77.8 

101 

77.8 

102 

74.4 

97 

77.1 

96 

78.9 

98 

79.5 

96 

77.5 

97 

77.9 

102 

79.4 

101 

80.4 

105 

78.0 

102 

78.7 

99 

81.2 

103 

83.0 

106 

78.6 

97 

78.6 

104 

49 

50 

45 

51 

55 

59 

57 

.55 

55 

52 

57  i 

57  I 

59  : 

60 

57 

.55 


6.54 

4.53 

6.37 

4.25 

8.79 

4.42 

12.  45 

7.28 

7.95  ■ 

4.14 
5.16 
9.81 
6.26 
2. 13 
9.01 
5.07 


9  I 

13  I 

1^   I 
12 

9 
11 
11 

9 
14 
10 


sw. 

se. 

s. 

sw. 

sw. 

ne. 


sw. 
sw. 


Year. 


1903. 
1904. 
1905. 
1900. 
1907. 
1908. 
1909. 
1910. 
1911. 
1912. 
1913. 
1914. 
1915. 
1916. 
1917. 


Temperature. 

■s 

^ 

a 

be 

0; 

1^ 

K 

1-1 

Precipitation. 


Period 


80.6 

105 

60 

77.6 

102 

54 

77.9 

107 

46 

80.6 

100 

60 

79.4 

101 

54 

78.6 

100 

49 

78.8 

104 

53 

79.0 

101 

60 

80.  0 

104 

51 

79.2 

104 

54 

78.9 

109 

.56 

79.0 

101 

56 

78.8 

102 

52 

79.  (•> 

100 

58 

78.5 

102 

49  1 

78.8 

109 

45  1 

7.15 
8.47 
5.69 
6.  62 
5.41 
9.11 
4.83 
6.0<J 
6.05 
3.69 
3.76 
5.88 
7.62 
3.27 
3.23 

6.  16 


OS  i  B  C 


<.s°° 


Average  num 

ber  of 

days. 

^f^ 

>, 

a 

w'O 

-o 

0 

So 

3 
0 

9h  0 

0 

■S_-2 


12 

15 

9 

7 

14 

12 

9 

10 

11 

15 

8 

8 

15 

7 

17 

7 

9 

13 

13 

5 

10 

12 

11 

8 

8 

15 

12 

4 

10 

11 

12 

8 

12 

10 

15 

6 

9 

16 

8 

7 

9 

15 

9 

/ 

13 

9 

15 

7 

14 

11 

11 

9 

8 

16 

10 

5 

8 

15 

10 

6 

10 

13 

11 

7  1 

SW. 

sw. 
sw. 


ne. 
ne. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 


(;•> 


CLlMATOlAKilCAL    DATA:    S()['J'il    CAliOLlNA    .SKCTlUiS. 


Aug  I  ST. 


Daily   Temperatuj 

■es 
13 

for 

l-l 

Aug'ust,    1917. 

stations. 

1 

2 

3 

4 

' 

6 

7 

8 

9 

10 

11 

12 

15 

16      1"  1   18 

19 

20 

21 

22 

23 

24 

25 

26 

■'' 

28 

29  1  30  1  SI 

1         1 

Mean. 

K(tf:lirii 

I'ortion . 

A\\enai\\u^i 

\  .Ma.\iuuim  . . . 

96 

98 

90 

86 

80 

81 

91 

91 

90 

90 

88 

89 

89 

91 

92 

91 

88 

92 

89 

81 

88 

92 

95 

93 

89 

89 

8b 

8» 

87 

92 

8b 

89.5 

■  ■■  (  .Mininuun 

7a 

74 

74 

71 

72 

71 

69 

70 

70 

72 

70 

71'     6M 

69 

71 

71 

69 

69 

72 

73 

68 

70 

71 

72 

67 

64 

6b 

65 

71 

72 

73 

70.  ;j 

)  .\hi.ximuni  . .. 

93 

9J 

89 

77 

90 

85 

89 

89 

91 

90 

90 

90 

89 

88 

89 

90 

Ss 

84 

83 

94 

90 

90 

88 

95 

90 

82 

M 

89 

94 

''88.  6 

lii'iuilort 

•■  •  (  Minimum 

71 

73 

"69 

69 

69 

70 

69 

71 

74 

68 

70 

68 

70 

70 

71 

68 

72 

68 

67 

72 

73 

71 

68 

62 

6& 

68 

65 

74 

73 

•'69.  7 

[il;u-kville^   

)  .Maximum  .. . 

99 

99 

'91 

89 

89 

86 

93 

93 

94 

94 

93 

93 

93 

95 

94 

94 

"93 

94 

97 

83 

92 

97 

97 

97 

94 

94 

94 

95 

90 

g3 

94 

93.3 

•  ■  ■  (  .Minimum 

71 

73 

73 

69 

71 

69 

66 

68 

68 

'1 

68 

67 

64 

6S 

69 

69 

67 

68 

69 

70 

65 

68 

71 

70 

64 

62 

77 

61 

7(/ 

71 

72 

68.  4 

)  .\ia.\iminn  .. . 

100 

98 

90 

88 

86 

85 

92 

93 

90 

92 

87 

89 

90 

89 

88 

91 

90 

95 

93 

84 

88 

94 

96 

94 

91 

90 

90 

90 
57 

90 

92 

91 

90.8 

Bowman 

■  ■  ■  (  Minimum 

73 

72 

71 

71 

72 

7l 

6» 

70 

68 

69 

70 

70 

70 

70 

69 

68 

66 

66 

05 

61  ■ 

67 

65 

67 

69 

58 

58 

57 

65 

67 

68 

67. 2 

\  .Ma.ximum  . . . 

S)b 

96 

85 

85 

82 

84 

88 

89 

92 

85 

!>6 

86 

88 

90 

94 

87 

90 

92 

88 

79 

85 

88 

94 

93 

89 

86 

87 

91 

85 

92 

89 

88.  i 

Centenary 

"■  (  .Miniuuini 

75 

72 

72 

69 

69 

66 

68 

68 

68 

68 

67 

66 

62 

62 

66 

70 

71 

67 

71 

09 

70 

68 

69 

72 

00 

63 

66 

62 

69 

6« 

70 

68.  (. 

)  .Maximum  . . . 

S9 

90 

87 

80 

82 

82 

84 

87 

91 

94 

84 

83 

84 

84 

86 

91 

85 

86 

85 

7b 

84 

90 

90 

93 

89 

86 

85 

85 

81 

87 

85 

86.2 

Chaileston 

■■•  1  Mininuun 

70 

78 

72 

73 

74 

74 

74 

74 

75 

76 

74 

74 

73 

73 

73 

74 

74 

73 

77 

72 

71 

73 

77 

75 

70 

72 

74 

73 

74 

77 

74.  1 

Chennv  H 

S  .Maximum  . . . 

96 

96 

84 

88 

85 

85 

88 

89 

88 

85 

87 

,    89 

86 

90 

88 

84 

87 

90 

89 

89 

90 

90 

90 

91 

88 

87 

88 

92 

90 

87 

89 

88.5 

"  ■  (  .Minimum 

73 

72 

71 

67 

68 

64 

68 

71 

70 

70 

66 

'    64 

64 

64 

69 

70 

73 

68 

70 

72 

08 

7l. 

68 

69 

64 

02 

62 

62 

70 

70 

70 

68.0 

Conway  ^SsS 

j  .Maximum  ... 

95 

95 

86 

85 

83 

85 

86 

90 

92 

88 

87 

85 

86 

89 

89 

89 

88 

90 

89 

79 

83 

89 

92 

93 

89 

9m 

89 

87 

87 

89 

87 

88.  1 

'"  1  .Minimum 

75 

74 

74 

69 

67 

70 

69 

69 

70 

77 

68 

67 

65 

67 

65 

70 

72 

68 

72 

72 

68 

70 

72 

76 

fi8 

63 

64 

67 

70 

75 

70 

69.  8 

Darlington  % 

;  Maximum  . . . 

98 

97 

83 

89 

85 

86 

89 

92 

93 

91 

90 

92 

92 

93 

92 

88 

91 

94 

93 

81 

89 

94 

96 

93 

93 

91 

92 

94 

91 

91 

96 

91.2 

•■■  1  Minimum 

72 

71 

72 

68 

68 

65 

69 

70 

69 

69 

65 

64 

63 

62 

66 

70 

71 

67 

09 

70 

68 

67 

69 

7(i 

64 

63 

68 

58 

70 

70 

70 

67.6 

\  Maxinuini  . . . 

.... 

90 

.82 

89 

84 

91 

93 

87 

84 

84 

85 

88 

86 

Kerffiison  SW 

' ' '  t  Miniminn. . . . 

.... 

.... 

Florence  M^SV  . . . 

)  Maximum  . . . 

'  'iW 

"99 

"82 

"89 

"88 

"s-i 

"85 

"9i 

90 

"88 

"89 

"gi 

"92 

"gi 

"gi 

"96 

"83 

90 

"89 

"so 

"85 

87 

"go 

"92 

"87 

"84 

"89 

"88 

"96 

"S8 

"88 

88.  C 

'"  1  Minimum 

73 

74 

70 

68 

68 

67 

70 

71 

69 

70 

66 

65 

65 

64 

68 

70 

71 

70 

70 

69 

68 

68 

71. 

71 

65 

65 

64 

62 

64 

7( 

71 

68.3 

)  Maximiun  . . . 

Floya  Dale 

"    t  Minimum. . . . 

\  Maximum  . . . 

"94 

"95 

"88 

"87 

"83 

"88 

"si) 

"91 

"gi 

"92 

"88 

"86 

"88 

"91 

"96 

"92 

"92 

"92 

"g2 

"84 

"82 

"92 

"93 

"95 

"92 

"90 

"90 

"96 

"85 

"88 

"96 

89.' 7 

Georsftowii 

■  •  ■  (  Minimum 

75 

74 

74 

72 

7(1 

68 

66 

68 

72 

73 

69 

70 

67 

68 

68 

68 

80 

68 

69 

73 

70 

71 

73 

70 

07 

63 

67 

68 

71 

68 

75 

70.  2 

)  .Maxinunn  . . . 

90 

91 

93 

91 

89 

89 

89 

91 

92 

89 

90 

93 

90 

81 

85 

91 

95 

94 

90 

89 

90 

91 

87 

93 

90 

fgo.  1 

KingstreeS^'J 

•  •  ■  (  .Minimum 

"74 

"72 

"73 

"69 

"71 

69 

69 

70 

69 

70 

68 

68 

65 

66 

67 

71 

69 

67 

72 

72 

7( 

69 

72 

73 

65 

64 

66 

62 

69 

69 

71 

69.1 

\  Maximiuii  . .. 

•■■  1  Minimum 

S  Maxinuini  . .. 

94 
73 
97 

95 
71 
97 

85 
73 
86 

84 
70 
86 

82 
70 

88 

82 
67 
84 

85 
68 
90 

89 
78 
89 

91 
68 
91 

87 
70 
89 

85 
70 
84 

85 
68 
87 

86 
67 
89 

88 
68 
89 

90 
91 

90 
72 
91 

90 
70 
90 

91 
67 
94 



'  '92 

90 
68 
81 

84 
71 

88 

89 
70 
91 

89 
68 
95 

96 

70 
93 

92 
72 
94 

89 
61 

86 

89 
65 

87 

89 
66 
92 

86 
67 

89 

"88.8 

Oal{s 

°69.  £ 

"89 

"91 

89.- 

Orangcbnrg  

• "  ■  )  Mininuun 

70 

72 

72 

70 

72 

68 

68 

70 

68 

72 

67 

67 

66 

66 

68 

70 

67 

68 

70 

71 

66 

68 

7(1 

70 

68 

72 

70 

73 

72 

74 

74 

69.  ( 

St.  (Jeorge  %.... 

1  Maxinuim  . . . 

9» 

98 

89 

89 

83 

84 

93 

94 

90 

94 

93 

89 

92 

94 

94 

91 

91 

92 

94 

81 

8|- 

95 

99 

94 

93 

94 

92 

90 

87 

92 

89 

91.4 

■  ■  •  (  Mininuun 

71 

71 

71 

69 

68 

6r 

64 

66 

68 

6» 

69 

67 

64 

65 

66 

68 

66 

66 

68 

7f 

0^ 

67 

69 

69 

61 

60 

66 

61 

05 

68 

70 

67.  ( 

St.  MaltliewrtW-. 

J  .Maxinunn  . . . 

95 

97 

85 

86 

79 

83 

92 

90 

92 

90 

89 

89 

89 

90 

93 

95 

92 

95 

94 

81 

89 

94 

96 

96 

gi 

94 

94 

92 

91 

95 

95 

91.1 

•  ■  •  /  .Minimum 

73 

72 

73 

68 

71 

67 

72 

69 

69 

62 

60 

63 

64 

64 

69 

70 

69 

69 

71 

71 

06 

69 

73 

',1 

64 

66 

65 

02 

08 

71 

72 

m.-l 

Society  HilU\\V.. 

J  .Maximum  . . . 

97 

97 

84 

87 

87 

86 

89 

91 

92 

87 

86 

88 

88 

91 

95 

87 

9o 

93 

81 

94 

98 

95 

93 

.87 

89 

92 

92 

g2 

90 
71 

''90.  4 

•••  1  Minimum  — 

72 

71 

71 

68 

67 

65 

69 

70 

70 

69 

65 

63 

63 

62 

68 

70 

"72 

67 

7( 

"62 

67 

70 

64 

61 

63 

59 

69 

6; 

-07.  1 

.Hnnmierville 

)  Maxinunn  . . . 

94 

95 

87 

87 

79 

85 

87 

89 

90 

92 

89 

85 

85 

89 

88 

88 

88 

"gi 

89 

81 

82 

"96 

93 

92 

9( 

91 

91 

88 

85 

87 

87 

88.2 

■  ■  ■  (  Minimum 

73 

73 

74 

73 

72 

69 

66 

70 

71 

72 

70 

70 

67 

68 

69 

71 

70 

70 

72 

73 

7(1 

71 

73 

72 

64 

62 

69 

66 

70 

71 

73 

70.1 

)  Maximum  . . . 

97 

97 

90 

89 

86 

82 

89 

91 

95 

94 

94 

93 

95 

93 

94 

90 

94 

90 

87 

89 

97 

97 

97 

93 

81 

95 

93 

89 

92 

90 

"92.  f 

VValterl)oro 

"'  1  Mininuun 

75 

71 

71 

n 

71 

69 

71 

64 

67 

73 

59 

67 

60 

62 

71 

75 

80 

73 

73 

71 

76 

74 

71 

79 

73 

73 

74 

79 

76 

"71.1 

Yinnasspei^SvS 

W'fslcri 

\  Maximum  . . . 

95 

95 

89 

85 

80 

"84 

89 

90 

91 

91 

91 

87 

"89 

91 

91 

91 

9( 

94 

89 

85 

87 

94 

94 

92 

90 

92 

92 

86 

86 

90 

86 

89.  n 

•  ■  •  )  .Mininuun 

I'inlioii. 

\  Maximum  . . . 

71 

71 

6( 

69 

69 

68 

66 

69 

67 

70 

64 

67 

66 

69 

66 

71 

68 

65 

66 

71 

64 

67 

6h 

68 

60 

55 

65 

61 

62 

67 

69 

66. ( 

96 

97 

89 

87 

85 

80 

86 

88 

89 

88 

87 

88 

87 

87 

89 

89 

89 

91 

89 

81 

88 

91 

91 

92 

88 

87 

88 

88 

91 

88 

93 

88.6 

Aiken  

•  •  ■  (  Minimum 

73 

74 

73 

68 

71 

70 

70 

69 

69 

70 

69 

68 

68 

71 

71 

69 

78 

72 

69 

69 

66 

70 

72 

70 

62 

66 

68 

65 

71 

73 

74 

69.  9 

Anderson 

)  Maxinuim  . . . 

101 
72 

93 
72 

88 

7  1 

95 
66 

87 
68 

82 
65 

89 
65 

89 
67 

93 

66 

93 
65 

86 
63 

85 
64 

94 

66 

85 
68 

94 
68 

92 
66 

90 
65 

98 
64 

95 

66 

93 

67 

95 
65 

99 
68 

99 
70 

100 
68 

91 
60 

95 
58 

95 
64 

97 
66 

98 
64 

99 
69 

97 

70 

93.1 
66.  3 

"  '  \  .Minimum. . . . 

/  I 

Batesbnrg\S\^ 

i  Maximum  ... 

94 
72 

93 
73 

85 
71 

88 
66 

78 
68 

79 
65 

77 
67 

88 
68 

88 
69 

86 
70 

85 
68 

87 
67 

87 
68 

87 
67 

90 
69 

88 
68 

87 
67 

91 
61 

89 
70 

82 
«9 

87 
64 

91 
65 

90 
70 

91 
70 

87 
61 

88 
61 

87 
67 

89 
66 

90 
67 

92 
69 

93 
73 

87.5 
17.0 

' '    (  ^linimum. . . . 

j  .Maximum  . .. 

102 

95 

87 

89 

83 

78 

89 

88 

93 

89 

88 

92 

89 

90 

91 

92 

91 

96 

96 

92 

gi 

95 

94 

93 

89 

92 

93 

99 

97 

90 

92 

91.5 

Calhoun  Falls  . . . 

•  •  •  (  Minimum 

73 

71 

72 

68 

70 

68 

68 

68 

68 

66 

66 

65 

67 

69 

69 

67 

67 

65 

67 

67 

68 

65 

69 

68 

58 

58 

59 

63 

64 

67 

69 

60.7 

Camden^* 

J  Maximuir  . . . 

99 

99 

85 

87 

87 

87 

88 

90 

90 

8b 

89 

89 

89 

92 

92 

92 

90 

91 

92 

86 

92 

95 

95 

97 

92 

91 

92 

94 

g5 

■•■91. 1 

' '  *  (  Minimum . . . . 

95 
83 
72 

89 

\  Maximum  . . . 

•  •  ■  (  Minimum 

j  Maximum  ... 

'  '92 
85 
95 

"88 
77 
96 

"84 
76 

84 

"83 
69 

86 

"83 
69 
82 

"so 

68 

82 

77 
68 
86 

"si 

69 

86 

"84 
68 
90 

"83 
68 
83 

"so 

70 
83 

"78 
71 
87 

"75 
69 
89 

"so 

66 

87 

"85 
65 
93 

"82 
66 
88 

"83 
70 
82 

"85 
66 

88 

"86 
72 
92 

"86 
71 
89 

"85 
69 
9;'. 

"83 
59 
88 

"82 
56 

87 

"82 
62 

87 

"83 

64 
88 

"85 
64 
88 

"79 
69 
90 

"68.4 

Clenison  College 

"83.  0 

"86 

"84 

"87 

87.6 

Columbia 

■  •■  (  Mini  mum 

75 

75 

73 

68 

72 

70 

71 

70 

69 

73 

70 

68 

67 

68 

72 

72 

69 

70 

73 

70 

66 

70 

74 

72 

66 

66 

69 

65 

72 

73 

74 

70.4 

Greenville  %  .... 

)  Maximum  . . . 

9.S 

93 

87 

89 

87 

94 

83 

85 

90 

81 

87 

88 

87 

83 

89 

91 

92 

90 

89 

90 

91 

91 

92 

92 

93 

86 

88 

91 

94 

94 

85 

89.  4 

■  •  ■  (  Minimum 

71 

70 

70 

64 

65 

61 

64 

66 

64 

63 

63 

64 

64 

65 

68 

67 

65 

63 

64 

6f 

64 

64 

66 

65 

55 

55 

63 

03 

62 

67 

68 

64.5 

Greenwood  %  .  ■ . 

)  Maximum  . . . 

96 

96 

84 

86 

81 

76 

83 

83 

87 

83 

8-1 

85 

84 

84 

90 

8g 

90 

90 

90 

83 

87 

89 

91 

90 

s; 

85 

87 

87 

90 

87 

86 

86.8 

■  ■  •  (  Minimum 

75 

74 

72 

66 

67 

6,s 

68 

6^ 

69 

67 

67 

63 

66 

68 

70 

68 

68 

66 

07 

68 

65 

66 

69 

70 

62 

59 

65 

63 

63 

70 

72 

67.4 

)  Maximum  .. . 

93 

94 

91 

87 

86 

81 

83 

85 

91 

89 

86 

86 

85 

87 

88 

84 

88 

80 

91 

83 

83 

88 

86 

88 

85 

86 

85 

85 

87 

87 

87 

86. ; 

Heath  Spring  .. . 

•  •  •  (  .Minimum 

72 

71 

71 

64 

65 

68 

67 

68 

68 

69 

66 

66 

63 

64 

66 

60 

64 

00 

06 

66 

66 

64 

62 

64 

63 

64 

62 

6^ 

70 

70 

68 

66.  2 

KershawSlS 

j  .Maximum  . . . 

100 

97 

88 

89 

87 

87 

86 

90 

91 

87 

89 

91 

92 

92 

91 

91 

92 

95 

91 

84 

94 

94 

92 

95 

90 

88 

92 

93 

gi 

93 

92 

91.1 

■  •  •  j  Minimum 

73 

71 

71 

65 

66 

63 

67 

68 

68 

68 

64 

63 

62 

63 

09 

70 

68 

68 

69 

70 

64 

60 

67 

69 

60 

63 

63 

58 

69 

71 

70 

66.  ( 

J  Maxinuim  . . . 

Landrum 

'  *  ■  /  Minimum. . . . 

S  Maximum  . .. 

"95 

"s\ 

"85 

"87 

"85 

75 

"79 

"85 

"89 

"82 

"85 

"86 

"87 

'88 

"85 

"88 

"88 

"89 

"88 

"87 

",89 

'  '90 

"gi 

"91^ 

"87 

"85 

"96 

"92 

'gi 

"85 

"86 

87.' i 

Liberty 

"■ "  )  Minimum 

73 

li 

71 

68 

69 

63 

68 

59 

67 

66 

66 

65 

65 

67 

70 

69 

70 

65 

66 

69 

63 

06 

72 

78 

57 

55 

65 

63 

69 

69 

08 

66. 1 

)  Maximum  . . . 

98 

98 

88 

88 

88 

82 

86 

89 

91 

96 

88 

89 

90 

88 

81 

91 

93 

95 

91 

83 

89 

93 

91 

93 

88 

88 

89 

89 

gi 

89 

89 

89.7 

Little  Jlonntain  . 

•  ■  ■  /  Minimum 

74 

72 

69 

66 

70 

66 

67 

68 

67 

70 

66 

68 

69 

68 

71 

69 

68 

69 

71 

70 

73 

78 

72 

70 

66 

61 

68 

65 

70 

73 

73 

69.  3 

)  Maxinuim  . . . 

84 
70 
85 

81 
68 
80 

93 
68 
89 

94 
69 
89 

94 
69 
89 

94 
69 

88 

f- 
60 

86 

91 
79 

87 

94 
69 
90 

94 
65 
83 

98 
67 
91 

98 
68 
92 

95 
59 
88 

93 
57 
88 

98 
61 
9i 

1'92.  8 

Meriwether 

* '  ■  '  Miuinuim. . . . 

•'66.  g 

)  .Maximum  . . . 

'99 

"98 

"87 

"si 

"m 

"89 

"89 

"89 

"90 

"94 

"87 

"88 

"89 

"89 

"96 

"gi 

89.0 

Monetta 

■  ■  •  '  Minimum 

74 

73 

73 

68 

70 

66 

69 

69 

69 

71 

(19 

67 

66 

71 

71 

70 

69 

70 

70 

70 

67 

7r> 

72 

70 

64 

65 

67 

04 

70 

72 

72 

69.3 

Mountain  Rest.. 

)  Maximum  . . . 

92 

89 

81 

82 

81 

71 

74 

80 

86 

84 

81 

80 

78 

SO 

81 

82 

87 

85 

86 

82 

81 

86 

85 

85 

79 

82 

82 

85 

SO 

87 

81 

82.7 

•■•  /  Minimum 

66 

66 

63 

60 

59 

58 

63 

64 

60 

61 

S8 

58 

61 

65 

64 

66 

62 

58 

54 

53 

58 

61 

61 

62 

49 

51 

,54 

57 

55 

51 

65 

59.5 

)  Maximum  . . . 

100 

100 

87 

90 

82 

83 

87 

89 

94 

90 

87 

90 

90 

90 

94 

92 

94 

94 

91 

86 

93 

95 

95 

90 

92 

89 

90 

90 

93 

90 

86 

90.  9 

Newberry 

•  •  •  '  Minimum 

74 

73 

73 

65 

68 

64 

70 

70 

65 

69 

66 

64 

66 

70 

72 

69 

68 

67 

70 

70 

65 

65 

71 

69 

60 

60 

67 

60 

71 

70 

72 

67.8 

Salnda 

j  Maximum  .. . 

96 

99 

86 

90 
66 

81 
63 

80 

87 
60 

90 

91 

93 

8S 

91 

90 

91 

95 

92 

93 

96 
62 

91 
00 

85 
68 

94 
00 

95 
64 

93 
69 

94 

68 

91 

57 

91 
65 

91 
63 

91 
58 

92 
67 

93 

90 
72 

91.0 

"■  •  '  .Minimum 

72 

71 

71 

64 

69 

70 

67 

68 

75 

75 

63 

69 

67 

67 

73 

66.  7 

Santnck 

)  Maximum  ... 

99 

98 

84 

87 

89 

83 

86 

89 

93 

87 

87 

91 

90 

93 

95 

92 

93 

95 

89 

90 

91 

93 

95 

97 

96 

87 

86 

93 

94 

94 

88 

91.1 

■  ■■  (  .Minimum 

73 

71 

72 

64 

67 

63 

69 

69 

67 

67 

65 

62 

65 

68 

69 

70 

68 

67 

08 

67 

64 

66 

68 

68 

61 

58 

63 

61 

07 

68 

70 

61;.  6 

Spartanburg  ^.. 

J  Maximum  . .. 

97 

97 

88 

90 

91 

81 

84 

87 

92 

86 

87 

90 

89 

89 

88 

89 

91 

92 

91 

91 

96 

90 

92 

93 

87 

86 

86 

92 

92 

94 

84 

89.7 

•  •  •  )  .Minimum 

72 

71 

71 

63 

06 

65 

65 

67 

66 

65 

65 

63 

65 

68 

68 

68 

68 

65 

65 

67 

64 

66 

69 

68 

58 

57 

61 

63 

63 

64 

64 

65.  5 

Trenton 

)  .Maximum  . . . 

99 

100 

96 
68 

?■! 

80 
67 

79 

8.^-> 

86 

87 

88 

84 

87 

88 

89 

89 

88 

89 
67 

92 
70 

82 
08 

86 
67 

90 
64 

88 

89 
69 

87 
64 

88 
64 

89 
64 

89 
64 

97 

90 
72 

90 

88.1' 

"'  i  Minimum. . . . 

71 

69 

71 

69 

/O 

71 

68 

67 

65 

68 

71 

70 

67 

n 

6/ 

71 

65 

72 

68.  1 

Wli  ite  Oak 

(  Maximum  . . . 

97 

74 

97 
73 

83 
72 

88 
64 

87 
68 

82 
65 

84 
70 

89 
69 

92 

68 

89 
69 

87 

89 

89 

88 

90 

90 
69 

90 
68 

92 
69 

88 
69 

84 
70 

91 
65 

93 
68 

92 
69 

93 
70 

89 
03 

89 
61 

sg 

66 

92 
62 

88 
69 

88 
72 

84 
70 

89.1 

• "  ■  (  .Minimum 

65 

64 

65 

68 

70 

67.  9 

Winthrop  College 

)  Maximum  . . . 

92 

82 

80 

84 

83 

83 

81 

82 

88 

88 

84 

85 

83 

83 

83 

86 

86 

87 

78 

79 

87 

87 

85 

85 

85 

85 

84 

84 

84 

84 

°M.2 

•  ■  •  i  Minimum 

75 

69 

70 

65 

66 

65 

69 

69 

69 

67 

65 

64 

65 

67 

71 

70 

72 

67 

67 

69 

65 

65 

70 

69 

61 

60 

68 

61 

70 

70 

"71 

67.3 

Reference  letters,  («,  6,  c),  appearing  in  the  table  indicate  number  of  days  missing:  For  example,  6  represents  two  days  mis.siiig,  etc 
%  Instruments  are  read  in  the  morning;  the  maximum  tempcratnre  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  alwiiy- 
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GENERAL   SUMMARY. 

S(>ptoiiil)er,  (in  the  wliole,  was  unusually  cool  and  wet. 
The  month  (ipcned  and  closed  with  wet  periods,  wliieji  resulted 
ill  a  inontidy  average  precipitation  above  normal,  wiiile  tlie 
intervening  period  was  relatively  dry,  witli  only  light  lainfall 
giiierally. 

Although  rains  of  the  first  of  the  month  improved  all  crops 
materially,  the  succeeding  dry  weather,  with  many  cool  nights 
and  much  cloudiness,  was  attended  by  further  general  deteriora- 
tion of  vegetation,  particularly  as  to  cotton,  late  corn,  forage, 
and  p;i«tures  in  large  areas.  Cotton  opened  rapidly,  and  pick- 
ing and  ginning  were  pushed;  l)ut  lack  of  seasonal)le  rains 
wIkmi  most  nee(h^d,  as  well  as  insuilicient  fertilizer,  finally 
resulted  in  poor  top-crop  prospects  generally.  Much  good 
hay  was  secured  during  the  month.  While  unfavorable  for 
cotton  condition  and  picking,  the  rains  at  the  close  of  the 
montli  were  beneficial  to  all  late  crops,  and  the  soil  was  in  fine 
condition  for  fall  plowing. 


greatest  local  monthly  amount  was  1).7(>  inches  at  IJimini.  Clai- 
endon  County;  least  local  iiHinlhly  iwiKiuit,  2.8-1  inches  at 
Charleston.  'I'he  greatest  24-h(  iir  lainfall  at  any  statien  was 
5.65  inches  at  Floyd  Dale,  Dillon  C(>unty,  (ii  the  "iVlth.  '1  he 
number  of  rainy  days  was  48%  above  normal. 

The  following  deaths  by  lightning  were  reported  during  the 
month:  0:n  Septendjer  8,  near  IManning,  Clarendon  County, 
Mid  Frierson,  young  son  of  Arthur  Frierson;  on  September  4, 
at  Greer,  (!reenvil]e  County,  John  Goodlett,  wife  and  daugh- 
ter, colored;  on  Septemiier  22,  at  Camp  Jackson,  near  Colum- 
bia, George  C.  Kitt,  M.  Churcher,  J.  M.  Green,  and  ^\^  J.  Mc- 
Cotte,  colored  carpenters  at  the  camp;  7  other  workmen  weie 
injured,  and  one  later  died  of  his  injuries. 


WIND. 

The  prevailing  wind  was  from  the  northeast.  The  average 
hourly  velocity,  determined  from  7  anemometer  records,  was 
8.(5  miles.  The  highest  average  velocity  in  the  region  coven  d 
hx  reports  was  11.9  miles  per  hour  at  Charleston;  lowest  aver- 
age, 5.9  miles  per  hour  at  Augusta,  Ga.,  and  in  the  section 
proper,  7.1  miles  per  hour  at  Columl)ia.  The  highest  velocity 
for  any  5-minute  i)eriod  was  40  miles  per  hour  from  the  north- 
east at  Savaimah,  Ga.,  on  the  4th,  and  in  the  section  prop(>r, 
84  miles  per  hour  from  the  northeast  at  Charleston  on  the  Idtli. 


PRESSURE. 

The  mean    sea-level   pressure,   determined    from  reports  of 
7   regular    Weather    Bureau   stations   in   and   surrounding    the! 
Section,  was  80.07  inclies.     The  highest  pressure  in  the  region  ! 
covered   by   reports   was   80.89   inclies   at  Asheville,  N.  C,  on  I 
tiie  12th,  and  in  the  Section  proper,   30.82  inches  at  Columbia  | 
on  the  same  date;  lowest  pressure,  29.67  inches  at  Augusta, Ga., 
on  the  29th,  and  in  the  Section  proper,  29.71  inches  at  Charles- 
ton on  the  same  date. 

TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  reports 
of  42  stations,  was  71.2°,  or  2.9°  below  the  established  normal. 
The  highest  temperature  was  98°  at  Anderson,  Anderson  County, 
on  the  8th.  The  warmest  periods  were  generally  from  the  1st 
to  8d  and  between  the  7th  and  9th.  The  lowest  temperature 
was  40°  at  Heath  Spring,  Lancaster  County,  on  the  18th; 
Mountain  Rest,  Oconee  County,  on  the  12th,  and  Saluda,  Sa- 
luda County,  on  the  19th.  The  coolest  periods  of  the  month 
were  on  the  12th  and  18th  and  between  the  18th  and  21st. 


HUMIDITY. 
The  mean  relative  humidity,  determined  from  reports  of  7 
regular  Weather  Bureau  stations  in  and  surrounding  the  Section, 
was  as  follows:  8  a.  m.,  86%;  8  p.  m.,  76%.  The  highest 
percentages  occurred  over  the  extreme  eastern  and  extreme 
southern    coast    districts,    and    the    lowest,    over    the    central 

counties.  

PRECIPITATION. 

The  average  for  the  Section,  65  stations  reporting,  was  5.75 
inches,  or  1.7()  inches  above  the  established  normal.  The  bulk 
of  the  monthly  precipitation  occurred  about  the  opening  and 
closing  of  the  month,  and  tiie  intervening  period  was  marked 
by  intermittent  sIiowm-s  of  light  quantity  generally,  resulting 
in  a  long  r>erio(l  of  semi-drought,  except  in  a  few  favored  lo- 
calities. Hnring  th(^  dry  period  mentioned  the  deficiencies 
were  particularly  markeil  in  large  ares  of  the  central  and  south- 
ern counties,  wliere  the  total  monthly  amounts  were  less  than 
4  inches  and  ranged  downward  to  8  inches  or  less;  over  the 
ui»i)er  eoa^tal  plain  and  in  the  noi'tJiwestern  cfumties  the  total 
iiinnthh-    amounts    ranged    from   5  to  ncarh'    10    inclies.      The 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  .sunshine,  determined  from  7  automatic 
records,  was  179.2  hours,  or  49%  of  the  possible  amount.  The 
average  number  of  clear  days  was  12;  partly  cloudy,  S,  and 
cloudy,  10,  as  against  normals  of  15,  9,  and  6  days,  respect- 
ively. The  aver.^ge  number  of  cloudy  days  was  exceeded  but 
once  during  the  past  81  years. 


RIVER  CONDITIONS. 

Heavy  rains  in  the  upper  Catawba  watershed  about  Septem- 
ber 1  were  followed  by  a  moderate  freshet  in  the  lower  Catawl^a, 
Wateree,  and  Santee  rivers,  the  flood  in  the  Santee  passing 
Ferguson  by  the  13th.  The  unavoidable  losses  were  estimated 
at  -14,475,  and  the  value  of  movable  property  saved  by  warn- 
ings of  the  Weather  Bureau  approximated  $72,000.  During 
the  same  series  of  rains  a  freshet  occurred  in  the  Pee  Dee  at 
Cheraw  on  the  2d,  3d,  and  4th,  entailing  unavoidable  losses  esti- 
mated at  $8,500,  while  the  value  of  movalile  property  saved 
by  timely  flood  warnings  approximated  110,000. 


MISCELLANEOUS  PHENOMENA,  (dates). 

Enrfh(iii(ik('><: — Summerville,  light  tremors:  15th,  4:80a.m. 
22d,  12:25  a.m.;  30th,  11:15  a.  m. 


ERRATA.    July,  I9I7. 

Veniasspp.— Preoipilation.  2(1,  Page  53.  shoiikl  be  .OS. 
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The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
determining  section  or  division  means.     Reference  letters  (",  b,  ci,  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  ''  represents  two  days  missing,  etc. 

t  Also  on  other  dates,  tf  Received  too  late  to  be  included  in  means  and  .summaries.  *"  Temperature  data  are  from  observed  readings  of  the  dry  bulb:  means  are  ccmi- 
puted  from  observed  readings,     tt  Postoflice  addresses  of  these  stations  are  as  follows:     Of  Edisto,  Emhree:  of  Gaston  Shoals,  Gall'ney;  of  Wiuthrop  College,  Rock   Hill. 

T.  Preciiiitation  is  le.ss  than  0.01  inch  of  rain  or  melte<l  snow. 


September,    U'l' 


CLLMATO LOGICAL    DATA:    SOUTH    CAROLINA    SECTION. 


09 


Daily  Precipitation  for 

September 

,    1917 

• 

Watersheds. 

Day  of  month. 

Stations. 

1 

2 

3 

4 

5 

6 

7 

S 

9 

10 

11 

12 

13 

14      15 

16     17 

18     19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

0 

Kntiffvn  I^ortion. 
All.'ndal.'llll 

Savannah  

.39 

.55 

.05 

.60 
1.18 
.03 
.  10 
.35 
.08 
T. 
.80 

1..57 
.62 
.35 

2.88 
.62 
.83 

.10 

L32 

.26 

.15 
1.05 
.41 
.72 
.22 
.16 
.45 

.02 
1.26 
1.99 
4.34 
2.45 

.52 
1.06 
3.18 

1.50 
2.30 
2.70 

2!  30 
3.30 
5.65 
2.60 

.74 
1.43 
2.20 

.86 

. . . . 

5.30 

1.35 

1.01 

'.'io 

.08 
1.06 

4.85 

Hlackvillollll 

liou  man 

CVnti'tiary 

('lnirlc>ton  ••' 

(')ii'i-si  u-  nil 

Edisto 

do 

Pee  Dee 

(;oast 

Pee  Dee 

Waccainaw .. . 

".a 

.02 
.01 
.31 

.53 

:i5 

T.' 

.71 

.  70 

tv 

■.05 
.02 

tv 

■f.' 

.20 

T. 

.20 

.90 
.56 
.26 

.22 

.06 

'.'6i 

2.10 
.82 
.60 
.01 
2.  03 
1.00 

2.87 
1.90 
2.61 

2.66 
1.00 

. . . . 

7.32 

.06 
.55 

.09 
.08 

.... 

T. 

■V? 

.03 
.07 
T 

'.'62 

.02 
.15 

T. 

.03 

T. 

T. 

.02 

T. 

7.12 
5  39 

.221  .02 
.181.... 

......... 

.... 

.13i  .01 

2  34 

T.     .37    .04 

T. 
.39 

.06 
.92 
.90 

'.'i4 


....  '.v.: 

4.52 

Conway  |||l 

.... 

.22 
T. 

.22    .45 

.07    .30 
.20:.... 
32 

.05 
.09 

'.'io 
'.'ii 

T. 

.03 

.05 
.04 

.15 

.07 

'.'30 

'.'07 
.10 

6  99 

.82 

7.  66 

K.li>!ollll  

Edisto 

Lynches 

Santeo 

.13 

.55 
1.18 

38 

. .. . 

.32 

.05 

.09 
.... 

.06 

6  64 

41 

.95 

■.'69 
(13 

'.'62 

T. 

'.'06 
.04 
.77 

9.23 

KtTJJUSOIl    111! 

....|.... 

.... 
.28 

6.07 

do         

.07 



! 

T. 

5  37 

Fiuvd  Dale 

Little  Pee  Dee 
Coast 

Black 

do 

.95 

.35 
T. 

11 

'^1 

.09 
T. 

05 

8. 13 

L25 

.40 

2. 70 

.07 
.02 

.70 

2.91 
.95 
T. 

T. 

.30 

.53 
.41 

15 

T. 

.20 
.06 
T 

6.  70 

.31 
T. 
.26 

T. 
.08 
T. 
.17 

.10 
.02 

1.17 

.02 

2. 20 

:::. 

7.23 

On  1.-  * 

.02 
.36 
.50 
.09 

'."38 

.41 

.82 

.30 

.04 
T. 

2.60 

.05 

'.'io 

t'.' 

.02 

T. 

.21 

.05 

.11 

.26 
T. 
.50 
.60 

3.' 60 

.90 
L76 
.92 

7  49 

Edisto 

CooDcr  

Santee 

T. 
.20 

5. 17 

4.00 

.80 
.... 

16 

6.  (14 

K'iiitini  nil 

.35'  .07 

.03 

.01 
1.27 



L20 

2.34 

.40 

1.15 
L34 
.60 

.14 
.40 
.15 

.04 

.49 
.05 

.02 
.03 
.10 

.11 
.02 

. 

.08 

3.85 
1.98 
1.50 

1.70 
.32 
1.29 

3.13 

.74 
2.73 

2.70 
.03 

9.76 

St.(ieorec|lll 

St.  Matlhi-wsllll 

Soci<'tv  llill  nil         

Edisto 

Santee 

(iO           

.17 
.10 

.29 
.50 

V> 

.03 

.04 

7.42 

8.88 

.04 

7.21 

Sinmncrvilli' 

\\  ■rtU"'rin)ro          

Ashley 

Ashepoo 

Conibahee  . 

.45 

.S7 

T 

.52 

T. 

T, 
.30 

.76 

.50 

.11 

T. 

.35 
.95 

.15 

6.86 
5.43 

Whitt'hall  (nt^ar) 

Yeniass-'cllil 

'.\'rshrii   I'liyfiiiii. 
Aiken 

do 

Edi.-ito 

Savannah  

Edisto 

liroad 

.Savannah 

Wateree 

Catawba 

Sahula  

Savannah  

Conifaree 

Savannah  

Bioad  

SaliKla 

do 

.157 
.32 

.01 
13 

.20 

■.■95 

".05 
.34 

.02 

.... 



.06 
■34 

.25 

.87 

> 

.15 

.05 

.64 

.01 

T. 

T. 

.02 

.17 

.06 

.02 

.07 
.66 
.31 

.51 

.65 

'.'25 
.70 
.13 
.55 
.10 

.90 
.14 
.15 
.88 
1.45 
.33 

2.51 

1.93 
.96 
.94 
1.0,'^ 
1.93 
.21 
1.  10 
1.48 

L12 
1.97 
1.70 
.49 

.76 
1.71 

■)    ■!;■> 

.21 

1.11 

i.'82 
.42 
.04 

2.  30 
.46 
.05 

't'.' 
.40 
.10 
.06 
.18 

i.'2;5 

.... 
.... 

5.47 

1.99  .... 

■;22^:::: 

.  44| . . . . 
.Ifr   ... 
.34  .... 
1.56 

'>!\ 

.43 

7. 17 

.8U    .0« 

.08 

f.' 
US 

t'.' 

.84 
T. 

5.43 

'.'56 
1.4fi 
.  HI 
1.52 
1.34 

.90 
.01 
.  2.^) 
I.fifi 
2.52 
2.21 

■.■43 

.03' 

T. 
.29 
T. 
1.98 
39 

.12 

.67 

'.'38 

T. 

3  42 

Hhdi-sllll 

C.ilhonn  Palls  III! 

(\Uii\vha.  ml 

l-|iai'Pidlsl!!l 

Cli^ni-on  Ccillc^'o 

3  70 

.12 

... 

.09 

.06 

.... 
.04 

'.'Ofi 



.92 
i'pf) 

5.85 
5.48 
5  64 

'.'62 
■."30 

.60  .... 

.  5.5i .  . .  . 
. ...  1 ... . 
.'!5  .... 
T.  I.... 
.  501 ... . 
.371.... 

'.'3' !]!! 

.30 

.54 
.02 
.70 
.32 
.84 
.  78 
.18 
.05 

.18 

.20 

.64 

6.24 

1.02 

54 

5.  57 

T. 

.72 

tv 

.47 

.06 
.11 

.27 
.05 
.02 
.25 

T. 

.08 

.oil  .04 

T. 
.90 

.  75 
.36 

.82 
.08 

.01 

.05 

3.07 

ivi-i'iii'M  hi; 

1 

5.17 

lla-ldn  "^hoals  ||i| 

T. 

T. 

.01 

T. 

4. 16 

tirc.-nvilli-  nil 

.06 

.i.'i 

..38 
.36 

T. 

7.83 
6.  54 

Meat h  SpiMnt? 

Wateri-e 

Lynches 

Broad  

3  00 

.63 

05    .02 

T. 

.30 

.70 

3.71 

Landmni    

\A -tv 

Savannah  — 

Sahala  

Savannah  .... 

1.47 
.60 

1.60 
.25 

.20  .(in 

.20 

.40 

.10 
T. 

T. 

T 
.08 

........ 

.30 

.16 

'.'06 

.01 

T. 

.25 

.30 

1.80    .95 
.23  1.22 
.  65  2.  00 
.031.83 

1.40    .30 
..54  1..3(' 

1.30[  .92 

.23  1..=i2 
.53)1.25 
.88    .67 
.48ll.38 
2.03i  .59 
.1611.15 
.78  1.00 

'.'07 
'.'33 

7.88 

I.illlr  .Monntain 

.40 

T 

3.  36 

MiM  i\\  ether 

.97 

T 

Mnu.-tta 

M(jnntain  Rest 

Edisto 

Savannah  

Salnda 

do 

do 

.06 
1.30 
.04 

.17 
.08 

.08  . ... 
.  40' .... 
.761.... 
1.52'.... 

"M:::: 
.25; ... 

....1.... 

'.'65 

.64 

.07 
.06 
.40 
•'6 

'.'22 

".'.SO 

.01 
.55 

.'is 

.02 

.01 
t' 

.... 

T. 
08 

.02 

01 

.... 

.04 

.05 

.041..., 

.20 
1.07 
T. 
T, 

2.94 
6.20 

N>'.\  ii.'i-ry 

.52    .24 

.03   T. 

.22 
1.6H 

VVIVViVViVV 

. . . . 

.04 
.30 

.04 

.... 
.... 

3.  86 

IVl/,.rl||| 

Siilnda 

1.64  .... 
70 

.10 
T. 

.  65 

T. 

.... 

.20 
05 

T. 

8.61 
3. 29 

Saniuck  

Broad 

.22 

.03 

0.3 
.04 

'.'i4 

.06 
.25 

t. 
.11 

.06 

1 

[1.25 

04 

f.' 

.02 
'.'45 

3  69 

S|);Mianl)in's  llll 

tlo 

1.52 

T.  i   .90 

4.  7n 

I  riMi'iin  

Edisto 

Savannah  

Broad  

Catawba 

.44I  T. 

2.45!  .01 

.231... 

T. 

.15 

2.32 

T. 

1   03 

T. 

.01 
1.22 

T.  1  T. 

3.  .59 

Wall. alia 

.(■5 
.11 

55 

T. 

T. 

.09 
.54 

t'.' 

6.(.S 

White  Oak 

1 

.02   .01 

5.  82 

WiiithropCollesre 

1.00 

3.58 



I. xcept  as  otherwise  indicated,  ob.servations  are  grenerally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  endins  at  the  time  of 
■  H,-.-rvalion.  ||||  Precipitation  tneasnred  in  tlie  morninH-:  amount  then  recorded  is  for  the  precedin?24  hoin-s.  ***  BefftiUir  Weather  P.nrean  station;  precipitation  is  for  the 
24-honr  perioil,  midnight  to  midnijrht.    *  Preciiiitalinn  included  in  tlie  next  following  measurement,     t  .Seinirate  dates  of  falls  not  recorded.     T.  Trace,  or  less  tha.n  O.ni   inch. 


COMPARATIVE   DATA   FOR   SEPTEMBER. 


Year. 


1SS7 
18SS 

I3«t 
1-S9II 
1891 
189J 
1893 
1891 
189.3 
189r, 
1897 
ISflS 
1899 

1991 
1902 


72.2 

101 

69. 6 

93 

72.1 

98 

72. 9 

98 

74.3 

92 

72.  5 

93 

74.7 

9,s 

75.  0 

100 

7(i.  9 

106 

7.5.0 

105  ] 

73.3 

100 

76.  0 

91; 

72.8 

102 

77.1 

lOll 

73.1 

98 

72.1 

98 

34 
31 
40 
49 
50 
40 
46 
52 
35 
39 
42 
48 
.34 
45 
46 
43 


12  , 

8(i  j 
34 

84  I 

(16  !. 

41  . 

42  j 
51  • 
29  ■ 
94  ' 

91  ; 

06  I 
55  ' 
S3 
66 
"4 


I 


lie. 
ne. 
no. 
ne. 
ne. 
ne. 


Temperature. 

Precipitation. 

Average  nnm 
days. 

)  e  r  of 

■~:z  ^ 

i: 

ti 

9 

i    III  i 

Clear. 

Partly 
cloudy. 

^-1 

Year. 


Temperature. 

Precipitation. 

Average  number  of 
days. 

"c« 

^ 

^ 

^Ht 

u 

>>  ^_ 

^. 

5 

0 

P 
Z 

vera 
ysw 
01  in 
■  mo 

Z 

S5 

5 

«5 

£ 

►J 

< 

<Scio 

a.^           0       1 

C  a. 


1903 72.7 

1904 75.8 

I  1905 76.2 

1906 78.0 

1907 76.0 

1908 1  72.4 

1909 72.0 

1910 \  75.8 

1911 I  78.9 

1912 j  77.7 

'  1913 '  71.7 

1914 !  71.3 

1915 i  75.9 

1916 1  72.2 

1917 71.2 

'   Period....!  74.1 


100 

41 

3.  62 

101 

44 

2.46 

98 

49 

1.91 

98 

55 

4.  85 

99 

45 

5.  91 

94 

40 

2.86 

98 

39 

3.74 

103 

46 

3. 10 

100 

50 

.3.  33 

109 

47 

.5.91 

99 

40 

4.  66 

101 

43 

3.  63 

102 

43 

2.38 

99 

35 

2.56 

98 

40 

5.75 

109 

31 

3.  99 

17 

^ 

19 

7 

16 

8 

10 

12 

13 

11 

15 

i) 

13 

9 

13 

1:; 

10 

7 

14 

7 

14 

1) 

11; 

•     8 

17 

8 

12 

8 

15 

9  1 

I  ne 


10  ne. 
6  I  ne. 


ClJ.MATOLOGiCAl,    DATA:    SOl'lH    CAilOlJ.NA    Sl'XTJUN. 


SKI'TK.AlIiKi;.     IV 


Daily 

Temperatures  fo 

r   S 

ept 

ember, 

1917. 

Stations. 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

21 

25 

26 

27 

28 

29 

30  !  31  1  Meiin. 

AllHn(lilIl•S^s^ 

Uoii . 
-Maximum  . .. 

90 

92 

91 

90 

90 

91 

88 

92 

97 

90      72 

70 

76 

72 

71 

76 

78 

81 

83 

80 

82 

74 

73 

OS 

82 

7s 

83 

821 ... . 

Si..'^ 

.Miuiuuiui. . 

7;j 

72 

72 

72 

69 

69 

09 

70 

71 

72      01 

49 

49 

59 

65 

64 

.i2 

54 

53 

54 

55 

63 

61 

01 

1)2 

00 

02 

06 

70 

6si 

t,\,.  I> 

Beuuroit   

.Maxiijunn  . 

95 

90 

90 

91 

91 

91 

87 

90 

80      70 

72 

00 

78 

76 

70 
61 

73 
00 

75 

78 

80 
50 

80 

82 

73 

71 

OS 

76 

81 

83 

81 

81 

SI.  4 

•Miuniuun. . 

7 'J 

71 

65 

68 

68 

OS 

71 

73 

69!     57 

51 

57 

61 

06 

56 

57 

59 

Oj 

61 

69 

69 

00 

66 

68 

08 

06 

i.:i.  7 

i'.lnckvilli'V  

.Maximum  . 

94 

97 

94 

93 

93 

93 

94 

95 

91 

88      70 

SI. 

09 

82 

89 

80 

80 

82 

88 

90 

92 

89 

S4 

76 

70 

SI 

85 

so 

86 

84 

Mi.  1 

Minimum. . 

7:i 

73 

69 

73 

69 

66 

60 

70 

71 

70|     58 

44 

53 

56 

64 

59 

60 

50 

47 

60 

54 

62 

■59 

58 

60 

59 

61 

63 

66 

661 

01. (j 

H(nviii;iii  

.Maximum  . 

90 

9.0 

92 

92 

91 

93 

93 

94 

95 

88,     75 

75 

78 

80 

77 

72 

75 

78 

85 

88 

86 

86 

74 

7*> 

7S 

hO 

SO 

78 

82 

S2 

8:;.4 

.Mininuun. . 

70 

70 

69 

67 

65 

04 

65 

M 

65 

(ih!     .55 

42 

55 

58 

63 

60 

58 

52 

45 

66 

60 

58 

58 

67 

66 

67 

00 

1.3 

1,2 
79 

00 

(.0. 1 

Maximum  . 

92 

91 

89 

89 

81 

89 

91 

93 

92 

80'     72 

74 

08 

77 

79 

73 

76 

81 

85 

88 

86 

69 

72 

67 

76 

83 

85 

79 

sc; 

t'eiit^iiary 

Minimum. . 

70 

71 

72 

68 

67 

63 

67 

(J7 

73 

681     .55 

50 

59 

65 

08 

61 

.59 

63 

60 

57 

,52 

59 

60 

59 

60 

62 

56 

09 

(i9 

OS 

IV2. 1 

i:li:>rlPstoii 

.Maximum  . 

87 

89 

87 

85 

83 

84 

85 

89 

93 

82      72 

74 

OS 

76 

78 

09 

76 

74 

78 

79 

S3 

82 

74 

72 

66 

70 

76 

Sti 

Si 

83 

■;9.3 

.Mininuun.. 

77 

7fi 

73 

73 

73 

72 

74 

77 

73 

69i     60 

5h 

01 

00 

08 

05 

63 

61 

62 

62 

00 

69 

65 

03 

61 

03 

66 

71 

71 

(16 

07.4 

Clieraw  ji'^ 

Maximum  . 

S6 

92 

90 

87 

81 

88 

92 

92 

8b 

77      71 

7ti 

67 

70 

72 

09 

74 

79 

82 

S7 

86 

80 

75 

74 

OS 

80 

81 

73 

69 

76 

79.  h 

.Minimum. . 

ti» 

71 

70 

68 

67 

64 

67 

70 

70!     691     54 

40 

52 

64 

08 

60 

54 

48 

.50 

62 

60 

02 

00 

59 

59 

60 

60 

65 

64 

05 

01.4 

CoinvayS^S^ 

Maximum  . 

90 

93 

90 

89 

81 

89 

91 

91 

91 

78      71 

74 

68 

75 

78 

70 

75 

74 

81 

83 

S4 

^)5 

09 

74 

04 

71 

SI 

85 

70 

821 

SO.  1 

.Minimum. . 

12 

71 

73 

69 

67 

65 

67 

69 

74 

70     66 

51 

58 

61 

68 

OJ 

59 

54 

66 

50 

56 

00 

00 

59 

6' 

01 

57 

67 

69 

08; 

02.  i 

DiirliiiKton  ^\\ 

.Maximum  . 

93 

96 

9(i 

91 

85 

91 

9(i 

95 

94 

74      71 

7t 

68 

74 

76 

72 

70 

79 

82 

87 

87 

81 

73 

76 

69 

SO 

81 

82 

71 

81 

81.7 

.Minimum. . 

1)9 

70 

71 

08 

68 

64 

66 

70 

72 

69     53 

45 

55 

00 

66 

69 

66 

49 

48 

48 

55 

69 

67 

58 

69 

58 

65 

65 

66 

66 

1.0.  7 

Maxinunn  . 

.  .  .  . 

l'"(^r'^'iisoii  VNVN 



. . . . 

.... 

.  .  .  . 

.Miniminn. . 



.... 

I'lmviH'i'  1  ■ii 

.Maximum  . 

"gi 

"96 

"92 

"96 

'S2 

"96 

"62 

"'ji 

"9i 

"73 

"76 

■75 

"76 

"76i"76 

"ii 

75 

80 

"84 

.  .  .  . 

"89 

"88 

"84 

"72 

"73 

77 

"80 

"80 

'  'so 

"71 

a, 

si^c 

.Minimum. . 

70 

70 

69 

68 

67 

64 

67 

70 

72 

70 

54 

4( 

50 

59 

65 

60 

56 

51 

52 

50 

53 

57 

59 

58 

59 

59 

68 

59 

67 

07 

00. ; 

.Maximum  . 
Mininmm. . 

»» 

96 

94 

89 

91 

8» 

90 

95 

94 

84 

74 

74 

70 

77 

"' 

" 

79 

81 

85 

88 

86 

..'' 

75 

87 

87 

'  sj.  1 

Floyd  Dale 

.... 

licDrsctowii 

.Maximum  . 

"96 

"92 

"92 

"96 

'  '96 

"96 
6f 

"91 

"93 

94 

.... 

76 

7u 

7-2 

"is 

"78 

75 

"79 

"79 

"S4 

"84 

"s5 

■  'gt) 

"S'i 

"7(' 

70 

'  St) 

"so 

"84 

"so 

841 

s:;.; 

.Minimum. . 

73 

72 

7p* 

73 

67 

67 

70 

71 

"69 

56 

51 

59 

04 

68 

6a 

60 

55 

56 

52 

55 

On 

61 

00 

61 

02 

60 

68 

09 

69! 

'.'.'.'.]         Ii4.l 

KiiigstieeS^S'i 

.Maxinunn  . 
Mininuun. . 

92 
71 

93 

71 

92 
72 

90 
70 

85 
69 

91 
65 

92 
60 

93 
69 

92 
71 

79 
70 

71 
56 

75 
48 

66 
52 

79 
59 

70 
65 

61 

76 
00 

77 
62 

81 
64 

85 
50 

84 
54 

80 
58 

iio 

74 
68 

74 
5! 

78 
05 

79 
59 

80 
64 

83 
69 

hi 

SI.  I 

62.  1 

.Maxinunn  . 
.Mininuun. . 
Maxinuim  . 

91 

90 
72 
92 

90 
72 
92 

8b 
"89 

82 
68 
84 

88 
66 
91 

90 
65 
94 

93 
67 
93 

92 
72 
94 

69 

84 

72 
50 
72 

61 
75 

OS 
00 
68 

65 

81 

78 
07 
70 

70 
62 
72 

75 
60 
72 

89 

"6,5 
74 

T2'     fS 

m\   61 

75:     cy 

70 
62 

1     '" 

78 
60 
79 

SO 

80 
09 
72 

81 
06 
82 

'  80.  4 

Oaks 

"5i 

78 

'  (53. 1 

Orangeburg 

"s-i 

"82 

"ss 

"83 

SI.'. 

Mininuun. . 

7-1 

76 

72 

72 

69 

68 

62 

67 

7( 

70 

56 

48 

55 

56 

04 

62 

5h 

52 

48 

47 

5b 

61 

60 

57 

.58 

58 

62 

63 

68 

OS 

01.; 

St.  (I'eorge  % 

.Maximum  . 

90 

95 

91 

92 

85 

91 

92 

94 

90 

83 

71 

75 

07 

80 

77 

71 

75 

77 

82 

87 

87 

85 

75 

71 

67 

1     81 

83 

79 

82 

82 

S2.  1 

.Minimum. . 

70 

68 

69 

75 

73 

69 

70 

71 

71 

58 

50 

00 

61 

65 

01 

60 

65 

5ti 

54 

55 

65 

.59 

57 

6f- 

:    00 

61 

67 

7l 

07 

0:;.  t 

St.  MaltlieussS\S 

.Maximum  . 

K9 

94 

91 

92 

85 

89 

94 

94 

93 

84 

72 

75 

07 

SO 

77 

72 

75 

77 

81 

87 

B8 

81 

75 

70 

69 

79 

76 

77 

70 

82 

Sl.l 

.Minimum. . 

7S 

72 

67 

69 

69 

65 

67 

68 

6h 

69 

54 

52 

47 

56 

04 

OtI 

59 

50 

48 

49 

56 

62 

60 

68 

69 

59 

60 

63 

60 

65 

....          lil.i 

.S(i<-ii'ty  Hill  S''* 

.Maxinunn  . 

92 

93 

97 

92 

93 

94 

92 

75 

<)9 

73 

07 

73 

74 

72 

74 

70 

81 

87 

86 

81 

74 

7( 

79 

78 

71 

78 

....'      '•  80.  L 

.Minimum. . 

"69 

70 

69 

M 

07 

70 

71 

69 

53 

45 

53 

59 

05 

00 

55 

50 

48 

47 

65 

59 

69 

59 

59 

5-1 

06 

65 

65 

06 

....:       ''    00.  1 

Siiimiierville 

.Maxinunn  . 

91 

■90 

89 

89 

87 

87 

90 

90 

9-2 

81 

74 

08 

75 

70 

72 

74 

75 

81 

81 

82 

73 

75 

71 

OS 

76 

79 

80 

81 

81 

80.4 

.Mininuun. . 

72 

71 

71 

72 

70 

67 

07 

70 

72 

70 

58 

49 

59 

63 

0/ 

03 

62 

56 

56 

64 

67 

64 

62 

60 

6', 

62 

03 

68 

7( 

69 

04.1 

WiilU'ilioi-o 

.Maxinunn  . 

91 

94 

96 

93 

90 

93 

94 

96 

91 

92 

83 

85 

80 

82 

81 

82 

80 

82 

86 

89 

90 

92 

88 

75 

70 

87 

82 

87 

86 

"  SO.  > 

.Mininunn. . 

63 

76 

70 

72 

66 

70 

78 

75 

64 

72 

57 

49 

52 

64 

63 

60 

02 

54 

64 

69 

,52 

68 

65 

59 

69 

0-2 

98 

71 

08 

"   04.1 

VeuiiisseeSS's'i 

.Maximum  . 

91 

92 

92 

92 

90 

90 

90 

92 

95 

85 

70 

77 

66 

80 

78 

70 

78 

79 

83 

84 

85 

87 

79 

73 

70 

"79 

82 

81 

86 

85l 

s2.  a 

Minimum.. 

70 

68 

68 

'' 

66 

65 

64 

66 

66 

69 

5S 

48 

50 

57 

63 

62 

61 

63 

51 

51 

53 

67 

01 

58 

68 

60 

04 

66 

70 

08 

01.7 

We.ileni  I'oi 

tion. 

AiUeii  

Maximum  . . . 

87 

91 

90 

89 

85 

88 

91 

91 

92 

83 

82 

74 

73 

75 

75 

73 

75 

78 

81 

86 

85 

83 

76 

74 

71 

76 

80 

81 

79 

80 

81.5 

Minimum. . 

.. 

64 

73 

69 

73 

69 

68 

69 

85 

73 

70 

59 

47 

56 

62 

66 

62 

60 

54 

54 

68 

61 

64 

59 

60 

61 

58 

63 

65 

66 

66 

03.  S 

Anderson 

.Maximum  . 

88 

96 

94 

97 

87 

93 

95 

98 

97 

86 

80 

75 

78 

83 

79 

79 

79 

84 

92 

91 

96 

82 

77 

81 

70 

78 

74 

75 

73 

84 

84.7 

Mininunn. , 

65 

69 

68 

68 

64 

63 

67 

69 

68 

66 

53 

47 

50 

58 

05 

61 

57 

52 

52 

53 

57 

60 

57 

52 

57 

53 

59 

60 

60 

62 

59.4 

BatesburgW 

Maximum  . 

89 

90 

90 

89 

84 

90 

91 

92 

92 

83 

69 

74 

65 

71 

72 

73 

76 

79 

83 

86 

87 

76 

76 

73 

69 

79 

76 

75 

74 

78 

80. C 

Mininuim.. 

70 

69 

68 

71 

69 

65 

60 

70 

71 

68 

58 

46 

47 

54 

64 

65 

64 

61 

48 

53 

59 

62 

59 

59 

66 

58 

60 

03 

64 

63 

01.2 

Calhoun  Falls 

.Maximiurf. 

91 

96 

93 

92 

95 

89 

94 

95 

92 

85 

72 

76 

74 

79 

80 

79 

79 

81 

86 

90 

92 

80 

75 

74 

73 

83 

76 

69 

76 

79 

83.1 

Minimum. . 

69 

68 

68 

69 

65 

67 

65 

08 

70 

69 

56 

46 

49 

53 

62 

64 

59 

52 

46 

50 

53 

58 

60 

59 

67 

55 

58 

62 

62 

59 

59.  9 

Camden  S^S^ 

Maximum  . 
Minimum. . 

90 

95 

93 

93 

85 

87 

88 

88 

88 

80 

79 

72 

73 

74 

74 

73 

72 

77 

78 

" 

82 

79 

79 

73 

09 

78 

75 

74 

75 

76 

79.9 

Cleinson  College 

Maximum  . 
.Minimum. . 
Maximum  . 

"si 

68 
88 

"83 
69 
91 

"85 
69 
91 

"84 
58 
89 

"84 
59 

83 

"85 
59 
70 
57 

75 
67 
73 
50 

"73 

60 

5/ 

"76 
64 

74 

"75 
61 

72 

"is 

63 

74 

"79 
60 
74 

"76 
51 
76 

"75 

60 
81 

"76 
54 

86 

76 
67 
86 

"73 
67 
79 

"72 
62 
74 

"72 
61 
72 

"73 

58 
66 

"ii 

58 
78 

"76 
60 
73 

"76 
62 
75 

"ii 

63 
73 

"73 
55 

78 

'  7l'-.'2 

'   00.  0 

89 

92 

90 

"89 
71 

"82 
68 

79.  4 

Columbia 

.Minimum. . 

73 

71 

70 

72 

71 

68 

71 

72 

63 

06 

02 

59 

54 

,52 

63 

63 

66 

62 

61 

61 

62 

62 

66 

00 

59 

03.  (■ 

Greenville  % 

Maximimi  . 

86 

93 

93 

90 

82 

87 

90 

91 

87 

85 

77 

75 

73 

80 

78 

81 

78 

80 

S3 

89 

89 

75 

66 

76 

70 

77 

66 

69 

72 

76 

80.4 

-Minimum. . 

66 

66 

67 

66 

64 

65 

65 

66 

67 

07 

55 

45 

48 

57 

01 

62 

50 

48 

47 

60 

63 

69 

57 

57 

65 

64 

57 

60 

01 

65 

... 

58.  5 

Greenwood  % 

Maximum  . 

83 

87 

85 

86 

80 

82 

85 

89 

89 

81 

68 

70 

09 

75 

76 

74 

71 

75 

79 

83 

84 

76 

70 

71 

70 

75 

73 

70 

70 

74 

77.3 

Minimum. . 

67 

68 

69 

70 

60 

OS 

67 

75 

70 

69 

55 

45 

44 

52 

60 

02 

57 

60 

60 

51 

57 

62 

57 

58 

58 

65 

57 

02 

63 

61 

(■0.6 

Heath  Spring 

Maximum  . 

90 

89 

90 

80 

77 

75 

90 

89 

78 

78 

71 

72 

70 

70 

72 

74 

77 

76 

83 

86 

86 

76 

77 

72 

73 

74 

77 

74 

75 

70 

7S  2 

Miuimum.. 

65 

66 

65 

68 

60 

63 

64 

70 

68 

08 

54 

43 

40 

42 

46 

47 

40 

47 

49 

55 

54 

57 

58 

58 

57 

57 

58 

56 

64 

65 

.57.  2 

Kershaw§S^ 

-Maximum  .' 

90 

93 

90 

91 

80 

90 

94 

93 

93 

83 

72 

76 

70 

78 

74 

75 

76 

79 

84 

87 

86 

84 

79 

76 

72 

78 

79 

80 

72 

SO 

81.8 

.Minimum. . 

67 

69 

70 

69 

68 

65 

66 

70 

69 

69 

55 

43 

51 

55 

63 

60 

54 

49 

48 

47 

55 

62 

69 

59 

59 

58 

56 

61 

62 

63 

00.  0 

-Maximum  . 
Minimum. . 

i9.^) 

Landrum 

. . . . 

Liberty 

.Maximum  . 

"84 

"96 

"87 

"87 

"si 

"82 

"89 

"88 

"85 

"si 

"72 

"72 

"76 

"78 

"78 

77 

"74 

"77 

"8(j 

"83 

"85 

"is 

"72 

"74 

77 

"76 

"67 

"79 

"ii 

"75 

.Minimum. . 

66 

70 

68 

67 

66 

66 

66 

71 

70 

68 

56 

49 

59 

62 

68 

63 

58 

61 

49 

51 

66 

58 

49 

69 

56 

66 

61 

62 

63 

58 

01.  1 

Little  Mountain 

Maximum  . 

87 

95 

89 

89 

83 

87 

91 

92 

92 

84 

75 

73 

74 

75 

74 

75 

74 

75 

82 

87 

86 

80 

78 

78 

68 

76 

73 

72 

71 

77 

811.4 

-Minimum.. 

68 

73 

69 

70 

70 

68 

69 

71 

72 

70 

57 

46 

53 

56 

55 

62 

56 

52 

52 

68 

63 

62 

61 

69 

59 

62 

61 

63 

02 

63 

02.1 

Meriwether 

-Maximum  . 
-Minimum. . 

79 
62 
76 

80 
50 
80 

82 
60 
83 

86 
05 

88 

91 

70 
89 

"so 

75 
57 
74 

76 
58 
74 

'69 

7i) 
56 
79 

83 
60 
77 

83 
63 

70 

81 
63 
76 

82 
62 

78 

si  ^4 

Monetta 

Maximum  . 

"96 

"94 

■  "92 

"96 

"85 

"91 

"92 

"9-2 

"9,3 

"85 

"76 

"75 

"os 

"74 

"74 

"73 

Minimum. . 

72 

72 

70 

74 

70 

67 

67 

70 

72 

69 

.59 

49 

55 

62 

64 

62 

69 

53 

49 

55 

59 

63 

69 

58 

60 

59 

61 

(>4 

65 

M 

62.  7 

Mountain   Rest 

Maximum  . 

81 

86 

86 

84 

76 

83 

84 

84 

84 

83 

81 

62 

71 

70 

78 

70 

70 

71 

77 

79 

73 

64 

70 

68 

71 

62 

OS 

09 

69 

•■7.5.4 

Minimum. . 

■ 

62 

66 

64 

59 

61 

61 

59 

62 

64 

63 

53 

40 

41 

59 

57 

55 

55 

44 

44 

47 

56 

65 

57 

51 

61 

52 

69 

00 

46 

"5.5.2 

Newberry 

Maximum  . 

90 

94 

92 

90 

84 

90 

93 

93 

95 

83 

74 

67 

70 

77 

75 

76 

80 

83 

"88 

89 

79 

73 

75 

71 

SO 

74 

72 

70 

78 

81,2 

-Minimum. . 

! 

69 

72 

69 

71 

69 

68 

67 

71 

70 

71 

.58 

40 

51 

01 

66 

03 

57 

51 

57 

49 

57 

63 

59 

60 

60 

67 

00 

63 

04 

62 

62. 0 

Snluda  

-Maximum  . 
.Nrinimum. . 

90 
70 

92 
70 

93 
69 

93 

87 
69 

94 

68 

91 
05 

95 

:o 

95 
09 

81 
7S 

83 
50 

80 
09 

68 
40 

(;i 

77 
05 

08 

78 

58 

82 
45 

86 
40 

90 
44 

90 
53 

90 
61 

75 
61 

74 
59 

74 
00 

SO 
57 

78 
68 

74 
63 

72 
03 

SO 

83.4 
62. 1 

SiUitucl; 

.Maximinn  . 

88 

95 

92 

88 

81 

88 

92 

93 

92 

83 

74 

74 

70 

78 

74 

74 

79 

83 

88 

89 

77 

71 

74 

69 

77 

72 

71 

71 

75 

8' 1.3 

Minimimi. . 

66 

69 

69 

69 

68 

68 

67 

70 

Os 

69 

50 

41 

49 

59 

05 

03 

60 

59 

58 

59 

54 

61 

e-i 

58 

58 

54 

57 

62 

63 

59 

III.  2 

.^I)nrti\nbiir<r  *.\ 

Maximimi  . 

87 

90 

90 

89 

80 

87 

91 1 

92, 

85 

S3 

70 

73 

70 

76 

75 

75 

79 

83 

87 

86 

07 

73 

69 

76 

70 

68 

70 

72 

7S.7 

.Minimum. . 

66 

67 

68 

67 

M 

6,5 

67 

os! 

OK 

69 
90 

55 

45 

48 

53 

00 

02 

55 

4;' 

50 

,50 

55 

57 

58 

5/ 

56 

63 

50 

59 

61 

571 

.5S.  8 

Trcnlou 

Maximum  . 

87 

91 

90 

«9 

85 

SO 

8S' 

90 

90 

70 

73 

67 

75 

70 

70 

79 

82 

87 

87 

87 

SO 

72 

60 

76 

77 

72 

76 

7R' 

Sl.l 

Minimum. . 

69 

68 

76 

72 

67 

66 

09 

76 

09 

6'li     58 

40 

56 

05 

70 

5S 

50 

51 

.52 

M 

5S 

67 

56 

67 

59 

5(< 

01 

00 

06 

04 

02. 2 

White  Oak 

Mil xi mum  . 

88 

92 

91 

HS 

82 

88 

91 

9b 

91 

so;     72 

73 

07 

72 

77 

75 

74 

79, 

S3 

SO 

86 

78 

72 

73 

67 

78 

72 

78 

74 

77 

79.  S 

Minimum. . 

67 

71 

70 

7(1 

70 

6.1 

68 

70 

70 

0-      65 

45 

51 

60 

05 

02 

55 

,5(1 

.52 

55 

00 

63 

5" 

."■8 

59 

57 

6n 

13 

04 

03 

01.6 

Wiiilhroi)  College  ... 

Mil  xi  mum  . 

SI 

81 

81 

84 

83 

81 

80 

86 

8'-, 

75:     74 

67 

67 

07 

i;s 

t;s 

00 

70I 

7" 

77 

77 

75 

67 

00 

04 

71 

71 

70 

67 

07 

73.9 

.Minimum. . 

6.0 

69 

69 

68 

69 

66 

68 

1 

70, 

1 

09 

ok;    54 

44 

50 

61 

(4 

02 

54 

49 

,■^0 

54 

61 

61 

56 

6.- 

58 

65 

50 

63 

03 

59; 

... 

00.  7 

KeferencP  let,fr<,  i".  ''.  '■).  ani>i>aring  in  the  table  in  liiMte  ivmi'i-r  oiMavs  ini-i^iirr-   l-'.ir  p\-amnle, 
SS>\  fintrmnents  ar  ■  i'm.1  in  tin-  m  iniiiig;  the  111,1  xi mum  t.ein;iiT.ituri'  tln-n  ri'ad  is  i-Ii:u-s:h,1  to  the  invi-i 


'  riMiresfiit^  two  days  missing,  etc 

ding  ilay.  on  which  it  alino>t  ahviiys  occurs. 


•y^-;??^-: 
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75 


U.  S.  Di:PARr?.lZNT  07  AGRirULTURE,  WEATHER  BUREAU. 


SOUTH    CAf^OLilNfl   SECTIOfJ. 
RICHARD  H.  SULLIVAN.  Meteorologist. 


Vol.  XX. 


Columbia,  S.  C,  October,  1917. 


No.  10. 


GENERAL  SUMMARY. 

Tliernial  conditions  persistent!}'  Ijelow  the  seasonal  average, 
witli  but  few  warm  periods  of  short  duration,  resulted  in  a 
mean  temperature  equaling  the  lowest  of  record  for  October. 
The  weather  was  remarl<ably  dry,  copious  rains  bei^ig  the 
e.xception  until  the  close  of  the  month.  The  first  general  killing 
frosts  of  the  autumn  were  practically  three  weeks  earlier  tiian 
last  year. 

The  long  dry  periods  between  rains  were  especially  favor- 
al)le  for  cotton  picking,  corn  gathering,  pea-vine  haying,  sweet 
|)  )tato  digging,  molasses  making,  and  plowing  for  and  seeding 
of  winter  grains.  Oats  and  rye  were  the  principal  grains  sown, 
and  ijut  little  wheat  was  seeded;  oats  germinated  satisfactorily 
in  large  areas.  A  large  portion  of  the  cotton  crop  remains  to 
bi""  picked.  The  frosts  of  the  last  week  of  tlie  month  clicckcd 
all  vegetation  and  killed  practically  th(>  entire  winter  truck 
crops  of  the  lower  counties.  On  authority  of  Mr.  A.  K.  Conradi, 
.State  Entomologist,  tiie  first  cotton  boll  weevil  appeared  in 
South  Carolina,  on  Daufuskie  Island,  iJeaufort  County,  on 
()ctol)er  24.  • 


PRESSURE. 


The  mean  sea-level  pressure,  determined  from  reports  of 
7  regular  Weather  Bureau  stations  in  and  siuTounding  the 
Section,  was  30. Go  inches.  The  highest  pressure  in  the  region 
c'lvered  Iw  reports  was  30.40  inches  at  Aslieville,  N.  C;.,  on  the 
lM,  and  in  the  Section  proper,  30. 3()  inches  at  Columbia  on  the 
7th;  lowest  pressure,  29. (il  inches  at  Ciiarlotte,  N.  C,  on  the 
3()th,  and  in  the  Section  projier,  29. (w  inches  at  Cohnnbia  on 
the  same  date. 


ing  period,  resulting  in  total  monthly  amounts  below  normal, 
with  but  few  exceptions.  Over  a  considerable  area  of  the  north- 
western counties  the  monthly  amounts  ranged  from  3.00  to 
over  4.00  inches,  while  along  the  lower  Piedmont  and  on  the 
coastal  plain  the  measurements  ranged  from  2.00  inches  down- 
ward to  mere  sprinkles  in  Orangeburg  and  Georgetown  Coun- 
ties. The  greatest  local  monthly  amount  was  4.03  inches  at 
Catawba,  York  County;  least  local  monthly  amount,  traces,  at 
Orangeburg,  Orangeburg  County,  and  Georgetown  County. 
The  greatest  24-hour  rainfall  at  any  ,«tation  was  2.86  inches  at 
White  Oak,  Fairfield  County,  on  the  3()th.  The  number  of 
rainy  days  averaged  33%  below  normal. 

Snow  flurries  occurred  at  Little  Ivfountain,  Newberry 
County,  on  the  30th. 

A  severe  storm  of  tornadic  proportions  occurred  in  Lan- 
caster County  during  the  night  of  the  29th  and  oOth,  causing 
considerable  damage  to  barns  and  outhouses,  hut  there  was  no 
loss  of  life.  

WIND. 

The  prevailing  wind  was  from  the  southwest.  The  aver- 
age hourly  velocity,  determined  from  7  anemometer  records, 
was  8. .5  miles.  The  highest  average  velocity  in  the  region  cov- 
ered by  reports  was  10.7  miles  per  hour  at  Savannah,  Ga.; 
lowest  average,  5.1  miles  per  hour  at  Augusta,  Ga.,  and  in  the 
Section  proper,  b.9  miles  per  hour  at  Columlna.  The  highest 
velocity  for  any  6-minute  period  was  42  miles  per  hour  from 
the  northwest  at  Savannah,  Ga.,  on  the  30th,  and  in  the  Sec- 
tion proper,  36  miles  per  hour  from  the  northwest  at  Charles- 
ton on  the  same  date. 


TEMPER  A  TURE . 

The  monthly  mean  for  the  Section,  determined  i'vom  rei)orts 
of  40  stations,  was  69.3°,  or  3.8°  below  the  estalilislicd 
normal  and  equal  to  the  lowest  October  average  of  record.  The 
higiiest  temperature  of  the  month  was  90°  at  Little  Mountain, 
Newberry  County,  on  the  29th.  The  warmest  periods  of  the 
month  were  generally  al)Out  the  6th,  between  the  Kith  and  19th. 
and  on  the  2Sth  and  29tli.  Th°  lowest  temperature  was  22° 
at  Mountain  Rest,  Oconee  County,  on  the  31st.  The  coldest 
weather  of  the  month  occurred  between  the  24th  and  26th  and 
on  the  30th  and  31st,  when  the  first  general  killing  frosts  of  the 
autumn  occurred,  reaching  nearly  to  the  extreme  southern 
coast  on  the  latter  date. 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  7  auto- 
matic records,  was  2()7.6  hours,  or  77%  of  the  possible  amount. 
The  average  number  of  clear  days  was  23;  partly  cloudy,  .5, 
and  cloudy,  3,  as  against  normals  of  18,  6,  and  7  days,  respect- 

i  \'el  y .  

RIVER  CONDITIONS. 

Aside  from  a  moderate  freshet  in  the  upper  Santee  River 
during  the  early  part  of  October,  incident  to  heav}'  rains  locally 
in  the  region  immediately  about  the  close  of  September,  the 
I'ivers  of  the  Section  were  relativelv  low  throughout  the  month. 


MISCELLANEOUS  PHENOMENA,  (dates). 

Fmfits,  killiiig:  (Number  of  stations  against  dates.)  1st,  1: 
13th,  2;  14th,  \',  22d,  2;  24th,  18th;  25th,  7;  26th,  1;  31.«t,  L 
Dates  after  first  autum  killing  frost  are  not  considered. 


HUMIDITY. 

The  mean  relative  humidity,  determined  from  reports  of  8 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.  m.,  81%;  8  j).  m.,  68%.  The  high- 
e«t  percentages  occurred  over  the  coast  counties  and  the  lower 
Snvannah  watershed,  and  the  lowest,  over  the  north-central 
comities. 


CORRECTIONS. 

Chappclls.— Tiital  prpciiiitation,  pages  t;o  and  fll.  shoiilil  be  2.23. 

MISCELLANEOUS  DATA  FOR  OCTOBER,   1917. 


Temperature, 
degrees  Fahr. 


PRECIPITATION. 

The  average  for  the  Section,  55  stations  reporting,  was  1 .50 
inches,  or  1.62  inches  below  the  established  normal.  There 
were  three  rainy  periods,  viz:  5th  to  10th,  18th  to  20th  and 
29th  and  30th.  The  rainfall  was  fairly  well  distributed  over 
the  Section,  but  the  showers  were  generally  light  until  the  clos- 
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Cliinatolog'ical  Data  for  October,    1917. 
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The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
determining  section  or  division  means.     Reference  letters  («,  6,  c),  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  '■  represents  two  days  missing,  etc. 

t  Also  on  other  dates,  tt  Received  too  late  to  be  included  in  means  and  summaries.  **  Temperature  data  are  from  observed  readings  of  the  dry  bulb;  means  are  com- 
puted from  observed  readings,     tt  Po.stoftice  addresses  of  these  stations  are  as  follows:     (^f  Kdisto.  Einbree;  of  (fastoii  Shoals.  GaO'ney;  of  Winthrop  College.  Hock  Hill. 

T.  Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 
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Daily  Precipitation  for  October,    1917. 
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12 

13 

14     15     16 

17 

18 

19     20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

« 
g 

Kaslerii  Portion. 
Allciuiiik'llll 

.21 

05 

I 

I 
i 

T. 

.05 

T. 

.05 

0.36 

Hlackvilk'llll S 

How  man 

Kiiisto 

(U)         

.... 

.20 
.04 

.15 

1 

.22 

73 

1.30 
0  04 

T. 
.10 
.01 
T 

j 

T. 
T. 

T. 

T. 
T. 

I*ee  Dee 

i 

(IH 

.30 
T. 
1.01 
.06 

:::: 

T. 

0  48 

('liarl('.-<l<)ii  " 

«« 

('oust 

....|.... 

T.  I  T. 
13 

T. 

.32 

0  .33 

08 

.ie 

T 

j         j 

i 

1  42 

Con u  ay  llll 

ParliiisTtonilll 

I'Misiollll 

Wacoainaw .. . 

1 

.    .    

.211....!  T. 

T. 

0  "'7 

Pee  Dee     

.10 
Ifi 

■."O 

i 

.13 

.40 

0  S3 

.07 
.13 

.... 

II 

1 

j          1 

.05 

1   54 

1   "■■' 

I''<'i"'^nN()ii    llj 

Santcp 

::::i::::i;::: 

I 

1 



.... 

' 

.11 

.34 

.15 



1  ■ 

.49 

■;3 

.24 

.38 

0  19 

KlorciK'f*  '1 

do 

.   . 



::::!:::: 

.05 

1  00 

Klovil  Dale 

Littli'  I'ee  Dee 
Coast 

1 

Ci'foifrt'tow  n 
Kin"*iti"('e  illl 

-...t..,. 

T. 

T. 

.40 
.17 
T. 

.05 

T 

Black 

.60 

i.... 

1 

1  05 

Oal;^      

do 

T. 
T. 

] 

.6i  .02 

1 

L... 

T. 

0.  ••'0 

()raiisel)iirg: 

I'inopi  >li< 

Edisto 

1 

T. 

('t)opt'r    

i. . , .         1 

i.66 

.  .  j. . . . 

.02 

1  02 

lliiiii iii  ml       

Sant(>e     ! 

.... 

.... 

.25 

■.-07 

.-12 



.  .  ;  .09'. 

16 

.20 
.23 
33 

'.'(')i 

0  70 

st.(ii'()i-jc;!ii 

t:t    Miilthcw-illll 

Kdisto 

.... 



.04 

.20 

.  -Is 

1          : 

;o3 

.04 

0.35 
0  60 

giicii'ty  Hill 

llll 

<lo 

.04 

i 

! 

.42 
.04 

1  36 

.Vsidi'V 

']'. 

T 

.60 

0.  04 

Walti'iboio   

.44 

1.04 

Whitt'liall  I  near)    

Couiliala'e  .. . .) 

.... 

' 

ViMiia.s'sciNlll   

do 

lulisto 

.■27 

:;'-T.-!--- 

T.     .  15 

t.  '.... 

.09 

r,l\ 

0  24 

'.Vr-ilrni   I'orUoii. 
AiKiMi 

:!■' 

.17 
5(1 

1   32 

Aiitlfr-^on            

Savannah  .... 

..5(i.                          ,         1         , 

] 

W)   .  :fx 

2  24 

liafslmrsrllll 

Blairsllll 

lOdisto 



.09 
.03 
.39 

'.'is 

.  14 

.4(1 
.26 
.25 
.43 
.54 

U                       1  ■      .        :        1        1 

T. 

.01 
.40 

■>•) 

■2.  00 

(iri 

1.52 
3  12 

Hroad 

.... 

.  .52 

■••    ]■-■■' ,----|--.- 

.56 

Calhoun  Falls  llll 

! 

.23    . 

.....  T. 

1  95 

WatcriH' 

.281.... 
.  0,5  ... . 

.... 

.221.    .     . 

.16 

1  .30 

2.  66 

1.43 

. . .    ,  .  65  . . . . 
1     (i.^      .ij 

0.  96 

Calawha  ||1|  . 
Cliappi'lls  llll 

rii-iiison  Col 
Columbia  * 

i-;.i'„'.-iiv],ii|i| 

(ia^lon  slH)a 
(!n'i'inill'>  N 

Calauha  

Salndii  

.... 

. 49  . , 

.  i;(i 

.65 
12 

.... 

4.03 

I",'0 

r* 

2.  29 

Sa\'annah 

(,'onKai'i'c 

.'^avannali  .... 

Hroad 

Saliuia 

.oi 

.02  .... 
A2'.'.'.'. 

'.'40 

".V  '.'.'.'. 

in 

.  5H| . . . , 
(« 

1 . 7:i 

(1   SI 

s'lii'i;:.:::: 

1  *** 

33i  .  42 

.10    . 4K  . . . 
T.      .3.5,   .41 

so 

.41) 
.71 
.02 

1.U5 
2.  12 
1  98 

(iiiMMiviljc  Xo.2lll!  .... 

do 

m 

.47    . 10 

T. 

2.35 

'irt'f'ii  wooil  I 
llfath  Sprin 

K'T>ha\v  . .  . 

11 

....do 

.55 

.38 

.  5S!  -  0!) 

1  ri.5 

3  25 

i  ...:.... 

Wateroe 

".'.: "-'.'. 

..: 

1   .  17 

1  67 

1   84 

Lynches 

.35 

.45 

.66 

1.46 

Hroad 

I.IImtIv 

.04 

::;:  :;: 

.  98  .  -  - 

.80 

.30 

Q7 

2  12 

Liltli'  .Mountain 

Saluda  

.62 
.K2 
.47 
.7(1 
.60 

.76 

.26 
T. 

1  So 

.MeiiwftluM- 

. 

T. 

.  .3i  . . . . 

1    13 

MoiH'tta 

Kilisto 

, 

:::;  :::; 

' 

1 

!■■■■ 

.01    .70 

;::: 

1  40 

Mountain   Kest 

■^Savannah  .... 

:::'i::;: 

I 

r  ■ 

35 

?  ()■> 

.82 
1.76 

1.16 

.80 

(1(1 

3  S'l 

Nt'U  IMMTV 

Saluda 

.02' 

1 

.  36 

• 

T. 

■>  7.1 

I',-1/.T  llll 

do 

: 

.lol.... 

.... 

1 

..54    .44 

1 

do 

i. 

8H 

.32 
.1« 
10 

2  (lO 

'■!i 

Hroad        

! 

.03 

V 

T. 

1  .5'' 

iiihurs 

livijlnn        . 

nil 

do        

.60 

1.15 

5"? 

■.'09 

'                     .     1   . 

....j.... 

.30 

T.    1.10 
T.       'M 

2  19 

Kdi>Io 

■f.'l::;; 

..::i::::|::::  :::.!::.: 

T. 

36 

1   75 

Wal  .alia                          1 

Savannah 

T. 

T. 



.42  1.30 

1    04       •>! 

3.  .50 
3  54 

Wiiiii-Oak 1 

.51 
.35 

::::':::t;:::::::l:::: 

- 

17 

2.  86 

loiiCo 

IpiJP 1 

Catawba 





..35 

....|...,  ....  ----i---- 

........ 

1.85 

■■ 

2.  .55 

\ccpt  as  otherwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  nrar  sunset,  and  precipitation  recorded  is  tor  the  24  hours  eiidinsr  at  the  time  of 
ol'-iTvatiou.  llll  rrecipitation  meastired  in  the  nioriiiiisr:  amount  then  recorded  is  for  the  precediiiir  21  hours.  ***  Kedular  Weatlier  Hiin>au  'Station :  preeijiitation  is  for  the 
24-hoiir  iieriod,  midnight  to  niidiiisht.    *  I'reciiiitation  included  in  the  next  following  nipasurement.    t  Separate  dates  of  falls  not  reeorde.l.    T.  Trace,  or  less  than  O.ui  i  neli . 


COMPARATIVE  DATA  FOR  0  3T0BER. 


Te 

mperature. 

Precipitation. 

AverafT 

e   11  u  ill 
days. 

)er  of 

V.'ar. 

= 

!§ 

X 

6 

0 

0 

• 

SS7 

61.4 
,59.  3 
60.8 
63.0 
60.2 

91 

ss 

88 
90 
9-2 

30 

22 

28 

5.  96 
4.1s 
1.65 
4.06 
1.63 

s 
7 
,3 

1 

XRS 

sw. 

n. 

nw. 

63.8 
64.4 

89 
90 

27 
25 

0.  60 
4.92 

ne. 

5 



18 

7 

6 

ne. 

64.2 

98 

33 

4.95                5 

20 

6 

5 

ne. 

...  1 

61.3 

95 

28 

1.15 

3 

20 

7 

4 

ne. 

!(9r, 

61.3 
65.  8 
62.  9 
64.  2 

91 

90 
91 

28 
35 
28 
34 

1.41 
3.  23 

:i.  82 
5.01) 

4 
5 
9 
ti 

15 
14 
14 
14 

8 

« 

8 
7 

s 

9 

9 

10 

lie. 

H97 

lie. 

898 

lie. 

899 

ne. 

9U() 

67.6 

95 

33 

3. 65 

9 

13 

11 

lie. 

901 

62.4 

92 

29 

0.89 

3 

22 

6 

3 

ne. 

902 

63.  2 

95 

30 

4.40 

/ 

19 

5 

7 

ne. 

"^'ear. 


Teini)eratiire. 


19(13 62,  (1 

1904 62.4 

1905 j  64.2 

1906 61.9 

1907 1  61.2 

1908 I  62.0 

1909 61.2 

1910 66.5 

1911 67.5 

1912 155.  0 

1913 62.5 

1914 ()4.  7 

1915 67.0 

1916 ,  64.0 

1917 1  59.3 

Period . . . . '  63. 1 


Preciiiitation. 


.Vverage  11 11 111  ber  of 
days. 


93 
98 
93 
90 
91 
89 


!M 
95 
92 
93 
92 
90 

10(1 


25 

2.  m 

26 

1.1(1 

3 

29 

1.97 

6 

24 

3.  69 

' 

2S 

0.  73 

35 

4.22 

6 

■>7 

2.  43 

.T 

22 

4.. 39 

6 

37 

5.  89 

S 

2.21 
3.  56 
.3.44 
4.95 
2.54 
l..)0 

3.12 


18 

- 

15 

3 
111 

14 

11 

19 
19 

5 
6 

23 
20 

3  1 

4  1 

12 

1(1 

IS 

;) 

19 

f, 

13 

11 

IS 

6  1 

16 

H    1 

23 

0 

3 

18 

6 

7 

CLIMATOLOGICAL    DATA:    SOUTH    CAROLINA    SECTION. 


October,   1917 


Daily 

Temperatures  for  October, 

1917. 

Stations. 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

Mean. 

Eaderii  Portion. 

Allenilale  S'*^ 

)  Maximum  . . . 

73 

73 

76 

82 

87 

73 

74 

79 

65 

60 

72 

78 

66 

68 

77 

83 

84 

81 

87 

69 

61 

68 

74 

58 

67 

78 

83     85 

85 

60 

62 

73.  t 

■  i  Minimum 

48 

51 

50 

53 

57 

62 

48 

52 

54 

47 

42 

50 

41 

44 

46 

51 

56 

62 

67 

51 

48 

37 

38 

35 

32 

42 

51     53 

63 

55 

33 

49.  ( 

)  Maximtim  . . . 



Beaufort 

■  i  Minimum. .  .^ 

. . .  .i. . .  .i . . . . 

"■  j" "  ■ " 

! " 'i!. .! 
........ 

•  >...... 

■  ■•* 

)  Maximum  . . . 

1 

I 

i 

.... 

.'.'.. 

"::!:::: 

'.'.' 

Black ville  15  ....... 

•  (  Minimum 

'"45 

"46 

"46 

"si 

57 

"56 

"43 

"46 

"53 

44 

40 

"46 

36 

36 

39 

"36 

"52 

"541  "56 

"fi4 

"si 

"43 

33 

"37 

"3'2 

"si 

40     48 

"48 

"56 

"53 

4.5.  - 

Bo\viiia.ti 

)  Maximum  . . . 

44 

75 
46 

80 

48 

82 
50 

85 
60 

80 
55 

42 

80 

65 

66 

75 

78 
46 

70 

70 
36 

81 

86 

85 
48 

86 
61 

84 
62 

68 
55 

60 
43 

70 
32 

75 
35 

58 
31 

70 
27 

so 

38 

83     86 
46     56 

85 

75 

75 

71'.  1 

'  i  Miniminn. . . . 

48 

45 

43 

35 

40 

44 

47 

55 

40 

27 

44.  ( 

S  Maximum  . . . 

72 

74 

75 

84 

87 

76 

74 

81 

09 

61 

75 

78 

78 

67 

79 

87 

84 

84 

85 

72 

62 

68 

77 

67 

68 

76 

83i     81 

84 

74 

63 

75.  t 

Centenary 

•  /  Minimum 

46 

47 

44 

52 

62 

57 

45 

52 

47 

45 

39 

46 

42 

37 

44 

46 

60 

62 

60 

52 

42 

36 

39 

36 

30 

37 

49 

69 

67 

48|     32 

40.* 

Charleston 

)  Maximum  .. . 

71 

72 

72 

82 

84 

74 

73 

79 

68 

59 

69 

75 

65 

69 

75 

78 

77 

78 

81 

71 

60 

66 

71 

56 

61 

77 

74 

77 

77 

74!     61 

71. t 

■  )  Minimum 

56 

57 

58 

61 

67 

59 

55 

61 

51 

48 

48 

60 

53 

53 

58 

60 

62 

67 

70 

56 

50 

44 

62 

39 

43 

57 

61 

62 

65 

49;     41 

5,5.  ( 

Phprn  \v  vS*S           

\  .Maximum  . . . 

69 

72 
48 

74 

46 

81 
50 

84 
61 

68 

76 

74 

50 
60 

64 

71 

72 

62 

68 

77 

84 

84 
62 

83 
62 

80 
68 

62 

50 

57 
38 

67 
34 

72 

57 
36 

60 
31 

74 

80 

80 

76 

64|     56 

71. 

V./lidcli\V   y y  t  •••••••  • 

■  /  .Minimum 

44 

56 

42 

48 

44 

44 

54 

39 

36 

42 

47 

38 

44 

53 

60 

61 

64 1     30 

47., 

Conway'J'J 

)  Maximinn  . . . 

72 

74 

75 

82 

86 

74 

72 

80 

56 

60 

72 

78 

67 

70 

78 

85 

83 

82 

82 

63 

60 

68 

76 

68 

67 

74 

80 

82 

82 

76]     62 

73.- 

■  (  .Mininunu 

48 

49 

48 

53 

62 

60 

47 

54 

56 

46 

43 

48 

44 

41 

49 

49 

50 

58 

61 

57 

42 

39 

43 

37 

33 

39 

49 

56 

60 

63      32 

48.' 

Darlington  SS'J 

*  Maxinumi  . .. 

74 

75 

■  77 

81 

85 

73 

76 

79 

53 

65 

71 

76 

68 

66 

77 

87 

86 

86 

82 

63 

62 

70 

75 

60 

68 

78 

84 

84 

85 

64 

60 

73.' 

■  1  Minimum 

46 

46 

45 

53 

62 

55 

43 

49 

51 

44 

43 

50 

88 

36 

39 

44 

48 

59 

64 

52 

38 

35 

37 

35 

31 

37 

51 

54 

53 

62 

30 

46. 

\  Maxinuun  . . . 

... 

....  1  ...  . 

Ferguson  iiW 

*  1  .Minimum. . . . 

""1   '" 

Florence  1  SVS 

)  Maximum  . . . 

"72 

76 

"78 

"84 

87 

"72 

"78 

"88 

"57 

"65 

"73 

"78 

"68 

"65 

"si 

"ss 

"85 

"86 

"84 

"65 

"56 

"71 

"78 

"ei 

"70 

"78 

"83 

"87 

"s-i 

"76 

"04 

7.5. 1 

•  (  Minimum 

47 

47 

47 

49 

55 

55 

45 

50 

51 

45 

45 

44 

40 

40 

42 

43 

62 

54 

63 

54 

39 

38 

39 

36 

33 

36 

46 

54 

62 

63!     31 

46. 

)  Maxin'tum  . . . 



Floyd  Dale 

'  t  Mininiiun. . . . 

""!;;:; 

'."'\.'.'. . 

!i  .Maxinuira  . . . 

"si 

"76 

77 

83 

87 

"83 

"75 

"82 

'64 

"60 

"75 

"78 

"74 

"76 

"si 

"85 

"S'i 

"86 

"84 

SO 

"63 

'76 

"so 

"76 

"68 

"79 

"85 

"84 

78 

"76 

"62 

76. 

Georgetown 

■  (  .Minimum 

48 

49 

49 

52 

53 

62 

47 

62 

56 

47 

45 

50 

46 

42 

53 

52 

52 

64 

65 

57 

45 

39 

43 

36 

33 

42 

56 

50 

43 

35 

34 

48. 

KiMfrstreesSsS 

)  Maximum  . . . 

72 

75 

76 

82 

88 

72 

74 

79 

61 

61 

75 

78 

67 

72 

78 

84 

84 

84 

84 

62 

62 

69 

77 

57 

67 

78 

82 

S3 

85 

72 1     63 

74.. 

•  (  .Minimiun 

47 

47 

45 

47 

55 

56 

45 

50 

52 

46 

41 

43 

42 

39 

48 

47 

50 

62 

64 

57 

44 

37 

39 

35 

31 

36 

50 

51 

65 

65'    32 

47. 

)  Maxinnnn  . . . 
•  (  Minimum 

73 
49 

71 
49 

72 
48 

7r. 

51 

85 

fio 

76 
60 

73 
46 

81 
54 

66 
51 

60 

47 

75 
41 

SO 
4(i 

09 
44 

71 
41 

80 
41 

86 
49 

86 
59 

86 
63 

86 
61 

71 
51 

79 
45 

68 
37 

75 
32 

80 
37 

SI) 
54 

86 
56 

88 
66 

76     69 
sol     3-) 

''77. 

Oaks 

"39 

"4s! 

)  Maxinnnn  . . . 

72 

73 

77 

83 

88 

74 

75 

79 

63 

62 

74 

79 

66 

72 

74 

85 

84 

83 

87 

68 

"60 

66 

74 

58 

()6 

79 

84 

82 

8.'^ 

61  j     62 

'A. 

Orangeburg  

■  (  Minimum  — 

48 

4(i 

46 

51 

56 

57 

44 

49 

55 

44 

38 

47 

37 

38 

44 

44 

54 

61 

65 

55 

44 

33 

.37 

33 

29 

.39 

50 

59 

62 

52;     30 

•III. 

St.  (leurge  ^ 

\  .Maximum  ... 

73 

75 

83 

88 

74 

77 

79 

64 

63 

76 

81 

68 

70 

80 

87 

86 

85 

85 

67 

61 

69 

77 

5!l 

71 

8(1 

85 

86 

8.^ 

71  i     67 

75. 

•  /  Minimum 

50 

49 

50 

55 

59 

58 

49 

53 

57 

47 

42 

49 

45 

45 

50 

53 

55 

65 

63 

.'iS 

47 

39 

46 

37 

33 

41 

50 

61 

65 

671     35 

5(1. 

St.  MiUtliews'&'iV... 

*  -Maximum  . . . 

73 

72 

83 

87 

71 

73 

80 

.59 

64 

75 

78 

66 

69 

81 

85 

83 

81 

83 

65 

60 

68 

76 

61 

67 

7« 

82 

84 

S3 

63 

63 

73. 

•  /  Minimum 

48 

47 

47 

54 

62 

57 

45 

51 

56 

44 

44 

50 

39 

40 

43 

49 

55 

61 

65 

56 

43 

35 

40 

32 

32 

41 

49:    58 

65 

57 

32 

4s.. 

.Society  llilUSS^ 

j  .Maxinnnn  . . . 

72 

72 

75 

K3 

86 

69 

72 

79 

52 

64 

72 

76 

65 

06 

77 

86 

83 

83 

82 

62 

58 

69 

74 

59 

67 

77 

sr, 

80 

8( 

61 

59 

■  )  .Minimum 

44 

46 

^4 

51 

51 

55 

42 

47 

51 

43 

43 

49 

38 

37 

3h 

45 

48 

59 

62 

51 

36 

34 

36 

34 

32 

37 

49 

61 

61 

6C 

30 

45' 

)  Maximum  . . . 

76 

72 

77 

80 

86 

80 

79 

80 

73 

68!    71 

75 

72 

74 

76 

81 

84 

87 

86 

79 

62 

7( 

76 

69 

69 

81 

79 

81 

81 

74 

63 

7r,. 

Sinniiierville 

•  (  .Minimum 

48 

49 

52 

56 

59 

50 

47 

53 

53 

47 

44 

49 

48 

45 

52 

56 

55 

57 

64 

62 

48 

39 

42 

36 

33 

45 

52,    60 

67 

53 

32 

5i'. 

)  Ma.\imum  . . . 

.... 

VValterboro 

•  (  Mininuun 

"47 

"49 

"is 

"57 

"62 

"62 

"47 

"52 

'56 

"47 

"37 

"47 

"42 

"42 

"57 

"si 

"54 

"65 

"63 

55 

"•is 

"35 

"\\ 

"u 

"37 

"■47 

"56 

47 

"60 

"(in 

"31 

•19. 

Yenias.^eeSSsS 

U'eslprii  I 

S  .Maxinnnn  ... 

75 

77 

78 

83 

86 

78 

78 

81 

70 

56 

75 

79 

70 

71 

78 

84 

85 

84 

84 

70 

65 

71 

75 

59 

69 

79 

S3 

86 

82 

70 

66 

75. 

•  i  Mininunu 

45 

44 

46 

54 

57 

60 

46 

48 

50 

46 

35 

47 

40 

38 

51 

50 

55 

65 

64 

50 

48 

32 

40 

33 

27 

42 

48 

49 

60 

67 

27 

47.' 

)  Maximum  ... 

72 

71 

75 

81 

84 

71 

72 

78 

74 

65 

71 

73 

69 

60 

77 

83 

S3 

81 

83 

75 

63 

68 

71 

68 

67 

75 

82 

83 

84 

78 

f.O 

74. 

Aiken  

•  (  .Minimum 

)  .\Iaxinunu  . . . 

46 

50 

51 

55 

63 

57 

48 

54 

47 

45 

44 

53 

39 

46 

45 

55 

59 

65 

69 

47 

43 


41 

43 

32 

.... 

36 

47 

58 

57 

57 

43 

32 

49., 

Ainlt*i'Son 

"45 
70 

"47 
71 

"46 
74 

'  '53 

80 

"60 
83 

"49 
72 

"43 

71 

1 1 

"46 
60 

"43 

65 

"42 

70 

"45 

70 

■34 
64 

"43 

64 

"43 

76 

"48 

■80 

".56 
82 

"68 
81 

"50 
82 

"42 

65 

t 

M7 

"39 

70 

28 

58 

"33 

66 

75 

"•48 
80 

"■19 

82 

'      i*- 

"36 

54 

"30 
09 

4-i.- 
71.. 

■  /  Minimtim .... 
\  Maxinnnn  ... 

0/ 

67 

0/ 

82 

B:itesl)urgsSsS 

•  (  Mininunu 

44 

49 

47 

50 

62 

55 

53 

52 

50 

44j     46 

48 

35 

38 

41 

44 

49 

61 

65 

62 

40 

40 

42 

33 

34 

36 

50 

55 

63 

50 

33 

47.1 

)  .Ma.Kimum'. . . 

74 

75 

78 

82 

86 

74 

75 

79 

52 

67]     73 

70 

68 

69 

81 

87 

89 

80 

79 

65 

62 

71 

70 

61 

68 

74 

81 

83 

80 

54 

59 

73. 

Calhoun  Falls 

■  (  Minimum 

43 

44 

43 

44 

52 

47 

43 

45 

4G 

401     41 

44 

32 

35 

38 

38 

48 

53 

61 

43 

39 

34 

38 

30 

31 

32 

40 

45 

SO 

42 

28 

41.1 

)  .Ma.vinnnr  . . . 

80 

84 

83 

74 

73 

65      68 

72 

66 

66 

80 

79 

79 

65 

68 

69 

66 

72 

78 

77 

78 

62 

66 

''68. ' 

CuniiienvW 

'  i  Minimum. . . . 

\  Maximum  . . . 

"76 

"(« 

"68 

"75 

"79 

77 

"f.6 

"69 

"68 

"60,  "65 

"65 

"60 

"6.3 

"70 

"74 

"76 

"76|"72 

"72 

"62 

"ei 

"63 

"(iO 

"62 

■  "69 

"70 

"71 

"73 

"67 

"53 

67.' t 

Clenisou  CoUeRe  .. 

•  /  Mininunu 

46 

45 

45 

52 

69 

47 

43 

46 

50 

47 

39 

45 

34 

38 

39 

50 

49 

54 

66 

43 

39 

36 

38 

33 

33 

31 

44 

44 

65 

38 

29 

44.1 

)  .Maximum  . . . 

71 

69 

75 

81 

84 

70 

71 

77 

64 

64 

70 

73 

63 

63 

78 

84 

82 

80 

84 

64 

58 

67 

71 

58 

64 

75 

81 

82 

82 

73 

60 

'•lA 

{Columbia         .... 

•  1  .Minimum 

50 

51 

51 

55 

66 

55 

47 

52 

47 

46 

47 

50 

43 

44 

46 

60 

57 

62 

64 

49 

43 

38 

43 

35 

34 

46 

61 

69 

65 

43 

47 

\.^U1  UiAi  UX«* 

49. , 

S  Maximum 

67 
45 
70 

72 

47 
77 

57 
46 
50 

59 
44 
62 

"4i 
71 

65 

43 
71 

60 
38 
64 

65 
39 
69 

75 
43 
80 

81 
49 
84 

80 
56 
83 

75 
59 
78 

75 

511 
77 

61 
43 
67 

56 
39 
58 

63 

38 
68 

64 
39 

68 

56 
2^ 
62 

61 
32 
65 

"40 
70 

73 
48 
77 

75 
49 
79 

74 
55 
75 

64 
36 
67 

51 
33 
55 

''66  J 

(ireenville.  Xo.  1  .. 

■  {  Minimum .... 

"52 
71 

'43.  f 

Creenville,  No.  2SW 

)  Maximum  .  . . 

.... 
74 

"72 

"76 

"83 

"87 

71. C 

•  1  Mininunu 

42 

43 

41 

45 

55 

43 

43 

43 

46 

43 

38 

40 

33 

34 

37 

42 

45 

53 

59 

42 

37 

34 

35 

26 

29 

29 

41 

42 

49 

42 

•28 

40.  t 

)  Maxinmm  . . . 

69 

6S 

71 

79 

83 

67 

69 

74 

48 

60 

66 

68 

60 

64 

75 

80 

80 

78 

79 

62 

57 

65 

69 

56 

64 

71 

79 

78 

79 

52 

,■^5 

68.5 

({reenwooil  S^S^ 

■  /  .Minimum 

47 

46 

46 

47 

55 

51 

42 

44 

48 

41 

42 

46 

37 

37 

41 

47 

53 

54 

62 

46 

38 

38 

39 

30 

31 

34 

40 

50 

64 

43 

30 

41.2 

\  Maxinnnn  . . . 

74 

73 

72 

79 

79 

75 

78 

76 

65 

60 

69 

05 

65 

66 

75 

84 

84 

79 

79 

80 

70 

68 

69 

59 

64 

70 

78 

78 

76 

67 

52 

71. i! 

Heath  Spring 

•  (  Minimum 

47 

46 

46 

52 

52 

45 

43 

45 

43 

38 

46 

35 

35 

38 

39 

52 

57 

55 

55 

66 

38 

36 

42 

31 

33i     41 

54 

54 

i'f- 

47 

30 

•14.7 

)  Maximum  . . . 

74 

72 

75 

82 

86 

69 

71 

77 

57 

64 

71 

72 

64 

68 

78 

85 

84 

85 

84 

65 

60 

70 

72 

67 

69 

75 

82 

81 

S3 

60|     58 

7-2.  f 

Kersliaw'^v 

45 

46 

45 

50 

62 

54 

41 

48 

50 

39 

43 

48 

35 

37 

40 

49 

51 

58 

61 

49 

36 

34 

.37 

31 

31 

.... 

38 

48 

51 

62 

C'J           OA 

4,5.2 

■  i  Minimum .... 
)  Maximim7  . . . 

Oo 

Lanilruni 

'  I  Mi  nimum. . . . 



J  Maxinuun  . . . 

"ii 

"76 

"74 

"so 

"83 

"79 

"69 

"73 

■fii 

"64 

"69 

"64 

"62 

"67 

"78 

"81 

"79 

"75 

"78 

'65 

"59 

"66 

"65 

"oi 

"64 

"65 

75 

"76 

"74 

"67 

"55 

70.' 6 

Liberty 

•  'I  Minimum 

43 

45 

43 

53 

63 

46 

44 

43 

46 

45 

37 

46 

33 

37 

39 

46 

49 

61 

59 

42 

41 

35 

38 

31! 

30 

35 

54 

42 

54 

40 

28 

43.4 

\  Maxinuun  . . . 

70 

71 

73 

80 

84 

76 

70 

76 

66 

61 

70 

70 

63 

58 

76 

81 

81 

81 

80 

70 

60 

64 

60 

56 

66 

72 

80 

85 

90 

76 

65 

71.9 

Little  Mountain  . . . 

•  /  Minimum 

50 

50 

47 

56 

64 

56 

45 

48 

46 

41 

48 

51 

41 

47 

48 

43 

59 

62 

62 

48 

39 

39 

39 

31 

35 

45 

55 

56 

58 

45 

34 

■!8.0 

1  .Maxinumi  . . . 
•  '  .Minimum 

74 
46 

46 

78 
45 

»3 
57 

87 
56 

73 
53 

72 
43 

81 
45 

71 
46 

72 
41 

73 
45 

72 
51 

67 
35 

62 
39 

72 
38 

83 
38 

S3 
52 

84 

86 

68 
43 

60 
38 

70 

72 
35 

68 
32 

67 
29 

77 
39 

85 
50 

84 
50 

•■75.0 

.Meriwether 

"50 

"40 

Ml.  9 

\  Maximum  . . . 

71 

72 

76 

81 

85 

77 

74 

78 

72 

66 

71 

72 

65 

65 

74 

86 

84 

"si 

"84 

71 

58 

70 

71 

05 

67 

76 

81 

84 

83 

76 

"60 

74.0 

Monetta 

■  '  .Minimum 

46 

46 

48 

52 

62 

57 

46 

52 

46 

45 

43 

50 

40 

43 

43 

51 

57 

61 

66 

51 

41 

38 

42 

.32 

35 

42 

58 

56 

63 

43 

32 

J8.0 

)  .Maximum  . . . 

67 

64 

70 

76 

79 

07 

63 

70 

65 

61 

66 

61 

53 

62 

74 

77 

76 

711     64 

62 

55 

62 

62 

57 

59 

58 

70 

71 

71 

66 

61 

6.5.5 

Mountain   Rest  — 

■  1  Minimum 

31 

36 

32 

45 

51 

32 

34 

40 

43 

41 

32 

39 

41 

30 

32 

.40 

43 

51  i     52 

38 

31 

30 

31 

25 

24 

29 

37 

34 

49 

32 

22 

36.4 

)  Maxinnnn  . . . 

73 

71 

73 

82 

87 

77 

72 

77 

67 

64 

71 

72 

64 

67 

79 

84 

S3 

861     SO 

70 

59 

68 

71 

60 

66 

75 

82 

81 

83 

74]     5Si 

73.4 

Xewberry 

•  '  .Minimum 

43 

46 

44 

50 

62 

55 

43 

45 

46 

44 

42 

50 

34 

37 

35 

46 

55 

6S!     68 

48 

38 

34 

3S 

31 

30 

38 

51 

,50 

61' 

44'     32| 

45.4 

\  Maxinumi  . . . 

74 

74 

81 

76 

77 

74 

78 

67 

66 

78 

71 

66 

65 

65 

80 

86 

83 

81      84 

71 

60 

70 

70 

65 

67 

76 

82;     82 

83 

771     60! 

73.8 

Saluda 

■  '  .Minimum 

70 

41 

47 

63 

55 

38 

41 

46 

43 

40 

46 

37 

35 

36 

35 

41 

46 

63      68 

48 

37 

30 

33 

30 

26 

33 

461     47 

53 

43|    27i 

43.0 

ii  .Maximum  ... 

70 

70 

75 

81 

86 

75 

70 

77 

66 

64 

70 

72 

62 

68 

79 

83 

S3 

86      S3 

67 

59 

68 

71 

69 

66 

74 

811     81 

81 

76 

,55 

7^2.8 

Sautuck  

•  /  .Minimum 

44 

45 

44 

53 

60 

51 

42 

44 

44 

42      41 

49 

34 

36 

36 

45 

48 

55|     66 

46 

36 

33 

36 

3^2 

•J9| 

35 

49i     50 

59! 

42 

3(^! 

43.7 

)  Maximum  . .. 

72 

71 

75 

83 

85 

70 

70 

70 

49 

64!     70 

70 

64 

68 

79 

84 

S3 

Sli     81 

60 

59 

70 

70 

.OS 

65] 

72 

79;     79 

781 

53 

55l 

70.  S 

Spartanburg  S^v^ 

•  /  Minimum 

46 

44 

44 

47 

43 

46 

42 

42 

45 

42j     38 

40 

33 

32 

39 

49 

52 

54'     60 

42 

37 

35 

36;     3  b 

29 

30; 

40i     46 

,50i 

43 

•28 1 

41.8 

)  .Maximum  . . . 

74 

72 

74 

78 

83 

72 

74 

77 

70 

63;     69 

69 

65 

63 

75 

82 

84 

82 

81 

63 

60 

69 

69! 

61  i 

65 

73, 

75I     80 

SII 

,53;     5s 

71.4 

Trenton 

•  /  Minimum 

62 

48 

50 

66 

68 

46 

48 

50 

45 

441     46 

42 

39 

44 

45 

56 

64 

63 

60 

46 

41 

41 

47j 

311 

36 

42i 

44      ,57 

,571 

40     30 

48.^ 

(  Maxinnnn  .. . 

70 

72 

75 

81 

85 

77 

72 

79 

69 

P4|     70 

71 

64 

67 

78 

85 

82 

79 

83 

68 

58 

69 

70! 

621 

65 

75 

801     81 

811 

75      ,58 

73.1 

White  Oak           .... 

47 
66 

47 
62 

48 
68 

^ 

6-2 

78 

55 

77 

42 
70 

49 
66 

45 
66 

41|     45 
55;     60 

51 
60 

40 
60 

43 

70 

52 
73 

52 
73 

CO 

48 
66 

36 
55 

39 

58 

42i 
62 

321 

62j 

33 

57 

40, 
67 1 

CJ  '         E^' 

62 

75 

46     32 
75     47 

46.9 
66.0 

»  *  III  l/C  V  /rt  IV  .  . 

•  1  Mnnnnim. . . . 
)  Maxinumi  ... 

60 

58      iiu 
73     72 

•"4 

72! 

71 

Winthrop  College  . 

•  /  Minimum 

47 

45 

45 

54 

(iO 

55 

41 

46 

44 

40     44 

61 

36 

36 

43 

50 

52 

57      66 

45 

36 

36 

40 

30 

32 

40i 

52, 

54 

60 

46;     31 

45.6 

r 
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CLLMATOLOCJCAL  DATA:     SOUTH  CAROLINA  SECTION. 


83 


U. 


DZPARTMZNT  o:^  AG:^i:uLTURE,  wzat;ie:\  bureau. 


SOUTH    CflROLINA    SECTION- 
RICHARD  H.  SULLIVAN.  Meteorologist. 

VlH..   XX.  Coi.U.MRIA,    S.    C,    NoVKMBEK,    1917. 

GENERAL   SUMMARY. 


three  well-defined  wet  periods  being  of  short  duration.  Except- 
ing portions  of  Marlboro,  Darlington,  and  Cliesterfield  Counties, 
tlie  precipitation  was  decidedly  })elow  normal  throughout  the 
Section,  a  very  large  majority  of  the  total  monthly  amounts 
being  less  tlian  1  inch  and  a  considerable  number  below  one- 
half  inch.  The  greatest  Uical  monthly  amount  was  2. -It)  inches 
at  C'heraw,  Chesterfield  County;  least  amount,  0.20  inch  at 
Ferguson,   Orangeburg  County.     The  greatest   amount  during 

,,,,              ,1                  ,,     ,           •      ,1                     1-       1  1         1    1      '  anv  24  hours  was  1.47  inches  at   Clieraw,   Chesterfield  County, 
Ihomoiitli    was  well   ddwn    in    liio  group  lu   cold  and  (U'v  ;       ■ ___,  .  .         _  ". 

Novembers;     in    fact,    but    one    previous    Novembci'    avcM-aged 


No.  11. 


colder,  and  l)Ut  imo  lias  had  less  rainfall. 

W'lieat.  oat.  and  rye  planting  progressed  I'avnrably.  but 
the  continued  dry  weatlier,  with  low  temperatures  at  intervals, 
had  resulted  in  rather  irregular  germination;  however,  many 
ticltU  had  come  to  go(Kl    stands   witii   the    rains  at  the  close  of 


on  the  18th-14th.     Th(>  average  nund)er  of  rainy  days  was  20% 
below  the  normal. 

Snow  Hurries  occurred  at  Anderson,   Anderson  County,  on 
the  2d,  and  at  Libeily,  Pickens  County,  on  the  Kith. 


WIND. 

The  pi'cvailing  wind  'was    fi-om    tlie    noi'theast.      The   aver- 


the    month;     planting   continued,    witii    indications    for    con- 1  i         ,  i     •.        i  .         •       i   !•  ...  ^  , 

I  age   lionrl\-  velocitv,   detei'mmed   irom   <S   anemometer  records 


siderabjy  incr(>ased  acreages.  Cotton  picking  continued  through 
out  tlic  montli.  and  tlir  work  was  about  tin  is  bed  in  t  be  e.\t  I'cme  i 
lower  counties;  nuicb  of  the  crop  remained  mijiickcd  at  the! 
clos(>  of  tlie  month,  and  there  was  considerable  delay  (bie  to 
indijferent  labdr.  Coi'ii  gathering  proceeded  v.itli  practically 
no  interruption,  and  fall  Irish  and  sweet  potatoes  wenMlug, 
witii  good  results.  Tm-iiips,  cabbage,  and  other  hardy  winter 
truck  were  in  good  condition  at  the  close  of  the  moiitli. 


was  7.4  miles.  The  highest  average  velocity'  in  the  region 
covei'cd  by  reports  was  10. S  miles  per  hour  at  Savannah,  Ga.; 
lowest  average,  4.()  mil(>s  per  hour  at  Augusta,  (ia.  The 
highest  velocity  for  any  Hve-miiuite  period  was  85  miles  per 
hour  from  the  northwest  at  Charlotte.  X.  C.,  on  the  22d,  and 
in  the  Section  proper,  2(1  miles  per  hour  from  the  nortlieast  at 
Cbaileston  on  tbe4tli  and  from  the  west  at  ( ireen  ville  on  the 
21  St. 


PRESSURE.  SUNSHINE    AND    CLOUDINESS. 

The  mean  sea-level  pressure,  det(>rmii:e(l  from  reports  of,  'n,o  average  monthly  sunsliine,  deteimiiud  from  S  nuto- 
8  regular  Weather  lUircau  stations  in  and  surrouiiding  the  |  matic  n^ords.  was  22(5. 8  hours.  (U- 72%  of  the  [lossible  amount . 
yection,  was  80. Hi  inches.  The  highest  pressure  in  the  region  '  'i"'"^  average  number  of  clear  (lays_was  21  ;  partly  cloudy  4.  and 
covere.i  by  reports  was  80.71  inches  at  Asbeville,  X.  C..  on  the  '■''""'.^■-  •'•  -i'^ '^Sninst  normals  of  17,  (!,  and  7  days,  respectively. 
2()tli.  and  in  the  Sectii  n   iiroper,   80. (Hi  inches  at  Columbia  on  _^„„„ ,^^^^. ^^ 

.  RIVER  CONDITIONS. 

the2/lb:  ](»west  pressure,  29.40  inches  at  Chai'lotte,  X.  C..  on  i  ,.  .  ,  ,  ,        •  , 

,,  ,  •       ,        ,       ■  ■,,,,,•,  .  .,,  On   accmmt   ot    persistent    drv    weather,    the    rivers  ot    the 

the  22d.  an.l  m  tb<.  Section    proper,    29.41  mehe.  at  (-n'envilie^,.^.,.,,,,  ^^.,.,,.,,  i,,^^.  t|,,oughout  the  month. 

oil  the  same  dat  '.  '• 

TEMPERATURE  MISCELLANEOUS  PHENOMENA.  (  dates  I. 

The    monthlv     mean    bn-    the    Section,    delermiiud    from  ^''f  ''l -'^^ 'T:^';!!^''!'"-'-    '-n    '-'■''    V'''^^'"!;'"-  ^^'\/'';^'''",- 

,   ,.,          '.                    -,,    ,o          .,    /o   ,    1          ,              ,  ,.  ,      ,  !■>:  (  oinmlna.  29,  80;  (Ti-eenvilje  .vo,  1.  21  :    (ireenville  Xo.  2. 

reports  ot  4..  stations,  was  ,.0.4   ,  or  ,..4     below  the  established  ._,,  .   Ki^^-.treo.  15;   Libertv.  20,  80;  Monetta.  20:  Newberry. S; 

normal.      The    liigb(>st   temperature   was  S8°  at   St.    .Matthews,  o^ks.    20;     Himini.    1,    S,   9,    12,    14;    St.    (ieorge,    S,    12;   St. 

Ciilhoun  County,  on  the  7tb.    The  wariiK^st  periods  of  the  month  Matthews,  12:   ^'em;lssee,  12,  18,  ;>0. 

were  between   the   7tb    and    12th    and   on    the    IStb    and    ;9tli.  /-V'^s/.v.  /,////y/r/  ( til st  of  autumn    not   previously  rejjorted)  .— 

The    lowest   temperature   was   l(i°   at    Mountain    Rest,    Oconee  Clinrleston .  25  :  Colnmbin .  8 :    Georgetown.   8:    St .  ( b'org.^.  25. 

,,                       .,,        ,-,,           ,     ,,.,,         MM           11                -1        .    ,  Ildil. — ('olunil)ia,  18;  Xewl.errv.  12. 
County,    on    the    2.)th    ami    2()tli.       J  Ih>   coldest    periods   o)  the 

nioiilh  were  between  the  1st  and  8d   ami  24th  and  2l)tb. 


Ifnhi,  hiiinr. — (ireenville  Xo.   1,  27. 


HUMIDITY.  I 

The  mean  relative  humidity,  determined  from  ri'|)orts  of  j 
■^  r(-gular  \\'eatlier  P)ureau  stations  in  and  surniunding  the 
Section,  was  as  follows:  .S  a.m.,  7S%  ;  S  p.m.  ();!%'.  'I'bp 
greatest  percentages  occurred  ov(>r  the  Savannah  watershed  and 
outhern  coast  district,  and  the  lowest,  over  t  he  nort  h-eeiil  ral 
interior. 

PRECIPITATION. 

The  average   for    the   Section,    55    stations    reporting,  was 
0.H2  inch,  or  1.14  inches  below  the  established  normal,      hike 
he   preceding   month,    the   weather   was    remarkably    drw  the'       n 


MISCELLANEOUS  DATA  FOR  NOVEMBER,    1917. 
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CUM ATO LOGICAL  DATA:    SOUTH  CAROLLNA  SECTION. 


NoVE.MBEK,    1917 


Climatolog-ical  Data  for  November,    1917. 
Temperature,  in  degrees  Fahr.  |    Precipitation,  in  iiielies.    Number  of  days 


■>j         " 


i  g 


Kafterii  Pnrtioii. 


Allendale  . . 
Beaufort  . . . 
Blackville  .. 

Bowman 

Centenary . . 


Charleston 

Cheraw 

Conway  

DarliuKton  tt. 


Kdisto  tt... 
EtHnKliiiin. 
Ferguson . . 
Kloreupe  1. 
Florence  2. 


Barnwell ,  186 

Beaufort  I  21 

Barnwell 29C 

Orangeburg 160 

Marion -13 

Cliarleston '  48 

Cliestertield 144 

Horry 25 

Darlington 175 

Bamberg 143 

Florence   lUCi 

Orangeburg 63 

Florence 136 

do 136 


52. 6     -•>. 


28 
30 

28  !  52.4  '  -3.1 
16  ',  51.3  -2.9 
2  j     53.0 


46 

51.4 

-3.7 

27 

49.0 

-2.9 

31 

50.  2 

-3.9 

22 

M.  4 

-1.7 

76 

7 

25 

80 

9 

21 

'(S 

ly 

17 

77 

tn 

IS 

75 

19 

32 

73 

t  7 

25 

77 

12 

21 

7S 

20 

t  5       39       0. 68      -0. 98     0. 45 


II      13 


25 
t-'5 


25 


45  0.75  -1.30 
61  ,  0.85  -1.  12 
51        0.87    


0.  30 
0.41 
0.47 


27  I  0.31  -2.55  I  0.19 

35  I  2.46  +0.27  [1.47 

47  0. 6i<  I  -1.60     0.37 

41  2.27  I  -O.Ol'    l.(i3 


29  

24  

31  .152.2      -2.9 

28  "50.9      -3.2 


a82 


.131 


r26 
25 


47 

"45 


0.56 
0.88 
0.  20 
0.90 
1.30 


-1.75 
-1.36 
-2.  18 
-1.21 
-0.  SI 


0.  30 
0.  45 
0.  11 

0.  3S 
tl.7() 


24  1 

22  3 

22  3 

23 


.s.  R.  IJ.  Vance. 

I  Mi>.<  Lillian  11.  I!ic. 

Mrs.  I).  B.san.ler.-. 

w.  B.  ().  Kvans. 

nw.   1  I).  L.  Carniieliael. 


V.  H.  Weatlier  Bnreiiu. 
.1.  II.  1-owe. 
I'anl  Quattli'banni. 
0  !     8    ,  I).  C.  .McCiill. 


3       4 


Floyd  Dale.. 
Ueorgetouii  . 
Kingstree.. . . 

Oaks  

Orangeburg  . 

IMuopolis'*. 

Rimini 

St.  George  ... 
St.  Matthews 
Society  Hill  . 


Dillon 16S 

Georgetown 12 

Williamsburg  ....       54 

Georgetown 

Orangeburg 264 


22  51.9 

28  49.  S 

2  '-.53. 6 

I  49.0 


-4.1 
-5.0 


80 
76 


11 
til 
til 

19 


1  26  47  0.35 

1  t25  42  0.28 

2  I  2.'i  MS  0.70 
1  t2.")  42  0.61 


-2.  08  0.  35 

-1.90  0.20 

0.  57 

(1.41 


n. 


.Viitliau  .lenkiiis. 

H.  B.  McCall. 

.losi-ph  I'.  .'Siiiioiis. 

11.  K.l.ilbrrl. 

Fee  Dec  Kxiieriment  ."^ta. 

II.  li.  Fluv<l. 
A.  P.  ihi/anl. 
.\.O..Malthi'WS. 
O.  .\l.  Mitchell. 


Summerville 

Wiilterboro 

Whitehall  (near) . 
Vemassee 


Berkeley  . . . 
Clarendon. . 
Dorchester  . 
Calliomi. . . . 
Darlington 

Dorchester.. 
Colleton    ... 

do 

Hampton   .. 


54 
97 

109 
62 

192 


53.7 
.52.  0 
49.4 

51. S 


t  7 
II 
19 


.    ..!  0.77    0.44 

40  I  0.42  '   -1.53  0.20 

43  1.  15      -0.99  0.  S3 

16  2.  OS      -0.19  1.32 


T25 
26 


42 


0.30  1   -2.05      0.  16 
0.40  I   -1.49     0.40 


23  1 

24  3 
24  1 

15  15 


1   )     8    r.  S.  Fisheries  .<tati()n. 

nel. 

William  B.  W<dl 

6 


Division  means  ami    e.xlremes 


21  >    50.8      -4.3 
. ..."    51.4      -3.3 


\yi-xlrr,i  I'orlidii. 

Aiken  Aiken  527  56       ,53.2 

Anderson  '  Anderson  764  21  i  J49.9 

Batesburg Le.xington 656  28       50.2 

Blairs Fairtield 293  14 

Calhoun  Falls Abbeville 50S  24 


-1.4 
-2.9 
-3.5 


19         26       47       0.44  i   -1.62      0.22 
17        t25       51   I     0.84  i  -1.31      1.  i7 


.    William  B.  Wcdic 
R.  .-^.  Weeks. 
3     se.        .1.  .•>.  WannanuikiT. 
5     ne.       .\.  II.  KdgiTs. 


0      sw.       .Miss  K.  H.  (iailsdeii. 

I  J.  N.  Frank. 

1  Special  Rice  Kxi>.. station. 

4     ne.       .1.  <i.  Ilulsciu, 


4        4 


Camden Kershaw.. 

Catawlja  York  

Chappells Newberry 

('lemson  College Oconee 

Columbia Richland  . 


662 
402 
8.50 
351 


EdgeHeld Fdgefield  ... 

(iaston  shoals  tt Cherokee  . . . 

Greenville,  No.  1 Greenville.. 

I  ireenville.  No.  2 G'reenvilli'. . 

Greeuwoo.l Greenwooil. 

Heatli  Spring  Lancaster... 


680 
1039 
989 
671 
568 


Kei'.shaw Kershaw  5oO 

Lnndrum Spartanburg 1063 

Liberty I'ickens 900 

Little  .Mountain .Newberry 7H 

Meriwetlier    McCormick I    450 


Monetta Saluda 

Mountain  Rest Oconee  ... 

New  berry Newberry 

Pelzer j  Anderson . 

Raluda '  Saluda 


400 
1380 
502 
850 
536 


Santuck I   Ihiion i    512 

Spartanburg I  Spartanburg !    875 

Trenton  ,  KdgeHeld ,     620 

Walhalla Oconee 1061 

White  Oak !  Fairfield 548 

WInthrop  (Allege  tt. . .    York  690 


49. 

3 

/S 

7 

20 

t25 

46 

"'51 

3 

-0 

1 

72 
1. 

7 

'"26 

26 

"'29 

1 ; 

■49 

0 

-1 

4 

70 

S 

19 

26 

38 

51. 

0 

~'- 

3 

/O 

' 

26 

26 

33 

25  38  0. 97 
25  J  .37  0.  .--2 
25  45  ,  0.51 
1.12 
0.41 

0.76 
0.94 
1.09 
1.08 
0.  !i2 


-1.77 
-2,  32 
-2.05 
-  1 .  22 

-i.yo 

-1.60 
-1.50 

-1.30 
-1.68 
-1.31 


Division  means  and   extremes  . 
Sectioi\  means  aiid   extremes . 


50.0 
48.9 
.50.2 
49.  6 

.50.  0 
"51.1 

49.  0 

50.  9 
''48.  6 

51.8 
"45.3 

50.  0 


+  0.  3 
-0.8 
-1.8 
-1.3 


-1.7 
-2.  9 
-4.1 

-2.6 

-i.'s' 


T  9 

t  7 


20 

"23 

19 


"16 
20 


25 

26 

25 

t25 

25 
24 
25 
25 


25 
t25 


29 
46 
33 
42 


0.  80 
0. 26 

0.59 
0  58 
0.73 

0.87 


-2 

31 

-2 

59 

-2 

CO 

-2 

02 

-1 

70 

3S  0. 99 

"46  1.02 

43  0.94 

:is  0.  S9 

^ol  1.11 


48.3      -4. 


49.  0 
48.2 


-2.1 
-2.  4 


26 
25 


45  I 
43  I 


0.57 
I. 11 
0.  63 
0.  40 
1.03 

0.48 
0.  43 


-1.S5 
-1.62 
-1.57 

-1.60 


0.  33 
0.  19 
O.L'l 
0.71 
0.31 

0.27 
0.41 
0.72 
0.77 
0.  ,V2 

0.  55  • 
0.  15  I 
0.  39 
0.37   I 
0.28 
0.54 

0.70 
0.:i8 
0.  60 
0.57 
0.  S9 
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nw 

21 

0 
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22 
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22 

3 

5 

w. 

23 

0 

7 

ne. 

Frank  B.  McCoy, 
11.  II.  Russidl. 
F..I.  Ilite. 
.1.  N.  Owens. 
L.  .M.  I'arker. 


0. 24 

0.48 

-2.34  0.30 
-2.15  0.22 
-1.50     0.37 


W.  C.  Broun, 
.lames  C   !''aris. 
.1.  .1.  .Murrau. 
I'rol.  F.  II.  II.  Call 
r    S.  Weather  linrc 


17  4  19 

18  4  18 
23  0  I  7 
13  13        4 


25  0  5 

20  2   I  8 

■JO  5  I  5 

23  1  6 


-2.  33 
-2.43 


0.  32 
0.  22 


3  21 

4  .... 


50.  8 
46.  0 


49.  7 
.50.4 


-2.  0 
-.5.7 

76 
65 

-2.4 
1  -■'■' 

7s 

23 

20 


T25 
t25 


36 

30 


0.  56 

1.  10 
1.46 

0.80 
0.82 


-1.85  '  0.29 
-1.15  0.70 
-0.90      0.90 


-1.80 
-1.44 


0.90 
1.47 


3      18  I 
2     22 
2      19 


3      n. 

5,.... 
6     n. 


,1.  A.  Town.sen.l. 
Harry  A.  Farshall. 
r.  S.  Weather  llur.'au. 
J.  H.  Wooilside. 
M.  M.  Cal  ,c)nn. 
,1.  .Marvin  Bouers. 

John  W.  Haniel. 

R.  Hartwell  Wilds.  D.D.S 

.!ohn  T.  Bogg.-. 

.1.  .M.  Sea>e,  M.  D. 

William  S.  Middlelon. 

.loseph  M.  .lohnson. 
Jame.s  L.  Brow  u. 
Warren  (i.  Peterson, 
.loshua  Y.  .lones. 
Mrs.  F.  v.. I.  .Maxuell 


K.  \\.  .leter. 
F.  P.  Robinson. 
Mrs.  S.  F.  Linig. 
H.  W.  Brandt. 
T.  (i.  Patrick  iC  Co. 
W.  P.  Goo.lman. 


The  departures  from  the  normal  temperature  and  precipitation  are  oompnted  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
determining  section  or  division  means.      Reference  letters  (».  ''.  <■■!,  appearing  in  the  table  indicate  luimber  of  days  missing:  for  example.  ''  rejireMMits  two  days  missing,  etc. 

t  A-Uo  on  other  dates,  tt  Received  too  late  to  be  included  in  means  and  summaries.  '*  Temperature  data  are  from  observ(>d  readings  of  the  .Iry  bulb:  means  are  com- 
puted from  observed  readings,     tt  Poslotlice  addresses  of  these  stations  are  as  fcdiows:     Of  Filisto.  Kmbree:  of  Gaston  Shoals,  (iaft'tiey  :  of  Wintliroi.  c.illege,  Hock   Hill. 

T.  Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 
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CLi.MATOLOGlCAL    DATA:    SOUTH    CAROLINA    SECTION. 


■S.') 


Daily   Precipitation 

for  November 

,   1917 

• 

Stations. 

Day  of  month. 
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1 

1 

t  'ik^ 

do                

T. 

.  17 

T. 



11 

1  1  aiigelnirg 

i  1  iiopolis    
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........  .12!  ... 

.18.... 
.20    .03 

.... 

::;:j:::: 

.... 

15  .... 

(I" 

0.77 
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.10 

.  22  . . . . 

m 

Society  Mill  nil do    

1 

.  02  1 .  32    .  43 
T.      .06'..    . 

.01 

....'.. ..'i.... 

.... 

'        ' 

16    (i:i 

.05' 

.40 

\\  iiltcrlioro 

W  hiteliall  (near) 

V.iiia.;scel|l| 

!!r.v/c/-»    I'lirliiiif. 
\ila'il         

\shepoo              .... 

do            

22  ... . 

').; 

... 

....    T. 

.33 

.07 

.06    .21  .... 

.04    .22 

.  03  -  -     1 

0,44 
U  97 

Kili^tn 

1 

..      .31 i    .       ...    ■ 

,  :j;i  

T 

...    .19 

. 07    .  05 

.14 
.21 
.05 
.31 
.04 

0.,52 
0.51 
1.12 
0.41 
0.76 
0.94 
1.04 

1.08 
0.  92 

0.  80 
0  26 

HalesUiirgllll \   ICdisto 

.... 

—  |...  1 

.  03  ....  1 

.  06    .  71      04 

T. 



Cilhoiiii  Falls  nil  

r-,iiiiOi>ii  nil 

rntawlmllil 

rhaiii)en>||!| 

Savannah i 

.05    .02..., 
.(12    .43i 

■••■•|--- 

Walcree i . . . .! 

.27  .... 

. 12    .27    .14 

.  1(1    .72  ..    . 

0(i 

.10 

.  10  . . . . 

.  16  . . . . 
.08 

.08   . 04  "  " 



....Ll5 
.21    .09 

Columbia'*' (diiirarcc 

T 

.  .i''    .  (12 

IvU-cricldtlil 

i;a<tnn  Shoiils  |||| 

Crcciiville  No.  1  **'  . . . 
M.cnville  No. 2  II II  .... 

5.5i.... 

.25 
T. 

.07 
(15 

Hroad 

11. ..!.... 

T. 

T. 

t.     .  15 
.  131  T. 
T.       12 

Salnda  

:',9 

'1'.               ....' 

0.  59 
U.5« 
0.73 
0.87 

0.  99 
1.02 

0  94 

do 

"•"T*" 

M 

<  .r'cciiw  DOcI  t|l|     

do 

.  15      ■>K                                                I.'. 

.15'::.: 

nxl 

I  li-iitli  .".^iiriiiir     

Wateree 

54  ... . 

(12    .  7(1  ...  , 

■'  1      :ts     1 LS 

•"■^ 

.'0 



.10;    .17  .... 

.24      <v> 

Hroad 

't'.":':: 

::::!:::: 

•.•i2 
.10 

l.iiHTty 

.  tiO .114 

r 

"o 

T.    ... 
.  04  . . . . 
T. 

.  01  . . . . 
.  02  . . . . 
.  05  . . . . 

T.  ! 

Liltlc  .Mountain 

Salnda       .    . . . , 

.57    T. 

.06  .  . 

.22 
.89 
.23 
.47 

30 

0.  S9 
1    1 1 

NIeiiw  fther 

Savannah  ........ 

T. 

•>'> 

....j. . 

Moiicttii 

Ivlisto 1 

.(lit        ........ 

1                  ' 

::::i:::: 

.24' ■- 

... 

0  57 

.Mountain   Ke.st 

.4S 

.14 
.03 

1      1 

1   11 

, 

■■■■1 

....... 



1 

0.  63 

0  40 

I'el^criin 

^  iliida 

do •... 

•    I 

1 

22L  ..!.... 

1 

V> 

I 

j 

■ 

.06 

do 

.    30        .  05; 

■'•  ....i 

.26 

37'     05 

1  03 

Hroad  

do 

.   1. 

T.      .141.... 
221.... 

1 

.02 

T. 

.32   T.    .... 
.101  .  03  . . . . 
...   1. ...  1 

S|.artaiil)iirsr  III!..  .• 

OS     ... 

T. 

0.  43 

Tiehion 1  ICdisto 

Walialla  'Savannah T 

....^....^... 

.29 i  t.    .... 

'  .  70' 

....... 

T. 

.07     . 

•■•■■■•■ 

.20 
.40 

.  56 

0  56 

White  Oak-   ...       .          1  Hroad      i        , 

. 

; 

1   ""O 

Wint  MMiiCollpn-n '  (;atauha  .....'".  ..I     .J...  ' 1 

_.^._.  ■._._._.!..., 

90  ...     

...'....'... 

....:...,' '.1,.., 

1:46 

ICxcept  asotlierwise  indicated,  observation: 

iili-.M-Viilion.      nil  Preciiiilalioii  niciisiired  in  tl 
JMiour  period,  iniilnight  to  midni.^lit. 


■eirenprally  made  late  in  tl  e  iifteriiooiv,  near  sunset,  and  preeipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
miner:  anionnt  then  recordeil  is  for  the  preceding  24  hours.     ***  KegiiUir  Weather  Hnreaii  station:  preeipitation  iis  for  the 
Precipitation  inchideil  in  the  next  follouing  ineasiirement.   .t  Separate  dates  of  falls  not  recorded.    "'    '" 


'  111 


'I'.  Trace,  or  less  than  0.01  iiudi. 


COMPARATIVE   DATA   FOR  NOVEMBER. 


Year. 


re 

llli 

eralnre 

Precipitation. 

Average 

n  (1  in 
days. 

her  of 

'1- 

tc 

bc.t;ii 

*^'  >. 

•^. 

= 

M 

a. 

c 

2  '•=  c 

C 

*-  "X. 

= 

— 

c 

^  — 

^ 

'"■ 

- 

- 

< 

"•^6  c 

— ' 

- 

8.87 

.52,  :i 

7s 

IS 

0.82 

8«S 

.52.  7 

S2 

22 

2.77 

889 

i890 

.54.  S 
5K,  4 
51.9 

S4 

IS 

3.  84 
0.  64 
2.48 

*91 

K2 

15 

!92 

.53.  9 

SI) 

14 

1.96 

igs 

.52.  9 
.52. :! 

87 
s;i 

15 
17 

2.11 
2.  02 

(94 

!9d 

.54.4 

ss 

21 

2.  :i5 

996 

.59.1 

iKl 

26 

4.(10 

uB? 

55.  3 
51 .0 

SS 
S2 

23 
14 

1.99 
4.  72 

^Hlt. 

55. 0 

S6 

.>.) 

2.41 

^He. 

55.  6 

',12 

.>■) 

3.:!2 

^Hl 

IS,  2 

,S,") 

■17 

1.01 

^HH[, 

59,  2 

S9 

22 

:!.  sii 

Year. 


-r 

■iiiperatnre 

Precipitation. 

.\verage  n  iini 
day.s. 

jer  of 

S 

Highest. 

1 

s 

.\verage. 

.\verage 
days  with 
0.01  inch 
or  more. 

Partly 
c-loiidy. 

>> 

S 

1903 

50. 9 
51.6 
54.5 
53.  n 
,52.2 
56. 6 
5S.3 
51.1 
51.2 
.52. 1 
53. 5 
.52. 4 
56. 3 
54.5 
50.  4 

53. « 

,S6 
h(l 
90 
K9 

^i 
8S 
S5 
s:! 

S4 
S9 

s(; 
ss 
ss 
s:i 

92 

1(1 
22 
21 
2(1 
24 
24 
20 
24 
19 
17 

IS 

17 
24 
17 
16 

10 

1.4(1 

2.  7s 
l.:n 
0. 96 
4.  13 
1.60 
OjB'i 
1.04 
:l.  :i(i 
2.71 
1.79 

3.  :i3 
2.  :i6 
1.21 

(1.  S'_' 

2.  26 

6 

3 
1(1 
:! 
3 
4 
s 
\ 

(> 
4 
4 
4 

5 

14 

17 
17 

IS 

12 
16 
is 

?:! 
22 
21 
19 

Is 
21 

17 

S 
6 

6 

s 

1(1 
9 

t; 
1(1 
4 
5 
( 
1 

4 

6 

8 

1 
11 
4 

4 

4 

4 

4 

19!  )4 

1905 

190() 

,s\\   . 

1907 

191  IS 

19)9 

191(1   ... 

1911 

1912 

1913,..: 

1914 

\v. 

1915 

1916 

1917 

Period. , , , 

w, 

lie. 
lie, 

lie. 

so 


CLLMATOLOGICAL    DATA:    SOUTH    CAROLINA    SECTION. 


NoVE.MBER,     191/ 


Daily  Temperatures 

for 

November,   1917. 

Stations. 

1       2   j   3 

4 

5   j    6       7   18       9 

1                1 

10     11  ,  12 

13      14      15  ,   16  ,   17  ,  18  t  19     '20  '  21   '  22  '  23     24     25      26      27      28     29 

i          1          '                     1          !          1          '          .          '                    '                                         ] 

30  i  31      Mean. 

KnMerit  i 

I        i        1 
'orlinii.                   ',        1        1 

'         '         1         1 

-              1        '        ■ 

1 

1 

[         ' 

AllPmiiil>'*\N 

\  Maximum  ...     55     63     60 

0.3 

01      09 

1 
76      72      74      73      75 

73     61 

68     60     65 

67 

72      75      68      6'. 

70     50     46     60     64;     58:     71      65 

62  ... .          (io.  1 

■  (  -M illinium. . 

.,    35     37I     35 

35 

36     34 

37      40      39     42      38 

39     46 

52      46     45 

49 

36      45      47.     49 

49      39     37     25     251     28     34      51 

47. 

39.  9 

\  Ma.ximiun  . 

1 . . . . 

'.... 

1 

k...!. 

IVaiifort  

•  (  lliiiinmm. . 

.'....'....'.... 

:::;r:: 

....... .1, .. . 

. . . . 

....!....'.. ..].... 

..c...... 

HUickvilleS^  

s  ilaxiinum  . 

]|"64!"65 

66 

'"65 

73     76 

"78 

77 

80 

77     75 

'■74  ""70 

69;     681    65i     70 

76 

77,     631     70 

69      58    "49"53    "551"  Ssi   "eil    "67 

"67! 

..1        67.8 

•  (  Miuinmm. . 

.'     34!     33 

33 

30 

31!    30 

38 

36 

35 

37      37 

43      52 

48      43]     40i     38 

34 

42,     42i     47 

49      55      36'     21      22 

23i     27      30 

40. 

36.  9 

)  Maximum  . 

.      701     03 

62 

60 

611     71 

70 

70 

ih 

76     76 

77      70 

67      66      65 

67 

73 

78      70i     7( 

71      67      55     451     50 

60      68      65 

60  . 

69.  7 

BDwnian 

■  (  Minimum. . 

.      2Sl     27 

30 

30 

30l    25 

30l     33 
70!     65 

30 

32      33 

37      42 

43      38!     35 

27 

28 

35,     45     41 

40      31      36      17      17 

20     31      46 

45. 

32.  9 

Ct^iitpnar.v 

\  Maximum  . 

.      67!     60 

59 

59 
31 

021     70 
301     25 

72 
30 

76     77 
35'     3t) 

77      70 
39'     50 

59      67'     60 
48      37      36 

65 
32 

76 
32 

77      64      70 
40,     47'     50 

74      64      62      49     62 
47      34      36i     18      20 

54      06      00 

60. 

(i5.3 

■  (  Minimum.. 

30'     35(     ZB 

33 

0^ 

23     28 

11 

49  . 

3&.  3 

\  Maximum  . 

63J     61;     57 

60 

02      64 

73 

6.31     68 

71      70 

74;     07 

56      04      61 

60 

68 

75;     70!     68 

67      60,     47]     48]     51 

54:     70 

68 

50  . 

. . '         63. 2 

t'luirlestou 

■  (  Minimum. . 

.      45     44 

40 

43 

39 

42 

40 

51]     46 

50     49      52     54 

50      46      45 

44 

44 

51      52     61 

53 

45t     35     32,     34 

38     44 

54 

51  . 

45.  7 

CheriuVjlS 

\  Maximum  . 

.      601     55 

57 

58 

60 

68 

73 

64      70 

72      73      70!     60 

50;     65:     58]     63 

70 

00     48;     66 

65 

51'     41,     45 

49 

49      60 

50 

48  . 

59.  5 

■  (  Minimum. . 

.1     291    38 

30 

36 

32 

32 

40 

40:    39 

42      41      45^     50 

46     40'     44      30 

35 

44      44:     46 

48 

33'     36'     25 

25 

31      371    43 

44  . 

. .  1         38.  4 

ComvayS^S^ 

)  Maxinunii  . 

.      651    60 

58 

60 

63 

68 

76 

65     69 

75,     76     77      70 

54]     66  •  60 

63 

70 

75     65]     69 

74 

61      47      47 

52 

55;     66j     60 

54  . 

. . 1         64. 0 

■  (  Minimum.. 

.      33I     37j     32 

34 

31 

28 

29'     39     31 

36;     30;    39'    49 

51'     39      38 

34 

32 

39     42!     49 

48]     39,     35     21 

22 

24      31]     42 

50. 

..!         30.3 

Dai'liiifftmUSs'i 

)  Maximum  . 

.      65'     62  j     62 

62 

65 

72 

78      69;     71 

76:     77'     75I     06 

55      74;     63 

67 

71 

751     571     70 

691    59'    4»i     49'    53 

55      (>8]     60 

52. 

..'         64.8 

'  )  Minimum. . 

.      41!     34:     31 

34 

29 

25 

34      381     31      35!     371     39l     49 

401     38|     39 

33 

34 

40!     45I     47 

49]     34]     35]     201     21 

25     31     39 

46. 

30.  0 

FersiiSDii  VW 

)  Maximum  . 

61 

61 

09 

82      73;     71      72;     75 

74      62!    55 1    65;    63 

69 

72 

75     08     69 

72'     59      53!     48l     56 

57     67     62 

"  03.5 

■  (  Jlinimum. . 

38i    35 

35     45:    3«     38     3S 

38 

45     50      48,     46 

33 

.331     35,     41      .54 

.52;     43     41 

32     31 

31      43     51 

"si '. 

<I  41.0 

Flcnviicf  1  sSft 

\  Maximum  . 

'.    "66'   "62    "OO 

'  "(12 

64,     73 
32!    28 

76      68      70     74      69 

67 

65i     54      69|     60 

77 

74'     77:     57      71 

71      60      45 

54'     62 

62     64     70 

28:     32     34 

"  65.  6 

■  1  Minimum.. 

.      32     35i    :J4 

35 

3l|     4F     34      38;     40 

3b 

401     41      40;     41 

.37 

40,     421     ^3      47      49      39'     30 

22 1     23 

"S6  '. 

36. 2 

\  Maximum  . 

'   .     '   . 

1 : 

.  • . . , 

i 

' 

1 

Floyd  Dak" 

■  (  Minimum. . 

i i   ..  - 

1 
.--.,.•.  -1 

1        ,        ,.          

...  1. 

\  .Maximum  . 

.      69     671    fio 

""62 

'"63 

""ei 

""70  ""76  ""is  ""72] ""so 

"76 

67l     78     76     63 

'"f>i 

"75 

78 '"7("'    "72 

73      68 

56 

"'50|"54 

"  "561 '  '62 

70 

66. 

'. '.          07.  7 

(i(>orK('lo\vii 

'  (  Minimum. . 

.      33     37     32 

33 

33 

32 

32      33      31,     37      37 

40 

52;     42      39      40 

35 

33 

42     42     50 

52,     40 

37 

22]     21 

251     28 

25 

47  . 

36. 1 

Kiu'islivi.** 

\  .Maximum  . 

:,     64      61      .52 

01 

01 !     69 

74      67      70      73      70 

70 

68      05      07      60 

03 

72 

75      64      7( 

73     61 

41 

461     50 

57'     68 

63 

.59! . 

04.2 

■  /  .Minimum.. 

.      31      32      33 

32 

3,2      29 

32      37      34      31      35 

39 

40 

50      36      39 

31 

32 

41      47      50 

50     36 

37 

21     21 

23     '28 

35 

471. 

. . '        35.  3 

)  Maximum  . 
■  (  Minimum. . 

.      72      60      04 
.      32      32      32 

04 

31 

69      69 
29i     31 

79      79      70      80     82 
35      42      32      36      35 

82 
44 

71 
49 

02  .... :     04 
51....      35 

68 
35 

76 
32 

79      60      73'     78 

68  j    58 
'22     23 

62      72 

KK 

58. 
48  . 

°  70 . 0 

Oaks 

37      54      51 

'.'.'.'.'{'■ib 

24     33:    42 

'.'.'     '  .30.5 

,  )  Maximum  . 

.1     62      60      59 

62 

03 

68 

70      09      74,     72      70 

76 

68 

54,     58|     02'     04 

72 

77      08      70 

75;     5S|     45 

4t;!    52 

68,     671    58 

62, . 

04.4 

Orangobiirg 

;  1  .Minliiiiim. . 

.;     2SI      30,     30 

32 

30 

28 

34      30      32      34'     34 

35 

45 

49.     42]     41      32 

32 

38'     39     48 

46;     35I     3i. 

21     21 

24     281    37 

381. 

34.  0 

St.  (iHoiEc  SW 

\  .Maximum  . 

.      04      63     58 

02 

62 

71 

77      72      75      74      77 

70 

09 

53     64     63     00 

75 

77,     71      71 

73'     60'     48 

49     53 

60 

71]     66 

64, 

00.  1 

'  /  .Minimum. . 

.      34      36      37 

38 

35 

37 

37      44      37      42      40      47 

54 

50      45,     43 

44 

36 

44      65      52 

50;     41!     40 

28,     26,     29 

3C     63 

50i. 

41.3 

SI.  MattlunvsS^\v... 

\  .Maximum  . 

04      60      61 

01 

70 

82 

83      08'     74      751     75!     74 

64'     54      65 1     6 J 

63 

72 

76      ,571     <i9 

701     6('l     49 

4<:t     52 

64 

681    67 

61.. 

..)         05.7 

■  (  Minimum. . 

.      34      34      31 

31 

29 

40 

40      41      30|     39;     40!     41 

49      43,     441     43 

35 

30 

43      461     48 

49]     37I     38 

22,     24 

20 

30 

48 

481. 

..;         38.2 

Sdciely  IlillSNvS 

\  .Maximum  . 

.      63      57      59 

00 

61 

71 

74      04      72      74!     77 

75'     ('3,     54      67  i     59 

06 

71 

71      65      69 

68!     61!     45 

47:     50 

62 

6( 

56 

51!. 

..1        02.7 

/  Minimum.. 

.      29     34      31 

35 

31 1     25 

38      39]     32      38,     41 

38 

48     40      39      42 

34 

35 

40,     43      4:1 

49      351     3(- 

21      24 

20 

31 

39 

45| 
Oil. 

.   !         36.2 

■^iiiiiini'i'villi' 

\  Maxiinnm  . 

.      63,     61,     57 

60 

02      67 

73      08 

70      71 1     73 

73 

71 

64      03,     02 

64 

71 

75      OS      09 

73      67      51 

4>      52 

59 

70 

67 

05.  1 

■  '  .Miiiinium. . 

.      33,    37|    32 

33 

32'     34 

30     42 

:-{4      41'     39 

43 

53 

50i     40      41 

34 

33'     44      51      51      50      39      37 

22      22 

201     34'     47 

44l. 

.38.  5 

\  .Maximum  . 
■  '  Minimum. . 

.1        1 . . . 

. 

1. 

Waltorboro 

.   "ail   37 

34 

■  '32 

"34 

32 

■■36  '"34 

'"4("l|    "4i     "34 

'  "4? 

::::;""4r"38 

'32 

"36;     37  "  50;    '43 

50,     37!     3.'' 

'22  "    il^""24 

41      43 

"42I; 

;     "'■'?.h'.\ 

Yi>innsso('S^S^ 

)  .Maximum  . 

.      661     65 

02 

65 

65 

68 

78      76 

771     75     75 

76 

"73 

55:    60     07 

08 

741     77,     69!     72 

75'     58     4C 

57'    54l     60 

73      67 

65i. 

67.  3 

■  1  Minimum. . 

2S'     2ii'     31 

29 

32 

31 

31      34      34'     41      34 

42 

51 

49     4(       41 

32 

3(1      33      4('      47 

3S      3(1     33 

2l       19 

23 

29      3(< 

43  . 

34.:', 

W'f'^lrrit  t 

\  .Maximum  . . .      60     57,     56 

01 

i 
611     681     75'     73      72      74 

74 

70 

60 

01 1     661     05 

66 

71 

75      73      68 

67'     64      47 

4^'    52 

57 

65     67 

61'....          04.7 

MkfU 

■  (  Minimum. . 

.      30;    38     35 

41 

35     37;    45]     47  i     45|     49 

40 

48 

52 

491     43,     42 

41 

42 

40     4'..     44 

48]     3t]     34 

■iv.     27 

33 

39,    52 

48]. 

41.7 

\  .Maximum  . 

02 1     50 1     04 

66 

06'. ...,....!....!.. ..!..... 

74 

61 

651...    ,     73 

77 

i\t-\     08 

...,'     64      49 

51      65 

50 

61       00 

54  . 

'    01.  Il 

Anderson 

•  *  Minimum. . 

.'     3;',j     3«|     29 

38 

35 

35,     39!     46;     41]     42 

42 

45 

"47 

47      40      42 

"37 

39 

46      42]     42 

43!     33|     2( 

22      23 

30 

35;     47 

41  . 

'.)>.  2 

\  .Maximum  . 

.in     52;     59 

62 

63 

69 

74:     09'     72]     73 

74 

7(' 

(i5 

53      05]     06 

68 

71 

73;     5( 

6f 

641     .'^5'     44 

40      51 

47 

6:'     5( 

47  .. 

'. .          50]  2 

H;\tr>l>urtrS^ 

(  -Minimum. . 

.      31      38     32 

33 

32 

■M 

41'     42      42      45 

44 

45 

47 

43     44      43 

40 

39 

441     45 

45 

4(!     39|     35 

24      21 

31 

33;    39 

40  .. 

39.  0 

)  .Maximum  . 

.,     0(1      .53      61 

65 

64 

73 

78      72      72      751     72 

68 

6; 

61,     70      70 

71 

74 

75'     r2 

6< 

t.7      oOi     41 

51      50 

57 

61 ,     (^5 

51  .. 

64.2 

Ca  Ihoim  Falls 

■  (  Minimum. . 

.      31 '      32      29 

30 

32 

30 

32      35      37      38      3i; 

43 

40 

41'     391     39 

34 

34 

38      42      42 

41      34      2V 

2(      21 

21 

26'    3;-. 

4"  . . 

:14.4 

t:aiii(i('ii'S* 

\  .Maximuiv  . 

.1     57      55     56 

58 

58 

04 

72      66      07      08]     (;9 

08 

65 

00]     58]     63 

6(- 

67 

7(1;     65]     01 

66!     54      48 

45      49 

50 

60      61 

58'.. 

fO.7 

■  '  .Minimum.. 

] 

eo]     45I     45 

37 

47 

4(''     45      45 

52!     3(      39 

29     26 

31 

30      45 

47,.. 

..      '"41.9 

\  .Maximum  . 

'    fi4  "56  "eo 

"59 

57 

64 

'(19      70      08      ("iO  '  (14 

61 

"oi 

CO      05      00 

66 

67 

60      03      08 

65;     67      49 

45      5( 

52 

,57      57 

5^1. . 

(iO.  7 

('It^insoii  ColU'tri*  . . 

■  /  .Miiiiinum. . 

.1     33      39     29 

31 

34 

31      35      38      38|     37      3>- 

45 

47 

51;     45,     44 

35 

35 

41      47,     44 

47|     33-     3.' 

20      19 

28 

32      49 

451 . . 

37.  3 

\  Ma.vimum  . 

.1     581    55i     57 

60 

00 

07}     75|     07,     71      71;     73 

71 

63 

55 

04]     02 

66 

71 

73,     54 j     08 

67      64,     if 

46|     5( 

55 

62      65 

00  .  . 

..,         62.0 

Columbia 

■  /  Minimum. . 

.      3S!     .381     32 

39 

36 

34]     43]     44'     4('i     42;     43 

40 

51 

49 

45]     44 

36 

45 

47      40|     49 

4<;i     38J     32 

20;    2t, 

34 

39     .^2 

48  .. 

..1         41.0 

\  .Maximum  . 

.[     53      47;     56 

59 

59 

68'     73      65      70      71      67 

5.~ 

00 

57 

66'     05 

6.''- 

08 

07      49I     64 

62;     45'     43 

4f      48 

50 

59'     54 

4f-  .. 

58.  0 

iinM'iivilli>.  No.  1   .  . 

(  Minimum. . 

.;     34:     38!     37 

43 

39 

39'     49      48      4(;      52      46 

50 

50 

48'     5('     42 

40 

42 

40      42      41 

44'     35'     29 

2(      27 

36 

4(1     43 

•   41  .. 

41.4 

Civpiivillc.  Xci.  •->S'>w 

\  .Maximum  . 

.      59'     53      61 

65 

62 

73,     78      69      74      75      7r 

5(;;    (''4 

0(1,     70      68      70 

72 

71      ,5('     7f 

08      47        9 

,52      5:1 

55 

63'     59 

4f  .. 

(■■2.  7 

■  '  .Minimum. . 

.      29      30i     29 

29 

32 

31'     3J,     37     37     37     30 

40'     46 

48      43      42      37 

35 

41       4'      43 

4 ;     31     2(; 

2:       2 1 

2C 

31      37 

38  . . 

35.  1 

\  Ma.ximum  . 

.      55,     50!     55 

00 

59 

07 1     73      07      68      69      70 

6(       02 

55      05      6-= 

65 

09 

71      ;>V      (•>! 

05      51       44 

45      .5( 

54 

6('     61 

5f.. 

. . 1         02. 0 

(JrofMiwooil  ^'^ 

■  /  .Minimum. . 

.      32     S5|    31 

32 

31 

34i     40      44      41      41      42 

44 

44 

4(i     46      43 

37 

37 

42]     44 

43 

43      35      32 

22,     23 

■IK 

29i     39 

43.. 

38.  3 

)  .Maximum  . 

.      57|     50     58 

58 

59i     68i     09:     09      74      74      73,     71 

70]     69|     60 

05 

65 

70|     57 

Ok 

62      6'       58 

5.'  1     56 

58 

50 1     63 

e?  . 

. .  1         (;3.  0 

lU^atli  SprinpT 

■  /  .Minimum. .. 

.      33     35     30 

30 

321     41]     431     43:     41!     41,     40'     40!  '  46 

46 ;     44'     32 

34 

34 

45,     42 

46 

38      37      27 

21      2i 

2: 

21 1    '25 

30 .. 

..'         3.5.0 

\  .Maximum  . 

.1     60!    59     57 

61 

61 !     08'     75'     60      72      73      75!     74]     69 

58'     67      00 

07 

71 

72:     51 

60 

70 

58j    45 

49l     50 

55 

61  1     6'J 

67  .. 

. .  ]         (-3. 1 

KiTshawS'iN  

■  /  .Minimum. . 

.      30     34      31 

36 

28     .30      38,     41      36-    41      44      40'     51 

46      41      44      33 

38 

44'     43 

40 

41 

33'    3.^ 

20;     2E 

25 

3(1     .36 

43.. 

. .  1         30.  8 

\  Maximum  . 

52 

01 

64 
32 

63!     73      77      68      72      74      69      60      60 

(!0      65      6:t      6<: 

73 
35 

IP     61 
40;     43 

71 
45 

64 
41 

53;    39 
38!     23 

47]     62 
25]    3( 

54 
.31 

61      ."^S 

49  .. 
41  .. 

. .  i     "  ('2. 0 

Ijaudniiii 

•  '  .Minimum. . 

27      31,     54      56      56      51      41      41      48      47,     46     44|     39 

37 

43 

..      ■'  4C.2 

....        43      .^.1 

1  .Maximum  . 

.,     57      4S      60 

62 

Oil     70     74      68      70      72      68      62      01      021     67;     681     67 

70 

671     6|- 

(2 

52 

68!     48 

49;     51 

54 

5< 

56 

54  .. 

61.6 

Lih<>rty 

■  '  Minimum. . 

.|     28      4(1      2« 

35 

31 

31      .35      37      37      39     38      43      48(     49l     39     49      .35 

30 

41,     4( 

44 

33 

27]     38 

li'!    2( 

31 

36 

43 

44;.. 

30.  5 

)  .Maximum  . 

.      .57      51      56 

60 

58 

68      73      64      66      70      70      67      6I1     58i     65      61      03 

Of- 

7! ,     62]     67 

681     o,-'     46 

47]     45 

54 

5<      62 

00! . 

01.0 

I,iltli>  Mdiiutiiin  . . . 

■  1  .Minimum. . 

.1     37      38      32 

32 

35      35      46      46     43      46     48      48      46]     47]     45      43      39 

48 

49'     44      45 

4KI     38      35 

25 1     3( 

s;> 

39     40 

44].. 

40.8 

\  .Maximum  . 

■  '  Minimum. . 

\  Maximinn  . 

.'     61      54.... 

.... 

.......      77....      72      73      72      69      69'     60'     OS      70'     71 

26     26...        35....      .39     35      4('      4r'      48     41      32      33 

(il      09      76      71      74      72      74      71      04      57      00      03      70 

34 
72 

i 

1 

58      54 
21      22 
47     W- 

58 
26 
57 

60'     68 
.34     48 
6.'1     CS 

6(1.. 

41-].. 
01 1 . . 

..      '■'  05.9 

MiTiuothcr 

.      31      31 
.      59      55 

].... 

1' ' " 

.        ''31.4 

"57 

"6i 

75      63 

67 

"of  ""6ir47 

(■3.  9 

.Moiii'tta 

■  '  Minimum. . . 

.      36     37      33 

40 

33      32      46      41      41      44      44      44      49      47,     43|     43      35 

41 

44      4C 

43 

45     351     3.- 

2:-      28 

3( 

37'    51 

461 . . 

39.  8 

Muiiiitain    lli'St 

\  Maximum  . 

.      531     44 

58 

59 

58      68      73      68      68      69      61      55,     01      59 

60      68      68 

71 

08,     54 

07!     or,     46]     40 

4f 

48 

50 

...   ]    02 

541.. 

..      '  59.4 

■  '  .Minimum. . 

.      26!     32 

24 

25 

26,     28      3ll     32      32      34      33      41 

44      43 

33 

31      30 

30 

371     4;' 

37:     37     29!     22 

K 

1( 

2; 

28 

42].. 

..      »  31.2 

\  .Maximum  . 

60     62 

59 

62 

(in;     70      76'     68      72      73      71,     66 

58      55 

69 

64:     60 

70 

73]     57'     08 

6s      ,58.     48 

4^. 

51 

7r 

"6f 

62 

5F|.. 

. .  1         63. 7 

Ni'whi'rry 

■  '  .Minimum. . 

.      31      35 

31 

36 

31'     28      .34,     40     36      35     37 

40 

47      47 

40 

401     32 

35 

S"!     45;     4C 

47 

.3'      35 

20 

21 

27 

•>; 

45 

4-''  .. 

)         36. 2 

)  .Maximum  .. 

60      53 

00 

62 

62;     70!     70 

70|     72      73      73 

07 

60     58 

68      65!     69 

71 

75 

63      67 

66 

61      47 

48 

52 

5f 

63 

66 

6OI.. 

63. 6 

.'Pallida 

■  '  .Minimum.. . 

29     29 

25 

28 

23     22I     30 

32J     31 1     31;     32 

3(i 

44     47 

39j     36;     28 

30 

30 

4,=,      40 

48 

281     34 

17 

18 

21 

43 

45 

J4|.. 

33.  2 

\  .Maximum  . . 

.      58     52 

58 

00 

59]     68      74 

601     09      71      71 

05 

60      54 

07|     62l     65 

71 

71 

.5"      68 

08 

55;     4.'= 

46 

4S 

54 

Of 

59 

51  . . 

01.1 

Santui-k 

•  '  .Minimum. . . 

.      29     35 

31 

38 

31 '     29'     38 

40      35'     30'     4fl 

40 

48     40 

43|     43,     32 

34 

42 

43      45 

47 

33]     33 

22 

21 

29 

35 

44 

4ll.. 

36.  S 

.<iii\rtaiilnir!r  *>  — 

\  Maximum  . . 

.      57,     50'     02' 

63 

61 ;     7()|     75      701     721     74|     70l     .58 

61.     .58 

67      65|     59;     71 

70 

48]     68;     65 

461     41 

47 

51 

54 

61      54 

491.. 

. .  '■        00.  6 

■  1  Minimum. . . 

.      30'     34      39. 

34 

31'     .30,     32j     38]     36,     37!     40      41 

45,     45 

42'     42      .33!     34 

35 

44]     41 

42 

30,     29 

24!     2( 

27 

33     42 

41,.. 

..j         35.8 

\  Maximum  . . 
'  '  Minimum . . . 

1.... 

'                  i 

] 

1 

..1 

TriMitoii 

;;;■! i 

' 



........ 

'" " ' 

I"""!"' 

White  Oak 

\  Maximum  . . 

'.      .57      .53  '".58 

59 

61      68      74 1     6()      701     72      72 

'"74 

"60i""53'"67;""60""(i6 

09 

■"70  ""(;o:"67 

""60,""6O 

4C 

'"40' ""50 

.^? 

57 

6? 

00!.. 

:V"o2."i 

■  '  Minimum  , , . 

.      33      36      33 

40 

32      38      41      41      42      44      46      43 

,50     471     44:     42,     35 

43 

4,-      43;     40 

3S|     36 

3(' 

23,     2- 

2< 

38 

48 

43  .. 

, . '    39. 4 

Wintlirop  CoUosp  . 

\  Maximum  . . 

47      47      49 

50 

.50     57      65,     64      61;     62      62,     62 

6(^]     6O!     60]     60I     56 

68,    581     501    57 

57]    52 

42 

41",     W 

44 

5'-' 

5? 

"8  .. 

.M.3 

■  1  Minimum. . . 

32      32 

32 

39 

30 

35 

40 

40 

38 

40 

40 

42 

50 

40 

39 

44 

34 

42 

44 

42 

45 

46 

3. 

33 

% 

26 

32 

37 

48 

40.. 

37.8 

Rpferf^nce  lettPrs,  I",  '',  '),  anoparing  in  the  table  indicate  nuinber  of  days  missing:  For  examplp,  ''  renrespiits  two  days  missing,  pto. 
*<,^  Instrumpnts  arp  iv>a,l  in  thi>  morning:  tlie  maximum  tpmnpraturo  ttipn  ri'ad  is  chargpd  to  tlip  prpcpilinpr  day,  on  wliiph  it  almost  always  occurs. 


iiHHum 


iiumib 


U.  S.  DEPARTMENT  OF  ACiRIClT^TURE 
WEATHER    BUREAU 

CHARLES  F.  MARVIN,  CHIEF 


V: 


n 


CLIMATOLOGICAL    DATA 


SOUTH    CAROLINA   SECTION 


DECEMBER,  1017 


BY 

CH/ 

lRD  h.  sulliv. 

METEOROLOGIST 

^^^^^^Nv 

-^---  ^w^^^ — 

^4 

^^^= 

1^^ 
1^1 

;e,l 

=^5kl^H=t=i 

SBC: 

WEATHER  BUREAU  OFFICE 
COLUMBIA.  S.  C. 
January  23, 1918 


Dkckmber,  lillT 


CLI.MATOLOGICAL  DATA:     SOUTH  CAROLINA  SECTION. 


!)1 


u.  s  depa?v:m:nt  c.7  aghitulture,  weather  bureau. 


SOUTH   CAROliII^fl   SECTION. 
RICHAKD  H.  SULLIVAN.  Meteorologist. 

Vol..  XX.        CoLU.MBiA,  S.  C,  December,  1917. 


No.  12. 


GENERAL   SUMMARY. 

TliP  yoar  U)I7  closed  with  the  coldest  Doceiuher  of  record 
uiid,  witii  l)Ut  one  exception,  the  coldest  month  of  record  in 
tiie  history  of  Soutii  Carolina.  Tlic  prolonged  cold,  which  hv- 
\fan  witli  a  severe  cold  wave  on  the  9th,  culminated  in  a  record- 
hreaking  cold  wave  on  the  8()th,  and  continued  with  but  little 
relief  into  January,  lUlS,  is  the  longest  period  of  extreme  frigid 
conditions  on  record  at  the  Section  Center.  The  month  was  ex- 
ceptionally ilry :  in  fact,  hut  one  previous  December  has  had 
less  precipitation. 

Wheat,  oats,  and  rye  suffered  little,  if  any,  material  injury 
during  the  cold  period,  Dth  to  lUtli,  liut  turnips  and  cabbage 
were  in  poor' condition.  As  much  of  the  general  grain  area 
was  covered  with  snow  during  the  second  period  of  extreme 
cold.  27th  ti>  Hist,  the  damage  f)y  winter  killing  was  materially 
reduced.  All  winter  truck  was  destroyed  by  the  freezes.  Gen- 
eral outdoor  work  was  practically  suspended  after  the  first  week, 
and  l)Ut  slow  progress  was  made  in  plowing  for  spring  seeding. 


PRESSURE. 

The  mean  sea-li'vel  pressure,  determined  from  reports  of  S 
regular  Weather  Bureau  stations  in  and  surrounding  the  sec- 
tion, was  80.2;)  inches,  'i'he  highest  pressure  in  the  region 
covered  l)y  reports  was  ;5f).()7  inches  at  Asheville,  X.  C,  on  the 
17th.  and  in  the  Section  proper,  30.(54  inciies  at  Colund)ia  on 
the  Kith;  lowest  pressure,  29  89  inches  at  Charlotte,  N.  C,  on 
the  Stii.  and  in  the  Section  proper.  29.4")  inches  at  (Ireenville 
on  the  same  date- 

TEMPERATURE. 

The  monthlv  mean   for  the  Section,  determined  frfim   re- 


])orts  of  42  stations,  was  87.7° 


or  (S.4°  below  the  established 
normal,  8.2°  below  the  average  of  the  previous  coldest  Deeeni- 
lier,  in  1908,  and  but  0.8°  above  the  average  of  the  coldest 
month  during  the  past  81  years,  viz.:  February,  1S99.  The 
highest  temperature  was  <S2°  at  Centenary,  Marion  County,  on 
the  4th.  The  warmest  period  was  during  the  first  four  days. 
4"lie  lowest  tem[)erature  was  (5°  i)elow  zero  at  I>andrum,  Sj)ar- 
tanburg  County,  and  Mountain  Rest.  Oconee  County,  on  the 
8()th.  The  coldest  periods  were  between  the  9th  and  19th  and 
from  the  27th  to  the  81st,  when  the  daily  mean  temperatures 
ranged  from  10°  to  85°  below  the  daily  normals,  and  during 
practically  the  entire  period  after  the  9th  the  temperatures  in 
any  i)art  of  the  State  failed  to  rise  al)0ve  normal. 


followed  by  an  extended  dry  period,  with  recurring  rains  and 
local  snows  after  the  25th.  The  light  precipitation  was  gen- 
erally well  distriljuted  as  to  amounts  and  areas,  and  but  few 
sections  had  more  than  2  inches,  while  in  considerable  portions 
of  the  centra]  and  northwestern  counties  the  amounts  were  be- 
low 1  inch.  The  greatest  local  monthly  amount  was  8.85 
inches  at  Conway,  Horry  County;  least  amount,  0.84  inch  at 
Bowman,  Orangeburg  County.  The  greatest  amount  during 
any  24  hours  was  1.20  inches  at  Rimini,  Clarendon  County,  on 
Nov.  8()-Dec.  1.  The  average  ninnl)er  of  rainy  days  was  14% 
below  normal. 

Snowfall,  ranging  in  depth  froni  Trace  to  11.2  inches,  oc- 
curred in  practically  the  entire  State  and  was  confined  princi- 
f)a]ly  to  the  periods,  11th  to  18th  and  2(ith  to  81st.     Tlie  great- 

I  est  24-liour  snowfall  at  any  station  was  (i.7  inches  at  Landrum, 

I  S|)nrtnnl)Urg  County,  on  tlie  llth-12th. 

WIND. 

The  prevailing  wind  was  from  the  northeast.  The  average 
hourly  velocity,  determined  from  <S  anemometer  records,  was 
j  9.8  miles.  The  highest  average  velocity  in  the  region  covered 
i  l)y  reports  was  12.1  miles  per  hour  at  Charleston;  lowest  aver- 
age, ().2  miles  per  hour  at  Augusta,  (ia.,  and  in  the  Section 
proper,  7.8  miles  per  hour  at  Columbia.  The  highest  velocity 
for  any  5-minute  period  was  4()  miles  per  hour  from  the  south- 
west at  Charlotte,  X.  C..  on  the  Sth,  and  in  the  Section  proper. 
40  miles  i)er  hour  from  the  southwest  at  Greenville  on  the  same 
(late.  _ 

SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  <S  auto- 
matic records,  was  Itil  .S  hoiu's,  or  52%  of  the  possible  amount. 
The  avernge  numl)er  of  clear  days  was  15:  partly  cloudy,  (i. 
and  cloudy,  10.  as  against  normals  of  14,  7,  and  10  days,  re- 
spfM'tively. 

RIVER  CONDITIONS. 

On  account  of  the  unusually  ligiit  rainfall,  with  snow  on 
the  ground  during  extended  periods,  the  rivers  of  the  .'section 
were  generally  very  low  throughout  the  month. 


MISCELLANEOUS  PHENOMENA    (dates) 

F()(/.  {(If'iixc). — Columbin.  1;  Greenville,  No.  1,20:  Lib- 
erty, 20;  Oaks,  20;  Rimini,  7.  25;  Walhalla,  20,  25. 

Hdlox,  (JiiHar). — (ireenville.  No.  1.  24;  Wnlhnlla.  24. 
Solar:  Columbia,  14;  Lii)erty,  7;  Saniuck,  5. 


ERRATA. 


I'i'liruary,  1917. -Mountain  Kest     Mininunn  teniporaturc,  iiagc  IL',  shonlil  ho 
Xoveinber,  1917.  -Chappells- Total  precipitation,  page  H4,  should  l)e  l.o-J. 


MISCELLANEOUS  DATA  FOR  DECEMBER,   1917. 


I 


HUMIDITY. 

The  mean  relative  humidity,  determined  from  reports  of 
S  regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  <S  a.m.,  81%  ;  8  p.m.,  ()9%.  The  greatest 
l)ercentages  occurred  over  the  lower  Savannah  watershed  and 
the  southern  coast  counties,  and  the  lowest,  over  the  north- 
central  counties.  

PRECIPITATION. 

The  avernge  for  the  Section.  5(i  stations  reporting,  was  1.47 
inches,  or  1.86  inches  below  the  established  normal.  Inter- 
mittent  rains  and   local  snows  occurred  during  the  first  half. 


Temporal 
desrrees  I- 


lire, 
-ahr. 


I'recipita- 
tioii, 
inches. 


Wind. 


Mean 

relative 

luiinidity. 


Stations. 


Asheville,  X.C.... 

.\iisnsta,  (ia 

Charlestoii.  S.  C...  1 
Charlotte.  X.  C  . .. 
CoUiinliia.S.  C... 
(ireenville,  S.  C.  . . 

Savannah,  tia 

WilniinKtoii,  X.O.  j 

Means  ami  ex-  j  ' 

tremes S  • 


.to.  2 
39.  (i 


42 

0 

SS 

4 

;n 

9 

1  3:i 

s 

'  4:i 

8 

38.0 

30.23     37.3 


1  ' 

5 

.3 

.o 

is 

fi;! 

-4 

1.48 

0.45 

72 

11 

1.41 

0.54 : 

7:! 

12 

1.08 

0.39 

i;h 

1 

1.(19 

0.53 

72 

8 

1.24 

0.59 

(is 

:i 

l.flO 

0.38  , 

73 

l.T 

1.97 

0.  r,5  1 

73 

(i 

2.45 

0.,57 

73 

-4 

1.54 

0.59  ' 

4)  -  O'S 


8.3 
fi.2 
12.1 
10.  7 
7.8 
9.2 
11.5 
8.4 


iiw. 

ne. 

n. 

lie. 

lie. 

lie. 


9. 3     ne. 


83 

(14 

84 

73 

77 

78 

SO 

(V2 

81 

M 

7B 

(18 

n 

71 

83 

73      ; 

81 

69  1 

i, 


92 


CLIMATOJ.OGICAL  DATA:    SOUTH   CAROLINA  SECTION. 


Dkck.mbki!,  191; 


Climatological  Data  for  December,    1917. 


Temperature,  in  desrecs  Falir. 


!    Precipitation,  ill  indies.     Nuinlierof  days.    ,5 


ci      1  ^ 


OhsiTVtM'S 


Kdnteni  I'wtion. 

Alleniiale  iSarinvell  , 

Beaiifon Ueaiilort  . 

Black  ville liarinvi'll. 

bnu'iiian. 


tViiti-nary .Marion  . 


Oranjffbnrs; 160 


tlharlc-iton 

rheiaw 

Conway 

Dai'linstontt. 


Charleston  . 
(_:liestei'ficl(i 

Horry 

Darlington  . 


Kdisto  tt... 
KninKliani. 
l-Vignson . . 
Kloivnc'  1. 
KloiviH'e  2. 


liamliprs  . . . . 
l-'loivno'  .... 
(iianKfbiirB:  . 

Florence 

do 


■IS  40 

25  31 
175  I  22 

143  29 

lUt;  24 

03  31 

130  2.S 

130  2 


Fluyd  Dale Dillon IGS  .... 

(jeowt'town (Ii'oisctown 12  22 

KinsstriH" \\illiani>l)iii-g  . . . .  54  2S 

Oaks   Uporgi'town  . . 


Orangehui-g 


OrangebuiK' 


204 


1 


I'inopolis" Hcrkcli-y  ... 

Kiniiui cliircndon  . . 

St.  Ccoi-ge Dorchester  . 

St.  Matthews ,  Callioun 

Society  liill  Darlington  , 

Sunnnerville Doirhester.. 

Wiilteilioro Colleton    ... 

Whitehall  (near) do 

Yeinassee Hampton  .. 


54  07 

97  3 

1(19  2S 

02  21 

192  25 

75  19 
14 


09 
4    ... 
24      21 


U'lVtn-ii  rmtiiiii. 

Aiken  .Aiken  527  56 

Anderson  Anderson  764  21 

Balesburg Lexington t>56  2« 

Blairs l'"airlield 293  14 

Calhoun  Falls Abbeville 508  24 


Camden Ivershaxv.. 

Catawba  York  

Chappells Newberry 

Clemson  College Oconee... 

Columbia Richland  . 


222  57 

562  13 

402  ,  13 

H50  25 

351  30 


Edgplield  . 


Fdgetield ! i     3 


Gaston  Shoals  tt Ciierokee i  680 

Greenx'iUe.  No.  1 (.'reenville 1039 

(ireenville.  No.  2 (Ireeiivillc I  989 

Greenwood Greenwood '  671 

Heath  Spring  Lancaster ;  568 


Kershaw Kershaw  .... 

LniKlruni Spartaiibnrg . 

Liberty Pickens 

Little  .Minmtain .Newberry  ... 

Meriwether     McCcn'inick. . 


5(10 
1003 
900 
711 
450 


Monelta Salmla 

Mountain  Ke.st Oconee 

New  berry New  berry  . . . 

I'el/er ..Vnderson 

Rahida 


400    :    10 

1380  2 

502  14 

850  13 

SaUida 536  16 


Santuok Union 512     24 

Spartaiibnrg Spartanburg 875  |  34 

Trenton  Edgelield 620     28 

Walhalla Oconee 1061      14 

White  Oak Fairlield 548       1 

WInthrop  College  tt...  Vork  690     18 


Division  means  and   extremes  . 
Section  means  aii<l   extremes. 


1  186 

28  t 

t   21 

HO 

296 

28 

160 

16 

43 

2 

40.6 


42.  3 
39.4 
40.0 

42.11 

3(1.  0 

38.4 

"37.  3 


41.0 
39.  6 


41.6 
3H.  4 
■43.  4 
37.0 

'40.  1 


T  3 


-5.0 
-8.0 


0 


-9.  :i 
-8.  1 
-9.5 


6 
"  6 


30 
30 
30 

3(1 
3(1 

311 
30 
30 
30 


1.28      -1.4S      0.70 


45 

4S 
47 

33 
3S 
37 
"43 


1.26 

0.  34 
0.80 


-2.22  l.dO 
-3. 18  I  0.  16 
:  0.18 


1.0 
0.2 
1.0 
1.8 
1.9 


-5.3 


t:i(i 
30 


40 
46 


-7.4 
-9.3 


41.9 
38.  5 
30.  2 

42.  2 


41.3 


Division  means  and    e.Nlremes 39.9 


40.6 
".34. 8 


35. 4 
39.1 


35.3 
37.  9 


33.  8 

34.  3 
34. 2 

■37.0 


38.6 
31.9 
36.  2 


-5.  S 

—  7.  8 
-8.  S 


74 
'79 
73 

'68 

7.5 

73 


1.08  -2.07  0.39  1.5  10 

1.97  -1.30  '  0..59  I     5.6  10 

3.35  +0.15  0. 9S  2.5  11 

1.18  .  -1.61  (1.0.3  1.0  5 

1.29  -2.17  0.55  1.5  7 

1.52  '  -1.78  0.  S6  0.8  4 

1.27  '  -1.76'  0.53  1.0  7 

0.73  I  -2.05  0.  :i5  l.o  3 

1.S7  -0.91  0.85  1.5  5 


14        0      17 


K.  B.Vance. 
.    .Miss  Lillian  11.  Kice. 
.     Mrs.  D.  B.  iSanders. 

B.  O.  Kvans. 

D.  L.  Carmicliael. 

C.  S.  Weather  Bnreiin. 
.1  .1.  H.  I'owe. 

..   I'aul  Quatllebanm. 
.,   D.C.  McCall. 


.110 

■\.y 


30  ,  44 

30  48 

t30  '48 

30  44 

30  1 


30  33 

30  47 

30  41 

30  44 

t29    


1.48  '    -2.07  0.55  2.8  6 

2.37  I   -0.75  0.87  2. 0  '  7 

2.  .38  1 0.  .53  5.2  10 

1.10  , 0.90         T.  2 


2.10 
2. 25 
1.41 

1.99 
1.85 


-1.86 

'i.'eii 

-1.28 
1.41 


1.00 
1.20 
0.21 

0.  90 
0.  57 


1.0 
1.0 
1.5 

1.8 
3.0 


3 


17        1   I  13 

15       5  I   11 
14        3      14 


1.49      -2.06      0.51        1.3  -  10       8      14 
1..50     -1.85     0.68       2.5  :     3  ! 


-64 
-4.3 


-9.2  i     "73 


T  2 
4 


30 
30 


49 
49 


1.63  I   -l.,58      0.69        1.0       0      19 
1.5S  '    -2.80      1.20        1.8       0      14 


1       II       lie. 
0      11      lie. 


72  j         2 
70  ,         5 


30       43 

30      »3S 
30    


30 


43 


t30        34 


-9.3 


30  I     33 
.30  1     32 


68 


36.  1 
35.  0 

35.  0 

-7.8 

37.2 

-8.4 

-7.4 

-6.9  I       72 

-9.  I  69 

-5.0  "08 


35.1 
33. 2 


-9.3 


-8.  1 
-8.6 


69 
70 


t  3 
t  3 


3 

30  1 

31 

0 

30  1 

37 

5 

30 

32 

:    " 

30 

'45 

5 

30 

43 

-6 

.30 

.50 

.1 

3(1 

40 

i; 

30 

41 

30  43 
30  43 
30        37 


t  1 


42 
.39 


1.21 
1..52 
2.  48 
1 .  32 
1.34 

0.79 
1  .25 
1.57 
1.05 
1.24 

0.88 
1.38 
I.  00 
1.28 
1.44 
1.15 

1..57 
1.83 
1.74 
1.47 
0.90 

1.79 
0.  82 
1.60 
1.28 
2.47 

1.20 
1.15 


-2.  08 
-3.26 
- 1.  38 
-2.68 
-3.08 

-2.54 
-3. 05 
-.3.20 
-4.08 
-1.66 


0.37 
0.  63 
0.82 
0.40 
0.26 

0.25 
0.c5 
0.  45 
0.55 
0.59 


0.48 
-3.30  0.51 
-3.65  I  0.38 
-3.37  I  0.62 
-3.04  0.48 
-.3.11     0.50 


0.74 
0.72 
1.00 
0.70 
0.45 


-4.47 
-1.82 
-3.02 


.52 


-3.26 
-4.18 
-1.54 

3.08 
3.22 


(1.78 
0.  00 
0.  49 
0.  40 
0.  GO 

0.62 
0.55 


0.5 
5.2 
2.5 
7.0 
2.8 

3.5 
5.4 
4.0 
9.0 
2.  1 

2.0 
2.2 
8.6 
8.3 
4.0 
6.5 

7.5 
10.3 
11.2 
4.0 
2.5 

1,7 
8.2 
5.8 
7.5 
5.0 

4.8 
9.5 


.Nathan  .lenkiiis. 

II.  B.  McCall. 

.loseph  I'.  .s;im<)iis. 

11.  K.Gilbert. 

I'ee  Dee  IC.\|ieriiiieiit  Sla. 

II.   B.  Flovd. 

.\.  I'.  Hazard. 

.\.0.  .Matlhews. 

O.  M.  .Mitchell. 

1'.  S.  Fisheries  Station. 

-Miss  F.  ]>.  Uavenel. 
William  li.  Wolle. 
K.  .^.  Weeks. 
.1.  .s.  Wannamaker. 
A.  II.  Rogers. 

Mi.ss  F.  H.  Gadsden. 
.1.  N.  Frank. 

Special  Rice  Fxp.  Station. 
.1.  (J.  llnlMin 


Frank  B.  McCoy. 
H.  H.  Rn.s>ell. 
F..I.  Ilite. 
.    .1.  N.  Owens. 
I..  M.  Parker. 


12  11  8 
18  I  7  6 
14  I    0     17 


15 

6 

15 

4 

18 

8 

12 

15 

11 

1 

36.fi 
34.0 


35.  9 
37.7 


-7.5 
9.  1 


-11.5 
-8.4 


69 
05 


73 
82 


1.34  I 

30  ,     38       1.09  : 
3(1       37        1.70 


-.3.02  0.60  7.4 
•2.50  0.40  .5.5 
-2.89     0.60       S.  0 


t  2 
4 


30  '     50 
30  j     50 


1.38 
1.47 


-1.71 
1.86 


1.00 
1.20 


5.0 
3.8 


10 

4  1 

14 

9 

14 

10 

18 

9 

10 

16 

15 

0 

11    11. 


W.  C.  Brown. 
.    .lames  C.  I'"aris. 
.  I  .1.  .1.  .Murraii. 
i  I'l-of.  F.  II.  II.  Calli(,nii. 

I"   S.  Weather  r,nre;m. 

.1  J.  .v.  'i'ownsend. 
.,   Harry  A.  I'arshall. 

r.  S.  Weather  Bup'aii. 

,1.  H.  Wood.sirle. 

M.  M.  Callioiin. 

.1.  Marvin  Bowers. 

.lohii  W.  Hamel. 
.    K.  Ilartwcll  Wilds,  D.D.S 

.iolin  T.  Boggs. 

.1.  M.Sease.  .M .  D. 
.    Williams.  .Mi.liUeton. 

I  .losepli  .M.  .lolin.soii. 
.  I  .lames  L.  Brown. 

Warren  G.  Peterson. 
. '  .loslina  Y.  .loiies. 
Mrs.  F.  v.. I.. Maxwell 

K.  W.,leter. 
.    F.  P.  Robin.sini. 
.    Mrs.  s.  F.  Long. 

H.  W.  Brandt. 

T.  (i.  Patrick  it  Co. 

W.  P.  Goodman. 


10    lie. 
10'  lie. 


The  departures  from  the  normal  temperature  and  preoipitation  are  computed  only  for  sncli  stations  as  have  ten  or  more  years  of  record,  bnt  all  complete  reports  are  used  in 
determining  section  or  division  means.      Reference  letters  (».  '),  '').  ajipearing  in  the  table  indicate  nnniber  of  days  missing;  for  example,  ''  represents  two  days  missing,  etc. 

T  .Also  on  other  dates,  ft  Received  too  late  to  be  included  in  means  and  sniniiiaries.  **  Temperature  data  are  from  observed  readings  of  the  dry  bulb;  means  are  com- 
puted from  observed  readings,     tt  Postottice  addresses  of  these  stations  are  as  follows:     Of  ICdisto.  l';mbree;  of  Gaston  Shoals.  GafVuey;  of  Wintlirop  College.  Rock   Hill. 

T.  Preciiiitation  is  less  than  (1.01  inch  of  rain  or  melted  snow. 


1)i:ci:mhi:i:,    Ud' 


CLLMATOI.OGICAL    DATA:     SOl'TH    CAKOLliNA    SECTION. 


<)8 


Daily  Precipitation  for  December,    1917. 


Watersheds. 

Day  of  month. 

Statioii>. 

1    1   2    1   3    j    4    1    5    1   6    j    7    1    8    ,    9   1  10  1  11 

12  1  13  j  14  [   15  1  16 

17  i   18      19     20      21   :  22  '  23 

24  i  25  ,  26  j  27     28 

29     30 

31 

S 
p 

KiDiterii  Pttrtion. 

AllelidaU'llll 

Heauloit 

BlaeUvilleilll 

1 
11') 

■         1 

.25 

16 

.05 

1 

1 
.10'.... 




08 

! 

.70 
.10 
1.00 

.10 
.02 
.02 

'.'is 

.03 
.04 

.21 

05 

1.  '28 

Coast 

T. 

. . . . 

.15 

'.'08 
T. 
.13 

do 

....  1 ... . 

.16 
.18 
.09 
.32 
.12 

''5 

1  .  .  .   . 

TV 
.02 

, , . ,  ( 1 . , , . 

T. 

'tv 

.10 
T. 
T. 
T. 

't'.' 

.01 
.10 
.10 

0.34 

0 .  SO 
1.0s 
1.97 
3.35 

1.18 
1.^29 
1    n'f 

Centenary 

Charleston  •*' 

Cheraw  i!ll  

Conway  ;l|| 

T)-i vliti^ytnn  lill 

I'ee  Dee 

Coast 

I'ee  I  )ee 

.  Waccaiiiaw  .. . 

I'ee  Dee 

.20 
.01 

■.':"i5 



... 





.  10 
T. 
.09 
T. 

.20 

10 

39 

.  20  .... 

.... 

.  15 

'.'i7 

.86 

.03 

.06 
.05 
.59 
.35 

05 

T.     ... 

.031.... 

Vi5  tv 

T. 
.02 

.03  .... 

V62VV; 
.10'.... 

t.' 

.... 

.... 

v; 

T. 
.30 
.51 
.98 

63 

.6i 

T. 

'.'68 

IvliMo  l!i| :■.- 

ICltiii*'li;im  1 II 

Kdislo 

Lynches 

.i:j|.... 

■••■!■■•• 

.\k 

.09 
.27 
.30 

'50 

.14 
..32 

... 

.07 

V35 

30 

.tl9    .i4 

V63  .'is 

;;•• 

.55 

.86 
.53 

.15 
T. 

.09 

.13 

'.'ii 

1:27 

KlonMW'P  1  III 

i'ee  Dee 

do 

' 

.... 

.10 

Florence  2 

Klovil  Dale      

T.    .... 

T. 

1 

.85 

„  .  .   . 

....j.... 

1.87 

Little  I'ee  Dee 
Coast 

lUack 

<lo 

Kili.sto 







j 

LJeorgetou  11 

Ivingstree  iill 

Oaks 

(i,-aiigel)iirg 

.55 

.5;i 

,l.s 

■r. 

.... 

.... 

.... 

■rV 

.  05  . . . . 
15 

.15 
f  ■ 

.30 

.  53 
.20 

.30 

tv 

.... 

.15 

.  27 
.08 
T 

VixViV 
T.  ..... 

.....  .04  !]!! 

1 

.'02 

.   .    . 

'iV 

.■20 

.87 
.70 
.90 
1.00 
.72 
.60 
.90 

.35 
.91 

.68 

. . . . 

T. 

.08 

'.ib 

.20 
.20 
t 

T. 

'.'io 

T. 

■f.' 

'.'io 

1.4s 

2.  37 
2.38 
l.IO 
2.10 
2.  ^25 
1.41 

.  ,50l 

I 

.10 
06 

Uiiiiini  nil 

St.(ie,.rge|||l 

Santee 

Kdisto 

Saiilee 

do    

1.20 

.  ij 
.^.v^ 

AM 

.OS 

.OS 0 ' 

IS 

T 

.05 

.12    .03 
30 

.21 

05 

'  .  .">('> 

ii  .... 

'.'30 

15 

....|... 

.  n.T 

>;(icietv  Hill  IHI 

11    .1)1 57 

.21 29 

:!(■> 21 

i 

.10 

.05 
T. 

.01 

l.S.T 
1.49 
l.oO 

SiiinnierviUe 

Walteihoro 

Whitehall  (near) 

Veniiisseellll 

!IV.-7cr/i   l'(i)iUii). 
Aiken 

Ashley 

Ashepoo 

.05 
T. 

.  16  .... 

T.  !  . . . . 

.03 

....I....!.... 
1. , .  .1. . . . 

.... 

T. 

03 

'25 

.12    .01 

''" 

Kdislo 

SaA'aiiiiali  ... 

Kdislo 

Broad    

.09 

'■^7 

in 

'.'28!"!:'i0 

.351.... 

34 

27 

....    '30 

15 

T.     .25 

.69 

.'io 

.82 

T. 
.'•22 

. 

10 

"i.'f'a 

1.2! 

....    .29 
T.      .  63 



05 

'.'is 
.10 

.06 
.06 
.02 
T. 

.05 

.■20 
'.'26 

T. 
.03 
.02 
.15 

in 

Haleshnrgllil 

Bhiirsllll 

' 

.12 
10 

.10 
.40 
.25 

.('5 
.  5(1 
.45 

.  55 
.01 
.20 
.49 
.02 
.62 
3^ 

VWVVViVV 

1 

2.48 
1.  32 
1.34 
0.79 
1.25 
1.57 

1.05 
1.-24 

0.88 
l.:38 
1.00 
1.2s 
1.44 
1    15 

Calhoun  Kails  |||| 

CaiiiOiMi  ijll 

Catawba  li:l 

Chalipells  l!ll 

Savannah  

Waterei^ • 

Catawba 

.Saluda  ' 

.25 
'.'i4 

26 
.18 

'  '.in 

.15 
.17 

tv 

.04 
.04 

.21  .... 

.19 
.08 
.55 
.40 

Vofi 

tv 

. . . . 

. . . . 
.... 

T, 
.03 

V33 

....|.;^. 

....i.... 



.11 
.11 

V-23 

T. 
.36 

Vos 
.01 

.04 

1 

16    ... 

1 

■.hi' tv 

.iy> .".'. 

VV''tV 
.01 

'.'.'.y.m 

—  1  — 

'.'.'.'.\'.'.'.'. 

•••• 

'f.'K'.'.'.C.V. 

.'■23 

.'62 

....i.... 

o.-s 

Columbia  "* 

Congaree 

Savannah 

Hroad 
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COMPARATIVE   DATA   FOR   DECEMBER. 


I 


Year. 


1887. 

188S. 
18S9. 
1890. 
1891. 
189-2. 
1893. 
1891. 
1895 
1896. 
1S97. 
189>i. 
1899 
1900. 
1901. 
1902 . 


Temperature. 

Precipitation. 

Average  n  11m  ber  of 
days. 

.Menu. 
Highest. 

Clear. 

Partly 
cloudy. 

>3 

44.9 

76 

18 

4^2.7 

71 

13 

.55.4 

79 

17 

45  9 

49,9 

47.1 

76 

6 

47.2 

70 

17 

4X.  1 

85 

-     1 

46.1 

SO 

15 

44.0 

83 

s 

47.6 

82 

21 

45.  9 

9 

44.  6 

79 

11 

45.5 

79 

IS 

44.0 

SO 

2 

46.8 

S5 

10 

4. 65 
3.  56 
0.  53 
2. 25 
1.91 

2.  45 
3.05 
2.56 
3.04 

3.  55 
2.40 
2.84 
2. 33 
5.  64 
5.01 
4.^26 


10 


7 

sw 

8 

lUV 

8 

mv 

8 

ne. 

12 

ne. 

12 

nw 

8 

11  w 

10 

11. 

13 

n. 

11 

n\v 

Temperature. 


Precipitation. 


Year. 


1903. 
1904. 
1905. 
1906. 
1907. 
1908. 
1909. 
1910. 
1911. 
1912. 
1913. 
1914. 
1915. 
1916. 
1917. 


I       Period . . 


41.0 

72 

4.5.5 

7s 

45.  2 

77 

4S.  0 

so 

46.2 

(.") 

50.  6 

S3 

42.8 

S4 

4^2.  0 

76 

49.8 

85 

48.  S 

79 

47.  S 

77 

43.  9 

SO 

44.  2 

79 

46.7 

79 

Average  niun  ber  of 
days. 


10 

1.95 

1 

16 

2.  79 

9   1 

16 

7.  '25 

10 

11 

3.  25 

7 

12 

.5.81 

10 

23 

■2.84 

7 

7 

2.81 

7 

12 

2.  36 

a 

IS 

4.94 

9 

18 

2.  88 

S 

16 

4.25 

9 

11 

4.80 

13 

17 

3.27 

7 

11 

2.43 

9 

-6 

1.47 

6 

-6 

3.  33 

7 

>i 

a 

0 

— 

~ 

20 

- 

14 

■•> 

14 

s 

14 

7 

13 

9 

18 

■f 

11 

7 

12 

5 

10 

6 

6 

IS 

5 

16 

6 

13  I   111' 

14  sw 
14  w. 
19  ne 

8  w. 


94 


CLIMATOLOGICAI.    DATA:    SOUTH    CAROLINA    SECTION. 


Decembei;,   191'; 


Daily  Temperatures  for  December,   1917. 


Stations. 


10  ,   11  ,   12      13  I  H      15      16      17     18      19     20  ,  21     22     23     24     25  ,  26     27     28     29     30  ,  31     Slenii. 


Edxlern  I'orlion. 


AllciiilaleS'^SN 

Bfiuifort 

Khickvilli'*   

Bouiimii 

Ceiitriiaiy 

CliiUli'Stoii 

Clienuv  ^'i' 

C'onuiiysW 

Daiiingtoii  \W 

KergiisDii  >s^v> 

Kliireiice  I  s\^^ 

Kloy.l  Dale 

(ieoi'tJi'tou  11 

KiiigstrHi'vW 

Oaks 

Orangobiii'g 

St.  (leDrgc  W 

St.  Maltliews'S'S 

Societ.V  llillSt'J 

Smnmcrvillf 

WalU'iliiiio 

Yi'iiiasspi'^W 

W'fxleni  I'l 

AikHii  

AnitPisoii 

Katf.'ibiirfrS^'? 

Callinim  Kails 

fainileiisW 

Clcinson  Colli-ge 

Columbia 

(irepiivilli'.  Ni>.  1  . . . . 

Ci iivillo.  No.  2*vS, 

<in>iJinvn(i(l  ^Ss^ 

lleatli  Spi-iiiK 

KorshawS'S 

Laiiilrutn 

Lihfity  

Littli'  Mountain 

MeriwotliiT  

MoiiPtta 

Mountain    Host 

N'pH  hprry 

.Saluda  

Santnck  

Siiartaiihurs  % 

Trenton 

White  Oak 

Wintlirop  C'ollpffp  , .. 


Maximum 
Minimum. 
Maximum 
.Minimum. 
Maximum 
Minimum. 
Maximum 
Minimum. 
Maximum 
Minimum. 
Maximum 
Mininnnu. 
Maximum 
Minimum. 
Maximum 
Minimum. 
Maximum 
Minimum. 
Maximum 
Minimum. 
Maximum 
Minimum. 
Maximum 
Minimum. 
.Maximum 
.Minimum. 
Maximum 
.Minimum. 
Maximum 
Minimum. 
Ma.ximum 
Minimum. 
.Maximum 
Minimum. 
.Maximum 
.Minimum. 
.Ma.ximmn 
.Minimum. 
.Maximum 
.Minimum. 
.Maximum 
.Minimum. 
.Maximum 
Miniiiinm. 


.Maximum 
.Minimum. 
.Maxinunn 
.Minimum. 
.Maxiiuinii 
.Minimum. 
.Ma.\iiiunn 
.Miuiiniun. 
.Ma.ximuir 
.Minimum. 
.Ma.\imum 
.Minimum. 
.Maximum 
.Minimum. 
.Maximum 
.Minimum. 
.Maximum 
.Minimum. 
.Ma.ximum 
.Minimum. 
.Maximum 
.Minimum. 
.Maximum 
.Minimum. 
Maximum 
Minimum. 
Maximum 
Minimum. 
Maximum 
.Minimum. 
Maxinunn 
.Minimum. 
Maximum 
Minimum. 
Maximum 
Minimum. 
.Maximum 
.Minimum. 
Maxinunn 
Minimum. 
Maximum 
.Minimum. 
Maximvim 
.Minimum. 
.Maximinn 
.Minimum. 
Maximum 
Minimum. 
Maximum 
Minimum. 


05 

71 

73 

73 

58 

58 

65 

47 

39 

43 

53 

48 

43 

26 

60 

68 

64 

•w 

40 
70 

39 
73 

i 

70 

721 

55 

52 

53; 

39 

42 

41 

43^ 

45 

29 

27 

(W 

70 

72 

73 

62 

68 

65| 

45 

40 

42 

40 

.36 

40 

2o: 

65 

m 

7S 

82 

69 

54 

62 1 

46 

34 

35 

.52' 

45 

39 

26 

65 

60 

73 

72 

60 

49 

53 

50 

46 

47 

53 

48 

39 

36 

61 

66 

68 

67 

49 

45 

48 

44 

36 

50 

50 

38 

40 

32 

63 

66 

75 

72 

51 

44 

62 

49 

33 

39 

51 

45 

41 

29' 

66 

69 

75 

71 

51 

45 

54 

45 

■M 

43 

52 

42 

40 

26 

64 

6n 

72 

74 

52 

45 

59 

4S 

4S 

51 

54 

48 

44 

2.S 

711 

71 

72 

7u 

00 

44 

70 

41 

44 

47 

48 

44 

40 

29 

66 
4i 


34 
22 

29| 
22! 
53| 
17i 
38| 
20, 
61| 
26 
37' 
27 
32 
24 
37 
27 
36 
24 
6h 
30 
39 
24 


36 

26 

43. 

26 

46' 

14' 

35! 

20i 

34 

23I 

371 

30 

30 

19 

34 

28 

35 

23 


31 
291 


45 

24, 
...   4»l 

•  •  • !  ^''i 

37  39| 
26  251 
32  45 


43  49 


33 
25 
46 
26 
46 
25 
40i  38  45 


2S  30 

44  63 

29:  35' 

40'  48. 

20;  28 


22  26 


36  3' 


i^l 


22  24|  30 
40  43!  49 
31  311  33 
33|  30;  39 
17'  18  26l 
28!  41;  39! 
23l  23  27] 
38,  35:  40 
201  20|  26 
42  40  44 

23  25  3(1 
38  35]  42 
21  21]  26 


48 

33 

4 

30 

49 

31 

38 

29  „- 

40  40 
31   36 

41  45 
35  37 
34 
28 
41 
32 
37 
30 
40 
33 
42 
30 


51! 
34 

46  . 
33. 

49| 
30 
48 


64! 

31! 


36 

35: 
tKJ' 
32' 


34 
30i 
40 
29 
60  63, 
38  361 
6U|  35J 
301  25| 
59]  37] 
3-2:  251 
08  40] 
34i  32 
33]  32I 
30]  22 
34      37 


37:  32 
70  35 
30'     30, 


51 

41 

24 

29 

32 

10 

54 

4B 

25 

29 

20 

11 

62 

53 

52 

35 

26 

h 

50 

40 

28 

30 

28 

7 

50 

35 

26 

31 

22 

6 

48 

43 

23 

43 

18 

12 

49 

32 

20 

30 

30 

6 

50 

34 

20 

30 

30 

6 

52 

34 

23 

65 
-19, 
04 
47 
68 
39 
64 
42 
65 
49 


3« 
53 
42 
65 
42 
02 
43 
65 
45 
65 
45 
63 
38 
67 
36 
63 
41 
63 
25 
67 
43, 

6;j 

40 
65 
39 
63 
40 
72 
35 
64 
43 
62 
35 
66 
40 
71 
30 
63 
40 
63] 
40 


67 
36 
68 
34 
71 
34 
71 
34 
72 
39 
70 
38, 
61) 
33 
69 
38 

'35 

76 
34 


71 

43 

41 

68 

7:! 

68'  78 

40  42 

74  73 

40i  45 

79  78 

37]  55 

73'  74 

38'  48 

74  75 

50,  53 


47 

69 

38  47 

57  56 

46  49 

72  68 

42  38 

61  60 

46  42 

66  67 

35  45 

70  72 
43 
68 
37 

32 

69 

39 

65 

45 

69 

45 

69 

44 

70'  67 

33  48 


70: 
48 
73 
44 
70: 
47 
66 
33' 
70' 
46' 
70i 
.54] 

i 

671 


W<     411 


40  on 
75  76 
411   44 


71 
54 
69 
52 
45 


40  4(1 
52   45 


49  42 

68  64 

48  40 

52  41 

44  42 

.53  45 


49 
53 


41|  41 
691  54 


70!  60 
56,  40 
70'  61 
.53  ... . 
70i 
53, 
65j 
48; 


64 
43 
.55 

27 
70  64 
57  40 


43  41 

.50  44 

40  39 

69  .52 

51  40 


53 
40 
.50 
35 
45 
39 
.5(1 
39 
60 
42 
53 
3(; 
45 
38 
47 
36 
5(1 
35 
47 


37| 
50 
39 
61,. 


70: 

38 
55 

58 

2s 


.55 

28 


49  4(1  26 
62  48  63 
■5(1   44   25 


46 

33 
55 
25 
.5(1 
28 
49 
25 
52 
31 
47 
3(1 
51 
25 
51 
39|  29 
48  68 
36  40 
45   50 


49:  49 


64  66  69  68'  66 

42  40!  47  56  3S 

.55  55:  60;  60  56 

45j  371  40i  53i  351 


2(1 
42 
26 
55 
2(1 
35 
24 
53 
24 


3(1  24 
38  40 
21   24 


36 
21 
35 
13 
24 
20 
34 
16 
57 
22 
3:i 
16 
32 


40 
17 

4(1 

l.T 

42 
16 
38 
15 
42 
2(J 

ic,: 

34 
15 
44 

IS 

'i6 

48 

2(1 


29  30' 
10,  16; 


43 

32 

34, 

3( 

32 

13 

14 

If 

58 

36 

:u 

3:- 

36 

17 

'9 

17 

(SO 

35 

4(1 

4( 

12 

20 

14 

59 

37 

34 

3:! 

37 

16 

19 

17 

45 

29 

32 

3( 

27 

5 

9; 

7 

.59 

34 

32 

.32 

34 

17 

18 

16 

59 

34 

33 

3a 

17 

18 

14 

23 

58 

34 

30! 

32 

33 

16 

17 

13 

53 

28 

29! 

30 

27 

14 

13' 

13 

23 
33 
3(1 

3(1 
34 

30 


45 
25 
42 
28 
42 
25 
42 
21 
47 
25 
40 
20 
39 
15 
47 
2;! 

23  ' 

.50 

25 


42 
19 
39 
II 
28 
19 
45 
15 
37 
25 
39 
1(1 
38 
20 
36 
11 
4(1 
S 
40 
14 
34 
20 
.52 
14 
41 
19 
38 
6 
39 
16 
25 
18, 
40 
23]  20, 

.32I  fiS 


471  49 

37]  29, 

.56;  42, 

35,  28 


58  43 

43;  17 

42 1  42 

38|  17' 


35, 

19! 


43' 
24 


40' 
24 

38' 

21' 

41! 

25 

38 : 

22' 

41   42 

27'  30 


42 

2-5 
38, 


42  3(i 


33  28 
16  20; 
34,  31 
22  28, 
38  301 

16  20 

34  30; 
22  2oj 
28  26 

17  19J 
33  27 
13  17 
33  26 


16  19, 
37  27  i 
10  16: 
32  28! 

17  19; 
35  29] 
20  19! 


23  24! 

40'  2S| 

7;  11 


40  43 

31  32 

33  26! 

I5I  17] 

30]  25 

12!  13! 


38'   44; 


25]  28! 
49, 
33; 
39 
29 
39 


51 
33 


23  24!  32 
45  46,  54 

24  26  33 


45 
35 


40  45 
32   33 


47i, 
33  . 

48 


31!  31 

38  47 

35;  37 

37 1  47] 

30'  31 


37 


37;  37 

40;  49 

34'  36 


39  39 
16  22 


20  25 

36  39 

27  29 

40,  40 

10  24 

38;  34 

26i  31 

39  38 

19  25 


40  32 
21  20 
37  35 
32  27 
43  36; 
21  27 

41  40 
lOj  21 


40  33 
20' 


40;  33 

20!  26 

39j  43 

28;  25 

37;  35 

16  25 

38  39 

14  16 


35 

51 
36 
53 
39 

'37 
50 
39 


51 
36 
41 
28 
49 
31 
45 
24 
47 

48 
22 
49 
35 
40 


46  44 

24  25 

40  44 

20 1  28 

38  60 

36  30 

41  51 
30  34 


19  27 

401  49, 
27  33 

40  40i  48  50' 

271  29' 

42I  38 

25  29 


27 

34 

47 

51 

31 

33 

47 

54 

12 

18 

41 

48 

23 

33 

49 

60 

33 

23 

44 

40 

31 

20 

41 

40 

22;  22 


58 
26 
61 
26 
60 

62 
26 
63 
30 


50  62  56: 


60  57 
32  36 
.58  56 
25  33 
52  6(1 
31 


33 

(.0  57: 

28  27, 
46  57; 

29  ;!0 
.54! 
3(1 


50 
30 

61  ,52: 

30  34! 

53  56] 

28  39| 

,58  61 


24  2-1 
56  5ti 
28  28 
60  ... . 
31   26 


55  56, 

24  34; 

59  56! 

32  35, 


59  . 
71:. 
55; 


30,  36' 

59  58 
21!  '^^ 

60  55 

26  30 
56|  ,50 

27  241 


56]  55] 
23]  23; 


.54: 

291 
52 
29! 
62 
29; 
52 
28, 
55 1 
33; 
49; 


.55 
32 
56 

30 
.50 
31 
58 
31 
46' 
30, 
48 
30 
48 
3(1 
44 
32 
47 
31 
48 
28 


,50 
32 

54| 
22' 
47i 
29' 
60, 
20; 
47| 
27 
43] 
28 


64', 
28 
64 
24 
68 
26 
l'>6 
22 
08 
30] 

n 


;  301 

24 

47! 

60 

25 

■>■> 

.54 

67 

)  3(1 

29 

':«; 

■35 

64 1  68 

32  42 

57  57 

26]  33 

63;  60 

30;  31 

59  56 

20  28 

51  63 

27  29 

51!  51 

26'  31 

61  64 

29  40 
53  56 

30  40 


58  59 

26!  -" 

..  !  56 

.32  36 

58]  64 

26]  39 

58'  64 

24  39 

55;  54 

26  34 

59]  64 

28'  .50 

63 


62,  65 

27]  44 

59  49 

31  28] 

59  60] 

23  361 

63i  55; 

341  30 

56]  (i3l 

231  35: 

,=51  60 

25  30 


36  33!  31  30  36  .35 

17l  15!  22,  18!  15  17!  18 

27!  30  30:  27  30'  30  25 

15|  22;  15;  12  15 


14 


30  36  34 

19  25, 

31  33l 

17!  251 


15; 


40,  49  59!  52 

26  33  30:  35 

39]  40]  58]  ,55 

25  33  29j  34 


281  40 


38 
32 


29 

■^: 

63  . 

27  . 

32 

22 

34 

30 

39 

26 


40' 
29 
34 
3(1 


39  33 

67!  74   38 
26  28   38 


35 

51 

50 

27 

27 

32 

38 

,50 

40 

23 

22 

17 

33 
24 
34 
28 
42 
25 
45 
33,  28 
53!  34 
31]  25 
41  33 
28,  23 
37;  .38 


23  22 

.50,  39 


29: 

36 
31 

40 
20 
30, 

.3(1 
,54 

30] 


33 


25 
6 
30 
8 
37 
12 
22 


24  ... . 

33  52 

26  27, 

34  48] 
22,  11 

35  51] 
23  25] 


36  22 
20 


50] 

25,  22|  22; 

35;  49  41, 

22!  25!  20! 

361  .52!  34, 

22'  21!  221 

...I....,....]. 


25 

14! 
07 

12] 
41 
13 
25 
11 

:^l 
9; 

24] 
13 
21' 

9' 
22' 

9 
24 

n 

24 
10, 


20  24 

8  9' 
22  25 
12  17 

22  21: 

9  l(i 


36 

49 

33 

21 

22 

23 

26 

31 

li 

8 

38 

50 

44 

37 

25; 

30 

31 

30 

10 

12 

32 

30 

'io' 

"i(i 

38 

52 

42 

26 

2S 

33 

30 

32 

11 

14 

22 
9 
23 
12 
20 
11 


9  ... 

25  23 


1(1 

20 

9 

22: 

,    ,      I'l 
42|  231  23,  23; 


'I  'V 

21]  21 

4]  n 

22  21, 

1]  10 


35,  49!  43,  20  21 

21]  26]  20  5  10; 

35  55  40!  21  20, 

20;  24  17]  3  10; 


45.9 


Kpfereiipe  letters,  («,  6,  c),  appearing  in  the  table  indicate  number  ofrtays  missing:  For  example,  6  represents  two  days  missing,  etc 
W  Instruments  are  read  in  the  morning:  the  maximimi  temperature  then  ri'S'l  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
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GENERAL  SUMMARY. 

Seasonal  temperature  and  precipitation  departures  were 
even  more  marked  tlian  during  191t),  witii  tlie  coldest  May  and 
December  of  record.  .January  was  n)ucli  warmer  tlian  usual; 
but  with  an  excess  of  cloudiness  and  compaiativ(>]y  low  maxi- 
mum and  high  minimum  temi)eratures,  vegetation  continued 
at  about  normal  development.  Thermal  conditions  ranged 
above  the  normal  during  the  next  three  months,  witli  precipi- 
tation more  or  less  above  the  average,  although  a  severe  cold 
wave  during  tiie  early  part  of  February  seriously  damaged 
winter  grains,  early  truck,  and  young  tobacco  plants.  An  ex- 
tended period  of  rain  (luring  March,  with  comparatively  cold 
nights,  tended  to  retard  the  advance  of  vegetation,  and  the 
season  opened  10  to  20  days  late,  notwitlustandiiig  the  fact  that 
freezing  nights  ended  generally  al)Out  the  Gth.  Recurring  dry 
weather  during  tlie  latter  part  of  April  was  favorable  for  spring- 
seeding,  and  farm  work  of  all  kinils  proceeded  witli  greater 
seasonal  regularitj'  tlian  for  .some  years.  These  conditions  were 
followed  l)y  the  coldest  May  of  record,  and  germination  and 
growth  of  young  crops  were  greatly  retarded  by  unseasonable 
cold  during  tiie  first  half  of  the  month;  and,  on  account  of 
necessary  replanting  in  large  areas,  cotton,  corn,  and  truck  be- 
gan the  season  in  various  stages  of  advancement;  however,  the 
tobacco  crop  in  the  eastern  counties  continued  in  satisfactory 
condition.  During  .June,  Avliich  was  somewhat  cooler  than 
usual,  crops  reflected  the  amount  of  rainfall  received.  Under 
nearly  seasonal)le  weather  during  .July,  the  general  outlook  ])e- 
came  tlie  most  promising  for  many  years.  While  August  tem- 
p(>ratures  were  near  normal,  the  lack  of  sufficient  and  timely 
rains  resulted  in  a  most  disheartening  deterioration  of  cotton, 
late  corn,  gardens,  truck,  and  pastures,  which  continued  witli 
but  little  relief  until  the  autumn.  'I'obacco,  however,  had 
maintained  excellent  condition,  and  a  successful  season  closed 
(luring  the  montli.  Septeml)er,  October,  and  November  aver- 
ag(Ml  over  8  degrees  below  normal,  culminating  in  the  coldest 
December  of  record,  with  an  unpreeedentedly  long,  period  of 
cold,  which  l)egan  after  the  first  week  and  continued  into  1918. 
The  gleaning  of  the  remaining  cotton  in  the  fields  was  practi- 
cally finished  during  the  month. 

The  last  general  spring  killing  frosts  occurred  on  March  6 
and  between  April  7  and  11.  or  al)ont  17  days  earlier,  on  the 
whole,  than  in  1916.  The  first  general  autumn  killing  frosts 
occurred  on  October  80-31,  or  al)Out  IB  days  earlier  than  in 
1916.  The  average  latest  spring  killing  frost  date  for  1917  was 
March  IS,  or  4  days  earlier  than  normal,  and  the  average  ear- 
liest autumn  killing  frost  date  for  1917  was  October  27,  or  14 
days  earlier  than  normal.  The  growing  season  of  1917  was 
228  days  in  length,  or  10  days  less  than  normal,  but  it  opened 
and  closed  al)out  17  days  earlier  than  in  1916  and  about  IS 
days  earlier  than  normal.  Furthermore,  a  loss  of  10  to  20 
days  in  growth,  incidpnt  to  February  freezes,  unseasonable 
weather  in  March  and  abnormal  cold  in  ,Afay.  renlly  reduced 
the  growing  season  to  about  200  days. 

During  the  growing  season,  March  to  Septendier,  inclus- 
ive, the  total  rainfall  was  81  85  inches,  or  0.70  inches  below 
the  81 -year  normal.  A  marked  deficiency  of  nearly  3  inches 
in  August  when  most  needed  was  nearly  overcome  by  season- 
able rainfall  during  the  remaining  months. 

Freshets  in  the  Snntee   nnd    i'ee   Dee   river  districts  during 


portions  of  three  months  of  the  year  were  attended  by  imavoid- 
able  losses  approximating  !!$61,08o,  and  the  value  of  movabh! 
property  saved  by  timely  Hood  warnings  has  been  conservatively 
estimated  at  $221,200.  " 

The  annual  mean  temperature  was  61.4°,  or  l.o°  below 
the  81-year  normal.  The  wannest  month  was  July,  with  a 
mean  of  79.9°,  or  normal;  coldest  month,  I)eceml)er,  with  an 
average  of  87.7°,  or  8.4°  l)elow  normal,  and  the  coldest  Decem- 
ber of  record.  The  highest  annual  mean  temperature  at  any 
station  was  64.6°  at  Charleston;  lowest  annual  mean,  5o.0°  at 
Mountain  Rest,  Oconee  County.  The  highest  teniiierature  was 
102°  at  Blackville,  Barnwell  County,  jMeriwether,  JMcCorniick 
County,  and  Newberry,  Newberry  County,  on  June  24;  at 
Anderson,  Anderson  County,  on  June  24  and  26,  and  at  Cal- 
houn Falls,  Abbeville  County,  on  July  9  and  81  and  August  1  ; 
lowest  temperature,  6°  l)elow  zero  at  Landrum,  Spartanburg 
County,  and  Mountain  Rest,  Oconee  Countj-,  on  December  80. 

The  average  annual  precipitation  was  48.49  inches,  or  4. IS 
inches  below  the  81 -year  normal.  The  greatest  annual  amount 
at  any  station  was  61.54  inches  at  Mountain  Rest,  Oconee 
County;  least  annual  amount,  88.57  inches  at  Charleston.  The 
greatest  monthly  amount  at  any  station  was  14.11  inches  at 
Pinopolis,  Berkeley  County,  in  July;  least  monthly  amount. 
Traces,  at  Georgetown,  (ieorgetown  CViunty,  and  Orangeburg. 
Orangeburg  County,  in  October.  The  greatest  24-hour  anmuiit 
at  any  station  during  the  year  was  5. 65  inches  at  Floyd  Dale, 
Dillon  County,  on  September  29.  The  average  annual  number 
of  days  with  measurable  precipitation  was  97;  greatest  num- 
ber at  any  station,  124  at  W'alhalla,  Oconee  County;  least 
number,  61  at  Orangeburg,  ()rangei>urg  County. 

The  total  amounts  of  snow  ranged  from  Traces  to  11.2 
inches,  and  the  snowfall  was  confined  principally  to  the  storms 
of  Deceml)er. 

The   average    annual    atmospheric    pressure,    determined 

I  from  reports  of  8  regular  Weather  Bureau   stations,  was  80.07 

j  inches.      The  highest  pressure  in  the  region   covered  by  reports 

[was  80.71  inches  at   Asheville.  N.  C,  on  November  2(),  and  in 

the  Section  proper,  80. (i6  inches  at  Columbia  on  November  27; 

the  lowest    pressure  was  29,85   inches  at   Charlotte,  N.   C,  on 

April  5,  and   in   the  Section   proper,  29.41  inches  at  (Jreenville 

on  November  22. 

The  average  annual  sunshine,  determined  from  S  auto- 
matic records,  was  68%  of  the  possible  amount.  The  avernge 
annual  number  of  clear  days  was  192;  partly  cloudy,  S5,  and 
cloudy,  S8,  as  against  norniiils  of  169,  108  and  98  days,  respect- 
ively. 

The   average  annual   relative  humidity  was  as   follows:    8 


a.m.,   ( 


9%;  8  p,ni.,  68%. 


The  prevailing  wind  was  from  the  southwest.  The  average 
annual  hourly  velocity,  determined  from  8  anemometer  records, 
was  8. ()  miles.  The  highest  recorded  velocity  during  the  year 
was  60  miles  per  hour  at  Savannali,  Ga.,  on  Feliruary  2,  and 
at  Charlotte,  N.  C,  on  April  80  and  June  21,  and  in  the  Sec- 
tion f)roper,  46  mih^s  f)er  hdur  at  Columbia  on  ,\pri!  5  nnd  at 
Charleston  on  July  8. 

Earth  tremors  were  reported  during  the  y(>ar  as  follows: 
At  Sunimerville,  Dorchester  County,  April  11  and  Sejitember 
15,  22,  and  80.  

WEATHER  BY  MONTHS. 

Jdiindri/.  —  The  month  was  marked  by  unusual  warmth  and 
an  excess  of  cloudiness,  with  maximum  temperatures  somewhat 
below  normal  and  minimum  temperatures  somewhat  higher 
than  the  average.  Precipitation  was  slightly  a!)ove  normal. 
Under  these  conditions,  vegetntinn  continued  in  nenrly  normal 
seasonal  condition. 

Frhriiiiri/.  —  Widespread  damage  tn  all    winter  croi^s  attendeil 
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the  extreme  cold  of  the  Hrst  half  of  the  month,  when  the  coldest 
weather  since  189H  occurred.  The  last  half  was  marked  by 
un.seasonal)ly  high  temperatures,  resulting  in  a  mean  tempera- 
ture somewhat  above  normal.  Precipitation  was  ample  for  all 
needs,  and  the  snowfall  was  generally  light  and  .scattered. 

Winter. — Mean  temperature,  47.9°,  or  l.()°  above  the 
normal  determined  for  Hi  years.  Precipitation  averaged  10.28 
inches,  or  0.92  inch  below  the  81-year  normal. 

Mnr.-h. — Precipitation  was  considerablj'  above  the  normal, 
but  temperatures  continued  near  the  seasonal  average.  Cloudy 
weather,  with  cold  nights  and  extended  periods  of  rain,  tended 
to  retard  the  advance  of  vegetation,  and  the  sea.son  at  the  close 
of  the  month  was  10  to  20  days  late.  The  great  majority  of 
latest  spring  killing  frosts  occurred  on  the  bth.  Unavoidable 
losses  from  freshets  during  late  February  and  early  March 
a[)proximated  S29,B7o,  and  the  value  of  movable  property 
saved  by  warnings  of  the  Weather  Jkireau  was  estimated  at 
8So,70(). 

April. — Temperatures  ranged  considerably  al)Ove  nornial, 
and  killing  frosts  during  the  Hrst  few  days  were  confined  to  the 
northwestern  counties.  Pr(>cipitation  was  somewhat  above  the 
average.  Farm  work  proceeded  with  greater  seasonal  regularity 
than  for  some  years  The  unavoidable  losses  from  freshets 
approximated  $28,))Sr),  while  the  value  of  moval)le  i)roperty 
saved  by  timely  warnings  was  estimated  at  So8,o00.  i 

Ml!/. — The  month  was  the  coolest  May  of  record  l)y  2.7°,  ' 
due  to  abnormally  cold  weather  between  the  ")th  and  loth,  ' 
when  the  minus  departures  averaged  12°  per  day.  Precipita- 
tion was  sonunvhat  below  normal.  The  prolonged  cold  was 
generally  detrimental  to  young  crops  alrea<ly  up  and  resulted 
in  irregular  germination  of  seed.  Thunderstorms,  with  con- 
siderable hail  and  frequent  violent  wind  squalls,  were  numer- 
OU-;  b(4ween  the  22d  and  28th,  and  a  tornado  traversed  (ireiMi- 
wood,  Saluda,  Newberry,  and  Laurens  Counties  on  tlie  22d. 

Spriiif/. — Mean  temperature,  ()2.2°,  or  0.7°  below  the 
normal  determined  for  81  years.  Precipitation  averaged  11.82 
inches,  or  1  .()7  inches  above  the  81 -year  normal. 

(CONTINIEI)  O.N   I'A(JK  1(14.) 
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I'rccipitation 


.\vpraKP  nunibpr  of 
day.s. 


1SS7 

6-i.  3 

IWS 

(il.8 

1SS9    

m  .0 

(i4.  4 

1890 

1K91 

(',3.  0 

t;i.  4 

«3.  0 
63.5 

ISU'i 

i«9a 

1«)4 

l.S9.i 

61.9 
63.9 

1H9<J 

1897 

63.3 

189S 

63. '2 

1899 

62.8 

19(1U 

63  2 

11K)1 

61.  1 

1902 

62.  6 

1903 

62.  2 

191 J4 

61.7 

190.5 

62.6 

I90li 

63.  3 
63.  3 

1907 

1908 

63.  7 

1909     

63.  4 
62.7 

1910 

1911 

64.9 
62.  5 

191-2 

1913 

63.  8 

1914 

62.  5 
62.  9 
63.4 
61.4 

1915 

19It) 

1917 

I'oriorl 

62.  9 

110 

108 
102 
104 


102 
104 
105 
105 
104 
107 
106 
105 
106 
102 
107 
106 
105 
107 
102 
106 
100 
105 
103 
106 
109 
109 
108 
106 
103 
W2 
110 


13 

10 

11 

13 

6 

3 

-1 

-6 

5 

3 

8 

-11 

1 

2 

10 

10 

8 

0 

11 

12 
12 

11 
16 
6 
16 
11 
17 
10 
-6 
-11 


43.  43 
54.  63 

46.  76 

42.  29 

47.  52 
47.36 

53.  f)8 
50.  49 
48.99 
44.95 
46.40 
49.  26 
46,76 
49.  79 

54.  98 
46.  43 
50.87 
40.98 
45.10 
54.81 
47.79 
53.  33 

44.  61 
45.31 
39.  80 
.54.  32 
47.57 

43.  39 
48.89 
43.91 
43.  49 
47.67 


101 
104 
86 


98 

105 
88 
86 
99 

107 
95 
96 

106 
98 

103 
95 
92 

107 
99 
94 
91 
91 
91 

102 
93 
96 
93 
93 
97 
97 


154 

123 

88 

sw  . 

154 

116 

95 

sw. 

163 

119 

84 

s\v. 

158 

102 

105 

svv. 

143 

111 

HI 

s\v. 

158 

104 

103 

s\v. 

llw 

99 

99 

s\v. 

167 

102 

96 

.''\\'. 

lr> 

99 

94 

s\v. 

166 

95 

104 

sw. 

188 

87 

91 

.sw.    t 

169 

85 

111 

sw.    t 

159 

103 

93 

.s\v. 

157 

123 

75 

s\v. 

169 

114 

83 

.SH  . 

178 

113 

73 

.s\v. 

181 

111 

73 

sw. 

161 

120 

84 

s\v. 

177 

70 

119 

sw. 

181 

81 

103 

sw . 

163 

110 

92 

vv. 

190 

92 

83 

w. 

184 

97 

85 

sw. 

192 

85 

88 

sw. 

169 

103 

93 

sw. 

c  ^. 

i 

1 

Temperature. 

Proripitation.        ^="5 

i 

Xmnber 
of  (lays. 

Wind. 

, 

'^  *-. 

X 

Months. 

0  5     "    " 

•— 

> 

>; 

-2     *    =• 

^ 

■c 

'  z^ 

r/j 

\~         1      kr 

9 

!/■;  n     '     1     '     1 

a, 

0 

-e 

? 

^ 

s 

+2 

X  >>      a,  '  i 

Co  >  ?;  %\ 

5.; 

'-> 

>:\^i.-a=. 

a 
a 

a; 

!5 

08 
U 

£ 

1 

> 
< 

(5 

a.  = 

c 

K 

0, 

■g 

Jannary 

49.7 

+4.0 

79      9 

3.74 

+0.  36 

5.89   86   751 

46 

12    10      7    14    8. 9    sw. 

February . . . 

47.3 

+0.4 

87 -2 

4.11 

-0.32 

8.35    75    65 

64 

8    14      7      7  11.3    sw. 

March 

5.  50 

+0.4 

88    14 

5.39 

+  1.48 

12.42    75    66 

60 

Ill   14      6    11  10.5    sw. 

ADril 

64.9 

+2.5 

96    28 

3.34    +0.56 

4.57    73    60I 

76 

71  20     6      4    8. 9    sw. 

May 

66.  3 

-5.1 

98    31 

3.091  -0.37 

5.  16    68    59 

70 

7    18      7      6    9.2    w. 

June 

76.9 

-0.6 

102    43 

4.49!   -0.52 

4.60    79    69 

70 

8|   16    10      4    7.8    sw. 

Jniy 

79.9 

0.0 

102    52 

6.56|  +0.72 

14.11    84    78 

60 

12    14      9     8    7.0    sw. 

Augu.st 

78.5 

-0.3 

102    49 

3.23    -2.93 

8.62    85    73 

63 

8    15    10      6    6.4    sw. 

September  . 

71.2 

-2.9 

98    40 

5.75,   +1.76 

9.76    86    76 

49 

10,  12     8    10   8.6   ne. 

October  .... 

59.  3 

-3.8 

90   22 

1.50    -1.62 

4.03    81    68 

77 

4|  23      5      3    8.5    sw. 

November. . 

50.  4 

-3.4 

83    16 

0.82    -1.44 

2.46    78    63 

72 

4|  21     4     5   7.4    ne. 

December  . . 

37.7 

-8.4 

82  -6 

1.47    -1.86 

3.35    81  j  69 

52 

6]  16,    6    10   9.3   ne. 

Annual . . . 

61.4 

♦-1.5 

102  -6 

43.  49* -4. 12 

14.11    79    68 

63 

97I192!  85   88,  8.6   sw. 

*  From  31-year  averages. 

KILLING  FROST  OR  FREEZING  TEMPERATURE  DATES  AND 
GROWING  DAYS. 


.Averages- all  records. 


KASTEli.V    PORTIO.V. 

.\Ilendale 

Heaufort 

Blaekville 

Howman  

Centenary 

Charleston  

Cheraw 

Conway  

Darlington 

Ferguson 

Florence  (1 ) I  Mch 

(ieorgetown Mch 

Kingstree. . . 

f  )aks 

Orangeburg. 
I'inopolis. . . 
St.  (ieorge 


1917. 

Last  in 

First  in 

spring. 

autumn. 

Mch.    6 

Oct. 

25 

Mch.    6 

Nov 

23 

Mch.  19 

Oct. 

25 

Mch.  19 

Oct. 

22 

.Mch.  19 

Oct. 

26 

Feb.   13 

Nov 

25 

Mch.  19 

Oct. 

25 

Mch.    6 

Oct. 

31 

Apr.   10 

Oct. 

25 

First     I  o  >  [ 

autumn  '  o  ?  - 

date.     ,y.  u" 


Mch.  13 
Feb.  28 
Mch.  19 
Mch.  23 


Nov.  16 
Nov.  30 
Nov.  14 
Nov.    5 


248 
275 
240 
227 


Mch. 
Mch. 
M<h. 
.Mch. 
.Mch. 


Mch. 
Mch. 
Mch. 
Mch. 


■*t.  Matthews '  Mch. 

iSociety  Hill Mch. 

Sumnierville Mch. 

Walterboro 1  Mch. 

Yemassee I  Mch. 

Normal 

.\verages  for  1917 

Wicsri:i!.v  PoHTloN. 

.\iken  

.Vndersou 

liate,>.ljin'g 

Calhoun  Falls 

Camden 

ciem.'-on  College 

Columbia 

(ireenville 

(ireenwood 

Ih'ath  Spring 

Kershaw 

Landrum 

Liberty  

Little  Mountai  n 

Meri  wether 

Mouetta 

Mountain  Kest  

New  berry 

.'^alucla 

Santuck  

Spartanburg  

Trenton  

White  Oak 

Winthrop  College 


Oct. 

Nov. 

Oct. 

0(t. 

Oct. 

Nov. 

Nov. 

Oct. 

Oct. 

0(t. 

Oct. 

Oct. 


31 
3 
25  i 
26 
25 
24 
25  i 

24  ' 

25  I 
31  I 
31 
22 


Feb.  19 
Apr.  1 
.Mch.  19 
Mch.  22 
Mch.  25 
Mch.  22 
Mch.  10 
.Mch.  13 


Dec.  11  ) 
Nov.  3  I 
Nov.  8  I 
Nov.  1 
Nov.  7 
Nov.  9  ■ 
Nov.  21  I 
Nov.  19  I 


295 
216 
228 
217 
227 
232 
256 
251 


Mch.  4 
Mch.  9 
.Mch.  13 
Mci.  19 
Mch.  15 
Mch.  15 
Mch.  11 

Mch.  16 


Mcli.  14  I  Nov.     1 


6  !  0<t. 


Normal 

Averages  for  1917 

Section  Normal 

.'Section  averages  for  1917 


Mch. 
Mch. 
.\pr. 
Mch. 
Mch. 
Mch. 
Mch. 
Mch. 
Mch. 
Mch. 
Mch. 
Apr. 
Mch. 
Apr. 
Apr. 
Mch. 
Mch. 
Mch. 
Mch. 


Mch.  21 


Mch.  IS 


Oct. 
Nov 
Oct. 


Mch.  30  Nov.  10 
Mch.  28  Nov.  4 
Mch.  29      Nov.  11 


Nov.  29  i 
15  i 


Nov 
Nov.  14 
Nov.  10 
Nov.  14 
Nov.  9 
Nov.  14 


Nov 


270 
251 
246 
236 
244 
239 
248 


225 
221 


Oct. 
Nov. 
Oct. 
Oct. 
Oct. 
Oct. 


Mch.  22 
Apr.     3 

Mch.  20 
Apr.  6 
Mcli.  23 
.Mch.  27 


N.iv. 
(JCt. 
Nov. 
Nov. 
Nov. 
Oct. 


231 
211 
243 
209 
231 
218 


Oct. 
Oct. 
Oct. 
Oct. 
Oct. 
Oct. 
Oct. 

o<t. 

Oct. 
Oct. 
Oct. 
Oct. 


Apr.  1  Nov.  1 

.Mch.  24  Nov.  12 

.Mch.  23  Nov.  2 

Mch.  25  Nov.  4 


214 
233 
224 
224 


Oct.  23 


Oct.  27 


Mch.  30  I  Nov.  1 
Apr.  3  Nov.  2 
Apr.  4  I  Oct.  29 
Mch.  24  I  Nov.  1 
Mch.  17  Nov.  16 
Mch.  27  Nov.  14 
.Mch.  28  '  Nov.  7 

Mch.  27  i  Nov.  6 


Mch.  22  '  Nov.  10 


216 
213 

208 
221 
244 
232 
224 

224 
216 

233 
223 


t  Also  other  directions. 


Note.— Killing  fro.st  data  in  above  table  determined  according  to  ^the  following 
standard  :  Last  or  tir.st  clear  or  partly  cloudy  day  w  ith  temperature  of  32°  or  lower  and 
last  or  first  cloudy  day  with  31"  or  lower,  but  without  rain,  sleet  or  snow;  in  case  of 
precipitation,  then  the  next  svicceeding  day  with  proper  temperature  and  weather  was 
used.  The  average  nmnber  of  growing  days  is  the  difference  between  the  average 
spring  and  »utunni  killing  fro.st  dates. 


Ye.vr,  1917 


CLIMATOLOGICAL  DATA:     SOL'TH  CAROLINA  SECTION 
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Climatological  Data  for  the  Year  1917. 


Counties. 

<u 
« 

c 
1 

Temperature  (degrees  Fahrenheit). 

Precipitation  (inches). 

g 
1 

Sky. 

0 

3 

Stations. 

1 

0 

■^ 

tu 

s 

c 

V 

s 

s 
c 
a 

■3 
R 

(A 

•D 
U 
0 

v 
eg 

tit 

c 

CS 
V 

c 

Is 
0 
i- 

2 
0 

.a 

c 
0 

c 
c 

g 

<-> 

0.  30 

c 
c 

•3 

»   . 

i 

s  - 
174 

3 
0 

:l 

e 

3 

59 

2 

V 

■5  c 

«"i 

_c 

'5 

> 

P 

K.\STKRN    POKTIDX. 

.MlondiUe 

lieaul'ort  

Hlackville 

liiiwiimn 

Centenary 

Charleston      

Barnwell 

Beaufort 

Barnwell 

Orangeburg 

Marion 

Cluirle.ston 

ChestertieUl 

Horry 

Darlington 

Baniburg  

Florence  

Orangeburg 

Florence 

Florence 

Dillon 

.(ieorgetown 

Williamsburg 

lieorgetown 

<)rangebiu-g    

Berkeley 

Clarendon 

Dorchester 

Calhoun  

Darlington 

Dorclie.ster 

Colleton   

Hampton 

extremes. 
Aiken  

180 

21 

290 

lliO 

43 

4S 
144 

25 
175 

143 
lOCi 
03 
13i; 
130 

12 

54 
70 

"    "204' 

54 

97 

109 

209 

192 
75 
09 
24 

31 

30 

30 

17 

2 

47 
31 
21 
20 

63.7 

02.' 7' 
02.4 

04.  5 
00.4 

oi.'V 

99 
101 
102 
101 
100 

95 
97 
97 
98 

.June  24 

luly    29 
June  24 
Iinie  24t 
June  24 

July    28 
.lune  24 
June  24 
June  24 

10 
11 

0 

12 
0 

Feb.     3 
1-eb.     3t 
Feb.     3 
Dec.    30 
Dec.   30 

Feb.     3 
Dec.   30 

36 
32 
34 
17 
2 

47 
35 
30 
23 

30 
27 
32 
30 
30 

21 
25 
30 
2 
2 

71 

7 
30 
30 

27 
20 
15 
29 



52 
34 
34 

13 

25 

52 
12 
13 
20 
31 

5 
5 

40.  54 

8.84 

July 

Oct. 

1.0 

0.2 
1.0 
3.3 
1.9 

1.5 
5.6 
2.5 
1.0 

1.5 
0.8 
1.0 
1.0 
1.5 

101 

132 

sw. 

40.  80 
42.09 
40.14 

33.57 
47.00 
51.  92 
36.78 

43.96 

43.  92 

40.' 55 
41.25 

"37^41' 
43.40 
40.  59 

39.  19 

47.59 

40.78 
40.14 
44.41 

45.  85 
35.41 

30.  i  9 

42.  36 

44.  06 

47.  .58 

40.  82 
35. 25 
47.07 

37.  42 
49.98 
41.83 
50.  39 
80.97 

47.09 
39.97 

7.12 
8.43 
9.47 

9.95 
9.34 
9.39 
7.06 

9.  06 
9.23 
11.41 

8.02 
7.95 

10.10 
10.33 

8.  .30 
7.55 

9.  05 

14.11 
9.76 

8.75 
9.  04 

7.21 
0.  22 
7.80 
.5.47 

14.11 

7.17 
8.84 
7.09 
4.70 
7.86 

8.35 
9.99 
0.24 
10.19 
4.96 

7.37 
.5.91 

July 
July 
July 

July 
June 
July 
Sept. 

July 
Sept. 
July 
June 
July 

June 
July 
July 
July 
July 

July 
Sept. 
July 
July 

Sept. 
July 
July 
Sept. 

July 

.Sept. 
Mar. 
Feb. 
Mar. 
Mar. 

June 
July 
Sept. 
Mar. 
June 

July 
Mar. 

0.75 
0.04 
0.48 

0.  31 
1.42 

0.  27 
0.70 

0. 22 

0.88 
0.20 
0.73 
1.00 

Nov. 
Oct. 
Oct. 

Nov. 
Oct. 
Oct. 
.\ng. 

Oct. 
Nov. 
Nov. 
Dec. 
Oct. 

94 
81 
112 

107 
120 
99 
96 

102 
9^2 

"iaV 

87 

222 
233 

134 

185 

00 
72 
127 

93 

83 
00 
104 

87 

sw. 
sw. 

Clieriiw     

0      Dec.    30 

Darlington        

0 

Dec.    30 

172 

38 

155 

Kdi^to  tt  

Ferguson 

Klori'iict'  I 

30 

30 

1 

'ei.'i' 

98 
100 

July   28 
July    31 

10 

Dec.    30 
Dec.    30 

"■m 

207 

"52' 
95 

'gi 

03 

sw. 
lie. 

Flovd  Dale 

21 

25 

30 

2 

■} 

21 

'63.6' 

02.  0 
00.7 

101 
97 
97 
98 
9S 

90 

June  24t 
July    21 
.lune  24 
June  24 
June  24 

July    31 

Dec  ."30 

T. 

0.28 

0.20 

T. 

1.02 
0.70 
0. 35 
0.60 

1.30 
0.04 
0.40 
0.  24 

T. 

0.97 
0.52 
0.51 
1.12 
0.41 

0.  70 
0.94 
1.04 
1.04 
0.81 

0.80 
0.26 
0.59 
0.58 
0.73 
0.87 
0.99 

1.92 
0.94 
0.89 
0.90 
0.57 

0.82 
0.03 
0.40 
1.03 
0.48 

0.43 

Oct. 
Nov. 
Oct. 
Oct. 

Oct. 
Oct. 
0  t. 
Oct. 

Oct. 
( )ct. 
Nov. 
Oct. 

0  t. 

Nov. 
Nov. 
Nov. 
Nov. 
Nov. 

Nov. 
Nov. 
Nov. 
Dec. 
Oct. 

Nov. 
Nov. 
Nov. 
Nov. 
Nov. 
Nov. 
Nov. 

Nov. 
Nov. 
Nov. 
Dec. 
Nov. 

Dec. 
Nov. 
Nov. 
Nov. 

Nov. 

Nov. 

2.8 
2.0 

5.8 

T. 

1.0 
1.8 

1.8 
2.3 

3.0 
1.3 

"i.'o' 

1.9 

0.5 
5.2 
2.5 

7.0 

2.8 

3.5 
5.4 
4.0 

9.0 
2.1 

2.0 
2.4 

"k'.'i 
4.0 
6.5 
7.5 

56 
84 
114 
61 

79 
107 
119 

88 

115 
121 

"90' 

95 

91 
100 

82 
98 
103 

96 
93 

83 
93 
112 

73 
99 

"ii'i' 

89 

64 

102 

197 
217 
1.55 

188 

123 
34 

138 
56 

45 
114 

-') 

121 

lie. 
w. 
w. 
w. 

nw. 

King>tree  

Oaks  

i  Orangeburg 

8      Dec.   30 

7  Dec.    .30 

8  Dec.   30 

10      Dec.    30 

IMnopolis'*      

"222' 
198 

194 
112 

"234' 

192 

44" 

98 

79 
225 

"38' 

86 

99 
69 

92 

28 

"93' 

87 

31      04.3 

99 
98 

98 
96 
100 
90 

102 

99 
102 
94 

"i02' 

99 

"92' 
97 

iune  24t 
.lune     1 

•lune  24t 
June  24 
July    27 
June    2t 

June  24 

Jinie  24 
.lune  24t 
.lune     11 

'July '9t' 

June  24t 

'ju'i.v  "sot 

June  24 

12 
9 

0 
10 
10 

8 

0 
0 

Dec.   30 
Feb.     :it 

Dec.    30 
Di'c.   30 
Dec.    29 
Feb.      3 

Dec.   30 
Feb.     3 

sw. 

s. 

ne. 
sw. 

« 

sw. 
sw. 

sw. 

w. 

sw. 

."^t.  Matthews 

.■Society  Hill 

Sunniierville 

Walterljoro 

Yeniassee   

31 

27 
20 
15 
24 

02.  7 

60.  6 
63.8 

'02.'9' 

62  7 

WKSTKli.S-   I'OIMIO.N, 

.\ikeu  

527 
704 
050 
29.{ 
508 

502 
402 
850 
.351 

28 

62.3 

30    

30     

i      60. 5 
12     

"23'   '.59.'6' 

31  02.1 

2      Dec.    30 
6      Dec.   30 

"    "0'   'Feb.' "si- 
ll     Feb.     3 

""5'   'F'eb."'3t 
8      Dec.    30 

225 
210 

9 
73 

131 

82 

Uatesburg    

Le.xington 

Fairfield 

lilairs 

Callioun  I'alls 

Camden 

Catawba  

Chappells 

Clenison  College 

Abbeville 

Kershaw 

179 

81 

105 

w. 

lie. 

sw. 
ne. 

York 

Newberry 

' '228' 
167 

94 

■■'eo' 

104 

Kdgetield 

(iaston  Siioalstt 

Hreenville.No.  I 

(ireenville,  No. 2 

fireenwood       

Kdgetield  

Cherokee 

(treenville  

(Jreenville 

(ireenwood 

Lancaster 

Kershaw 

Spartanburg 

Pickens  

Newberry 

McCorniick 

080 
989 

'"'oii' 

508 
.500 

1003 
'.KKI 
711 
450 
400 

1380 
502 
850 
536 
512 

875 
620 
1061 
548 
690 

3      Dec.    30 

224 
120 
2.53 

"  gi 
0 

188 
9 

"'89' 
141 
57 
103 

26      58. 7 
31       .59  4 

100 
98 
90 

101 

June  24t 
June  24 
,luly    31 
June  24 

0 
5 
0 
5 

-0 

Dec.   30 
Dec.   30 
Dec.    30 
Dec.   30 

Dec.    30 

34 
34 
10 
2 

3 
25 
25 
15 
11 

2 
31 
14 
16. 
25 

36 
25 
16 
2 
18 

58.34 
40.90 

39.  55 
40.08 

'  'ji.'so" 

34.  65 

"42.'9i' 

61.54 
38.20 
52.  42 

40.  35 
34.  73 

40.  23 

"00.' ,52' 
43.  99 
40.61 

44.18 

43.49 

10.79 
6.55 
0.  06 
7.81 

11.  1 
1     .19 

5.24 
4.55 
5.98 

12.42 
5.02 
9.56 
6.43 
0.21 

9.03 
0.59 
11.50 
5.  82 
7.25 

12.  42 
14.11 

Mar. 

Mar. 

Uily 
June 

Mar. 
Mar. 
July 
Feb. 
July 

Mar. 
Mar. 
Mar. 
July 
Mar. 

Mar. 
Mar. 
Mar. 

Sept. 
July 

Mar. 

July 

sw. 
w. 
w. 
w. 

Heath  Spring 

Kersha  vv 

Landruni 

Liberty 

Little  .Mountain 

Meriwether 

Monetta 

Mountain  Kest 

Newberry 

Pelzer ■ 

Saluda  

Hantuek 

Spartanburg 

Trenton 

10 
2 

3 
25 
25 
15 
11 

2 
26 

58.9 
60.  6 

59.7 

'62.' 5' 

55.0 
61.3 

97 
101 
102 

99 

91 
102 

June  26 
June  24 
June  24 
June  24 

June  23t 
June  24 

5      Feb.     3t 
0     Dec.   30 
9      Dec.    30 

11.2 
4.0 

116 
91 

155 

187 

165 
35 

45 
133 

sw. 
w. 

(i 

-6 
5 

Feb.     3t 

Dec.   30 
Dec.   30 

1.7 

8.2 
5.8 
7.5 
5.0 

4.8 

9.5 

109 

138 

171 

■56 

sw. 

Oconee 

Newberry 

113 
109 
94 
104 

106 

154 

105 

sw. 

Anderson 

Saluda  

16 
25 

30 
25 

ei.o 

60.3 

.58.6 

101 
101 

99 
100 

June  24 
June  24 

.lune  26t 
July   29t 

4 

-1 
6 

Feb.     .3t 
Dec.  30 

Dec.   30 
Feb.     3 

223 

182 

112 

65 
71 

sw. 
sw-w. 

Spartanburg 

Edgefield 

sw. 
sw. 
sw. 
lie. 

sw. 

sw. 

Walhalla 

White  Oak 

Winthrop  College  tt. . 

Division  means  and 

Sej'tion  means  and  ex 

Oconee 

Fairfield 

York 

extremes. 

tremes. 

0.56 
1.09 
1.46 

0.26 

T. 

Nov. 
Dec. 
Nov. 

Nov. 

Oct. 

7.4 
5.5 
8.0 

5.0 

3.9 

124 
94 

68 

97 
97 

170 

218 
154 

192 

192 

118 
81 
155 

86 

85 

77 
60 
56 

87 

88 

2 

18 

61.2 
58.2 

60.2 

61.4 

99 
97 

102 

102 

June  24 
.June  24t 

June  24t 

June  24t 

5 
3 

-6 

-6 

Dec.   30 
Dec.  30 

Dec.   30 

Dec.  30 



t  On  other  dates  also. 

**  Temperature  data  are  from  observed  readings  of  the  dry  bulb;  means  are  computed  from  observed  readings. 
tt  Postoflice  addrp.sses  of  these  stations  are  as  follows :  Of  Edisto.  Embree;  of  Oaston  Shoals,  (iaffney  ;  of  Winthrop  College.  Rock  Hill. 


102 


CLIMATOLOGICAL  DATA  :   SOUTH  CAROLINA  SECTION. 


Ykar,  1917 


Monthly  and  Annual  Precipitation  for  the  Year  1917,  with  Departures  from  the  Normal. 
Ma  roll. 


August.   I  September.    October.    November.  |l)tccml)er.     Annual 


c 

■ 

o 

; 

'^ 

6 

'Z^ 

CL- 

cd 

C3 

a 

o 

c 

o 

t 

i. 

Z 

a. 

■  C 

P 

ber. 

Annual. 

c 
c 

Oi 

Zi 

CQ 

^ 

2 

:- 

c. 

■^ 

a 

u 

cc 

c 

c 

<u 

« 

O 

C 

Camden 3.23-0.11 

Catawba I  2.72'-0.48 

Chappclls ;  3.69+0.84 

Cli'mson  College ,  4.52-0.03 

Columbia |  2. 90! -0. 39 

KilK.'tii'ld  

I  lastoii  Shouls  . . 
CiVfiiville.  .\().  1 

(il iiville,  .N'c).2 4.48+0.23    6.34 

(Ji-HPinvooil     :  3.271-0.32    5.17 

Heath  Spring ,  3. 07  -0.  18,  5. 68 

Kershaw I  3. 61 |  4.  70 

Lanilrum 4. 06 4.  69 

Liberty .3.30-0.97 

Little  Mountain [  3. 18  +0. 12 

M.-ri wether t  4.24+0. 

Monetta i  4. 02!  +0. 78 

.Mountain  Re.'it 5. 89' . . 

Newberry 

Pelzer 

.Saluda 


Santuek '  2.911-0.55 

Spartiinburg I  3.  59  -0.  07 

Treutou j  3.95+0.79 

Wallialla |  5.321  +  1.13 

White  Oak  :  3. 021-0. 26 

Winthrop  College j  2.021-1.00 

Division  means  and  3.  78  +0. 31 

departures.  I 

Section  means  and  3.  74|+0. 36 

departures.  '^ 


The  departures  from  the  normal  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record. 

I11-1K..50.     (2)   -13.88.      (3)   -16.01.     141-11.53.     (ft)   -15,11.     ((i)  -10.89.     (7)  -13.17. 


Ye.m?,   1917 


CLnrATOLOGICAL  DATA:   SOUTH  CAROLINA  SECTION. 
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Monthly  and  Annual  Mean  Temperatures  for  the  Year  1917.  with  Departures  from  the  Normal. 


January. 

February. 

March. 

April. 

M 

ly. 

June. 

July. 

August. 

Septemberj 

October. 

November 

December. 

Annual. 

6 

i; 

6 

i> 

a; 

iL 

6 

<ij 

6 

I 
6 

V 

V 

Stations. 

Temperatui' 
Departure. 

c 
E- 

0. 
0 

s 

E- 

0. 
0 

*-> 

0) 

0. 
c 

s 

5 

0. 

0) 

0 

1 

S 

i 
i 

S 
a; 

s 

a 

0 

V      , 

s. 

s 

V 

E- 

6 

0 

1 
p. 
B 

E- 

6 

P 

1 

3 
^■^ 

B 

E- 

6 

3 

a 

0 

3 

'  1 
£ 

E- 

3 

t: 
0 

3 

% 
u 
<u 
0. 
B 
E- 

£    1 
0 

5 

1 

0 

K.VSTKKN    I'Diil'ION. 

1 

1 

i 

52.0    +4.3 
'54.5    +3.8 
■52.8    +5.7 
53.0    +5.0 
•51.7 

49.4 

50.7 
5'  1. 0 
49.9 
49.8 

+  1.2 
-0.9 

+2.8 
+2.5 

58.4 
.59.7 
58.0 
56.3 
56.8 

+  0.7 
+0.7 
-0.1 
-1.9 

67.4 
67.2 
66.6 
64.  8 
65.2 

+3.4    69.2 

+2.4 

+2.7    68.4 
+  1.3    67.3 
66.6 

-4.0    79.6    +0.2 

677.4    -2.0 

-5.1    79.1     -0.6 
-5.0    77.0    -1.0 
77.4 

81.4    +0.1 
"80.3    -0.8 
80.8    -0.9 
.80.  4        0.  0 
79.  6 

79.9    -0.5 
'■79.2    -1.6 
80.8    +0.2 
79.0    -0.4 
78.  2 

72.7 
7'2.0 
73.8 
73.7 
71.8 

-3.3 

61.4 

-3.5 

52.  6 

-•2.7 

40.6 

-6.5    63.7 

-0.9 

Hf*aitt'ort            

-5.2 
-'2.0 
-1.5 

IJbickville   

&2.4 
51.3 
53.0 

-3.1 
-2.9 

4^2.3 
39.4 
40.0 

-5.0 
-  8.0 

60.4 

-3.8 

62.7 

-1.  3 

Ceiiteiiary 

61.2 

6-2.4 

riiarlestoTi 

54.6'   +5.3 

50.8 

-0.9 

59.4 

+2.2 

67.2 

+  3.4    70.2 

-2.2    77.6    -0.9 

80.8    -0.5 

80.2    -0.1 

73.4 

-2.8    63.7 

-3.4 

54.4 

-3.7 

42.0 

-9.3    64.5 

Chi'raw  

47.6    +4.3 

45.9 

+  1.4 

53.4 

-0.5 

64.3 

+3.2    65.4 

-,5.3    76.0    -1.3    79.4    -0.5 

78.2    -0.4 

70.4 

-2.9    ,59.3 

-•2.3 

49.0 

-■2.9 

36.0 

-8.1    60.4 

-1.3 

Conway  

51.0    +'2.9 

48  0 

+0.7 

'.55.4 

-1.4 

67.2 

-3.8    77.0    -0.  1     80.2     +0.1 

79.0    -0.3 

71.5 

-3.3    61.2 

-3.0 

50.2 

-3.9 

38.4 

-9.5 

Darlington 

"49.2    +3.6 

50.5    +3.2 
49.1    +4.1 
53.0    +4.6 

Mt;.  0 

48.8 
46.4 
50.1 

+  1.4 

+  1.1 
+  1.2 
+  1.6 

54.0 

-1.7    65.1 

+  3.4    66.5 
1 

-4.9    76.6    -0.3 

80.3    +0.3 

79.  4    +0.  »i 

71.2 

-3.1    60.0 

-3.4 

50.4 

d52.2 
•50.9 
51.9 

-1.7 

-•2.9 
-3.2 
-4.1 

•37.3 

41.0 
39.6 
41.6 

-7.9    61.4 

-1.  1 

-  7.2 
-5.3 

54.4 
57.2 

-1.6    60.5 

+3.6    66.2 
+3.1    68.4 

-6.3    77.7    -1.2 
-3.8    77.1     -1.5 

89.4    -i.6 
"81.2    +0.6 

78.4    -1.9 
80.0    -0.1 

71.0 
73.6 

-.3.8    60.9 
-•2.3    62.6 

-•2.5 
-2.8 

61.7 

-1.5 

(icorpTc'town 

-0.7 

66.6 

-7.4    63.6 

-1.1 

Kinsc-^trpe  

50.  6i   +3.1 

52.l! 

51.2, 

"52.5!    +5.2 

48.  !■ 

49.8 
47.4 
49.7 

+0.9 

56.4 

-0.9 

65.7 

'66.3 
66.  1 
62.8 

+3.2    67.4 

167.4 

66. 8 

+  0.4    64.6 

-4.7 
'-6.'4 

77.5    -O.S 

»76.3 

77.6 

74.4    -2.2 

79.6 

81.2 

75.8    -2.6 

'79.6    -0.2 

'78.9 

79.  6 

75.2    -2.7 

71.8 

'75.2 
71.6 
68.8 

-3.4    00.8 
"fr2.  8 

-3.8 

49.8 
',53.  6 

-5.0 
'-4.'2 

38.4 

'43.4 
37.0 
'40.1 

-9.3 

Oak<          

Orangeburg 

55.8 

+  1.6    57.8 

+6.' 4 

-5.4 

60.4 
56.6 

49.5 

-7.6    50.4 



62  0 

I'iiiopolis 

-7.3    60.7 

-  2.  6 

54.5'   +7.1 
50.8,    +4.8 

52. 2 
48.3 

+  5.1  '59.2 
+2.4    56.  4 

+  1.3 

+0.3 

6-,.  9 
67.2 

+4.3    68.8 
+4.7    68.4 

-4.1 
-3.  6 

77.8    -0.9 
78.0    +0.2 

80.0    -0.8 
80.4    +0.5 

79.2    -0.7 
79.6    +0.3 

7^2.8 
71.3 

-'2.4 
-.3.1 

63.2 
61.1 

-1.3    53.7 
-•2.8    52.0 

-1.5 
-2.5 

41.9 
38.5 

-5.8    64.3 
-7.8    62.7 

+  0  1 

St.  Matthew.s 

-0.5 

.Sooiety  Hill : 

47.8    +3.9 

40.0 

+  1.6    53.4 

-1.8 

''64.  5 

+2.  7  "65.  9 

-5.1 

"76.8    -0.3 

80.0    +0.5 

'■78.8    +0.4 

''70.  0 

-3.2 

59.0 

-■2.8    49.4 

-■2.8 

36.  2 

-8.8 

60.6 

-1.4 

Suniuiorville 

54.3    +5.3 

.51.9 
53  4 

+3.1    50.6 
+3.  0  '60. 0 

+0.9 
-0.8 
+0.4 

66.4 

+3.1    68.1 

-3.9 
-4.5 

-5.8 

77.  4        0.  0 
78.6    +0.2 
77.0    -1.8 

80.4    +0.5 
■81.2    +1.1 
79.2    -1.8 

79.2    -0.1 
''81.6    +1.2 
78.0    -2.2 

72.3 

-•2.8 
-1.2 
-3.3 

63.1 

-1.8    51.8 

-3.6 

42.  2 

-6.7 

6.38 

—  0.  6 

\^*altprbo^o 

68.5 
67.2 

Yenias.see 

53.2    +5.3 

50.0 

+  L6 

58.6 

65.6 

+  1.8 

61.4 

-3.4    50.8 

-4.3 

41.3 

-6.4 

&2.9 

-2.9 

Division  nican.s  and 

51.7'    +4.4 

48.9 

+  1.6 

57.1 

-0.1 

65.  8 

+2.8    67.5 

-4.6 

77.3    -0.7 

80.4     +0.1 

79.2    -0.3 

72.2 

-2.8 

6L1 

-3.1    51.4 

-3.3 

39.9 

-  4.3 

6'2.7 

-1.1 

departures. 

WKsri'.RS  pimrio.v. 

\iken                  

52.1 
48.2 

+5.0 
+  3.5 

49.6 
45.4 
4.5.4 
44.4 

+0.6 
+  1.5 
+0.6 

57.4 
52.  6 
53.0 
51.8 

+  1.2 
-1.8 
-2.1 

66.9 
'66.0 
6.5.3 
64.3 

+3.6    67.6 
+4.7    66.0 
+  3.8    65.8 
65.5 

-5.6 
-4.6 
-5.7 

77.6    ^1.4 
77.6    +1.2 
77.0    -0.8 
77.8 

'79.2    -2.0 

■79.' 2     -6.' 5 
81.3 

79.2 

-1.1 

72.6 
72.0 
70.6 
71.5 

-3.9 
-•2.4 
-3.3 

61.7 

-3.8 

53.2 

-1.4 
-■2.9 
-3.5 

40.6 
•34.  8 

-  7.1 
-9.2 

62.3 

-2.3 

Anderson     

79.7    +1.1 
77.5     -1.2 
79.1 

J49.9 
,  .50.2 

49.0!    +3.6 
47.  8 

59.3 
57.4 

-3.7 

Calhoun  Falls 

i  49. 3 

35.4 

m.  5 

'68.0 
64.2 

-1.4 
-5.1 

'78.6    +2.5 
73.8    -2.0 

l"'51.3 
'  49.0 

-0.1 
-1.4 

39.1 
35.3 

-5.8 
-  7.3 

Clenisnn  College  

46.7 

+4.2 

46.4 

+3.9 

52.4 

-0.5 

62.5 

+3.1 

77.5    -6.3 

'75.7,    -'2.0 

•68.4 

-4.4 

56.0 

-5.3 

59.0 

-1.4 

Columbia 

50.4 

+5.3 

47.9 

+0.1 

55.2 

+  1.2 

65.8 

+3.0    67.0 

-4.8 

77.6    -0.6 

80.5    -0.6 

79.0    -0.5 

71.5 

-•2.2 

60.8 

-3.2'  51.5 

-2.3 

37.9 

-  9.3 

62.1 



'55.0 

-4.9    ,50.0 
-4.1    48.9 

+0.3 
-0.8 

33.8 
34.  3 

-7.4 
-  6.9 

(ireenville.  No.  2 

44.9 

+4.2 

43.4 

+2.9 

49.7 

-0.9 

62.6 

+5.2    64.0 

-3.1 

75.8    +1.8 

78.9    +2.5 

77.0    +1.8 

69.4 

-1.4 

.58.7 

+  0.1 

48.0 

+5.  2 

44.7 

+  1.7 
+3.0 

50.8 
.50.4 

-2.4 
-3.7 

63.7 
60.9 

+3.0    63.7 
+0.5    64.3 

—  /.  * 
-6.5 

76.0    -2.0 
74.2    -2.9 

79.  1     -0.  9 
77.4    -3.0 

77.1    -1.7 
76.6    -2.8 

68.9 
67.7 

-4.6 
-6.1 

56.4 
,58.  3 

-5.6    50.2 
-3.2    49.6 

-1.8 
-1.3 

34.2 
'37.0 

-9.1 
-5.0 

59.4 
58.9 

-2.2 

Heat  1  Spring 

45.8    +2.7    4i.O 

-2.4 

Kershaw 

47.0! 44.1 

.52.  6 

64.8 

66.6 

77.  3 

80.  5 

78.8, 

70.9 

58.9 

1  50.  0 

. 

36.1 

60.6 

Landruni 

45. 4| 

46.  4I   +3.6 
49.3;   +J  0 

42.0 

4.5.2 
47.2 

+2.7 
+2.0 

50.2 

51.3 

"".52.  4 

56.9 

-L8 
-3.7 

+  0.1 
+0.8 

62.  6 
63.9 

63.4 

+3.6    65.9 

•51.1 
:  49.0 



-1.7 
-2.9 
-4.1 
-■2.6 

35.0 

35.0 
37.2 

Liberty 

-4.1 
-5.1 

-4.0 
-4.7 

76.0 

78.3 

''78.8 
77.8 

-0.3 
+0.4 
+  1.3 

+0.  6 

79.5 
80.2 
81.3 
80.3 

+0  3 
-0.2 

+  1.1 
+0.6 

77.0 
79.5 

P79.8 
79.2 

-1.1 
+0.1 
+  1.0 
+  0.4 

70.0 
71.2 

-•2.9 
-3.8 

56.7 
60.0 
»58.4 
61.0 

-4.7 

-7.8 
-8.4 

59.7 

-LI 

Little  Mount  lin 

67.1 
•66.  8 

-4.1'  50.9 
-5.  0  '■48. 6 
-3.11  51.8 

'66.0 
66.6 

+3.5 

Monetta 

50.4 

+2.3 

48.4 

+  0.6 

56.  6 

+2.6    67.5 

7'2.0 

-2.3 

38.6 

-7.2 

62.5 

-1.0 

Mountain. Kest 

45.5 

■'41.7 

49.5 

58.8 

''56.  9 

68.9 

73.5 

71.1 

"65.3 

51.0 

"45. 3 

31.9 

55.0 

Newberry 

48.4 

+3.6 

47.0 

+2.8 

,53.  6 

-1.6 

64.8 

+2.8    66.6 

-4.7 

78.0 

-0.4 

81.0 

+0.2 

79.4 

0.0 

71.6 

-3.2 

.59.4 

-3.1    50.0 

-1.8 

,36.2 

-8.4 

61.3 

-1.2 

48.8    +3.4 
47.81    +4.8 
4.5.2,   +3.5 

47.4 
45.6 
M2.4 

+  1.0 
+  3.0 
+0.1 

53.9 
51.7 
49.7 

-3.3 
-1.9 

-1.7 

64.4 
64.1 
62.9 

+  1.9,  65.5 
+3.9    65.5 
+3.0    64.3 

-6.1 
-4.9 

-5.8 

77.6 
77.0 
7,5.6 

-0.4 
+0.3 
-0.5 

79.8 
79.9 
79.2 

-0.7 
+0.3 
+0.2 

78.8 
78.8 
77.6 

-0.6 
+0.3 
-0.3 

7'2.8 
70.8 
6^.8 

-1.6 
-2.6 
-3.9 

58.4 
58.2 
5K0 

-4.5   48.3 
-3.3    49.0 
-4.9    48.2 

-4.7 
-•2.1 
-•2.4 

36.4 
35.1 
33.2 

-9.3 
-8.1 
-8.6 

61.0 
60.3 
58.6 

-2.1 

+0.9 

Spartanburg 

+  1.8 

Trenton  

''47.9    +1.5 
48.8    +5.2 
45.3    +1.8 

47.6 
47.2 
43.8 

+  1.5 
+  1.9 

+  1.1 

,55.  4 
53.9 
51.0 

-1.2 

+0.4 
-2.9 

66.2 
65.4 
63.4 

+  3.6    66.8 
+4.3    66.6 
+2.9    63.8 

-5.6 
-4.6 
-6.4 

'•77. 3 
77.0 
74.7 

-1.2 
+0.3 
-1.3 

79.0 
79.8 
77.4 

-1.5 
+0.2 
-2.5 

78.4 
78.5 
•75.8 

-1.2 
+0.3 

-•2.8 

71.6 
70.2 
67.2 

-3.7 
-3.2 
-6.0 

59.8 
60.0 
55.8 

-4.5 
-2.3 

White  Oak 

,50.8 

-2.0 
-5.7 

36.6 
34.0 

-7.5 
-9.1 

...       . 

61.2 
58.2 

-0.6 

Winthrop  College 

-6.1    46.0 

-3. 1 

Division  means  and 

47.7    +3.6 

4.5.  5 

+  1.2 

52.9 

-1.4 

64.2 

+3.2    6,5.4 

-5.4 

76.6 

-0.4 

79.3 

-0.1 

77.9 

-0.6 

70.2 

-3.6 

57.  5 

-4.8'  49.7 

-2.4 

35.9 

-11.5 

60.2 

-1.6 

departures. 

\ 

Section  means  and 

49.7    +4.0 

47.3 

+0.4 

55.0 

+0.4 

64.9 

+2.51  66.3 

-5.1 

76.9 

-0.6 

79.9 

0.0 

78.5 

-0.3 

71.2 

-•2.9 

59. 3 

-3.8    50.4 

-2.4 

37.7 

-8.4 

61.4 

-1.5 

departures. 

1 

The  departures  from  the  normal  temperature  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record. 

Keferenee  letters  ( •,  '',  ' ),  appearing  in  the  table  indicate  number  of  days  niLssing:  For  example,  ''  represents  two  days  missing,  etf:. 
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(M.IMAT0L0(;JCAL  DATA  :    SOrTII  CAROLINA  SECTION. 


Year,   191' 


Monthly  Maximum  Temperatures  for  the  Year  1917.  with  Dates. 


Stations 


January. 


iiary. 

March. 

April. 

May. 

June. 

E 

£ 

S 

S 

3 

3 

3 

6 

B 

s 

g 

X 

* 

S 

o 

IS 

R 

^ 

o 

s 

a 

July. 


August.    I  September.     October. 


[     « 


November.  December. 


Refereiioe  letters  (»,  '•,  •••),  appearing  in  the  tal)le  indicate  ninnt)er  of  days  missing 
T  On  otiier  dates  also. 


For  example, ''  represents  two  days  missing,  etc. 


WEATHEK  BY  MONTS.S. -Continued. 
(COXTIXI'ED  FROM  PA(>'E  100.) 


Jidie. — On  account  of  unusually  cool  weather  between  tliP 
l.")th  and  2()tli,  the  June  mean  temperature  was  somewhat 
below  normal,  as  was  also  the  rainfall.  One  man  was  killed  i)y 
liglitning  in  Cherolcee  County  on  the  'M.  Hail  occurred  at 
various  points  on  8  dates. 

Jiili/. — Temperatures  were  normal  and  precipitation  slightly 
above,  in  marked  contrast  to  the  extraordinary  rains  of  July 
191(i.  One  man  was  killed  ])y  lightning  in  Calhoun  County 
I'll  the  11th,  and  one  in  Orangeburg  County  on  tiie  27th.  A 
warehouse,  with  'M)  bales  of  cotton,  was  tired  by  lightning  and 
destroyed  in  Lancaster  County  on  the  2d,  and  2  valuable  farm 
animals  were  killed  by  lightning  in  Lexington  Countv  on  the 
2r)t  h . 

.\ii,/,isf. — T(Mnperatures   ranged    somewlint    l)elow   normal. 


and  precipitation  was  greatly  deficient.  All  crops  were  in  a 
most  promising  condition  up  to  the  middle  of  the  month,  after 
which  marked  deterioration  of  cotton,  late  corn,  truck,  gardens, 
forage,  and  pastures  set  in,  due  to  lack  of  rain  when  most 
needed. 

Slimmer. — Mean  temperature,  7S.4°,  or  0.3°  below  the 
normal  determined  for  81  years.  Precipitation  averaged  14.28 
inches,  or  2.78  inches  below  the  31-3'ear  normal. 

September. — The  month  was  unusually  cool  and  wet.  The 
rains  of  the  first  week  were  attended  by  general  improvement 
in  all  crops,  but  the  succeeding  dry  weather  caused  further 
general  deterioration.  The  following  deaths  by  lightning 
occurred  during  the  month  :  8d,  a  boy  in  Clarendon  County ; 
4th,  a  man,  woman,  and  girl  in  Greenville  County ;  22(1,  ;"  men 
at  Camp  Jackson,  Richland  County. 

Octdhrr. — Persistent  low  temperatures  resulted  in  a   mean 


Yeak,  191 : 


CLIMATOLOGICAL  DATA:     SOUTH  CAROLINA  SlXTlOxN. 


lor, 


Monthly  Minimum  Temperatures  for  the  Year  1917,  with  Dates. 


Stations. 


KASTKRX  PORI'IOX. 


Allendale 

lieauloit ■ 

UlacUville  ... 

Bowman 

IV'iitenar.v.. . . 


Charleston. 

Clieraw 

C'oii\va.v 

Darlington 


Ferguson 

Floi-eiire  1 

(ieorgetown  

Kiiigstree 

Maye.>ville  (near). 


Oaks 

Orange  Ijurg. . 
I'uioiJOlis  . . . . 
St.  (ieorge  .. . 
St.  Matthews. 
yociet.V  Hill. . 


Sinniiiervillc 
Walterboro  , 
Yeinassee  . . 


Division  extremes  . 


wi:sTKi;-\'  I'dP.T 

Aiken 

Anderson 

H'ltPsliurET 

Calhoun  Kails. . . . 

CiiiKleii 

Cleiii.son  College  . 


Columbia 

Crceiiville.  No.  1. 
(iivcuville.  No.  2. 

Oreenwooil 

Hi'atli  ."Spring 

Knrs.iaw 

Landraiii 


Liberty  

Little  .Mountain 

Meriwetiier 

Monetta 

Mountain  Rest. . 


Newberry 

Saluda 

SautiK-k 

Spartanburg  — 

Tri'iiton 

Wliitp  Oak 

Winlhrop  Colleg 


Division  extremes 
Seetion  extremes  . 


January. 


February. 

March. 

Apr 

1. 

£ 

E 

c 

c 

C 

c 

■"             o 

..-                1) 

u 

X 

r-.      \     ^ 

<,       \       C 

^ 

M.iy. 


•Inn.' 


July. 


St'iitemlier.     October.      Novenibir     Deeemlier. 


■22  !       12 

"25  12 

IS  12 

ly  12 

«2:!  12 


12 


2S  1 

IS  12  i  S 

22  12  '  11 

My  .  12  I  M2 


26 
20 

22 

28 

"20 


22 
27 
24 

ly 
ly 

22 

iy' 

IS 


20 
16 
16 
17 
•'26 
17 


tl2 
12 
12 

tl2 
12 

12 

tr2 

12 
12 
12 
12 


27 

2S 
23 


34 
26 
2y 
25 


27 
27 
2S 


6  :       36 

6  I       37 
6  36 


12  I       11 

...}       11 

12  !       s 


15 
18 
16 
17 
16 

16 
ly 


12        -2 
12  1     -2 


3 
3 

t3 
3 
3 

t3 

3 
3 
3 


3 
3 

3 

t  3 

3 

3 


"29 
28 
30 
31 
25 
25 

26 
'26 
23 

23 


23 
20 
2o 
21 


t6 
6 
6 
6 
6 
6 

6 
6 
6 


6 

6 

t6 


3 
t4 


21 
24 
24 
24 

ly 


3 

21 

3 

»25 

3 

23 

3 

27 

3 

14 

3 

24 

3 

21 

3 

23 

3 

23 

3 

25 

3 

25 

3 

24 

3 

14 

3 

14 

32 


31 
35 
30 
34 

3S 

34 

•'39 

"36 

40 

28 

34 
32 
32 
33 
39 
35 
33 

2S 

28 


10 

10 

t  7 

10 


3S 

40 
"41 

44 
"31 

39 
37 
40 
3s 
42 
41 
40 

31 

31 


t  9 


tl3 
9 

t  y 

.  l:i 
14 


y 

tl3 
t  9 


T13 
t  9 

t  y 
y 
y 

14 

9 

t  9 

15 

t  9 


y 

14 

t  y 

13 

y 

14 


c 


61 
1=61 


9 
15 
13 
13 

13 
14 

t  9 

r  9 

tl3 

t  8 
tl3 

14 
tl3 

14 
t  9 


tl3 
tl3 


53 
52 

''56 
58 
43 

54 
52 
52 
49 

"51 
53 
52 

43 

43 


17 

t  4 

17 

17 

17 


66 
•65 
tio 
60 
67 

66 
65 
65 
65 


t  1 

8 
1 
1 

t2 


64 
"62 
61 


70 
62 
63 
58 


26 
26 

2S 
t27 
tl3 

25 
t26 
26 
28 


18  66 

18  ■       67 
17  65 


t  4 
1 


11^ 
17 
17 
17 

18 

t  1 

16 


17 

tiu 

16 

15 
20 
17 


65 
62 
69 
62 
63 
65 

66 

"61 

63 


'38 
"60 
61 
62 


66 


tlB 
17 
17 
17 


17 

16 

tl7 

tie 

17 


2 
1 

19 
til 


11 

18 

t  5 

t  1 


t  5 
t  5 
t5 
t  1 
10 

t  5 
12 
1 
5 

8 

t   1 

5 

10 

10 


62 
63 
62 


=  61 
()6 
68 
60 
60 

"59 

62 
"59 


62 
58 
61 
58 


26 

I'? 
26 
11 

28 

26 
12 
26 


25 

26 

t25 

t25 


26 


65 


59 
60 
58 


61 
1'57 
64 
49 


t25 
26 
16 

2S 


26 
26 
26 
t25 
25 

t25 
25 
26 
26 

t22 
26 
26 

25 

25 


'51 
48 
56 
5(1 
47 

"45 

49 
•49 

48 


tl2 
12 
12 
12 

tl2 

12 
12 
20 
12 


tl2 

tl2 

tl8 

12 

13 

12 

12 
12 
12 


12 

12 

12 

tI2 


tl2 
12 


tl2 
12 

12 
19 
12 
12 
12 
12 
12 

12 

12 


25 


25 


26 

t25 

25 

24 
31 
31 
31 


t25 
25 
31 
25 

t24 
31 

31 

31 

t25 

t25 


t24 
24 
24 
31 


25 
24 
24 

t24 
31 
31 


to 


21 
17 

18 

32 
25 
21 
20 

■d31 
22 
21 

21 


25 
t25 


25 

t25 

25 

25 

t26 
25 
26 

t25 


28 

31 

31 

24 

29 

25 

32 

t24 

22 

31 

30 

25 

26 

25 

29 

25 

28 

31 

30 

31 

32 

t24 

30 

24 

22 

31 

22 

31 

«22 
21 
24 
26 
22 
21 

22 

"19 

19 


23 
22 
24 
20 

'"26 
19 

26 
26 
21 
22 
21 
20 
•23 

19 
25 

"21 
23 

•16 

20 
17 
21 
24 


25 
t25 
26 
26 
25 
25 

t25 
26 
26 

t-25 


25 
25 
25 

t25 
26 
26 

26 
25 
26 
25 
t25 
25 
24 

25 
25 
25 
25 
t25 

25 
25 
26 
25 


25 
25 

t25 

t25 


Reference  letters  (»,  6,  c),  appearing  in  the  table  indicate  number  of  days  missing:  For  example,  b  represents  two  days  missing,  etc. 
t  On  other  dates  also. 


.1  7 
8 

.110 
12 
9 
6 

10 
10 

n 


30 
3(1 
30 
30 
30 

3U 
30 
30 
30 

t3U 
30 
30 
30 


30 
130 

30 
30 
30 
30 

31) 
t29 


3S 


30 
30 
31) 
3l) 
t30 
30 

30 
30 
30 
30 
30 
30 
30 

30 
30 
30 
30 
30 

30 
30 
30 
30 


30 
30 


30 
30 


temperature  equaling  the  lowest  October  average.  Precipita- 
tion was  much  below  normal.  The  first  cotton  l)oll  weevil 
appeared  on  Daufuskie  Island  on  the  24th.  Tlie  first  general 
killing  frosts  of  the  autumn  occurred  between  the  24th  and  26th 
and  on  the  8()th  and  3lst.  A  storm  of  tornadic  proportions 
cau-<ed  considerable  damage  to  property  in  Lancaster  Count}' 
during  the  night  of  the  29th  and  30th. 

Norciiiher. — As  in  the  two  preceding  months,  Novemlier 
thermal  conditions  were  persistently  below  the  seasonal  average. 
The  precipitation  was  much  below  normal. 

Antiiini). — Mean  temperature,  60.6°,  or  3.1°  below  the 
normal  determined  for  31  years.  Precipitation  averaged  8.07 
inches,  or  1.30  inches  below  the  31-year  normal. 

Deccinbt'w — Tlie  year  closed  with  the  coldest  December  of 


record,  and,    with  but  one  exception,   the    coldest    month    of 
record  in  the  history  of  South  Carolina.     The  prolonged  cold, 
which  began  with  a  severe  cold  wave  on  the  9th,  culminated 
i  in  the  record-breaking  cold   wave  on  the  30th,  and  extended 
[into  1918,  is  the  longe.st  period  of  frigid  weather  on  record  at 
j  the  Section  Center.     The  month  was  exceptionally  dry.     Con- 
siderable damage  resulted  to  winter  crops  by  the  freezes. 


EKRATA. 

FEBKi'.iUV.— Georgetown,   precipitation  departure,   page   12,  sliould   be   -3,94.    St. 
George,  temperature  departure,  page  12,  should  be  +7.1. 

M.\IK'H.— Clemson  College,  temperature  departure,  page  20.  should  be  -0.5. 
April.— Blairs.  total  precipitation,  page  28.  should  be  2.79. 
May.— Batesburg,  precipitation  departure,  page  36.  should  be  +0.37. 
.Tui.v.— Florence  No.  1,  total  precipitation,  page  .52.  should  be  6.04. 
NovKMP.KK. -Camden,  precipitation  departure,  page  84.  should  be  —1.59.    Vemas.see. 
date  of  inaximuni  temperature,  page  84,  should  be  7th. 
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COOPEKATIVE    STATIONS    AND    OBSERVERS. 

stutidu. 

Observer. 

Station. 

Observer. 

Station. 

Observer. 

Frank  B.  MeCoy. 

K.  IV  \'aiu-e. 

11.  H.  Kns.sell. 

K..I.  Hite. 

.Mi.ss  Lillian  H.  Rice. 

Mrs.  D.  B.  Sanders. 

B.  ().  Kvans. 

L.  M.l'arker. 

W.  C.  Brown. 

1).  L.  Carniicliael. 

r.  S.  Weather  Bureau. 

.1.  11.  I'owe. 

Prof.  F.  H.  11.  Calhoun. 

r.  S.  Weatlicr  Bureau. 

I'.  C.  (^uattlebauni. 

D.C.  McCall. 

Henry  ('.  Savage. 

Florence  1  I] 

Florence  2 

Floyd  Da  le 

(jeorgetown 

(4reenville,  No.  1 

Greenville,  No. 2  || 

(ireenwoodll 

Heath  Spring 

Kershaw  || 

H,  K.Gilbert. 

Pee  Dee  Kxperiment  Sta. 

H.  B.  Floyd. 

A.  P.  Hazard. 

r.  S.  Weather  Bureau. 

J.  H.  Woodside. 

.M.  M.  Callioun. 

.L  Marvin  Bowers. 

John  W.  Hanicl. 

A.O.  Matthews. 

R.  Hartwell  Wilds,  D.D.S. 

J.  T.  Boggs. 

J.  M.  Sease,  M.  1). 

O.  .M.  Mitchell. 

Wni.  S.  Middleton. 

Joe  M.  Johnson. 

J.  L.  Brown. 

Newberry 

Alleudali'  il 

Orangeburg  || 

Pinopolis 

.St.  (leorge  || 

f.  S.  Fisheries  .station. 
Miss  K.  P.  Havenel. 

liati'shurgjl 

lii'aufiirt 

Hlackvilli'll 

K.  S.  Weeks. 

St.  .^Iatth^ws|| 

1  Saluda  

Santuck  

Society  Hill 

J.  S.  Wannamaker. 
.Mrs.  F.V.J.  Maxwell. 
E.  W.  Jeter. 

Oiilhoiin  KfilN 

A.  H.  Rogers. 

Spartanburg  || 

F.  P.  Robinson. 

rrntcnary  

CharU'stdii  1! 

( 'hrraw  II 

Kingstree  || 

Lanilrum 

Liberty 

Little  .Mountain' 

Oaks ., 

Meriwether   . . .  .* 

.Monetta 

.Mountain  Best 

Snnunerville 

Trenton 

Miss  E.  H.  (iadsden. 
Mrs.  s.  E.  Long. 
J.N.  Frank. 

Walhalla 

Whitehall  (near).... 

White  oak 

Winthrop  College  . . . 

n.  W.  Brandt. 

Cohiinbia  

Coiiway  11 

Special  Rice  Exp.  Station. 
T.  G.  Patrick  it  Co. 
W.  P.  (Joodman. 

Yeniassee  |1 

J.  (J.  Hutson. 

II  Also  Cotton  Kt'gioii  station  in  season. 
RIVER    AND    RAINFALL    STATIONS   AND    OBSERVERS. 

station. 

Watershed. 

Observer. 

station. 

Watershed. 

Observer. 

H.  H.  Russell. 
J.  N.  Owens. 
L.  M.  Barker. 
W.C.  Brown 
J.C.  l-'aris. 
J.J.  Murran. 
J.  H.  I-owe. 
Lemuel  Hall. 
1'.  c.  (juattleliaum. 

Kdgelieldt 

Hlairs  

Callioiin  Falls 

Broad  

Kdisto 

Edisto 

Nathan  .Jenkins. 

H.  B.  McCall. 

Ferguson 

Santee 

Catawba                

(laston  shoalst 

Broad  

H.  .\.  Parshall. 

<llillM"'ll- 

Kingstree  

Black 

Saluda 

X.  ().  Matthews. 

Bee  Dee 

I'elzer 

Rimini 

(  cilumliia 

Cinigaree  

Santee 

W.  B.  Wolfe. 

.Spartanburg  t 

Broad 

F   P.  Robinson 

tSpecial  rainfall  reports  only. 
FORECAST  DISTRIBUTION. 

Station. 

County. 

Di.stributer. 

Station. 

( 'ounty . 

Distributer. 

A  hbeville— 2 

.\bbeville               

Abbeville  Telephone  Co. 

So.  Bell  Telep.  &  Teleg.  Co. 

r.  S.  Weather  Bureau. 

.So.  Bell  Telep.  A  Teleg.  Co. 

So.  Bell  Telep.*  Teleg.  Co. 

Bacon  it  Co. 

.So.  Bell  Telep.  it  Teleg.  Co. 

Fort  Mill-1 

York  

Fort  Mill  Telephone  Co. 

A.  P.  Hazzard. 

(fray  Court  Telephone  Co. 

So.  Bell  Telep.  it  Teleg.  Co. 

M.  M.Calhoim. 

So.  Bell  Telep.  it  Teleg.  Co. 

Kersha\v  Telephone  Co. 

\il;i'n— 2 

Aiken          

(Jeorgetown—l  'f. 

Georgetown 

\uKu^ta   (la — *  (42) 

Kichniond 

.Marlljoro 

Barnwell 

Beaufort       

(^rav  Court— 1 

Laurens  

Urnnfttsville — fi 

Oreenville-14((i9) 

(Jreenville 

Greenwood 

Kdge  field 

Lancaster ! 

lilackville— ti                 .... 

(Greenwood— 2*  (;il  )t 

<'ani(U'n    2 

< 'luirlest(JU — 6*  (1.55) 

Kersiia  w 

Kershaw — 1  

( 'harlestou            

U.  .S.  Weather  Bureau. 
V.  S.  Weather  Bureau. 
Chester  Telephone  Co. 
So.  Bell  Telep.  .t  Teleg.  Co. 
Piedmont  Telephone  Co. 
l".  S.  Weather  Bureau, 
("onway  Telephone  Co. 
Cross  Hill  Telephone  Co.        ' 
So.  Bell  Telep.  it  Teleg.  Co. 
Due  West  Telephone  Co. 
Ivlgmoor  Telephone  Co. 
So.  Bell  Telep.  it  Teleg.  Co. 
I'"ort  Law  n  Telephone  Co. 

Lanca.ster 

Lancaster 

Lancaster  Telephone  Co. 

Cluirlcitte.  .V.  ('.— 5*  (7 
I  lu-iter-  1 

) 

Laurens 

Laurens  Telephone  Co. 

Postmaster. 

So.  Bell  Telep.  it  Teleg.  Co. 

So.  Bell  Telep.  it  Teleg.  Co. 

Chester 

Laurens 

York  

Marion- 6 

Marion 

Newberry 

Orangeburg  

New  berry— 3 

Orangeburg— 2 

(■olim)liia-15*(187)t. 

Hichland     

Orangeburg  t 

Orangeburg 

StateA.it  M.  College, 
(^hief  of  Police. 
Postmaster. 
r.  S.  Weather  Bureau. 
Trenton  Telephone  Co. 
V.  S.  Weather  Bureau. 
Home  Telephone  Co. 
Piedmont  Telephone  Co. 

Rocl^Hill— fi'dl)  

York  

Cross  Hill~l.            

Laurens 

Darlington 

Spartanburg- 5*(  5.3 )  t 

.Savannah,  (ia.— '(39) 

Trenton— 1  

Spartanburg 

Chatham 

Edgefield 

Darlington— 4 

Diip  West— 1. 

Abbeville : 

Chester ! 

Ivlgnioor—  1 

Wilmington,  N.C.-*(n)... 

Woodruft'-l 

Yorkville-1 

New  Hanover 

Spartan  iiurg 

York 

i 

Noiic  — Figures  t'o 
cost  to  patrons,  liy  cik 
I'alling  "  Information 

low 
)per 
■  al 

ng 
vti 
ou 

Cards  by  mail  within  the  .Stat 

names  of  stations  indicate  n 
in  with  the  Southern  Bell  Tel 
t  11  o'clock  each  morning,  exi 

e,  niunber  <laily  in  parenthe.st 

umber  of  local  or  subsidiarj 
>phone  it  Telegraph  Compan.\ 
■ept  Sundays  and  holidays. 

'  exchanges  through  which  ( 
,  representing  about  35.000  si 

t  Flag  displa 

ally  forecasts  of  the  Weathei 
ibscribers.    This  informatior 

y. 

•  Bureau  are  available  free  of 
1  can  be  obtained  by  simply 
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U.  S.  DEPARTMZNT  OF  AGRICULTURE,  WEATHER  BUREAU, 


Vol..  XXI. 


SOUTH   CflRObll^lfl   SECTION. 
RICHARD  H.  SULLIVAN.  Meteorologist. 

Coi.t;Mrii.\,  S.  C  .J.\NU.\HY,  191S. 


GENERAL  SUMMARY. 


'I'lip  npciiiiig  inonth  of  IDliS  was  tlie  coldest  of  I'ocoi'd  in 
ihe  liistory  of  the  oliiuatological  service  in  Soutii  Carolina,  'i'lie 
leinperature  fell  hejow  zero  for  the  first  time  in  .January  during 
the  past  3'2  years,  and  hut  two  previous  Februarys  have  had 
lower  niininia.  Three  distinet  cold  periods,  the  last  of  which 
closed  with  the  warm  wave  of  the2(jth,  prolonged  the  extended 
■  ■old  that  began  during  the  early  part  of  Deceniber,  to  about  oO 
days.  tlu>  longest  period  of  abnormal  cold  of  record.  The  pre- 
eipitation  was  considei-ahly  ai)ove  normal,  l)ut  the  amounts 
were  e.xccvssive  over  much  of  the  F^iedmont  and  greatly  deticient 
on  th(>  coastal  i)lain. 

Ill  eoiiseimenee  of  the  unusually  sev(M'e  \\inter  and  the 
-og;j,-y  coiiditioii  of  the  soil,  1  he  usual  winter  farming  operations 
weie  suspended  dui'ing  practically  the  entire  month.  Absence 
nf  normal  winter  weather,  favorable  for  winter  grain-  develop- 
ment. h;is  rendered  deHnite  detei'minat ion  of  damage  by  the 
freezes  most  dillietdt.  However,  iwe  and  early  wheat  app(>ar 
imt  to  lia\'i'  been  daiiiage<l  seriously,  but  late  wheat  has  been 
cut  pi-obnbly  oiie-lialf,  .\bout  one  half  of  the  I'arly  oat  ei'op 
and  i)ractically  all  the  late  i)lanted  have  been  killed.  'I'he 
winter  ti'uek  ci'op  was  destroyed,  but  fruits  have  not  been 
injured.  _  ^     

PR'SSSURE. 

Till'  mean  sea-le\'el  pressure,  determined  from  I'eports  of 
'^  regular  Weather  iUirean  stations  in  and  surrounding  the 
S'ciioii.  was  I'il.'.iS  inches.  The  highest  pressure  in  the  region 
covered  by  re[)(u-ts  was  80. 4o  inches  at  Asheville  and  Wilming- 
ton, N.  C  .  on  the  21st,  and  in  the  Section  foroper.  80. 4t  inches 
at  (Jreenville  on  the  same  date:  lowest  i)ressure,  2U.01  inclies 
at  Charlotte  on  the  lltb,  and  in  the  Section  propei',  29.0') 
inches  at  (ii'cenville  on  the  same  date,  witli  the  lowest  reading 
of  rec,)rd  at  Columi)ia. 


PRECIPITATION. 

The  average  for  the  Section,  54  stations  reporting,  was 
4.45  inches,  or  1.04  Indies  above  the  established  normal.  TJie 
preci[)itation  was  badly  distributed  as  to  amounts,  there  being 
a  superabundance  over  the  Piedmont  counties,  where  the 
measurements  ranged  from  4  to  over  10  inches,  wliile  on  the 
coastal  plain,  the  amounts  ranged  from  8  inches  downward  to 
No.  1,  inear  1  inch.      The   greatest    local    monthly   amount    was  10.11 

{inches  at  Clemson  College,   Oconee  County;  least  amount,  1.18 

j  inches  at  Charleston.  The  greatest  amount  during  any  24 
I  hours  was  8.50  inches  at  Liberty,  Pickens  County,  on  the  24th. 
The  average  number  of  rainy  days  was  25%  above  normal. 

Practically  all  stations  reported  snowfall  during  the  month, 
the  amounts  ranging  from  Traces  to  10.1  inches,  the  latter  at 
Gaston  Shoals.  Sleet  and  frozen  rain  were  general  over  much 
of  the  State  on  the  11th,  12th,  21st,  and  22d. 


j  WIND. 

i  The  prevailing   winds   were   from    the    west.      The  average 

j  hourly  velocity,  determined  from  S  aneniometei'  records,  was 
J9.9  miles.  The  highest  average  vtdocity  in  the  region  covered 
l)y  reports  was  12.2  miles  jier  hour  at  Savannah,  (Ja..  and  tin- 
lowest  average,  7.2  miles  per  hour  at  Augusta,  (ia.  The  aver- 
ages in  the  Section  proper  w(M-e  10.9  miles  per  hour  at  Char- 
leston and  9.2  miles  per  hotirat  Columbia.  The  highest  veloc- 
ity for  any  5-niinute  period  was  ()8  miles  per  hour  from 
the  southwest  at  Columbia  on  the  Uth.  the  highest  of  record 
bv  8  miles  at  that  point. 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determiiu  <1  from  S  auto- 
matic records,  was  165.8  hours,  or  52%  of  tbc^  i)ossible  amount. 
The  average  number  of  clear  days  was  18:  partly  cloudy,  H,  and 
cloudy,  12,  as  against  normals  of  18.  7.  and  11  days,  res- 
l)ectivelv. 

RIVER  CONDITIONS. 

Heavy  rains  on  January  29  and  80  in  the  upper  drainage 
areas  of  the  Pee  Dee  and  Santee  rivers  were  followed  by  moder- 
ate floods  in  the  lower  Saluda,  lower  Catawba.  Wateree,  Santee. 
and  Pre  Dee  rivers,  the  crest  in  the  Santee  passing  Pimiiii  on 
February  5  and  Ferguson  on  February  (i,  and  the  ci'est  of  the 
Pee  Dee  Hood  passed  Clieraw  on  .lanuary  81 .  Otherwise,  the 
rivers  of  the  Section  w(>re  relatively  low  tbrnngliout  the  month. 


MISCELLANEOUS    PHENOMENA,  (dates). 

Fug,  dciixi' — Catawba.  27:  Charleston.!).  2S,  80:  (i  reen  ville. 


TEMPERATURE. 


W 


aitiatla. 


The  monthly  mean  for  the  Section,  determined  from 
reports  of  11  stations,  was  87. 8"".  or  S.2°  below  the  (^stablisli(vl 
normal,  and  0.1"^  lowei-  than  the  previous  lowest  average  foi' 
any  mniith  in  South  Carolina  during  the  past  8)2yeai-s.  The 
highest  temperature  was  <S2°  at  Yemassee,  Ilam|)ton  County, 
oiithe2Stli.  'j'he  waniK^st  period  was  between  the2()tliand 
2i)tli.  The  l:iw(^<t  temperature  was  2°  below  zero  at  Landrum, 
Spartanburg  Comity,  and  Xewberi'y,  Xe\\'bei'ry  County,  on  the 
1st,  or  5'"^  below  the  lowest  .hinuary  minimmii  temperalui-e 
record  fur  the  State.  In  fact,  many  stations  of  the  middle  and 
northern  counties  reimrted  the  coldest  .lanuai'y  weather  of 
reeord  on  tlii'  1  st . 


27.  81:    Landrum.  2S.  81;    Libeilv.    27:    Pelzer 
27,81. 

Hdlos — Liiiiitr:  Colmnbia.  27.    Solar:  Columbia  . 

TIiiinr]n:sfarni-'<. — Anderson,    11;    I'lackville.    1 
12;  Centenary.  12;  Charleston,  11:   Cnlumbia. 
1  1  :    Landrum,    11,    IC. :    Liberty,    5.    1  1  ;    Little 
.Monetta,    11:    Newberry,    11,    15,    2S ;    Santuck.  12;  Summer- 
ville.  11;  Walhalla,  11;  Walterboro.  11;   White  Oak,  11. 


,11:  Santuck.  1 
1  :  I)owman  .  (1. 
1  1  :  (Jreenville, 
.Mountain,   1  1  : 


MISCELLANEOUS   DATA  FOR  JANUARY,    1918. 


'I'mniicriiliii'', 


HUMIDITY. 


The  mean  relative  humidity,  determined  frnm  reports  of 
'^  regular  Weather  ]->ureau  stations  in  and  surrounding  the 
Section,  was  as  follows:  <S  a.m.  80%;  S  p.ni,.  72%.  'i'lie 
.,M-eatest  percentages  occurred  over  the  northwestern  comities. 
Mill  the  lowest,  over  the  central  counties. 
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Jamai.'y,  191S 


Stalicins 


Climatologrical  Data  for  January,    1918. 

Teinperaliire.  in  degrees  Kahr.  I'rpcipitiitioii.  in  inches.     Xiiinhernf  diiys.     5 
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R.  B.  Vance. 

Miss  Lillian  H.  Rice. 

Mrs.  D.  H.  .Samlers. 

B.  O.  ICvaiis. 

D.  L.  Carmichael. 

r.  S.  Weather  Bureai 
.).  H.  Howe. 
I'aid  (Juattlebainn. 
D.  C.  McCall. 


Xiithaii  .lenkins. 

H.  B.  McCall. 

Henry  C.  .Savage. 

II.  K.Ciilbert. 

Pee  Dee  K.xperimeiit  Sta. 

A.  r.  Hazard. 

A.O.  Matthews. 
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I'.  S.   Fisheries  .station. 

Miss  K.  ]>.  Kavenel. 
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.1.  S.  Wannajiiaker. 
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.1.  .1.  .Miirran. 

I'rof.  F.  11.  II.  Calhoun. 

L   S.  Weather  Bureau. 
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r.  S.  Weather  Bureaii. 
.M    .M.  Calhoun. 
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H.  W.  Brandt. 

T.  f+  Patrick  A:  Co. 

W.   1'.  (loridmilli 


13      SW". 
12      w. 


The  departures  from  the  normal  temperature  and  precipitation  are  comiaited  only  for  such  stations  a)«  have  (en  or  more  years  of  ri^cord.  bnl  all  complete  report^  ari'  useil  in 
determining  section  or  ili  vision  means.      Itefercuce  letters  (",  '',  t^i.  appearing  in  the  table  indicate  number  of  days  mis>ing;  for  e\am|ili\  ''  i^c  present  >  tvui  <lays  mi -sing,  etc, 

t  .Also  on  other  dates.  ■(+  Received  too  late  to  be  included  in  means  and  suimmiries.  ■"•  lemiieialiire  data  are  from  obsi'rved  reailin;,'-  of  the  ilry  bulb  :  mean-  are  eoni- 
imted  from  observed  readings,      tt  I'ostoliice  addresses  of  these  stations  are  m-  follows-     (if  Fili-Io.  ICmbree:  of  (lasliiii  Slioa  Is.  (iiilVney  :  of  Winihnip  Ci>llege.  Rock    Hill. 

T    Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


.Iancakv,    li'lS, 


Cl.l.MAmiAKilCAL    DATA:     SOTTH  .CAROLINA    Sia'TlON. 


Daily  Precipitation  for  January,    1918. 
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K.\<'ept  as  otherwise  indicated,  ob.servations  are  freiierally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  tlie  '24  hours  eiidins:  at  the  time  of 
ohservalion.  |ll|  I'recipitation  ineasureil  in  the  inorninsr:  amount  tlien  recorded  is  for  the  precediner  24  hours.  ***  Kegii  la  r  Weather  Bureau  station;  precipitation  is  for  the 
24-lioiir  period,  inidliiglit  to  midnight.     *  I'reciiiitation  inchideil  in  the  next  follouing  iiieasiirement.     t  Separate  dates  of  falls  not  recorded.     T.  Trace,  or  less  than  O.iil  inch  . 
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QENERAL  SUMMARY. 

Tlu'  cxtivnie  antl  persistt^iit  cold  of  tlu-  two  preceding 
nioiiths  \vu8  followed  by  exceptionally  warm  weather  during 
Fel)riiar\ — in  fact,  the  warmest  since  18i)U.  The  month  was 
unasually  dry;  the  seasonal  rainfall  expectancy  for  February  is 
4.35  inclies,  and  l)Ut  an  average  of  l.Sii  inches  was  measured 
The  intermittent  showers  after  the  opening  week  kept  tiie 
soil  in  generally  good  condition  for  cultivation,  which  was  ex- 
tensively (tarried  on  throughout  the  Section.  Wheat  and  early 
()at~.  though  c(jnsiderably  thinned  by  winter  freezes,  have  im- 
proved and  are  better  tiian  was  expected;  late-planted  oats  suf- 
fered most,  and  nuicb  of  tliis  land,  together  with  other  areas, 
li;is  iieen  turned  to  s[)ring  oats,  which  liave  reached  good  stands 
nearly  everywhere,  live  suffered  much  less  than  other  grain 
crops  and  was  in  good  condition  at  the  close  of  the  month, 
(iarden  and  truck  planting  has  proceeded  satisfactorily  in  the 
lower  and  middle  counties,  and  potatoes  and  cabl>age  havi^ 
m-iile  vigorous  growth.  The  etirlier  varitie-^  of  trees  were  bud- 
ding in  t  he  iKJrthwestern  count  ies  at  the  close  of  the  month, 
woods  wei'e  greening  in  the  middle  counties,  and  all  veg<'tation 
wa-    leafing  on    the    lower   coastal    i)lnin;    [jeaches  and    plums 

j  wei'e  in  ijloom  in  the  wc^t-centi'al  counties.      'J'lie  month  closed 

i  with  the  season  ab<iut  one  week  early. 

PRESSURE. 

The  mean  ^en-level  pressure.  (let<'riniiied  from  rep(.i'ts  of  S 
n-gular  Weather  l^urean  stations    in    and   snrrijunding  liie  ,'-^ec- 

I  tion,  was  ;')(). K)  imdies.  The  higliest  pre-:~ui'e  in  the  region 
covered  l)y  reports  was  HO.To  inches  at  Asheville,  N.  C\.  on  the 

';  2lst.  and  in   the  Section   proper.  1^1). (io  inches  at  Colundiia  on 

I  tlie  same  date ;    lowest    pressure,  2(>.:'>1    ioches  at   .Asheville.  N. 

I  C,  on  the  251  h.  and  in  the  .Section  proper,  29.48  inches  at 
Greenville  on  t  he  2(it  h. 

TEMPERATURE. 

Tli(»  monthlv  mean  for  the  ."section,  determined  from  re- 
|)nrt~  of  42  stations,  was  .")2.  V' .  or  ').-[°  above  the  t>stablished 
,  normal,  'i'he  highest  tempei'atui-e  wa-^  SS*^  at  l'"lorence  No.  1, 
'•  Florence  County,  on  the  loth,  or  1'  above  the  February  record. 
which  occurred  last  year.  The  warmest  |)eriods  were  on  the 
,  14th  and  loth  and  at  the  close  of  the  month.  The  lowest  tem- 
ipprature  wa-;  11°  at  .\nderson,  .\nderson  Connly.  on  the  otii. 
[  Tile  coldest  period  was  lietweeii  the  od  and  (ith. 

HUMIDITY. 

4'he  mean  relative  humidity,  determined  from  rei)orls  of 
'S  regular  Weather  Bureau  stations  in  and  surrounding  the 
■Section,  was  as  follows:  S  a.m...Sl%:  S  p.m..  (;s%.  The 
,'liighest  percentages  occurred  in  the  nortliein  eoa<t  district,  and 
the  lowest,  over  the  northern  interior. 

PRECIPITATION. 
The  avei'age  for  the  Section .  .")4  stations  reporting,  ^^"as  1  .S!) 
inches,  or  2.4H  inches  below  the  established  normal.    The  rain-i 
fall  was  fairly  distril)uted    as  to  area   and  quite  copious  about  ! 
the  opening  of  the  month ;  during  the  period.  10th  to  22d,  how- j 
?ver,  the  showers  were   Htfnl   and    intermittent ,  and   generally  | 


light  in  quantity.  As  a  wiiole,  tlie  precipitation  was  2  to  B 
inches  below  the  amount  usual  to  February,  the  monthly 
measurements  being  below  1  inch  over  the  .'Southern  tip  of  the 
State  and  in  a  small  area  of  Darlington  County,  and  above  8 
inches  in  the  upper  Piedmont.  The  greatest  local  monthly 
amount  was  8.55  inches  at  Liberty,  Pickens  County,  and  the 
least  amount  was  0.80  inches  at  Darlington,  Darlington  County. 
The  greatest  24-hour  amount  at  any  station  was  1.80  inches  at 
\\'alterboro,  Colleton  County,  on  the  8d.  The  average  numl)er 
of  rainy  days  was  14%  below  normal. 

Snow  flurries  occurred  at  Landrum  on  the  1st  and  2d  and 
at  7  stations  in  the  upper  Piedmont  on  the  22d,  and  8  stations 
re})()rte(l  sleet  on  the  latter  date. 

WIND. 

The  prevailing  winds  were  from  the  southwe'st.  The  avei'- 
age hourly  velocity,  determined  from  S  anemometer  records, 
was  U.r\  miles.  The  highest  av(>rage  velocity  in  the  region 
covered  i)y  reports  was  1 1  .0  miles  piu-  hour  at  Savannah,  Ca., 
and  the  lowest  average  was  5.7  miles  per  hour  at  Augusta,  Ca.; 
the  averages  in  the  Section  proper  were  10.4  miles  per  hour  at 
Charleston  and  7.9  miles  per  hour  at  Columbia.  The  highest 
velocity  for  any  5-minnte  period  was  48  miles  [n'v  hour  from 
tlH>  west  at  Charlotte,  X.  C.,  on  the  2Hth,  and  in  the  Section 
pro[)er.  45  miles  pcv  hour  from  the  northwest  at  Oreenville  f)n 
t  he  same  date. 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  8  auto- 
matic records,  was  188. G  hours,  or  (((1%  of  tlie  possiiile  amount . 
The  average  iiumi)er  of  clea  i'  days  was  1  4 ;  partly  cloudy.  7,  and 
cloudy,  7,  as  against  normals  of  18.  (>,  and  9  days.  respe(.'tively. 


RIVER  CONDITIONS. 

'I"he  moderate  Hoods  in  the  P'e  Dee  an<l  Santee  river  dis- 
tricts during  the  latter  part  of  February  and  the  early  part  of 
March  were  attended  by  unavoidable  losses  estimated  at  $5,778, 
while  the  api)roximate  value  of  movable  property  saved  by 
timely  warnings  was  ?*51,!)'i().  The  Santee  River  maintained  a 
good  stage  of  navigal)!e  water  throughout  the  month;  other- 
wise, the  remaining  rivers  of  tlu^  Section  were  relatively  low 
after  the  first  week,  incident  to  the  firolonged  dry  weather. 

MISCELLANEOUS    PHENOMENA,  i  dates  i. 
Ilnlos.  —  LiiiKir:   Charli'ston.   14:  Columbia,  b",  25;  (Ireen- 
ville,    15.    17;    Walhalla.    15,    IC.      Sn/ar:    Columbia.    14:    Lib- 
erty.  18.   25. 

ERRATA. 

Drc'iiilicr.  liJlT.     .KllcnHaif.  iincii'iiiition,  iiiigns  ;i2  viiul  9:i.  >hiiiilil  \>o  \  ^1 . 

\niiiial.  I'.ilT.  .\llpii(lalf>,  ni'ccnibcr  iirccipitatioii.  page'  im.  should  hf  l.:i7:  an- 
nual iiri'cipitatlou.  pas'^s  ini  ami  102,  Nhnuld  lio  Jci.ti:!.  Fhirciu-i\  No.  '2,  annual  pi-ecipi- 
tatiiiii  ilf  iiart.iiri'.  iiaue  lOj.  should  bn  -  :i.r>4. 

.January.  I9ls.  Catav.ba.  total  pn'cipitation,  pagos  -1  and  -i,  should  be  5..S5.  Cliap- 
pplls.  total  pri'dpiiation.  pajfps  -1  and  r,.  should  be  'i:.t2. 
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671 
568 

500 
1063 
900 
711 
450 

400 
1380 
502 
850 
53fi 


riiioii 512 

Sparlanbur-r 875 

ICddctield I     620 

Oconee 1061 

Fairfield 1     548 

York  !     690 


extremes  . 
extremes  . 


54. 5  I  +3. 1 
6.5.5  !  +8.3 

52.6  +5.2 

54.2  I 

65.  2  I   +3.  5 

"47.8  '  +3.3 

•54.0  I   +6.7 

50.9  +6.3 


.52.8 
52.9 

54.6 

.52.5 

54.6 
.52.  2 
63  5 


56.4 

53.  4 
.^0.  5 
56.  0 
55.  6 
■5,').  4 


+.5.1 
+  7.3 


+6.1 

+  5.4 


83 
81  , 


S3 

88 


t24 
28 
28 
28 
20 


36  I 
19 
20  i 
22 


15 

20 

28 

"24 

18 

21 

2H 



26 

15 

23 

+5.4 


+9.3 

+  7.5 
+6.1 
+  7.2 
+5.2 
+  7.0 


82 

+15 

81 

tl5 

83' 

28  1 

83 

28 

76 

15 

84 

15 

1 

83 

28' 

82 

15 

83 

28 

84 

15 

83 

tl5 

.53.9     +6.6 


.56.0 
.5ri.  6 
52.2 


50.2 
'  50.  6 


50.  8 
53.  8 


f7.0 
+6.7 
+7.4 


88 


+  3.1 


26 


20 
20 


28  21 
28  :  11 
28  1       22 


28  j 
15 


•20 
'21 


49.4 
48.8 
46.8 

48.0 
49.  6 
50.0 
.53.  2 
"51.5 


•1-8.4  I       73 
+  6.0         81 


tl5 

28 


•20 
25 


+  8.9 
+  .5.8 

+  4.8 


+7.5 
+  8.0 
+5.1 


54. 5      +6. 


52. 9      +8 


51.8      +5.5 


,50.7      +8.1   I       78 
»-i8.  4      +6.  0  !     "79 


79 
78 
76 
80 
■'83 


■28  17 

+14         ^20 

28  1       20 


■i-15 

28 
15 
28 

28 


'28 
28 


19 
16 
16 
21 
"21 

•22 


n 

5 

5 


t5 


34 

0.81 

53 

1.71  1 

54 

2.35  ! 

46 

1.70  1 

30 

1.31 ; 

34 

1.62 

42 

2.72 

39 

0.80 ; 

1..57  1 

. 

1.79 

47 

1.95 

39 

1.43 

,^08  ;  0.33 
-2.76  0.85 
-1.88      1.68 

I  0.91 

-•2.10  I  0.75 


40 
44 


46 
46 


40 

39 
38 
4r, 
50 
43 


1.85 
2.  09 

1.97 
1.30 
1.98 
1.94 
1.74 

2.  33 
1..5.8 
1.66 


-1.54 
-2'4i 


2.61 
3,  18 


-1.57 
-2.  84 


1.^25 
0.90 
1.00 
l.nn 
1.  1.5 

I.n7 
11  r-a 
0.  92 
l.M) 
0.  55 


2.64   I    1.80 


42       2.04 
46       2.53 
38  I     2.09 
1 
ta  !     47        1.94 


''34 


31 

41 
46 

38 
51 
44 
39 
°52 


20 


20 
■20 


.|... 


5       46 

4  "40 

5  '50 


1.65 
1.48 

1.82 
2.70 
1.42 

1.31 
•2.11 
2.99 
1.97 
1.70 

1.48 
2.  69 
3.55 
1.80 
1.50 

l.,S2 


-2.04 
-2.  75 
-3.79 
-2. 03 
-3.22 

-2.  30 
-3.03 
-i.'-9 
-2.  72 
-3!  17 


-2,29 
-2.  ^29 
-2.  84 
-2.  58 


-2.  '24 

-2.  99 
-3.0s 


52  5 

.50.4 


51.1 


+7.4 

+7.7 


.52.4  1  +5.4 


83 

88 


T15 

28 


21 

19 


11 

11  : 


52 
53 


1.70 
2.  16 
2.111 

1.50 
2.64 


-2.44 
-2.32 
-2.74 

-3.  41 
-2.  12 


3. 25 
1.53 
1.37 

2.02 
1,89 


-1.97 
-2.  75 


-2.  67 
-2.  46 


0.  56 
0.85 
0.97 
0.  67 
0.88 

0.87 
0.60  ; 
0.67 
0  74  i 
0.81 

0.40 
0.61 
1.33 
0.57 
0.  63 

0.70 
0.  76 
1.45 
0.51 
0.  50 

0.51 


2.70 

0.  60 

0 

1.87 

1.47 

0 

.3.80 

0.'25 

(1 

3.44 

1.05 

0 

3.64 

0.96 

0 

2. 13 

0.85 

0 

2.  97 

0.  94 

0 

•2.  91 

0.41 

0 

2.  69 

1.40  ' 

0  : 

2.14 

1.  35 

0  ' 

20 


3  j    8 

8  I     6 

9  I     7 


li.  H.  Vance. 

Miss  Lillian  U.  Rice. 

Mrs.  D.  H.  8andei>. 

K.  ().  Kvaiis. 

D.  L.  Carmichael. 

r.  .S.  Weather  liuiean. 


...j  .1.  H.  Powe. 

. . .'   I'anl  Quatllebaiuii. 

...i  D.  C.  McCall. 

. ..,  Nathan  .lenkins. 

...    H.  H.  McCall. 


7  11      7  in 

6  14  ,   III  4 

6  I  17        4  7 

2  ,  15  ,   in  3 

3  I  14  '     5  9 


0        6      17 

0       4,7 
"      6  ;  15 


6      15 


T.  I   le 


0 
0 
II 
0 

" 
0  ' 

Si 

0  I 

T.  1 
T.  ' 

"I 

0  ! 


0.45  t 
0.(6 
0. 59  J 

0.  -19 
1,02 


0 
0 
0 

■r, 

T. 


1     111 
11     in 

5  i     8 


/  ,  4 
2  I  11 
13  I     2 


Henry  C.  Savage. 

lI.K.tiiJbert. 

Pee  Dee  Kxperiment  ^ti 

A.  P.  iiazard. 

A.O.  Matthew  >. 

().  .M.  .Mitc^hell. 
r.  <.  Fiv|u'rie>  :;t;ition. 
Mi--  K.  P.  RllVellel. 
William  li.  Wolle. 
K.  .^.  Week>.. 

.1.  S,  Wannanuiker. 
.Y  H.  Rogers. 
Mis--  I'..  II.  Cad-deii. 
J.  N.Frank. 
I.  (i.  lliitxin. 


IS 

1 

'.1 

w. 

I'laiik  11.  McCoy. 

16 

0 

12 

w. 

11.  11.  Ku-ell. 

13 

6 

'■> 

SW. 

K..I.  llile. 
.1.  N.  (i\i.ii,-. 

13 

5 

10 

s. 

1..  .M.  Parker. 

15 

.' 

8 

ne. 

W.  C.  Ulnw  11, 
.laiiie^  c   lari-. 
,1.1.  .Vlinran, 

16 

6 

6 

SW. 

Prof.  K.  li.  C.CaliHM 

9 

9 

10 

w. 

r    ."-.  Weather  liuieiiii 

9  :  15 
7     io 

16       6 

II  :  10 


0.  95 
0.67 
0.  45 

1.45 
1.80 


n 

■•,■! 

7 

16 

5 

11 

8 

12  1 

' 

"i 

J.  A.Tiiwn.-eiHl. 
I  Harry  .A,  Pur-hall 
I  r.  S.  Weather  liurrau, 
1   M.  .M.  Calunni. 

.1.  Marvin  liowers 

.lohn  W.  Haiiiel, 

R.  Hartwell  Wilds.  D  I) 

.lohn  T.  liiiKK-. 

I.  .M.-'^ea.-e,  M.  H 

William  S.  Middlet.,11 

.'o-epli  .M ,  .lohnson. 
.lames  I..  Rrowii. 
Warren  C  Peter-on, 
!o,-liiia  Y,  ,lones. 
Mr-.  I-'.  W  ,1,  .MaN»>ell 

K.  W..Ietei-. 

F.  P.  Robin-on, 

Mrs,  S.  K,  Long. 

H.  W.  Hrandt. 

T.  (+  Patrick  <t  Co. 

W.  P.  CoodiiKin. 


The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  a«  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
lieteriiiiuinjt  section  or  division  means.      Reference  letters  '".  '',  ^^i.  appi-arins;  in  the  table  indicnte  number  of  days  mi-si nir:  for  e.vamiile,  ''  repre.-ents  two  days  iiii<siiip,  etc. 

T  Also  on  other  dates,  tt  Received  too  lair  to  be  inchnled  ill  means  and  siminiaries.  "  Tempe  rat  lire  data  are  from  observed  readini,'s  of  the  dry  bulb:  means  are  coiii- 
imled  from  observed  readinsrs.      It  Piwlotlic.'  adilre-ses  of  these  stalioiis  are  a-  follows-     Of  Kdi-;to.  I'.'mhiee:  of  (ia-ton  Shoals,  (ialfiiey  ;  of  Winthrop  Col!e<re.  Pock    Hill, 

T    Precipitation  is  less  than  n.Ol  incli  of  rain  or  melted  snow. 


Fi;hhuauy,    LUIS. 


CLIMATOLOUiCAl.    DATA:     SOUTH    CAROLINA    SECTTON. 
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Daily  Precipitation  for  February,    1918. 


Stiitiniis.                   WutersliPils. 

)ay 

of  montl 

. 

I   1    2    1   3    j   4    1    5 
1        1        1        1 

6 

7 

S 

9 

10     11 

12 

1        '        1 
13     U  1  15  j  15 

17      18 

19 

20 

21 

22 

23 

24  1  25 

i 

26 

27 

2» 

29  1  30 

31 

,0 

Kiistertt  portion. 

I        I 

i   ' 

I 

I 

17 

1 

33 

31 

0.81 
1.71 
2.35 
1.70 
1.31 
1.62 

•>  7'> 

Hliic'kvillrllil 

Ilourmm 

Ci'iitt'iiary 

I'liiirli'ston  *" 

cluTiiu  nil  

( 'oin\  jiv  lljl                  •   • 

iC(li-;to              .    .OSl  .10 

.75 
1.68 
.91 

•«; 
.02 

1.47 

.■.■..v.i:::: 

.25 

.12 

T. 

.27 

.09 

.57 
.20 
.14 
.18 

.20 

'.'■io 

.30 
.20 
23 

f. 

11 

0) 

..  .1..  . 
.  051 ... . 

.30 

■f.' 
.24 
.60 

T. 
.25 
.09 
.28 

25 

1 

(io            

.28 
.25 

.08 

T. 

.00 

'f.' 

T. 

.10 
.43 
.01 

1 

Peo  Dee i  — 

Coast 1  — 

Pee  Dee I 

.... 







T. 

f.' 

.03 

06 

.04 
.04 
.  .24 

'.'is 

09 

'.'oo 

.10 
.05 
.10 

"6i 

.... 

T. 

Waccainaw  ....  .  lul . . . . 

.05 

1 

T. 
.17 

ii 

06 

37 

1  i.i  flino'tnii  l!ll 

Pee  Dee 

ICdisto 

I.vnclie* 

T. 

1 

0.80 
1.57 
1.79 
1.95 
1.43 
1.49 

1.85 
2.09 
1.97 
1.30 
1.98 
1.94 

1.74 
2.33 
1.58 
1.66 
2.75 
1.19 

2.  04 
2.  .33 

2.  0!) 
I   s7 

Iv |i,to  |l|l                     

'.94 

.  85 

11 

06 

:::: 

.04 
'.'i4 

.OJ    .18 

.07 
tiO 

! 

::;.!'::.'::;; 

...    .11    .08 
09!  .1! 

.... 

.... 

I'li-i-'iison   III! ■  Saiitfc 

I''lnl-('iice  1  'V\             I-"!'*'  Dff 

1 

:::::::: 

•■•■l■••• 

'.'.'. 

09 

.94    .04; 1 

i       : 

I'lol'lMlCl'  2 

ili'oiwlown 

I\in''"iln*t*  jllI 

lio 

.38 
Ah 

.41 

1.41) 
1  :i,i 

1         1 
....|. ........ 

1 .20 

'.'56 
.03 

. io  t.  1  . 26 

1 

....1  T.  1  .. 
. . . .  i  T.  j  .  04 

T. 
T. 



Coast 

Hliicl; 

.... 

.... 

Oak^                                          do 

T.  '  .  17  l.'.S 

.04 
T. 

f.' 

.18 
T. 

.16 

O  "aiigoburg                      '  l''.(list,n 

'1'.  1  T. 

.02    .50 

.90 
1.00 
I.  00 

1.15 

.88 
.58 
.92 
1    Ml 

T. 

T. 

.10 

.10 

I'liioii'-li" 

Cnupfr  

07 

l;iiiiiiii  1!|| 

-I.  liroi-seiiij 

-1.  Mallhcu-.|||| 

-..I'lcly  Hill  III! 

Suiiimi-rvilli' 

W  lIliTll.lll) 

j        ' 

.50 

.02 
1.07 
.14 
.10 
.11 
T. 

.53 

'.'40 
.17 
.88 
.11 

.18 

.09 

'.'58. 
.12 
.48 
.55 

.10 
.16 
.29 
.67 

.78 
.40 

.18 

n»! 

.17 
.... 

Kdisto 

.Salitee 

do 

Ashley    

A-hl'lKHl  .. 

.  02; . . . . 

08 

.  Oil    .  10 

.15' 

.... 
.-29 

,        , 

. . . .  i  .  03    .  05I  .  06  . . . . 

...... 

■■■:''::::::: 

;           1 

...    .06 
.02    .02 

. . . .  i. . . . 
....    T. 

....!  .18 
.05'  .29 

.38 
.09 
.09 

'.'63 
1.3 

... 
.65 

f.' 

.. . . 

'!3i 
.20 

;■: 

:::;!:::: 

\,-inii--f>-\'\ 

,lo                   '1' 

.40 

.4J 
.07 
.9; 
.46 

'.'79 
.49 
.48 

■:ii 

.20 
.4ti 
.07 
.45 

.  r' 

.69I---- 

Wrslrrii    I'rn-limi, 

KdlMo 5'1 

.'-Savannah •.    .>>5 

Kdi..to 

liroail 

! 
— 1 —  ... 

■;::!:::::::.  r.  ::. 

.Ofi   



.    '.'.\".U6 

...  1  T. 
...,'  .11 

..      .1)2 
.115 

.'22 

.'06 
.02 

.11 
.35 

.\nili'i>()n. . 

15ulfslMirK||;| 

blair-i  l||| 

.20 
.02 

05 

T. 

. . . . 

.... 

Calluii'iii  Fails  ill! 

S:i  \M  HUM  1  L 

.03  ... 

T.    ... 

24 

T. 

: 

1.94 
1.65 
1.48 
1.82 

''  70 

t'iim.K'ii  nil WalcKM- 

.09 
60 

.07 
.19 
.04 

.14 

.05 

'.'30 
.10 
.05 
.21 

.06 

.20 

.74 
.21 
.15 
.25 
.50 

'C3 

.7G 
1.45 
.39 
T. 
.19 

] 

CliaiMu'luil;! Sahid;.   ...,  .Oo 

I'lrniMin  Cidli'i,'!'                 SnviiiMiiili                   1  -  CiO 

.21 
.02 

.04 

.0.3 

■]•'.' 
T. 
.23 

.'63 

'.'io 

.... 

.0? 
.22 

;o5 

.21 

'.'•io 

T. 

.01 
.3(5 

'.'69 

'f.' 
i'33 

.38 
'.'39 

.67 

'.'02 
.06 
.29 

.■57 
'!70 

.06 
'.'6.5 
'.'08 



.32 

55 

'"'"- 

K>l!,'riicld  ii!| Sa\  aiiiia.i  .  .    . 

liH-lciii  "^lioals  I'll Hiuail  

Uri'i'iiville      *" :  .'^alii'la   .    , 

T.      .5fi 

■....'  .  -10 
...    .1)4 

.061  .01 

10 

35 

.07    .31 

28 

17 

12 

25 

.... 

T. 

't.' 

'f:' 

'f.' 

■f. 
.01 

.... 

1.42 
1.31 
2.11 
2.  99 
1  97 

1  leal h  ^[)fing 

Walerre 

.47I    ... 

.... 

.  10  . . . . 
...    .03 

1  70 

K.'r>ha\v 

r.viif.ii.s                               ,  .411 

0? 

1.48 

2.  09 
3., 55 
1.80 
1   30 

•;;; 

.... 

T. 
.25 

'in 

:II 

.64    - . 

T. 
T. 

••* 

l.iiKTiy Sav.uiiiaii .all!, . . 

IJltli' .Muuiilain                Siilnd.i               ■   ..J  .,t1;   .2ii 

'.'25 

.34 

'30 

.40 

05 

.Mi'iivii'lOtM- 

MolH'tla 

.Mountain   Itcst 

\t'\i  bi'i'fv  . . . 

SavaiMi'iii            .50         I 

.40   T.     T. 

T. 
T. 

Kdislo \...   '  .oi'  .25 

.... 

.49 

.Ofi 

!6 

.12 

1 

1.  82 

Siu'annah  . . .  |..-    ....!....-... 

Snilld:! 

:i:)l  .lOl.... 

m!  .osl.... 

.... 

T. 

..'.'. 

.07 

.15 

.Oil    .02 

.45 
.18 

.31) 
.49 
.05 

.12 
.48 

.18 
.0:t 
.52 

... 

.32 

27 

.08 
.18 

.08 

T 

1.70 
2.  16 

2.00 
1..30 
2  64 

ivi/crii;; do 

.04  .... 

.20    ...     .12 

.  O.S 

... 

.04 

• 

.... 

S'lllldil                                       i            dn 

..5;i:       i  .■>mI 

1  ,     '  .  :i.i 

1 

Saiiiuck 

l{roa<i    

do 

-JO 

.  02    -  OK 

.05    ...1     - 

ll'l 

.02 
1.02 

.  22 

13 

'  '.ir2 

T. 

T. 

':::■:'. :i"" 

Sinrlanlun-'j  |||| 

!    .4.T 

\ 

T. 

.28    .''0 

1 

ric'iiiipii     -  .    

^Val -alia  

I'Mi.-io 

....{   

::::::: 

1 

.<n  v:\nliah     .  .  . 

.... 

.51    .Ofi  

.JO   T. 



.01 

.05 



.  03' 

.09 
If. 

:::: 

i 

.95 
.(■2 
.35 

.03   t. 

.  05  . . . . 

.55 
.14 
.27 

.26 

13 

T. 



T. 

.02 

3  25 

K'llit*'  Oal;                                   Ur.md 

1.53 
1.37 

■Vint. iri>i)  College 



.45 

...     ■          .25 

.05 

IC.T<'epl  as  otherwise  imlicaled.  observr lions  are  sreiierally  nxKle  laO-  111  IKi-  a(li'nio(]ii.  near  snnset.  and  precipitation  recordB<l  is  for  the  24  hours  endintr  at  the  time  of 
olKi-rvation.  |!||  I'ri-ciiiilatioii  iin'asiired  in  the  inorninj.':  anionnt  Ihen  recorded  i~  lor  ihe  preceding  24  hours.  ***  Regular  Weafther  Hnreiin  station:  iirecipitalion  is  for  the 
24-hour  period,  iiiidniglit  to  luiclnight.     *  Precipitation  included  in  the  next  fcdiow  ing  na'asiiremeiit.     t  Separe.te  dates  of  falls  not  recorded.     T.  Trace,  or  less  tlian  O.iil   inch. 


COMPARATIVE  DATA  FOR  FEBRUARY. 


T8S7. 

1 S8S . 
1889. 
189'l. 
1S91. 
1 S1I2 . 
18113 
1894. 
1H95. 
1896. 
1S97. 
1 898. 
1899 
19K). 
1901. 
)W>. 


[ 

Teinperalure. 

Po'cipitalicui. 
1      1  III k 

.\\'eragi'   11  u  m  her  of   ,    L'  i- 
day-.                   ,   .Zh    , 

Temiierature. 

Preeipitation. 

Average  u  ii  ni  her  of 
days. 

**£, 

i      Year. 

^■car.                 V       1             i 

Cloudy. 

'5-r~ 

.52.  6 

,80 

24 

49.  9 

70 

15 

41.9 

75 

10 

56.  1 

83 

21 

54.7 

83 

1:1 

49.2 

73 

18 

51.0 

82 

25 

48.9 

76  1 

16 

37.4 

78  ! 

-     6 

48.  2 

81 

a 

.50. 0 

83 

15 

44.5 

78 

10 

43.0 

,so : 

-  11 

44.0 

78  1 

1 

43.2 

78  i 

7 

40.6 

77  1 

11 

3.41 

12'. 

10  j. 

«.: 

4.83 

ne. 

5.  60 

*w 

2.  M 

BW. 

4.23 

S\V. 

3.  ()4 

'.sw. 

5.05 

12  ; 

4. 35 

10 

8 

9 

11 



sw. 

3.07 

7 

13 

6 

9 

nw. 

6. 13 

8  1 

13 

8 

8 

sw. 

7.80 

11 

10 

7 

11 

.sw. 

0.86 

.3  1 

15 

6 

7 

w. 

6.  98 

12 

9 

7 

12 

w. 

5.77 

in 

9 

/ 

12 

w. 

3.  08 

1; 

14 

7 

7 

11W. 

5.89 

8    ' 

12 

6 

10 

nw. 

19!  13 

40  0 

191^14. 

45. 2 

1905  .      .  . 

38.  9 

19.16 

46.  0 

1917 

19.)8   . . 

4.3.  1 
43.  0 

19;19 

.32.  2 

1910 

44.  7 

1911 

52.  1 

1912 

1913 

42.  3 

48  9 

1914 

44.  6 

1915 

1916 

48.  6 
48  5 

1917 

47.3 

1918 

52.  4 

Period.... 

■17.  0 

SI 

11 

7.03 

10 

86 

15 

3.  .59 

11 

72 

0 

5.21 

<l 

70 

12 

2.58 

('. 

84 

16 

3.  03 

s 

81 

12 

5. 28 

HI 

84 

12 

4.49 

s 

79 

15 

4.71 

9 

85 

20 

1.00 

5 

80 

8 

5.  99 

8 

.SO 

22 

4.50 

8 

78 

14 

4.41 

9 

80 

20 

3.  15 

6 

81 

11 

3.  90 

8 

87 

-2 

4.11 

S 

88 

11 

1.89 

/ 

88 

-11 

4.. 35 

8 

in 

_ 

in 

4 

16 

.3 

10 

^    I 

14 

•' 

l.T 

7   1 

13 
15 

S 
ft   1 

I2 

15 

c.  1 

Ii 

14 

14 

7 

13 

r> 

11 
II 

14 

10 
9 
6 

10 


6 

sw. 

7 

sw. 

7 

sw. 

9 

sw. 

•-VI.so  IIW. 
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FlilJKUAHV.     15M.S 


Daily   Temperatures  for  February,   1918. 


Stations. 


!    1       2       3    1    4    !    5    ,    6 


19       10      11  '  12  i  13      14      15  i   16     17  I  18  :  19  !  20     21     22     23     2-1  '  25     20     27     2,s     29  '  30     31  ,  Mean 


Eastern  I'oriion. 


Allen.lak'SV. 

Beaufort   

HlackvillesS   

Uownuin 

(Vutpnarv 

Uharleslou 

Clieiiiw  vW 

Conway  V** 

DarlhiKtoii  W-- 
KersnsduS'iVi  .... 
Klorence  1  <iSss... 
(ieoraclowii  .... 

Kiim'<tivfVS'\ 

Oaks 

oiansi'ljiirtr 

St.  (iHor;,'!'  %... 
.■^r.  Malthi'U>*>sV 
Sdci.-ly  llillsS\S.. 

.'^liUIIIII'lvilll'    .  . 

Walli'iboio 

V«inassei'SW  .... 


)  Maximum 
(  Minimum. 
\  Maximum 
(  Minimum. 
)  Maximum 
(  Minimum. 
s  Maximum 
I  Minimum. 
)  .Maximum 
(  Minimum. 
)  Maximum 
(  Minimiun. 
\  Maximum 
'  Minimum. 
\  Maximum 
I  .Minimum. 
>  .Maximum 
I  .Mininunn. 
\  Maxiuunn 
/  Minimum, 
1  Maxinunn 
'  Miniminn 
*  .Maximum 
'  .Mininunn. 
',  .Maxinunn 
'  Mminnnn. 
^  .Maximum 

■  (  Mininunn. 
)  Maxinunn 
(  Minimum 

\  .Ma.Kinnnn 

■  I  .Mininuim. 
s  .Maximum 
(  .Minimum. 
\  .Maxinuuii 
/  Mininunn 

\  Maxinnun 
'  .Minimum. 
\  -Maxinunn 
'  .Mininunn . 
\  Maximum 
'  .Mininunn. 


65 
43| 
58 
40j 
50' 
38! 
52, 
391 
58 
44: 

nl 

3r. 

54 
38 

53 
3li 
60 
38 
52 
36 
11(1 
411 
.53 
3S 
55 
39 
58 
37 
57 
43 
55 
36 
.53 
36 
.59 
41 
60 
41 
.52 
3S 


45 
36 
54 

21 
50 
30 
59 
33, 
51 
34' 
37' 
30 
45 
35 
43 
32 
44 
34 
411 

15 

45 
34 
52 
35 
44 
32 
44 
35 
45 
31 
41 
31 
57 
34 
58 
34 
46 


70 
40 

75 
41) 
70 
34l 

70 
39| 
68 

46 

70' 

3y|. 

7(>l 
32 
70 
28' 
72; 

71 
34 
70 
27 
71 
37 
71 
25 
71 
45 
71 
37 
71 
30 
69 
3S 
71 
37 
71 
■13 


I 

4Cl 

45' 
70 
44 
74 
3K 

4;i 

73 
39 


/(>  >'> 

4(1  47 

71  72 

41  44 

75  74 
4(1  49 
75j  72 
39}  42 
7C)i  79 
45,  55 
74'  75 
44  .50 
71  71 
II  51 

76  75 
41  57 
76  S3 
41  :*■' 
76  76 
43  43 


72|  731 

40  4l| 

77  79 

43  45| 

38!  56 


58   68, 

45  50i 


39  58; 

5i 


39 
69 
40 
74 
38 


71' 
48 


43 


37 

38 

73 

78 

35 

37 

77| 

78 

40' 

46 

75' 

76 

38 

46 

73 
43 
76 
41 


86 
47 
S3 
53 

79 
.511 
72 
49 
81 
52 
s2 
.5(1 
.SO 
49 


711  741 

43]  42 

79]  79 

43!  40 


81 
551 
81 
64 


62 
81 
5(1 
81 
54 

8r 

.52 

8n 
48 
82 
54 
81 

53 
81 
62 
82 
45 
84 
6ii 

SO 

.55 
82 
55 
81 
63 
84 
62 
.■•3 
49 


42 
76l 
3!S 
62 
47 


601  at; 
46  34 


53 
44 
48' 
34 
69 
35 
55 
33 
51 
4(1 
66 
41 
64 
.39 


41 
71 
45 
73 

7:i 
.5(1 

39 
73 
51 


6oi 

38i 
68, 
40| 
55] 
38 1 
65, 
38: 


74 

.59 

62 

3- 

70 

b:\ 

54 

35 

7.i 

.-jp 

.5(1 

41 

69 

rii 

41 

35 

59 

511 

08, 

42 
63 
47 

61 
42 
64 
42 
64 
4S 
59 
47 
62 
47 
64 
47 
62 
42 
64 
51 
60 
45 
59 
41 
64 
51 
65  5(1  5^  6:i 


58   53 


43 
53' 
43 


63l 
40' 

70| 
40 
62 
30 
59 

5^1 

l! 

27'  33 

46'  6(1 

37  32 

49  6(1 

351  28 


5(^1 

38 

48 
35 
58 
44 
48 
36 
59 
37 
5."' 
4(1 
51 
42 
54 
35 
47 
34 
.-,3 
38 
66 
39 


42|  42' 

691  68| 

41  39; 

74!  75 

4(1;  57, 

73  78' 
35'  51 
66  77; 
45  55 
70,  74 
381  .vj 

74  80 
33'  52 
79  (i2 
35  51 

73  78 
.33  4.- 

74  78 
;3  48 
74  8(1 
34  40 


6S|  70 
601  41 


41 
74 

78 


44   5:i   46   41 


37  51 

74  7> 
35  57 

75  78 
:'.2  31 

76  78 
33  54 


56l  3n! 

73  72 

56  36 

70'  (Hi 

52  48' 


64 
54 

75 

5.H 
81 
4.^ 

71 
55 


75 

35;  45 

75I  84 


40!! 
46{. 
55!] 


67.4 
41.6 
72.  I 
38.9 
66.3 
39.0 
6I>.  4 
41.9 
63.5 
46.9 
56.8 
38.9 
66.0 
"42.  0 
63.7 
38.  1 
66.  7 
38.9 
66.8 
39.0 
66.8 
42.4 
65.2 
39.8 
6M.0 
41.2 

65.  8 
38.  5 

66.  7 
46.  2 
65.7 
41.2 
62.  6 
38.4 

67.  8 
44.1 
69.2 
42.11 
68.4 
42. 5 


\Vf>^lerii   r<iilinii. 


\ikfu  

Anilerscui 

l5at.'sliui(,'W>v  . . 
Callioiin  Kails  . 

(•aiiiilcn>sN4 

i'l>Mii-iiii  ('c)11hi;i 
Columbia 

liivcnvilli' 

ilrfHUWdd.l  lAisS  . 
Heath  S|)riii!,'  . 

K.Tshawii* 

I.aiiilriim 

l.ilMTty 

l.ittlH  MdiiiKain 
M.-riurthcr  ... 

Mcnii'tla 

.Mmintain   Hfst 

NeH  lifny 

KaltKiiv 

Santnclc 

S|iai'tanlini^'  *>x 

Tri'nton 

White  Oak 

Winlhnip  Colle 


.Maximum 

.Minimuiii, 

.Ma.xiiiunn 

.Miiiimt(m. 

.Maximum 

Minimum. 

.Ma.xinunn 

.Minimum. 

.Maximuii 

.Minimum. 

.Ma.ximuni 

.Minimum. 

.Maximum 

.Minimum . 

.Maxinunn 

.Minimuin 

.Maximum 

.Minimum 

.Maxinunn 

.Miniimim. 

.Maxinunn 

.Miiiiin((m 

Mnxinnnr 

Mininunn. 

.Maximum 

.Minimum. 

.Maxinnun 

.Miniminn 

Maximum 

.Minimum . 

Maximum 

.Minimtnn 

Maximum 

Mininuim. 

Maximum 

Mininunn. 

-Maximum 

Minimum . 

Maximum 

Mininunn. 

Maxinuim 

.Mininunn. 

.Maximum 

Miniminn. 

-Maximum 

Mininuim 

Maxinunn 

Minimum. 


44  44 

36  37 

44'  421 

35  37 1 

40'  48: 


47 
4(1 
4(1 
.35 
48 
37 
4(1' 
31 
.■19 
31 
39 
:i2 
.55 
35 
49 


35, 
42 

39: 


39'     40 
35     36 


47 
4(1 
39 
36i 
43i 
37! 
40 
35 
40, 
32, 
40: 
.34 
44 
36 
43 
38 
42 
36 


42  42 
35  36 


53 
32 
,5(1 
2.5 
40 
3(1 
41 
.30 
49 
3-1 
.55 

31! 

45, 
31 
38; 

3(1 
45 
29 
32 
30 
47 
24 
41 

26; 

.58:  ^Si 
38   30 


41 
25 
40 
20 
41 
25 
38 
17i 
40' 
211 
41I' 
2(1: 
40 
19, 
40 
17 
40' 
16| 
43, 
21 

'2i  '. 

47 


60 
27 
56 
23 
56 
25 
59 
2(1 


25; 
51 
26 
.561 
21 
.50 
24' 
.=,0, 
26 
53: 
16 
521 
22 1 
53: 
.36' 


41|  41 
35;  37 


42' 
35 
4li 
34' 
45 
30 


68 
45 


74 

48 

48 

55 

38' 

7-J 

74 

71 

74 

38 

.';(! 

44 

34 

',11 

71 

r.ti 

7(1 

48 
67 
51 
69 
47 
69 
55, 
66 
45 


.•i2!  42 
75  75'  75 
48   ,50i  53 


371 
69: 
34 
74! 

43' 

7(1, 

39 

7(1 

39  39 

69   68 


73 
51 
69 
46; 
70! 
47 

7i: 

VI 

46 
68' 
:!9 
73 

.5111 
65' 
48 


55 

47; 

61 

7(11 

46 

.52' 

73 

73; 

5(1 

5'ii 

70'  59 
41   46 


38 
49 
'■'.^ 
44 
32 
49 
36 
52 
31 
46 
33 


50 
211 


24; 

43 
20 
.52.  38 
291  20 
38'     48 


30, 


26'     26     20; 


5R, 
23 

.58: 

■>■> 

i! 

54  i 
20, 


68 
43, 
731 
.36! 
681 
43: 
68! 


74 
49' 

71' 
351 


74 
34 
73, 
31, 
71 
35 
73 
37. 


44 

7li 
39; 
70; 
42 
70' 
38 


15 
76 
43 
68 
4.5| 
65' 
44| 


65      60j 

42|     45 


62 
41i 
.58i 
43! 
58! 
381 


36 
67 
42 
63 
37 
6:1 
41 
51 
38 
72 
44 
51 
36 
6:1 
35: 
54 
35 
74 
33 
47 
29     40, 


651 

38' 


i;   32, 

33 

)1     58 

.55' 

.1  33: 

301 

(1     60' 

.521 

ll     35 

35: 

61 
34 
62 
29 
50 
34 
64 
32 
56, 

3(; 


58 
32 
60. 
31 
60: 

28: 

60} 

30 

59 

34 

70 

32  . 

CO 

34 


79 
.50 

fie; 

46; 

68; 

49 


46  . 

68 

■15 

7(1 

51 


63 
31 

39 
66 
•IC 
67 
32 
CS 
31 
71 
34 
65 
30 
65 
33 


73 
31 


56 
4O1 

.58; 
.■I81 

5i; 

391 
.571 
32; 


63,  .58, 

36l  35, 

62,  53 

56!  4?| 

33I  32, 

.54 1  .53: 

341  33i 


29|    31; 

...!....' 


42      35 


39 


39  55 

14      35  37 

19     39  49 

!3     34  37 


.54  39 

29  21 

4>-  46! 

29  19 


36 


69 
51 
6H 
62 


71 
48 
70 
47 


721  75  79  69  58, 

51  .50  62  40  14 

70  65  75  66  57 

49|  46  61  39  42 


66 
41 

.50 
39: 


69'  45| 

33'  331 

68:  46i 

331  32, 


59  68 

32  41 

57  69 

29  43 


45:     35     48 


Kefereiicp  letters.  («,  6,  '•),  ainiearing  in  the  table  indicate  number  ofdays  missins-:  For  example,  IJ  reiiresent.s  two  days  nn"ssinff,  etc 
4»  Ipstnnnents  are  read  in  the  morniiisr:  the  prixmnnn  te  1 111  "Th  tine  then  nad  i<  ehars-ed  tu  the  preeedin^  da  v.  on  whirh  it  almost  ah\  a  v- 


IX.  9 
45.1 

62.  6 

38.  6 
63. 2 
41.2 

63.  0 
37.4 
60.9 
40.4 
61.5 
40.  0 
63.5 
44.1 
59.0 
39.8 
60  5 
37. 2 
58.  6 
35.  1 
58.  1 
37.8 
61.7 
37.4 
60.9 
;i9. 1 
64.1 
42.4 
63.  2 

39.  8 
66.  0 
43.0 


64.6 
41.2 
64.8 
38.9 
62.  8 
38.  6 
"61.7 
35.0 


63.  8 
41.2 
CI   3 


••l^.^l 


Co  00  00  ^ 


■ 

.^.^^^ 


-i 


^, 


aiB@^!B«KS  ' 
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roi..  XXI. 


CoLu.viHiA,  S.  C,  March,  1918. 


No.  3. 


GENEKAL  SUMMARY. 

March,  191S,  was  higli  in  the  group  of  wurni  spring  months 
itiid  was  exceptionally  dry.  The  last  general  spring  killing 
Irosts  occurred  on  the  11th. 

The  weather  was  especially  favoral)le  for  pl.iwing,  which 
>roceeded  .■satisfactorily,  notwithstanding  a  shortage  of  labor  in 
Some  sections.  Corn  planting  had  extended  northward  to  the 
central  counties  by  the  close  of  the  month,  and  a  few  patches 
were  reported  as  having  germinated  as  far  northward  as  Green- 
ville County.  Cotton  planting  had  also  begun  in  portions  of 
the  coastal  plain  and  eastern  counties.  Drilled  early  oats  suf- 
fered comparatively  little  damape  by  winter  killing;  the  injury 
chietiy  affected  late  planted  and  broadcast  crops,  wliich  either 
failed  to  germinate  or  lacked  deptli  resistance;  sj)ring  oats  had 
come  to  good  stands  by  the  close  of  thr  month.  Wheat  and  rye 
were  in  good,  promi-iing  condition.  Small  gardening  will  be 
carried  on  extensively  this  year,  ami  some  gardens  were  un- 
usually early  and  in  fine  condition.  Truck  in  the  southern 
counties  was  good  to  excellent.  Peaclios,  apples,  and  other 
fruits  were  far  advanced,  and  wild  blackberries  were  in  bloom 
a's  far  northward  as  the  central  counties.  Woods  were  green 
throughout  practically  the  entire  State  at  the  end  of  tlie 
month,  and  the  season  began  at)Outtwo  weeks  earlier  than  usual. 


Dorcliester,  Berkeley,  Florence,  Marion,  and  Horry  Counties. 
The  greatest  local  Tiionthly  amount  was  2.99  inches  at  Gaston 
Shoals,  Cherokee  County;  least  amount,  0. 09  inch  at  Effing- 
ham, Florence  County.  The  greatest  24-hour  amount  at  any 
station  was  1.26  inches  at  Georgetown,  Georgetown  Comity,  on 
the  19th.  The  average  nun)lier  of  rainy  days  was  26%  below- 
normal. 

No  snow  Avas  reported  at  any  station  during  the  month. 


WIND. 

The  prevailing  wind  was  from  the  southwest.  The  average 
hourly  velocity,  determined  from  8  anemometer  records,  was 
9.6  miles.  The  highest  average  velocity  in  the  region  covered 
by  reports  was  12.6  miles  per  hour  at  vSavannah,  Ga.,  and  in 
the  Section  proper,  11.7  miles  per  hour  at  Charleston;  the 
lowest  average  velocity  was  6.3  miles  per  hour  at  Augusta,  Ga., 
and  in  the  Section  proper,  8.2  miles  per  hour  at  Columbia. 
The  highest  velocity  for  any  6-minute  period  was  44  miles  per 
hour  from  the  .southwest  at  Charlotte,  N.  C,  on  the  14th,  and 
in  the  Section  proper,  38  miles  per  hour  from  the  west  at 
Greenville  on  the  same  date. 


PRESSURE. 

»The  mean  sea-level  pressure,  d<'termined  from  reports  of  8 
regular  Wea titer  Bureau  stations  in  and  surrounding  the  Sections, 
Bras  30.07  inches.  The  liigli(\st  pressure  in  the  region  covered 
BV  reports  was  30.64  inches  at  Columbia,  on  the  llth;  lowest 
pre.'isure,  29.62  inches  at  Charlotte,  N.  C,  on  tlie  7th.  and  in 
the  Section  proper,  2'). 66  inches  at  Greenville  on  the  same  date. 


TEMPER  A  TURE. 


The  monthly  mean  fr>r  the  Section,  determined  from  re- 
ports of  41  stations,  was  69.7°,  or  4.9°  al)0ve  the  estaiilished 
normal.  The  highest  temperature  was  S9°  at  Darbrtpton,  Dar- 
lington County,  on  (he  Ntii.  The  warmest  j)erio(1s  were  be- 
tween the  1st  and  6th  and  on  the  1  lib.  The  Imvest  tejiiperatne 
was  29°  at  Heath  Spring,  Lancaster  Touiity.  and  Santuck, 
Union  County,  on  tlie  llth.  The  coldest  periods  of  the  month 
were  between  the  10th  and  tlie  12th  and  on  the  80th   and  3lst 

HUMIDITY. 
The  meat!  relative  liumidiry,  determined  from  reports  of  S 
regular  Weather  Bureau  stations  in  and  surrounding  t  he  .'-Sec- 
tion, was  as  follows:  ,S  a.m.,  7S%  ;  S  p.m..  -'rl^U .  Tiie  highest 
percentages  occurred  in  the  southern  coast  district,  and  the 
loNvest,  over  the  n'M'lb-cent  ral  counties. 

PRECIPITATION. 

The  average  for  the  Seetinn.  63  statinns  reporting,  was  1  ,S3 
inches,  oi-  2.04  inelies  below  the  e<tab!i-iied  normal.  The  i)re- 
cipitalion  wa-  fairly  well  f!!-trit)nte(l  and  was  coniined  priiiei- 
J>ally  to  two  p'M-iods,  becoming  generally  scattered  after  the 
2lst;  the  monthly  amounts  were  uniformly  l)elow  normal  and 
w>rt^  le-s  than  2  inch"-;  throughout  practically  tiie  entire  coa-tal 
plain,   ranging  downwaid    to  less  tlian    1    inch   in   portions  of 


SUNSHINE    AND    CLOUDINESS. 

i  The  average  monthly  sunshine,  determined  from  8  auto- 

I  matic  records,  was  234.8  hours,  or  63%  of  the  possible  amount, 
j  The  average  number  of  clear  days  was  16;  partly  cloudy,  8, 
land  cloudy,  7,  as  against  normals  of  14,  8,  and  9  days,  re- 
j  spectively. 

RIVEK  CONDITONS. 

Tlie  Santee  River  maintained  a  fair  boating  stage  through- 
j  out  tlie  month;  otherwise,  all  the  remaining  rivers  of  the 
!  Section  continued  relatively  low,  incident  to  comparatively  dry 
I  weather. 

MISCELLANEOUS    PHKNOSCENA    (dates). 

ihiroTHR. — Columbia  and  (ireenville,  7. 
I  //a//.— Oaks,  7;  Society  Hill,  23;  Walhalla.  28. 

i  IJalos. — (Lvnar)  Colum}>ia,  18;  Greenville,  18;   Landrum, 

118;  Santuck,  19,  20.  {Sohir)  Columbia,  15,  30;  Greenville, 
1 18,  27,  30;  Santuck,  18.  30;  Walhalla,  18. 

{  Frost. — 'I"he  last   spring  killing  frosts  or  freezing  tempera- 

j  tures  occurred  as  follows:     February  5,  2  stations:  6th,  9;  7th. 

1;  23d,    1  ;  24th,  1;  26th,  1  ;  27th,' 2;  March  11,  16;    12th,  2; 

31st,  7. 

;  EXSATA    JANUARY,   1918. 

j  I>rfrnson-MpaTi  tcinpi'ratiirp.  I'.-i?.-  4,  shoulii  be  ;iS.4;  mean  maximum  t«^mperaturp, 

pagi'  ('..  should  Iji-  5:i.O. 

I.nniinim-  Total  itrpcinitatioi).  ratfos  4  anil  .5,  shouV]  be  fi.'ifi. 

l.iliTt.v    NiiinlxT  rif  ilays  with  H.IM  in<-h  or  moro.  rasf  4.  shouM  he  l.". 

I.ittlt'  Moiiiititiii  — Maxijimiii  t-mnor^tiiro,  .laniiary  2S.  rage  fi,  sliouM  be  65:  mean 
maxiiiuini  tfiuixTiiliin-.  imee  i\.  .'ihoi'M  be  4s.f). 

WaUerbiirn  M.ixiiiniiii  teiunrrature,  J^inuary  12,  pag'p  fi,  shoiilil  be  •'>4;  mean  max- 
iinum  temt'eratiire,  pa^e  (i.  should  be  •">7.4;  mean  t'-miierature,  page  4,  .<houi(;  be  43.S. 
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Climatolosical  Data  for  March,    1918. 
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Temperature,  in  decrees  Fahr. 


Precipitation,  in  inches. 
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The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  siteh  station?  a«  have  ten  or  more  .veari  of  record,  but  all  complete  reports  are  used  in 
detenin ulnar  section  or  division  means.      Reference  letters  '".  !>.  '-'<.  appcarinsr  in  the  table  indicate  inimber  of  days  missins;  for  e.vjimple.  ''  represents  two  days  missing,  etc 


+  Also  on  other  dati"S.    T+  Received  too  lat*  to  b^  included  in  means  and  -umnianes. 
puti'd  from  observed  n-aiiings.      tt  Postottice  addresses  of  theise  stations  an-  as  follows 
T.  Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


'reniiieratniv  liala  are  from  observed  reailinsrs  of  the  ilry  bidb:  means 
Of  Fdisto.  Kn)bree:  of  (iaslon  Shoals.  (ialVney;  of  Winthrop  College.  Rock   Hill 


VIakch,   lyis. 
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Daily  Precipitation,  for  March,    191S. 
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....I.... 

.01 

.03 
T. 

.74 
'.'64 

.28 
.06 
.20 

.92 
.30 
.10 
.05 
.52 

.22 
.36 
.72 
.29 

.06 

K.ti>to 

lii'oad 

.21  .... 

.21 

T. 

iliiiiNlli| 

.46 

.45 

.86 
.43 

.841  .09 
.48'  .22 

ailuiiiii  ['"alls  nil      

Savaiinali  .... 

T. 

.06 
.18 
..10 
.07 

S.'i 

.57 

.60 

iilii'.vixk  t|'l 

.50 
.12 

SO 

.05 

.20 
.50 

54 

.08 
.18 

Saluda  

1 

7ii 

.10 

.14 

'olumblM  "•. . .-. 

.16 

.05 

.96 
.48 
.46 

'.'20 

.06 

T. 
T. 

T. 

.18 
.71 
.28 
.45 

'Ik'i'lx'M  lilj 

Savannah 

.10 
.18 
.11 

.05 
.14 

't. 

a>loii  sIiomIs  l|i|   

Hioad  

Saluda  

do 1 

1 
j 

■.'•79 

.  70  . . . . 

.15 
.04 

f.' 

"t'I 

tV 

.51 
T. 

.03 

rci'iiville     *** 

.16 

.33 

.55 

1.02 
.82 
.46 

.42 
.20 
1.05 

.12 
'.'35 

leath  Sprinj^ 

\Vater('0  .           1 

.      ( 

.78 

:24 

.16 

.40 
.70 
.26 

03 

.19 
.03 

.10 

^orshavv 

Lyiielies 

.69 

.12 

.05 

.18 
.25 

.36 

.20 
.15 
.16 

.05 

iiiii'mui 

Hroad             .  . 

4:t 

■ 

.21 
.20 

.... 


.02 
T, 

.22 
.02 

.02 
T. 

.09 
.03 

2.19 
2  34 

i 

.75 
4.i 

1 
1 

.02 

.02 



.10 

2.02 

rill:!!- 

Savannah  .... 

1        1 

JCdisto 

1. .  . .[ 

.27 

1.20 

.13 

13 

.  16 

.67 

2  56 

«iii  Itest 

.^a vat) noil  ...  .1 

1  ry 

Saluda '.t 

do  .... 

.62 
.72 

I 

T. 
T 

1.07 
.42 

i.'04 
.40 

1.0> 
.25 

1   01 

'.'62 
■f. 

,05 
T. 

.12 
.05 

.29   T. 

■?n 

.08 

2  31 

-laT  :iii 

T. 

T. 

.15 
.13 

.48 

A'> 

2  06 

li'l.lil 

do 

IR 

1.15 

1  60 

Hi'oad 1 

.70 

'9:^ 

T.' 

10 

?9 

.03 

2  34 

mIhII'!,'  lill 

do 1 

.13| 

Oi 

.10 

1.02 

.02 

.15 
T 

2  80 

ICdisto j i 

13 

03 

1   16 

iU  alia 

SavaniiHh i \ 

iU'oad 1 ....  j 

....;.... 

....  "'" 

."1 
T. 

■.'n::::! 

T.     T. 

T. 
.06 

.76 

.80 

50 

.11 

.10 

.14 

.01 

2  CO 

nit"  Oak     .   . . 

.21|.... 
.30| 

2  8'^ 

iiil  inii)(!()lle^'i.' 

Cataw  ba     . . 

. . . . 

1 

1.1» 

1  90 

' 

' 

' 

K.vci'pt  as  ott'iTwi"'  iiidicati-il.  o()->'rvalion-  are  -.'eneially  m;ide  I;il<'  in  tie  afternoon,  near  sunset,  and  precipitation  recorded  is  for  tl'e  24  hours  endinar  at  tlie  time  of 
nl)-crvation.  I!;'  I'n'ci|iit:iiion  !ui'ii..ui-ed  in  ili' uuirtiin'.-:  iiiiinnnt  f'.en  recorded  i<  for  the  preecilin^ -M  hours.  ***  Hesrular  Weather  Hureau -tiHion :  precipitation  is  lor  tlie 
24-lunir  period,  midiiiglit  to  mi(:ni:,'ht.    *  Pri^cipitation  incluiied  in  the  next  follow  ine  measurement,     t  Separate  dates  of  falls  not  re<'orcle(l.     T.  Irace,  or  less  than  O.dl  jnch. 


COMPAR.ATIVE  DATA  FOR  XAKCH. 


Year. 


'Ill  pi 'rat  lire 

Pieci 

pital  ion. 

A vrrax 

1    n  u  111 

her  of 

=  r        '} 

day-i. 

—  iH  -  1 

!      ''"      1 

.^ 

t< 

5,^  —  c 

^  >» 

>t 

""c '—  ' 

!      t      ! 

5 

C 

? ;~  s 

^  X 

i  '^      1 

c 

!>>!-- 

1  •  r      1 

< 

■<S^  ^ 

~  '- 

'- 

*~ 

51.4 

82  1 

23 

.52.  1 

SO 

19 

51.6 

77 

20 

AI 

.52.  0 
50.  0 

85 
7S 

U 

91 

■JO 

.12 

.52.  8 

78 

•.':i 

% 

.53.9 

X5 

IS 

91 

59.  3 

90 

15 

i>       

.53.  5 

Wi 

24 

53.1 

93 

19 

56.4 

92 

21 

.59.1 

92 

22 

55. 2 

89 

12 

.51.6 

79 

22 

.53.  4 

86 

10 

'2 . . . . 

51.0 

86  ! 

19 

1.8.5  -I I 1 '  

6.  71   .  9  , ! I  sw. 

.3.41  7  ; I !  w. 

2.  Ill     1 j  SW. 

7.  '•8     ne. 

3.  78    1 1 ■  nw. 

2.  ■-►2  9  '  13  9  9  sw. 

2.18  I  7  !  15  11  5  sw. 

5.71  11  1?  8  11  sw. 

2.  12  ■  5  U  in  7  sw. 

4.  .54  12  ,  7  9  hi  sw. 
2.99  7  II  9  11  lie. 
3.89  I  9  12  10  9  sw. 
4.22  9  12  8  11  ,  <w. 
4.36  I  8  ,  14  8  ,  9  I  sw. 
4. 08  I           10  !           14                7  1           10  !  SW. 


TeiiipeiT.ture. 


Preciiiitation. 


. 

^ 

^ 

-M 

& 

i^Sfi 

s 

a. 

2 

iS==.5S 

c 

bo 

^ 

<l; 

<i>  :'•  -  = 

iS 

^ 

'f. 

i^SSfe 

Year. 


1903 !  60.4  I  84 

1<>14 !  56.2  I  87 

1905 1  57.8  93 

190*: I  51.6  I  82 

I»17 62.0  1  99 

1908 :  61.4  1  !» 

\»''J .51.  1   '  9f) 

I'.lio ,59.4  '  93 

1911 54.9  •  90 

1912 .53.2  :  88 

1913 .56.9  I  .88 

1914 ,50.2  I  91 

1915 :  46.3  81 

1916 1  .53.7   I  S7 

1917 •  ,5.5.0  8S 

1918 1  *9.  7  i  89 

Period...  51.8  99 


12 
22 
15 
14 
29 
10 


Average   n  um 

her  of 

days. 

t 
0 

0 

"  '^ 

^       1 

26 

5.  92 

23 

3.  42 

28 

2.  15 

18 

5.  34 

20 

1..57 

29 

4.. 56 

27 

4.81) 

'>■> 

1.3s 

22 

2.  30 

15 

6.  79 

22 

7.  40 

2.59 
2.  66 
2.14 
5.  ,39 
1.83 
3  87 


13 

15 

13 

15 

15 

14 

21 

17 

14 

13  i 

14 

15 

19 

14 

16 

14 


9 

15 

'.1 

9 

6 

10 

6 

12 

10 

1;  1 

8 

8 

8 

9 

6 

4  , 

8 

fi  1 

5 

12  ! 

5 

13  ! 

9 

8 

8 

8 
4 

22 


CLIMATOLOGICAL    DATA:    SOUTH    CAKUl.l^A    SECTION. 


Makch.    lUiS 


Daily  Tamparatur**  for  March,  1918. 


Siationi. 


4       5       «    I    7    1    5 


10  1   11   I   12 


13  I  14      15      Hi      17  !  18      19     20  I  21 


24  I  25  I  25  \  27  '  2S  |  29 


30  !  31      Mi-ui, 


EnMrra  Portion. 


.Vlleml:ili''5>' 

Bfiiufoi't  

Ulackville^   

Bowman  

Centenary 

ClKirli'stou 

Cliernw  W 

L'ouu'iiy  'i'^ 

Durliiisrtoniii'J 

Fereiisoii  W 

Flurenee  1  •^<> 

(feorKi'towM 

lCiu!rsnve>S'\ 

Oaks 

OrauKelJiirB 

St.  (ieorge  W 

St.  Matthews  W.. 
Society  HillM... 

Siiniuieiville 

Wallmboro 

Yeinassee4'5 


Maximum  . 
Jliuimum. . 
ilki,ximum  . 
Minimum. . 
Maximum  . 
Minimum.. 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum.. 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum.. 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum. . 
Maximum  . 
Mininuiin. . 
Maximum  . 
Mininuim. . 
Maximum  . 
Minimum. . 
.Maximum  . 
Minimum. . 
Maximum  . 
Minimum. . 
Maxinnim  . 
Minimum. . 
Maximum  . 
Minimum.. 


U'fstfrit  f'orlion. 


\iken   

Anderson 

BatesbuiBS^Si 

Calhoun  Falls. . . . 

riiHi.lcnsS* 

Clejuson  Oollesie  . 

Columbia 

Ureenville 

(ireenwood  %  .... 

lleatli  Spiing 

Kershawjij 

[,ant1rum 

I.ilHTt.V 

I.iltli-  .Mouniiiiii  . . 

Mi'riwclliiT 

MoiH'lta 

Mountain   Rest... 

NVwIx'i'ry 

SiUuila 

Sanluck 

S(>arianli\irc  '^i'-  ■  ■ 

Tri'iiroii 

White  Oak 

Wiiitliroi"  Colletrc 


)  Maximum  . 
)  .Minimum. . 
)  .\laxinunn  . 
I  Mininunn. . 
\  Alaxinuuii  . 
(  Minimum. . 
\  Maximum  . 
(  Miuimum. . 
(  .Maximun  . 
I  Minimum. . 
)  Maxiiiunn  , 
(  Mininuun. . 
\  Maximum  . 
I  Minimum. . 
)  Maximum  . 
(  Minimum. . 
)  Maximuui  . 
/  Minimum. . 
)  .Maximum  . 
'  Minimum.. 
j  -Maximum  . 
)  -Minimum. . 
)  Maxinnnr  . 
/  Minimum. . 
\  MiiximiMJi  . 
}  .Minimum. . 
)  -Maxinnim  . 
'  -Minimum. . 
)  Maximum  . 
'  -Minimum. . 
\  MatimiiT!!  . 
'  .Minimum. . 
)  .Msxinnun  . 
'  -Minimum-  - 
\  .Maximum  . 
'  .Miniraiun. . 
)  Maximum  . 
'  Minimum. . 
*  Maximum  . 
'  Minimum. . 
)  Maximum 
'  Minimum. . 
)  .Maxinuini  . 
'  -Minimum. . 
S  >r.nximum  . 
I  Minimum. . 
\  Maxinnim  . 
'  Mininumi. . 


I    ! 


78  76 

57i  50 

85:  75 1 

43i  45; 


79     SOI 
59     59! 

7<»l     77l 

I 


82 


!     I 


9;     78l    76     75|     ROl    80l    85 


63     50;    48     63j    38i    37|    40,    64! 


69      72i  69 

52]     421  4fii     59i 

63!     6fe!  66     77 

52i    52;  561     60 

...I..... 


471     ,57 

791     83] 

60: 

82] 
611 


S5 
61 


84 

84 
53 

sa 

5-1 

85 

44' 

'3  . 

.■i.')  . 

K-2 

59 

K4 

57 


70  77 

48'  44 

69i  73 

49i  4n 

8(1,  74: 

53!  47 

Ti\  8I1 

46  49, 

63!  75 

50;  47 

69i  73 

53;  42, 

73|  - . . .  j 
52| . . . . 

76!  75 

RSI  40 


85! 

57 

88 

63'     52 

87      74 

62:     5(i, 


46. 
76 
SO, 
76' 


81 
52 


82      70 
58     50' 
78 
64 
761 


'     Wlj  ,. 

44|  45! 

69'     SO  77: 

471     43i  60, 

'4 


65i 
35 
61 


75  82i  86' 
33'  551  56i 
76!     Si! 


34;     34;     58,     63 


64 


59     53     53;     53 


91     53     70: 


731     75' 
54!    53 


3 

8' 

61 

87;     72j     74 

51 1     531     46 

87!     66     72 

54|     49,     41, 

72 

51 

74 1 


85 
60; 
83^ 
5.S, 
78 
62! 

vi 

5.0! 

861 
60^ 
83 
6fl 
85 
59, 
80! 
56 
78; 
60; 
79 
45:  50|  58! 
78 


45i  50 

70l  78 

44I  52 

80!  so 

501  50 

68,  8O! 

51,  55 
70 

43  49 

76  79 

42  59 

70  81 

45  51 

72'  80 

52  61 

70  81 


83, 


69, 

42;     49i     «0 

-"■     78i     81! 


12 

49'     61 


73 
49! 

70     77 
49     51 


59 

79|     80; 


60'     58 
771     79 


83!  74I 

,5fii  49 

71  74 

49  46 

84  72 

52  45 

74  74 

50]  43 


54:  40; 

69,  69 

53;  47 

65!  68 

48:  5"! 

70|  73; 

51!  45' 

701  "5; 

46;  43I 

86,  88' 

42'  42 

78  72; 


50     45;     45 


60 
45 
6R 
43 


69,     6(1 
40'     40 

711     54! 


45;     42,     42,     53 


.  .j....!. 

70  fiS 

44  44 

69  fi2 

44  4? 


79  69i 

63  46; 

79!  6hI 

621  49' 

81  72: 
63'  50; 
78!  C71 
61 1  47] 

82  70 
62i  48 

801  68: 


79'  75; 

52'  5-' 

78'  75 

63  63 


74,  73! 

55!  63' 

79'  77; 

60'  62: 


78     7:i 
50'     57 


6^     78:    79     78. 
46     49!    59;    59i    62| 


79; 
.551 


591    r3, 

7'<t     72| 
661     60' 


61!     .50: 
81      68| 


81'  81]  76 

59  63|  49 

78  76  6H 
55  .55  43 

79  78!  68 
59  601  45' 


67 
48 
66' 

51; 

46l 
65 
,50' 

74]  681  61; 
,57!  ,54  43; 
771  73i  65 
52  56!  45! 
77;'  75]  69] 
60,  631  441 
82  74'  58 
.57      «2.     46 


61 
:',8 

77  71  66 
58  59  45 
79  79  68; 
ft!l[     6<ii     45! 


79 

77 

64 

56 

'■2 

45 

76 

76 

68 

,59 

63 

45 

77i 

70. 

63 

571 

59 

43 

78' 

69; 

65 

53 

65 

41 

52 
67 

50; 
65 
49 

74; 
51 
70 

.52: 

70 
55 


70 
48 
72 
47 
65! 
44 
.59 
42 
72 
40' 
71 
45 
65 
46 


41.  48! 


59 
33! 
60 
40'  50  31: 

781  80;  531 
361 
64! 
311 
70 

49  60  35; 

81   70,  58; 

45]  49  ;{4l 

8l|  80:  64] 

59;  53: 

79  77' 


43  63 

80 


45|  41 

81  75 

42;  48 

78  78 


50|  63 
80|  79 


35] 
.58, 
32, 
60I 
39 
60 
,58  35 
74  .58 


41; 
791 

46;  f, 


,52  31 

79'  65 


48  65] 
80,  81 


37 

80,  68 


.35; 

60i 
50,  38 


50:  46 
59!  62! 
50]  43, 
67 

47; 

66 
63 
70 

47 
64 


69! 

45 

74 

431 

781 

44 

59 

43  ,52 

59  62 


CO 
30 
60 

5^ 
30 


591  60, 
37  42 


62,  64 
32  .38 
57  72 
.351  41 
.57  61 
32  44 
.58  70 
30  31 
63  70 
29  ;17 
59  72 
.311 
56 
36 
.59 
32 
58 
32 


72  60  71 
,59  ,32.  36 


58  73 
30  36 


74 
33 
70 

(■.5 
33 
70 
32 
71 
35 
69 


74   75 

r.a;   61' 


73I  81  88 

35  ,52!  63 

74!  R3I  89 

.34  46l  61 

74!  81 


86; 

to 

85  88 
37|  61  (1 
801  86 


35!  .37 

79'  84| 

35! 

75! 

35 

76 

42 


6a 

86 
6(1 

:  V 

55  60, 

82  86 

44'  58' 

84]  86 

5rI  63 

83]  86' 

35  ,52]  61 
73'  81'  87 

36  45]  61 ! 
74]  80:  85] 
39'  53!  60 
75  83i  87 
37,  56|  52' 
76;  ,83j  86 
36  54  53 


86 
65 
84 
61' 
^4 
59, 


761  fiS 

45'  60' 

72'  84 

40  41 

70'  79; 

56!  62 

791  85 

.59!  661 


80 
63 

83, 
59 
83 
611 
SS' 
.59, 
83! 
63 
Nl 
67 
70 
4^ 


79     85 
.56,     64 


81; 
i;4 

85 
65 
88 
63 
83' 
."=8 
8  I 
63 
8-1 
65 


30     37,     58      64, 


76'  66; 

<'2i  441 

70|  60! 

.54!  421 

79'  63 

.59|  41 


75! 


611 


5i'l 


56  50 

6(i|  68 

66  55' 
76  63| 

67  40 
68 '  65 
65]  .39 
71!  59 
63!  44; 
85;  841 
65;  fi2: 
75:  721 
66  43: 
72 1  60' 


68! 
72; 
641 
65     61 


82;  62 

62]  46 

78i  62 

,50]  52! 

721  50! 

61  47 


S3l  61 
58]  43 
711]  60 
37 
591 
401 
60 
40 
59 


36 

60 
3- 

77'  70 
54]  3'-. 
711  '■■'' 
.581  37 
78' 
431 
74 


60 
42 


to 
37 
(^0 
39 
.■■9 
.35 
.59 
35 
fO 
40 
59 
37, 
61 
.35, 


65]  69, 
4.S1  47I 


57 
46! 
56 
47 


58 
47, 
.52 


42; 

64, 
59;  42 
68  .59' 
64!  43 
701  59: 


63  65 

54  52 

61;  63, 

481  55 


45  44 

08]  68 

45  45 

SO,  78 

64 1  59 

.59  67 

48  .50 

58,  69; 

42  48l 


43  44 

.57  70 

47   51  49 

.59  55  fit;! 
41 


43  45 
51  68 
41 


43  45, 
;>:',     68 


69 
41 
63 
31 


39, 


I    :  ; 
'72!  "721  "85 

49|  50;  49 

651  67'  72 

45]  54J  50 

6ni  71  j  70 

61,  5S 


63 
47 
66 
47 
61 
40 
65' 
461 

65: 

471 
661 
51 
64 
.^l( 
6:i 
40 
63 
46 
6s 
42 
67, 
41 
67 
-!6 
68 
48 


(•8  66 


64 

,52  62 

62!  60! 

,53  53 

651  60 

50  .54 


66   65 
49  58 


44; 

65 

56  58  57 

63,  61,  72 

53  60  58 

Wi  76  78 

45  56  59 

64;  66  70 

44  48  64 

63;  64  73 

48  53  62 
64'  65  71 

49  19  .55 
55  72  74 
52,  58  57 


72 


.53  60'  59 

64;  68]  76 
49'  50 
63  65: 
43  48 
'0: 


69 


59; 

,■^■2  ,52 

64!  71 

50!  ,55 


78 
54 
59! 
55 
73 
55 
72' 
571 
72 
53 
74 

66 
51 
71 
,52 
73 
41 
75 

71 
55 


74 

.12 
76 
50, 
'4, 

'73' 
.5> 
74 
.52 


83 
;* 

7S 
.5:1; 
82' 
53 
79 
59 
80: 
61 
82 
59 
86 
54, 
82: 
53 
86 
55 
80 
55 
82 
54 
83' 
52, 
83 
53 
82! 
67 
83 
53 
8ft 
52 
81 
55 
84 
52: 
84 
55 


82 

83 

80 

53 

58 

,50 

(  80 

73 

56 

52  53! 

SO,  81 


79' 
.52; 


75]  70 

55,  56; 

77;  76, 

53,  52' 

82!  79 

57  68 
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aENERAL,  SUMMARY. 

Tlie  curront  month  exceeded  all  previous  April  precipita- 
tion average.-^  I13'  0.'I~  inch,  and  the  excesses  over  the  normal 
were  especially  marl<ed  in  the  eastern  and  portions  of  the  cen- 
tral counties.  Tliermal  conditions,  as  a  whole,  raTiged  sonie- 
nduit  Ijelow  the  seasonal  average,  due  to  abnormal  and  extended 
c(4d  between  the  6tli  and  11th. 

The  growing;  season  opened  about  two  weeks  in  advance  of 
normal,  l)Ut  thesucceeding  low  temperatures,  with  much  cloudj' 
and  rainy  weatlier,  were  attended  by  a  gradual  loss  to  near  the 
seasonal  average  at  the  close  of  the  nioutii.  However,  tlie 
winter  and  spring  grain  crops,  field  truck,  gardens,  and  pastures 
inain'ained  good  to  excellent  condition,  wliile  cotton  developed 
irregular  and  unsatisfactory  stands,  which  necessitated  much 
replanting.  Corn  was  in  generally  belt"r'c  ndition  than  cotton 
throughout  th.e  month,  and  CLdtivation  was  well  advanced  over 
thi'  southern  counties,  \\'heat,  oats,  and  rye  were  h(\ading  well 
at  the  close  of  the  month,  and  tol^aceo  transplanting  was  fin- 
ished, with  the  crop  in  good  condition  generally.  Native  straw- 
berries of  fine  quality  were  on  the  market  this  season  earlier 
than  u-;ual,  and  white  potatoes  and  ti'ce  and  bush  fruits  were 
promising.  Th*^  month  closed  with  [)lowing.  seeding,  and  cul- 
tivation proceeding  wherever  soil  conditions  permitted. 


Pickens  Counties,  to  over  7  inches  along  the  middle  Piedmont 
and  to  over  15  inches  in  upper  Georgetown  County.  There  were 
four  distinct  rainy  periods,  and  but  two  short  dry  periods.  "J'he 
greatest  local  monthly  amount  was  15.11  inches  at  Oaks, 
Georgetown  County;  least  monthly  amount,  2.49  inches  at 
Charleston.  The  greatest  twenty  four  hour  amount  at  any 
station  was  5.28  inches  at  Centenary,  Marion  County,  on  the 
20th.  The  nund)er  of  rainy  daj's  averaged  57%  a!)0ve  normal. 
Snow  flurries  occurred  at  Landrum  and  Greenville  on  the 
9th,  and  sleet  at  Newberry  on  the  11th. 


WIND. 

The  prevailing  wind  was  from  the  southwest.  The  average 
hourl_y  velocity,  d^'termined  from  8  anemometer  records,  was 
9.2  miles.  The  highest  average  velocity  in  the  region  covered 
!)y  reports  was  11.9  miles  per  hour  at  Charleston  and  at  Savan- 
nah, Ga. ;  the  lowest  average  velocity  was  G.2  miles  per  hour  at 
Augusta,  Ga,,  and  in  the  Section  proper,  7.6  miles  per  hour  at 
Columbia.  The  highest  velocity  for  any  5-minute  period  was 
60  miles  per  hour  from  the  northeast  at  Wilmington,  N,  C,  on 
the  26th,  and  in  the  Section  proper,  47  miles  per  hour  from  the 
east  at  Charleston  on  the  8th. 


PRESSURE. 

4'lie  mean  sea-level  [iressure,  determined  from  reports  of  8 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  2'J.98  inches.  The  higliest  7)ressure  in  the  region 
'■  'Vered  by  repiiils  was  30  40  inches  at  Charlotte,  N.  C,  on  the 
i'lli,  and  in  the  Section  proper,  80. '''7  inches  at  (IrtH-nville  on 
the  -^aMie  flate;  lowest  pressure,  29.58  inches  at  Wilmington,  N. 
C,  on  the  i)th,  and  in  the  Section  pi'oper,  29.70  inches  at 
Charleston  on  the  26th. 


TEMPERATURE. 

The  montldy  mean  for  the  Section,  determined  from  re- 
li:>ris  From  41  stations,  was  61.0°,  or  1.3°  below  the  established 
rmal.  l"he  highe.-^t  temperature  was  92°  at  Oaks,  Geoige- 
.  ).vn  Ciiuniy,  on  the  ?>i\.  The  wanm^st  periods  of  the  month 
were  from  the  2d  to  the  1th  and  between  the  17tli  and  22d. 
The  lowest  tempi'rature  was  32°  at  Darlitigton.  Darlington 
Cmrity.  and  Santuck,  Union  County,  on  tlie6tli  and  at  Saluda, 
Saluda  County,  rm  tl'C  13th.  The  coolest  period  of  tlie  month 
extended  from  the  (Uh  to  the  14th. 


HUMIDITY. 


The  mean  relative  humidity,  determined  from  r(>ports  of  8 
r'^gular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as- follows:  8  a.  m.,  80%;  8  p.  m  ,  71%.  The 
greatest  perceiitages  occurred  along  the  southern  coast,  and  the 
lowest,  over  the  northern  counties. 


PRECIPITATION. 

The  average  for  the  Section,  53  stations  ref-jorting,  was 
5.82  inches,  or  2.9 1  inches  above  the  estal)lish(Ml  nornuil  and 
0.27  inches  above  the  highest  .\pril  average-  in  32  years.  On 
the  whole,  the  total  amounts  were  very  badly  distribut(>d,  rang- 
ing from   somewhat  below  normal  in  Charleston,  Oconee,  and 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunslnne,  deterniined  fronj  8  auto- 
mafic  records,  was  226.4  hours,  or  53%  of  tlie  [lossible  amount. 
The  average  number  of  clear  days  was  11  ;  partly  cloudy,  9, 
and  cloudy,  10,  as  against  normals  of  15,  8,  and  7  days,  re- 
spectively. 

RIVER  CONDITONS. 

Heavy  to  exce-^sive  rains  in  the  upper  drainage  areas  of  the 
Pee  Dee  and  Santee  River  districts  un  to  the  morning  of  April 
20  were  followed  by  moderate  floods  in  the  lower  rivers,  which 
had  not  passed  to  sea  by  the  close  of  tlie  month.  'J'he  unavoid- 
able losses  in  the  Santee  System  approximated  $3  716.  and  the 
value  of  movable  property  savrd  by  timely  warnings  was  (>sti- 
mated  at  S6S,527.  In  the  Pee  Dee  System  the  unavoidable 
losses  approximated  $42,000,  and  the  value  of  movable  property 
saved  has  been  estimated  at  $39,000. 


MISCELLANEOUS    PHKNOKENA.  (dates). 

ILtlofi. — Lni}(ir:  Greenville,  17,  21  ;  Liberty,  14.  Solar: 
Cohnnbia,  2;  Gaston  Shoals,  14;  Greenville,  6,  8,  9;  Liberty,  14. 

77i/7. — Anderson,  Bowman,  Calhoun  Kails,  Newberry,  and 
Walhalla,  3;  Bxte-^liurg,  Centenary,  and  Conway,  4;  Liberty, 
14;  INIonetta,  17;  Centenary,  18;  Bowman,  19. 


ERRATA -FEERUARY,    1918. 

Ort^pnwood—    aviinum  t.pmpeniturp.  iiiiRe  l'2,  slioulrl  bp  Vfion  tlip  inth, 
Kiiissti OP— Nuiiiljor  of  ('ays  with  (Xll  inch  or  morp.  iiagp  12.  should  be  4. 
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21 


10  i   18       0 

11  i....\   ... 


1.84 


0     16 


1.30 
1.76 
1.47 

1.44 
1.20 
2.  30 
0.  70 
2.07 
2.20 

3.94 

5.28 


0  I  15 
0  10 
0jl2 

0  !  14 
0  1  K 
0  I     9 


3  :  14 

iV  "5 

7  !  13 


10  10 

11  I     9 


R.  B.  A'ance." 

Miss  Lillian  H,  Rice. 

Mrs.  D.  IS.  Sanders. 

B.  O.  Kvans. 

D.  L.  Carmichael. 

V.  S.  Weather  Bureau, 

Roland  D.  Powe, 
I'aul  Quattlebaum. 
D.  C.  McCall. 
Nathan  .lenkins. 
11.  B.  .McCall. 

Henry  C.  Ravage. 

11.  K.dilbeit. 

Pee  Dee  Kxiieriment  Sta. 

A.  P.  Hazard. 

W.  H.  Matthews. 


O.  M,  Mitchell. 
U.S.  Fisheries  .station. 
Miss  K.  P.  Itavcncl. 
William  It.  Wulle. 
R.  S.  WeekK. 


,1,  S.  Wannamakcr. 
A.H.  Rogers. 
Miss  K.  U.  <;adsden. 
J.  N.Frank. 
.1.  (;.  Hulson. 


Frank  1?.  McCoy. 
II.  11.  Russell. 
K..I.  llite. 
.1.  N.  Owens, 
L.  M.  I'arker. 


W.  C.  nrown. 
.lames  C  Paris. 
.I..1.  Muinin. 


Prof.  F.  11.  ![.Cal!iotMi. 
U   .S.  Weather  liureati. 

J.  .V.  Townsen<i. 
Harry  A.  Parsliall. 
r.  S.  Weather  liureau. 
.M.  }.\.  CaliioiMi. 
J.  Marvin  Bowers. 

John  W.  TIaniel. 

P.  Ilartwell  Wilds,  D.D.S 

I'erry  .\.  Sinnison. 

.lohn  T.  Pogg>. 

,).  M.Sease,  M.  D. 

Mrs.  Marie  R.  Middleton, 
.loseph  M.  .lohnson. 
.James  L.  Brown. 
Warren  G.  Peter.son. 
•loshua  Y.  .lones. 
Mrs.  F.  V.J.Maxwell 

K.  W.  Jeter. 

F.  P.  Robinson.* 

Mrs.  S.  K.  Long. 

11.  W.  Brandt. 

T.  G.  P;-. trick  &  Co. 

W.  P.  (.'oodiuan. 


The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  a^  have  ten  or  more  years  of  record,  but  all  complete  reports  are  u.sed  in 
determining  section  or  division  means.      Reference  letters  (»,  ''.  =>,  appearing  in  the  table  injicate  number  of  days  missing:  for  example.  ''  rcpresenls  two  days  missing,  eic. 

t  .Mso  on  other  dates,  tr  Keceivcd  too  late  to  be  included  in  means  and  snnim;iries.  *'  I'emperature  data  are  froin  observed  readings  of  the  dry  bulb:  niean<  are  ccun- 
puted  from  obsnrved  readings.     tJ  Postollice  addressps  of  tliese  stations  are  as  follows:     Of  Kdisto,  Emfiree:  of  (raston  Shoals,  fiaffney :  of  Winlhrop  College,  l!ock  Hill. 

T.  Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 
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Daily 

Precipitation 

for  April 

1918 

Watersheds. 

Pay  of  month. 

Stations. 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10      11 

1 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

cj 

0 

Kiifftern  Portion. 

.Savannah 

C'oa<t         

.05 

2.00 

.92 

.25 

.22 

1.10 

.12 

.05 

4.71 

Uoiiiirn»T 

.... 

Blackvillellil 

Bowman 

Centenary        

Edisto 

do 

Pee  Dee 

Coast 

Pee  Dee 

Waeeamaw  . . . 

Pee  Dee 

Edisto 

".ib 

T. 

.02 

.20 

'.'ii 

'.'ii 
'.'or 

.04 

'.'33 
.25 

'f.' 

'.'62 
'.'30 

T. 
T. 

.20 

'."10 

.25 
T. 

■f.' 
T. 

2. 20 
1.B4 

T. 
1.20 

.50 

.20 
.32 
.76 
.25 
.fi5 
.39 
.1)0 

1.45 
.43 
.45 

2.10 
2.'57 

't.' 

.01 
.  29 
.00 
.05 
T. 

.15 

.40 

.24 

5.28 

.48 
.31 
.06 
.01 
2.10 

1.23 

1.45 

.70 

2.  05 

'.'i2 

.46 
33 

35 

7.34 
4.76 
12.  58 

.15 
.45 

.20 
.  36 

.12 
T. 

T. 
T. 

'.'97 
.36 

1.82 
.31 

.48 
1..50 
.08 

CharU'-iton  *" 

Cherawi;!!  

03 

■?  W 

.02 

2.  49 

6  80 

.11  .... 

L20 

3.  33 
1.10 
.5:i 
1.30 
.08 
.92 
.27 

1.90 
.73 

3.25 
.20 

.17 

.08 
.05 

.04 

T. 

.15 

.00 

.20 

.26 

.12 

T. 

T, 

.33 
.25 
.1.5 
.4(5 
.IS 
.21 

.20 

".Vi 
.08 

1.30 
1.75 
.22 

2'.  10 

3  63 

T. 

.04 

8.99 
6.18 
3  62 

1  92!.   . 

Fili^in  !lll 

.27 
2.25 

25 

.04 

.90 

.36 
.70 
.65 
.38 
1.00 

1.85 
.55 

4.60 
.95 

Lynelies 

Santee 

Pee  Dee 

do 

Co-'st 

'.'(12 

.10 
'.'14 

.08 
.05 

56 

8  33 

I^ONrrxnii    III 

.11 
.16 

.02 

39 

6. 11 
5  74 

It'lnroiicp  1  II 

".'bi) 
T. 

'.'io 

i.'io 

LOO 

2.  00 
2.75 

.80 
1.05 
3.10 

.15 

.40 

.95 

.03 

.70 

".V2 
.27 

FloreiK'O  2 

7.94 
8  60 

".ii 

T. 
T. 

.45 

.20 
T. 

".'07 

.45 

T 

'.'65 

.... 

'.'35 
■.'30 

'f.' 

)aks 

Blaek 

do 

T. 

.05 
.(M 
T. 

i.aoj.... 

1.25   .02 
.  45  . . . . 

5  41 

.20 

.5!' 

1.20 
.10 

15  11 

)i*aiigeUtrg 

Edisto 

.20 

T. 

.20 

3  55 

aanlce 

Edisto 

.Santee 

do 

Ashley 

Ash('i)oo 

do 

Edisto 

'.Vl 
.09 

.1'! 
.02 

.  Ill 

.29 

'.'is 
'.'ou 

.20 

.OS 

.11 

.21 

T. 

.  11 

.02 

.55 

.fi7 
.75 
.42 
.09 
1.05 
.B(. 

i   59 

.47 

.  27 
!40 
1.20 

''!'' 

.12 

.02 
.20 

'."63 

.18 

.04 
.30 
.  12 

.10 

.20 
.15 
.11 



.40 
.31 

.05 
1.18 
T. 

.40 
19 

.05  .... 
.  09  . . . 

.05 

.85 
59 

.25 

.61 
.14 
.02 

09 

.01 

3  97 

it.  Geor.ee  nil 

It.  Msitlhewslil 

ociety  Hill  III 

nnnuerville 

I^alteiboi  o 

■enia<:.-ee!l|l 

!!'c.</''(//   Purtlon. 

liiken ■ 

3.11 
4  31 

't'.' 

.35 
2.  02 
.90 
.  7S 
.37 

.63 

.70 

1    IO 

1.13^:.:. 

.60 

58 

1  ''8 

6.04 
.5.  44 
5  13 

.17 

.04 
.01 
.05 

.57 
.62 
39 

T. 

.02 

2.80 
.98 
1.42 

.88 
.13 
1.24 
1.43 
.48 
.45 
50 

.29 

1.51 

.01 

.72 

.92 
.03 
.98 

1.18 
.22 
.72 

1.48 
.80 

.    . 

4  19 

't'.' 

.05 

.05 

T. 

.02 

.09 

.03 

'.'27 
.11 

'.'12 

'.'62 
.15 

.23 
.12 
.11 

'.'ii 

.05 

'.'6() 

'.'is 

.04 

'.'is 

.12 

'.'08 

'.'08 

.2i 

'tV 

5.04 
6. 23 
6  3'' 

1  •>:■■ 

.BO 

1.  00 
1.27 
.94 
1.10 

.SO 

.S2 

9S 

l!;li.l',-.i>Mri;|||| 

ICdi.^io 

T. 

".\i) 

.19 

.  1 15 
.27 
.1(1 
.05 
.10 

'.'Ofi 
.20 
T. 
T. 
.5fi 

T. 

.22 
.25 

HlMirslill 

ISroad 

Savannah  

Waleree 

.031-2(; 

.94 
2.42 
1   55 



'.'26 

.04 

.11 

6.06 
5. 75 
5  80 

Ci.iliouM  Kails  nil 

Cmir.li'M  nil    

'.'06 

.44 
1.40 
■'  57 

Ci'linvba  ll'l 

(■happens  nil 

'  ;   ;,i-on  Cnlle^e 

Cjiumbia"* 

('ataul)a  

Sahida  

Si  vainiah 

t'oiiKiiii'e 

.15 

.01. 
.01 

'.'62 

.25 
.02 

90 

6.84 
5.  15 

4  25 

T. 

.40 

.02 

'.'Ofi 

.06 
.10 

T. 

.10 
.01 

't'.' 

.26 
.11 

.44 
.  79 

1.50 

.70 

.73 
.  60 
1.10 
.78 
.02 
6't 

.49 
.25 

.05 
T. 

T. 

.04 
T. 

.14 

.33 
.03 

.'24 

1.87 

3.  70 

.90 

.97 

1. 03 

1.20 

2.  or 

.93 

.10 
T. 

f.' 
T. 

.07 
2.  ir 
.95 
T. 
.38 

.19 

'.'io 

.16 

'.'12 

'f.' 

7  23 

l..ljviieli|  liil 

(..i-loii  Shoal-.  :|li 

(Jri'i'Mville     "* 

(iifciiUDod  nil 

Heath  Sprins 

IC  rshaw  illl 

.151.30 
.04  1.57 
.26,  .77 
....|  .20 
..      1I..54 

1.20 
.2(i 
.18 
43 

7  05 

Hroiid 

Sahid.i   

do 

T. 

.01 

.19 

i.'(')5 

.02 

T. 
.04 

't.' 

.02 

'.'os 

.01 
.01 
.12 

.29 

4.97 
4.84 

4.91 

5  66 

\Valer(;e 

.02 

.21 

.01 

.48 
.97 

.31 

1    15 

.76 

'.'■ii 

.24 

'.'25 

.65 

Lynclics 

.15 

.86 
.34 

.10 

.  20  1.  -10 

.31  1.12 
85 

5  28 

I,;inilrii)ii 

Laurens 

Lii.iTty 

Link'  .Mountiiiii 

Meriwefher 

Moneiia 

Mountain  Rest 

Ilroad 

Saluda 

.VA 

T. 

.07 

.09 

T. 

.31 

".W 

.03 

T. 

.96 

3.81 

SMvaimah  ... 
.Saluda  

.02 

.21' 
T. 

.02 

.311 

.  75 
l.hO 

'.'45 

.02 
.15 

.04 

.25 

.30 

l.ln    .26 

.20 
.50 

.25 

.(J5 

.35 

4.  U 

1  sn 

.8-. 

5  63 

SasTinnali  .... 

Edisto 

Savannah 

.OCi 

.15 

.04 

1.81 

.52 

.23 

.01 

.19 

.84    .37 

.42 

.13    .65 

.  09 

.18 

5.72 

Saluda 

.01 

.10 

.12 

'.'('» 
T. 

'.'67 

.'•i.T 

.40 

1.  3H 

1.72 
.20 
1.28 
1.20 
2.30 
.70 

2.  07 
1.10 

1.20 
.04 

.60 

.04 
25 

.04 
T. 

T, 
T. 

.03 

.22 
.05 
T. 

't'.' 

.30 

75      ^'^ 

.45 

.78 
.79 
78 



T. 

.66 
08 

.01 

.11 

.08 

.15 

.07 

.06 

T. 

.08 

".hb 

.24 

.04 
.35 
.19 
.03 

6. 23 
4  54 

IVlzer  III! 

do      

i.'ii 

.34 
".•ii) 

1.42 
.60 
.74 

1.10 

Snl'ida 

do      

".VI 
T. 

.0.T 

.07 

.'(17 

.25 

.05 

T. 

.05 

.0. 

.'J7 

.05 

.8(1 

.Ifi 

T. 

.25 

.73 

.... 

.62 
63 

5.58 

SiinlucIc 

liroad. 

do 

.75 
.30 

.85 

'.'42 
1.30 

't'.' 
T. 

.18 
T. 

'.'i2 

T. 

.06 

't'.' 

5  43 

P)>;irtanburff  lli| 

.50 

.55 

.10 

52 

^•^ 

3  46 

TviMllOU 

Wul'ialla    . 

Edisto 

..50 
T. 

.eo 

.34 

so 

6.05 

.05 

.14 



T.  1  .31 
.881. 15 

.03 

.48 
.40 

3  58 

Wliite  Oak 

Broad  

.::: 

. . . . 

6.  JO 

\Viiir''rnp('olle?i> 

Catawba   

. ".') 

.45 

2. 20 

1.05 

.85 

7.30 

ICxcept  as  otherwise  indiciiteil,  observations  are  preneraliy  made  late  in  the  afternoon,  near  .siniset,  and  precipitation  recorded  is  for  the  24  hours  endinjr  at  the  time  of 
ob-ervation.  ||l|  Preci|)itatinn  measured  in  the  miiiniuK:  amount  then  recorded  is  for  the  preeedius' 24  hours.  ***  Reg-ular  Weather  Hureau  station:  precipitiition  is  for  the 
24-liour  i>eriod,  midiiiglit  to  midnight.    *  Precipitation  included  in  the  next  following  measurement,    t  Sei)arate  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  0.01  inch. 


COMPAKATIVE  DATA  FOE.  APKIL. 


Year. 


I8S7, 
18SS, 
1889 
).89) 
1S91 
1892 
1S93 
1891 
189.1 
1896 
l.<97 
189S 
1899 
1900 
1901 
1»r2 
19^3 


Temperature. 


Precipitation. 


62.  3 
G-1.  6 
62.  4 
62.8 
63. 2 
62.8 
66.7 
•62.  6 
61.4 
66. 9 
62.  2 

55.  0 
fiO.O 
62.4 

56.  0 
6').  4 
60.  4 


04 

28 

95 

31  , 

93 

30  1 

M 

31 

92 

26 

88 

29 

94 

31 

C5 

30 

94 

28 

98 

3:) 

95 

31 

92 

26 

91 

27 

90 

24 

89 

.30 

91 

24 

88 

2'» 

Average  number  of 
days. 


2. 09 
1..33 
2.01 
2.  02 
1.66 

1.  13 
1.30 
2.01 
5.55 
1.31 
3. 24 
5. 05 
3.02 
5.41  1 
5.03  I 

2.  18  I 
2.95  ' 


5 

10 

V\ 

9 


ne. 
sw. 


tivv 
sw. 
svv. 


ne. 
nw. 


Year. 


Temperature. 

Precipitation. 

Average  n  u  in 
days. 

ber  of 

a. 

& 

5 

s 

o 

s  3 

o 

fT, 

^ 

hj 

<       \<Sd  c 

_H      O 

'~J 

19':i4 59.2 

1905 62.8 

1906 I  65.1 

19tl7 I  56.4 

19(18 6(i.  6 

19',19 ().i.9 

1910 ()3.4 

1911 1  61.6 

1912 64.3 

1913 61   2 

1914 i  63.7 

1915 1  (53.1 

1916 ■  m.6 

TOI7 I  6.1.9 

1918 !  61.0 

Period '  62.3 


89 

21 

1.34 

6 

14 

8 

8 

92 

25 

3.83 

0 

15 

S 

7 

93 

28 

1.39 

4 

211 

6 

4 

89 

20 

4.40 

10 

10 

13 

7 

95 

31 

4.  75 

9 

11 

10 

'.) 

96 

30 

2.  95 

14 

9 

1 

95 

32 

1.71 

5 

15 

10 

0 

91 

30 

2.95 

8 

12 

9 

9 

91 

32 

L24 

9 

14 

5 

11 

90 

3(t 

2.  00 

6 

20 

4 

6 

9S 

30 

2.  86 

7 

14 

10 

6 

96 

25 

1.47 

4 

211 

6 

4 

93 

24 

1.79 

n 

IS 

s 

4 

96 

28 

3.34 

7 

20 

6 

4 

92 

32 

5.82 

11 

11 

9 

10 

OS 

20 

2.  «8 

7 

15 

8 

7 

sw. 
ne. 
sw. 
sw. 
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CLiiMATOLOGlCAL    DATA:    SOUTH    CAROLINA    SECTION. 


App.il,   1918 


Daily  Temperatures  for  April,   1918. 


yt:Uiont. 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

1^ 

25 

26 

2S 

29 

30 

31 

Mean. 

Ettdern  Portion. 

Allendiilo^S 

)  Maximum  . . . 

75 

79 

82 

88 

65 

71 

69 

74 

63 

51 

52 

06 

67 

72 

78 

78 

82 

82 

75 

77 

75 

69 

-- 

82 

82 

59 

73 

-- 

79 

84 

73. 5 

•  1  iMininiuiji 

55 

55 

53 

58 

48 

39 

52 

53 

52 

42 

45 

39 

39 

46 

47 

54 

59 

61 

62 

62 

05 

53 

58 

62 

55 

49 

49 

53 

61 

63 

53.0 

\  .Ma.ximum  . . . 

"" 

.... 

Koaufort 

■  (  iMiniiuuin. . . . 

.    .. 

niiu'kvini_"5  

)  Maximum  . . . 

"72 

1    85 

"87 

"79 

"68 

"72 

"71 

"73 

".57 

"62 

"56 

"69 

"69 

"71 

"so 

"si 

"89 

"83 

87 

78 

"78 

"70 

"so 

"Sb 

"S5 

"tu 

"7s 

"so 

"so 

"85 

75.5 

•  (  Minimum 

i'J 

!     58 

58 

50 

43 

40 

44 

57 

51 

40 

40 

38 

.39 

43 

48 

51 

63 

69 

63 

64 

62 

53 

43 

44 

54 

50 

40 

46 

49 

60 

50.0 

4  .Maximum  . . , 

75 

81 

87 

8f 

70 

70 

70 

71 

61 

02 

G( 

62 

65 

70!     77 

75 

85 

80 

78 

77 

77 

72 

79 

82 

S( 

76 

81 

78 

80 

82|... 

75.0 

Bowniiiii 

■  }  -Minimum 

5C 

50 

55 

52 

5( 

38 

50 

52 

48 

38 

43 

38 

37 

40 

45 

46 

55 

60 

60 

61 

62 

53 

42 

.45 

52 

5( 

42 

45 

.50 

60... 

49.2 

j  .Ma.xinmm  . . . 

80 

87 

90 

84 

09|     09 

04 

09 

03 

05 

50 

65 

63 

65 

74 

76 

84 

79 

77 

74 

79 

70 

76 

81 

74 

64 

68 

73 

82 

77... 

73,2 

Cpiitenary 

•  /  Minimum 

4!) 

59 

58 

53 

44 

34 

47 

58 

47 

42 

44 

37 

40 

39 

51 

46 

63 

65 

02 

64 

65 

56 

48 

57 

55 

48 

50 

48 

55 

63  . . . 

51.6 

j  Maximum  . . . 

72 

8( 

81 

76 

64 

02 

08 

66 

00 

5>. 

59 

66 

60 

63 

67 

70 

76 

79 

73 

7f 

83 

68 

76 

80 

73 

63 

69 

69 

73 

811... 

70.6 

Charle.stoii 

•  (  .Minimum 

5h 

04 

03 

03 

52 

48 

57 

60 

47 

43 

47 

43 

47 

50 

56 

57 

62 

65 

66 

66 

65 

56 

52 

58 

03 

5t 

49 

55 

64 

65... 

56.4 

CherawsS\S 

\  Maximum  . . . 

It 

82 

84 

88 

58 

07 

69 

63 

60 

07 

62 

07 

00 

72 

72 

80 

80 

74 

73 
64 

72 

05 

67 

62 

00 

64 

54 

72 

72 

so 

78  ... 

70.  C 

■  (  .Minimum 

41 

52 

50 

54 

46 

33 

46 

46 

40 

42 

4( 

36 

11 

35 

48 

45 

5( 

05 

61 

55 

54 

45 

50 

54 

43 

43 

44 

51 

61  . . . 

4S.4 

Con\v,ay'>'5 

)  .Majinnnn  . . . 

71 

87 

8; 

85 

64 

70 

64 

68 

56 

03 

57 

07 

67 

70 

76 

79 

87 

84 

76 

74 

80 

67 

79 

85 

79 

58 

71 

76 

82 

82... 

7.3.9 

•  (  .Mininnuii 

4! 

51 

55 

54 

44 

36 

40 

58 

56 

42 

43 

41 

41 

41 

47 

47 

50 

64 

63 

64 

65 

57 

48 

52 

57 

52 

51 

47 

54 

59... 

50.  9 

Diirliiijfton  H 

;  Maxinuim  . . . 

7S 

8b 

91. 

87 

62 

7( 

70 

69 

51 

60 

48 

64 

64 

68 

76 

77 

85 

81 

82 

77 

77 

09 

78 

83 

77 

54 

73 

73 

80 

80.   . 

73.0 

•  /  Miuinuun 

45 

55 

52 

53 

52 

32 

45 

53 

49 

41 

4' 

38 

38 

38 

47 

46 

55 

63 

00 

63 

60 

50 

47 

.52 

55 

47 

45 

46 

52 

62  . . . 

49. 2 

Ferciisoii  >S'5 

)  Maximum  . . . 

7C 

82 

80 

8! 

62 

62 

72 

70 

55 

63 

50 

05 

67 

08 

76 

78 

85 

»1 

82 

80 

74 

65 

79 

83 

80 

.56 

73 

75 

84 

84  . . . 

73.2 

■  1  Minimum 

3!) 

58 

55 

55 

47 

40 

42 

42 

52 

39 

39 

39 

42 

42 

44 

42 

42 

63 

62 

64 

60 

57 

45 

44 

45 

52 

4; 

47 

54 

62; . . . 

4S.S 

Floi-eiico  1  •^■i 

)  .Maxinunn  . . . 

7S 

88 

91 

88 

63 

73 

69 

71 

53 

60 

48 

64 

65 

70 

77 

77 

86 

83 

80 

74 

79 

69 

79 

84 

77 

50 

67 

76 

83 

83l . . . 

73.5 

■  /  Miuiuunn 

4;i 

53 

58 

57 

42 

35 

37 

51 

53 

42 

42 

38 

39 

42 

44 

48 

49 

01 

03 

03 

61 

56 

48 

49 

55 

4< 

40 

48 

54 

56  . . . 

49.4 

GeoriTGtDWM 

\  .Maximum  . . . 

73 
52 

84 
58 

87 
59 

84 
58 

61 
47 

64 

69 
43 

64 
52 

00 
55 

60 
40 

50 
45 

68 
42 

65 

57 

74 
50 

49 

82 
5t 

73 
64 

Of. 

85 
66 

80 
66 

72 
59 

78 
52 

84 
5f 

78 
50 

0.4 
55 

7( 
50 

74 

50 

80 
50 

831 . . . 
63: . . . 

72.6 

•  (  Minimum 

43 

45 

40 

53.3 

K.ii!!r.st,roL'»i'\ 

)  Maximum  . . . 

72 

84 

8h 

87 

62 

68 

73 

70 

54 

62 

51 

65 

64 

68 

70 

78 

80 

84 

79 

81 

80 

()0 

79 

85 

77 

53 

71 

70 

85 

83... 

73.6 

•  (  Minimum 

51 

50 

5(i 

55 

45 

39 

42 

52 

53 

4' 

42 

4( 

42 

41 

4S 

47 

50 

61 

64 

64 

65 

57 

47 

47 

53 

52 

4; 

48 

49 

45 

... 

50.0 

\  Maximum  . .. 

•  (  Minimum 

j  Maxinnnji  . . . 

83 
44 
71 

89 
57 
81 

92 
54 

87 

90 
62 
87 

72 
44 
62 

70 
"76 

71 
45 
70 

69 
56 
70 

60 
48 
56 

61 
46 
61 

53 
44 
47 

65 
4( 
6fi 

67 
4ti 
60 

68 
42 
69 

70 

48 
76 

78 
40 
81 

82 

82 
49 
S3 

79 
54 
70 

66 
49 
67 

7( 
50 
71 

8" 
53 
77 

83 

S73,  ;j 

Oiiks 

"57 
07 

"so 

'^47.0 

"87 

"87 

"si 

"79 

77 

"si 

"83 

73!  5 

Oransrebvirs 

■  )  Minimum 

42 

50 

55 

53 

46 

39 

44 

55 

49 

40 

41 

39 

39 

43 

46 

48 

52 

59 

62 

63 

62 

54 

45 

47 

54 

48 

47 

47 

62 

57 

49.6 

St.  George  % 

\  .Maximum  . . . 

77 

83 

88 

90 

64 

72 

72 

71 

50 

61 

50 

fi6 

68 

71 

78 

80 

88 

88 

80 

79 

79 

()5 

80 

83 

81 

6.^ 

09 

73 

84 

,s7;... 

74.4 

■  /  .Minimum 

5y 

03 

58 

02 

50 

43 

54 

00 

54 

43 

48 

43 

45 

47 

53 

52 

60 

65 

66 

6(i 

ti7 

5s 

48 

52 

57 

53 

49 

51 

57 

63;... 

54.9 

St.  MaLthewsW 

)  .Maxinunn  . . . 

71 

85 

90 

88 

60 

69 

71 

09 

59 

01 

49 

67 

66 

70 

77 

78 

86 

78 

79 

78 

77 

09 

80 

84 

78 

57 

7( 

75 

82 

83!... 

73.5 

■  )  .Minimum 

54 

5fi 

57 

57 

45 

39 

41 

57 

49 

49 

42 

37 

39 

41 

48 

49 

54 

60 

62 

63 

62 

53 

45 

43 

56 

,5( 

47 

48 

53 

58; . . . 

50.8 

Society  llills^"!' 

)  .Maxinunn  . . . 

78 

88 

88 

85 

61 

08 

68 

li8 

59 

57 

49 

64 

62 

68 

75 

75 

85 

80 

79 

70 

70. 

72 

84 

72 

57 

71 

71 

81 

78'... 

■72.3 

■  i  .Mininunn 

52 

50 

55 

54 

41 

33 

43 

5i 

49 

41 

38 

35 

41 

39 

48 

47 

53 

03 

59 

02 

57 

54 

"46 

51 

44 

45 

4'; 

51 

62  . . . 

°4S.  9 

Siinuiierville 

\  Maximuni  . . . 

74 

79 

85 

86 

73 

69 

72 

68 

64 

61 

58 

65 

66 

69 

75 

78 

82 

81 

79 

78 

79 

77 

76 

"S3 

81 

77 

69 

74 

82 

84... 

74.8 

•  1  .Mininunn 

53 

02 

5s 

59 

49 

43 

52 

59 

52 

39 

47 

4A 

41 

44 

51 

5a 

59 

61 

64 

65 

65 

55 

48 

.52 

56 

52 

47 

.50 

55 

61 

.. 

53.0 

VValti^i-bori) 

)  .Maxinunn  . . . 

74 

82 

89 

91 

05 

70 

73 

70 

64 

61 

53 

61 

68 

72 

78 

79 

85 

79 

79 

83 

81 

71 

81 

87 

82 

71 

71 

75 

80 

79 

75.1 

■  /  .Mininuim 

53 

62 

55 

00 

49 

42 

52 

60 

52 

43 

45 

41 

38 

45 

48 

47 

57 

67 

63 

67 

66 

55 

42 

43 

55 

56 

47 

49 

61 

52 

52.4 

Yenuvssee  \S\S 

j  .Maximum  . .. 

7S 
54 

SI 
57 

88 
07 

88 
55 

06 
56 

70 

73 

72 
60 

59 
54 

63 

41 

55 
43 

66 
38 

70 
40 

73 
39 

76 

46 

81 
47 

86 
49 

83 
59 

79 

oi 

82 
04 

SO 
65 

64 

57 

80 
43 

84 
49 

82 
56 

60 
56 

73 
45 

76 

83 
55 

82 
62 

7,5.1 

■  (  Mininunn 

43 

45 

47 

53.8 

H>s(«/i  /' 

niion. 

Aiken  

S  .Maxinunn  . , . 
■  (  .Minimum 

70 
57 

79 
61 

83 

58 

8'i 
58 

81 
47 

68 
41 

68 
52 

71 
57 

63 
49 

56 
39 

50 
42 

64 
35 

64 
43 

68 
43 

5";; 

70 
55 

83 
.    o9 

83 
03 

79 
0.3 

74 
6:i 

57 

71 
50 

77 
48 

81 
63 

82 
6" 

80 
51 

71 
46 

75 
54 

74 
59 

li 

73.  5 

62  ... . 

,52.  5 

A 1 ul e  rso 1 1 

)  .Maximum  , . . 

70 

82 

8fi 

85 

03 

68 

62 

64 

57 

56 

50 

57 

65 

67 

76 

68 

SO 

80 

70 

09 

67 

63 

77 

81 

73 

50 

69 

60 

70 

70 

. . . . 

68.9 

•  I  Minimum 

55 

53 

52 

55 

42 

30 

51 

52 

39 

33 

39 

30 

38 

42 

46 

67 

58 

58 

58 

52 

50 

43 

48 

51 

51 

47 

49 

53 

51 

58 

48.4 

[iiUeslnir:i>5\S 

S  Maxinunn  . . . 

70 

SO 

84 

82 

60 

59 

67 

67 

52 

49 

43 

00 

02 

07 

75 

75 

83 

81 

71 

69 

71 

6-i 

75 

80 

77 

51 

71 

74 

73 

72 

08.  8 

■  (  Mininuim 

4i) 

58 

00 

59 

45 

40 

42 

52 

50 

38 

39 

35 

38 

41 

46 

48 

52 

5' 

61 

02 

5' 

50 

49 

53 

54 

4! 

45 

40 

54 

57 

49.  5 

Caihouu  Falls 

J  .Maximum  . . . 

70 

81 

84 

80 

63 

71 

67 

68 

59 

53 

49 

()6 

6> 

67 

79 

75 

84 

85 

77 

0(. 

70 

06 

80 

83 

81 

57 

73 

71 

74 

73 

71.3 

•  (  .Minimum 

35 

53 

55 

57 

46 

3« 

40 

53 

50 

35 

38 

37 

35 

38 

43 

50 

58 

00 

0( 

57 

53 

45 

46 

48 

51 

.50 

48 

48 

53 

54 

47.9 

CanuleiiM 

)  Maximuir  . . . 

70 

81 

84 

87 

63 

71 

72 

67 

56 

00 

49 

fi" 

66 

72 

80 

80 

87 

85 

7;'. 

74 

82 

71 

87 

85 

82 

80 

7.= 

75 

80 

76 

74.6 

"  1  Mininuini 

53 

55 

57 

57 

45 

40 

45 

52 

51 

46 

44 

41 

35 

45 

48 

51 

55 

64 

64 

64 

or 

52 

51 

54 

58 

47 

49 

.52 

54 

69 

51.9 

Cleiiisou  Collejfe  . . . 

)  .Maxinunn  . . . 

f.5 

80 

78 

79 

75 

0.8 

0:i 

63 

62 

6:i 

58 

0.0 

62 

01 

08 

69 

77 

75 

7:' 

65 

6. 

(=4 

67 

76 

70 

09 

06 

63 

69 

67 

68.2 

(  .Mininunn 

55 

58 

54 

*» 

45 

41 

54 

56 

40 

30 

35 

39 

41 

42 

50 

54 

00 

5' 

57 

53 

5> 

47 

44 

.54 

54 

51 

53 

51 

53 

49 

49.9 

Columbia 

)  Maximum  . . . 

f58 

82 

84 

82 

59 

06 

(iS 

06 

50 

56 

48 

61 

03 

66 

75 

76 

82 

80 

7(^ 

72 

7.'" 

68 

78 

82 

77 

59 

68 

73 

76 

74 

70.3 

1  Mininuim 

57 

00 

00 

58 

46 

40 

52 

56 

45 

41 

42 

37 

45 

43 

53 

56 

61 

04 

62 

58 

57 

53 

52 

56 

.59 

49 

47 

53 

59 

62 

,52.8 

Oroeiiville 

\  .Maximum  . . . 
1  Minimum 

00 
5"- 

80 
57 

78 
57 

82 
52 

57 
42 

61 
37 

55 
49 

59 
52 

52 
38 

55 
38 

50 
39 

5!) 
30 

60 
38 

62 
39 

71 
52 

68 
57 

78 
57 

71 
58 

64 
55 

56 
49 

65 
49 

63 

4.^ 

75 
46 

79 
54 

68 
50 

53 
47 

Ii5 
40 

fO 
51 

67 
49 

66 
55 

05.0 

48.3 

Gieeuu'ood  'Sv^ 

)  Maximum  . . . 

08 

79 

82 

83 

62 

66 

63 

06 

55 

52 

46 

63 

62 

64 

73 

72 

80 

80- 

70 

59 

6! 

03 

76 

79 

75 

,53 

08 

70 

72 

70 

f,8.0 

(  .Minimum 

3<1 

50 

50 

57 

44 

31- 

37 

52 

4S 

35 

34 

36 

37 

39 

40 

49 

56 

55 

61 

51- 

51 

40 

46 

5" 

50 

49 

45 

45 

53 

54 

47.2 

Heath  Spiiiif? 

)  .Maximum  . . . 

78 

80 

83 

83 

75 

74 

60 

00 

(.0 

55 

51 

59 

.58 

04 

70 

78 

80 

7' 

78 

77 

71 

64 

73 

70 

63 

71 

70 

72 

72 

t\ 

70.1 

'  .Mininniiii 

39 

40 

42 

42 

41 

42 

35 

43 

46 

39 

38 

39 

39 

35 

48 

50 

51 

50 

52 

59 

52 

50 

48 

52 

42 

41 

40 

41 

43 

44.7 

Ker.sliaw5s\ 

)  .Maximum  . . . 
t  .Ntininuuii .... 

51 

81 
55 

79 
5- 

83 
.54 

63 
41 

58 
33 

04 
36 

70 
49 

54 

.50 
47 

09 
4J 

73 
45 

78 
52 

73 
54 

"48 

'  '40 

'39 

"38 

"39 

".37 

"39 

"51 

'  '52 

5^ 

'59 

'  'oi 

'  '.53 

"51 

"46 

"43 

47.8 

I        t . 

\  .Maximuir  . . 

'  .Minimum 

\  Maximum  . . . 

53 

80 
53 

80 
50 

56 
41 

52 
35 

56 
35 

58 
36 

62 
37 

64 
33 

7^^ 
43 

71 
53 

80 
53 

57 
82 

00 

76 
55 
82 
58 
04 

65 
51 
80 
0.- 
69 

6! 
4C 

4' 
08 

65 
43 
78 
48 
(57 

78 
41 
66 
44 

87 
47 
76 
50 
82 

74 
48 
82 
51 
75 

60 
4f 
71 
48 
63 

67 
40 
51 
45 
70 

62 
46 
08 

u 

71 
45 
71 
52 
73 

67 
58 
73 
60 
OS 

"09.2 

IjaiKlruiii 

'46.4 

Laurens 

'  Minimum 

1 

Liberty 

)  .Matimuni  . . . 

09 

"83 

"88 

"84 

"72i"oo 

"59 

"oii 

"61 

"55 

".53 

50 

"fi5 

"ffii 

"72 

"so 

"8-^' 

69.' ,5 

(  Minimum. . . , 

55 

50 

58 

54 

42;     38 

52 

52 

38 

36 

40 

30 

3- 

39 

50 

58 

59 

6" 

54 

51 

50 

45 

4.5 

45 

.=■0 

50 

49 

55 

50, 

fiO 

48.  9 

Little  Muuiitiiiii 

\  .Maximum  . . . 

74 

83 

79 

86 

73!     68 

68 

08 

65 

58 

53 

6' 

60 

69 

72 

74 

82 

79 

70 

68 

70 

09 

78 

79 

80 

77 

71 

71 

7V 

70 

71.5 

1  .Mininuim 

57 

50 

57 

57 

45     40 

50 

50 

48 

39 

40 

37 

42 

39 

51 

55 

60 

60 

53 

48 

49 

49 

49 

51 

40 

44 

50 

49 

49 

49.0 

%r        ■ 

)  Maximum  . . . 

Meriwother 

'  Minimum 

Moiielta 

)  Maximum  . . . 

"71 

"so 

"S4 

"84 

"82 

"69 

"66 

6? 

"02 

"50 

"53 

"61 

"e- 

"R8 

"77 

77 

"s-i 

'  '82 

'79 

"70 

72 

"70 

77 

"h 

79 

"72 

'   70 

"75 

"74 

"74 

72.7 

'  .Mininunn 

60 

59 

5^1 

57 

47 

41 

51 

56 

49 

39 

41 

33 

42 

43 

48 

5! 

0(1 

0,3 

62 

62 

50 

5( 

47 

52 

59 

43 

40 

52 

.55 

63 

51.8 

.Mountain   Iti'st 

\  Ma.vimum  . . . 

I 

'  Miuiinum 

76 

"oo 

70 

"73 

j 

Newberry 

)  Maximum  . . . 

"72 

"S3 

"8~ 

"so 

"72 

"08 

"66 

06 

"62 

.55 

"49 

"63 

"62 

'67 

"75 

"74 

"84 

".S3 

'73 

'64 

72 

'07 

"79 

"83 

"7.5 

"72 

71. '3 

'  Minimum 

57 

5:> 

57 

05 

40 

37 

50 

56 

47 

39 

4" 

37 

42 

40 

45 

54 

58 

03 

61 

57 

.52 

48 

49 

51 

50 

4fi 

.16 

49 

54 

02 

50.2 

Kalnda 

)  Maximuir.  . . . 

70 

80 

85 

85 

79     68 

00; 

08 

65 

56 

51 

65 

65 

67 

75 

75 

84 

81 

73 

60 

73 

07 

77' 

81 

79 

01 

71 

74' 

75, 

71.... 

71.8 

'  Minimum 

55 

53 

58 

5:',, 

46;     33 

52 

51] 

38 

30, 

42 

37 

32 

38 

44 

54 

59 

01 

59 

5" 

53 

48 

12' 

48 

55; 

47 

45 

50| 

53 

61.... 

48.8 

Siiiituek 

j  Maximinii  . . . 

70 

83 

80 

SO 

65i     60 

67 

03 

58 

54 

49 

62 

02 

60 

75 

73 

82 

84 

74 

61 

70 

07 

.82; 

OS 

54 

08 

72 
50I 

75: 

72I.... 

09.  7 

'  .Minimum 

04 

04 

03 

43'     32 

51 

54! 

44 

40 

40 

50I 

30 

41' 

38 

50 

53 

00 

61 

59 

51 

50 

47 

45 

52! 

53 

44 

45 

,52! 

fO|.... 

•49.7 

Spartanbiirpr  % 

)  Maximum  . .. 

74 

80 

"84 

87i 

60!     05 

^ 

61  i 

53 

51 

00 

62 

66 

76 

73 

83 

83 

60 

51- 

70 

OR 

79 

84: 

.52 

50 

08 

68; 

73! 

73;.... 

fS.l 

'  .Minimum 

38 

50 

57 

55 

411     34 

4Si 

47 

30 

37 

38 

37 

35 

36 

50 

57 

58 

57 

51 

48 

44 

44 

47 

.52, 

4>: 

44 

4-1 

481 

.48.    .. 

45.7 

Trenton 

)  ^Laximum  . . . 
'  .Minimum 

70 
5f. 

78 
59 

80 

58 

84 
58 

76l     68 
46     39 

66 
51 

601 

501 

59 
44 

55 
37 

50 
41 

6t 
37 

64 
39 

67 
39 

74 
49 
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WILLIAM    S.    MIDULETON. 

Mr.  William  S.  Middleton,  Cooperative  Observer  at  Meri- 
wether, S.  C,  died  April  8,  1918,  at  Augusta,  Ga. 

Mr.  Middleton  was  born  December  5,  1870,  of  Calhoun 
stock  at  the  old  Middleton  family  seat  in  southern  Edgefield 
County.  As  a  public-spirited  citizen  he  established  the  old  co- 
operative station  at  Clark's  Hill  in  December,  1902,  which  was 
transferred  in  1910  to  its  present  location  on  his  plantation  at 
Meriwether. 

The  Weather  Bureau  in  this  State  has  been  fortunate  in 
having  men  of  such  sterling  character  in  the  personnel  of  its 
cooperative  force — men  that  have  taken  into  the  perspective  the 
l)enefit  of  their  ideals  to  present  and  future  generations  and  that 
have  patienth'  and  persistently  worked  for  the  consummation 
of  such  ideals.  Results  from  some  of  Mr.  Middleton's  inve.^^ti- 
gations  in  air  drainage  on  fruit  lands  can  be  found  on  page  21 
of  the  March,  191(i,  cliiuatological  report  for  South  Carolina. 
His  endeavors  were  not  confined  to  tliis  work  and  his  private 
affairs  alone.  Recognizing  his  worth  as  a  typically  progressive 
citizen,  his  comnmnity  nominated  and  elected  him  as  represen- 
tative of  the  new  County  of  McCormick  in  the  last  two  legislat- 
ures of  this  State,  and  without  solicitation  or  effort  on  liis  part; 
and  it  was  through  his  efforts  that  the  new  highway  in  that 
county  is  now  l)eing  l)uilt. 

Mr.  Middleton  was  a  leader  in  the  large  peach  industry 
centered  around  Meriwether  and  the  developer  and  owner  of 
the  largest  and  most  successful  commercial  peach  orchards  in 
this  State,  and  was  director  of  the  Georgia  Fruit  Exchange, 
whence  his  products  were  shipped.  He  was  a  recognized  author- 
ity on  farming  and  fruit  culture  and  was  a  frequent  contril)utor 
to  agricultural  publications. 

In  his  home  life  and  social  intercourse,  Mr.  Middleton  was 
a  genial  gentleman  and  friend  ;  in  his  business  relations,  straight- 
forward and  square  in  dealing,  even  with  the  humblest  negro 
on  his  plantation,  and  in  his  public  service,  courageous  and 
true  to  conviction,  withal  retiring  and  quiet  by  nature.  In  his 
immediate  family  he  is  survived  by  his  wife,  the  sweetheart  of 
his  youth,  and  their  daughter. 

We  are  pleased  to  announce  that  his  widow,  Mrs.  Marie 
(Rich)  Middleton,  has  kindly  consented  to  continue  the  climat- 
ological  record  left  unfinished  l)y  Iier  late  husband.        R.  H.  S. 


.JOHN    H.    rowE. 


iNIr.  .JohTi  II.  Powe,  Cotton  Region  and  River  Observer  at 
Cheraw,  S.  C,  died  April  18,  1918,  after  a  lingering  illness. 

Mr.  Powe  was  born  in  Cheraw,  S.  C,  December  20,  1811, 
and  lived  a  long  and  useful  life.  In  his  death  the  \A'eather 
Bureau  and  the  community  in  which  he  lived  suffered  a  distinct 
loss. 

From  September  1,  1899,  to  within  a  few  weeks  of  his 
death  he  was  actively  in  cliarge  of  river  observations  at  Cheraw, 
and  of  the  distribution  of  flood  warnings  in  that  territory. 
Since  tiie  cotton  region  work  and  the  river  work  were  consoli- 
dated in  August,  1909,  he  has  served  as  cotton  region  and  river 
observer. 

No  more  faithful  or  efficient  substation  observer  has  come 
under  my  observation  at  any  time.  His  reports  were  uniformly 
accurate,  and,  no  matter  what  the  obstacles  to  be  overcome, 
they  were  filed  on  time.  Having  been  a  planter  in  the  flood 
plain  of  the  Great  Pee  Dee,  and  being  practically  ruined  finan- 
cially by  its  sudden  floods  before  an  efficient  flood  warning  service 
was  inaugurated,  he  has,  by  his  devotion  to  duty,  saved  many 
others  from  a  like  disaster.  It  is  difficult  to  overestimate  the 
value  of  the  service  rendered  by  such  faithful  employees. 

He  was  preceded  as  river  observer  at  Cheraw  by  his  brother. 


Dr.  J.  Harrington  Powe,  who  was  removed  by  death  in  1898, 
after  seven  years  of  service,  and  by  his  nephew,  Harris  L.  Powe, 
who  served  a  little  more  than  o.ne  year.  It  is  gratifying  to  be 
able  to  announce  that  his  son,  Roland  D.  Powe,  will  succeed 
him.  J.  H.  S. 

THE  REMARKABLE  METEOR  OF  APRIL  23,  1918. 

A  remarkable  meteoric  phenomenon  was  witnessed  through- 
out South  Carolina  and  adjacent  States  between  8:20  and  8:42 
p.m.,  Eastern  Summer  Time,  in  the  northern  sky  on  April  23, 
1918. 

The  meteor  came  out  of  the  firmament  from  the  north  like 
a  flash  of  lightning  and  exploded  with  three  distinct  prongs 
like  an  immen.se  skyrocket,  casting  a  noticeable  glare  on  the 
twilight,  the  sun  having  set  at  8:01  p.m.,  and  leaving  a  cloud 
of  whitish-gray  smoke  or  cosmic  dust  suspended  aloft  similar  in 
many  respects  to  a  cloud  from  a  shrapnel  shell  or  a-rial  dyna- 
mite bomb.  The  position  of  tlie  meteor  at  the  time  of  explo- 
sion, as  closely  as  could  be  ascertained,  was  as  follows  at  the 
following  points:  Charlotte,  N.  C,  altitude  65°,  azimuth  60°; 
Charleston,  S.  C,  altitude  10°,  azimuth  135°;  Columbia,  S.  C, 
altitude  30°,  azimuth  172°. 

The  cosmic  cloud  remained  apparently  stationary  for  22 
minutes,  finally  dissipating  at  8:12  p.m.  During  this  period, 
the  wind  velocity  at  the  earth's  surface  ranged  from  8  to  10  J 
miles  per  hour.  After  the  explosion  the  cloud  appeared  to  be  * 
about  the  length  of  the  diameters  of  two  apparent  full  moons 
at  rising,  with  a  width  of  one  full  moon,  and  its  position  ap- 
peared to  be  east  and  west;  it  was  so  high  that  reflections  from 
the  far-set  sun  were  very  pronounced,  particularly  on  two  of  tlie 
denser  portions  of  the  dissipating  dust,  which  disintegrated  into 
several  parts  and  spread  out  laterally  toward  the  east  and  west. 
In  short,  the  cloud  apparently  did  not  come  strongly  under  the 
influence  of  the  forward  movement  of  the  upper  atmosphere 
until  about  9  minutes  after  the  explosion,  and  this  would  indi- 
cate a  very  thin,  rarified  condition  aloft. 

Reports  of  sounds  from  the  e.xplo.«ion,  covering  many 
points  in  the  central  and  northern  portions  of  the  State,  range 
from  1  to  10  minutes  after  the  phenomenon  was  observed,  with 
an  average  of  about  3  minutes.  Several  observers  reported  two 
or  three  distinct  explosions,  as  of  distant  thunder. 

Observations  indicate  that  the  explosion  occurred  over  a 
point  in  southeastern  Cherokee  County,  somewhat  to  the  south- 
ward of  the  village  of  Wilkinsville,  possiblj''  near  the  junction 
of  Gilkens  and  Thickety  Creeks. 

Meteoric  frequency  is  more  pronounced  during  the  latter 
part  of  April  and  in  August,  November,  and  December,  and 
tliis  meteor  probably  came  from  a  radiant  in  the  constellation 
Lyra,  whose  maximum  display  occurs  about  April  18.  Such 
meteors  are  known  as  Lyrids.  R.   H.  S. 


THUNDERSTORM  AND  HEAVY  HAIL,  AT  ANDERSON,  S.   C, 
APIRL  3,   1918. 

A  thunderstorm  of  unusual  violence,  accompanied  by  heavj' 
wind  squalls  and  hail,  ranging  in  size  from  ordinary  marbles  to 
that  of  hens'  eggs,  traversed  Anderson  County  from  near  Pen- 
dleton to  near  Donalds,  in  the  upper  part  of  Abbeville  County, 
during  the  afternoon  of  April  3,  1918.  Mr.  H.  H.  Russell, 
Cooperative  Observer  at  Anderson,  where  the  storm  appeared 
to  have  been  most  severe,  stated  that  he  had  never  witnessed 
such  long  sustained  heavy  rain  and  heavy  hail.  The  path  of 
the  hail.«torm  was  6  to  7  miles  wide  and  about  35  miles  long. 
Young  fruit,  young  crops,  barns  and  other  property  were  dam- 
aged to  the  extent  of  $5,000  or  $6,000,  or  possibly  more,  of 
wliich  about  $1,200  represents  skylights  and  glass  windows  of 
the  cotton  mills  and  the  neighboring  mill  village.        R.  H.  S. 
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GENERAL  SUMMARY. 

While  thermal  conditions  ranged  somewhat  above  the 
seasonal  average,  the  month  opened  unusually  cold  and  closed 
with  abnormally  high  temperatures.  The  rainfall  was  close  to 
the  normal,  but  was  badly  distributed  as  to  amounts  and  time, 
with  a  long  wet  period  after  the  8th  and  a  period  of  semi- 
drought  after  the  17th. 

On  account  of  the  cold,  cloudj-,  and  generallj'  unfavorable 
weather  during  the  first  half  of  the  month,  planters  had  much 
difficult}^  in  developing  good  stands  of  corn  and  cotton,  bvit 
the  warm,  dry  weather  during  the  latter  half  was  especially 
favorable  for  cotton,  while  corn  later  began  to  need  rain.  All 
other  crops  were  in  good  to  excellent  condition  throughout  the 
month,  except  tobacco,  whicli  had  not  developed  satisfactorily. 
The  dry  weather  toward  the  close  of  the  month  enabled  planters 
to  eliminate  much  of  the  grass  in  the  fields,  especially  in  the 
eastern  counties,  where  there  had  been  too  much  rain.  Winter 
wheat  and  oat  harvests  began  May  20  to  23  on  the  coastal  plain 
under  favorable  conditions  and  extended  well  into  the  Pied- 
mont sections  by  the  close  of  the  month,  with  good  yields 
generally.  The  native  strawberry  season  closed  about  the  mid- 
dle of  the  month.  White  potato  digging  showed  excellent 
yields.  Wild  blackberries,  early  peaches,  and  vegetables  of  all 
kinds  were  plentiful  on  the  markets  at  the  close  of  the  month. 


PRESSURE. 

The  mean  sea-lever  pressure,  determined  from  reports  of  8 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30.14  inches.  The  highest  pressure  in  the  region 
covered  by  reports  was  30.54  inches  at  Asheville,  N.  C,  on  the 
2d,  and  in  the  Section  proper,  30.48  inchest  at  Columbia  on 
the  same  date;  lowest  pressure,  29.77  inches  at  Asheville,  N. 
C,  on  the  10th,  and  in  the  Section  proper,  29.79  inches  at 
Greenville  on  the  same  date. 


TEMPER  A  TURE. 


The  monthly  mean  for  the  Section,  determined  from  re- 
ports of  44  stations,  was  72  6°,  or  1.1°  above  the  established 
normal.  The  highest  temperature  was  100°  at  Bowman, 
Orangeburg  County;  Camden,  Kershaw  County;  Darlington, 
Darlington  County;  Meriwether,  McCormick  County,  and 
Spartanburg,  Spartanburg  County,  on  the  31st.  The  warmest 
period  of  the  month  was  between  the  23d  and  31st.  The 
lowest  temperature  was  31°  at  Landrum,  Spartanburg  County, 
on  the  2d.  The  coldest  period  of  the  month  was  during  the 
first  4  davs. 


HUMIDITY. 


The  mean  relative  humidity,  determined  from  reports  of  8 
regular  Weatlier  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m.,  78%  ;  8  p.  m.,  G7%.  The  high- 
est percentages  occurred  over  the  southern  coast  counties,  and 
the  lowest,  over  the  northern  interior. 


PRECIPITATION. 

The  average   for  the  Section,  53  stations  reporting, 
3.48  inch,  or  0.02  inches  above  the  established  normal. 


was 
The 


precipitation  was  badly  distributed  as  to  amounts  and  time, 
there  being  a  long  wet  period  after  the  8th  and  a  long  period  of 
relatively  dry  weather  after  the  17th,  except  in  sections  of  the 
western  portion.  A  superabundance  of  rainfall  occurred  in  an 
extensive  area  of  the  eastern  counties  and  upper  coastal  plain, 
where  the  amounts  ranged  from  4  to  over  7  inches,  while  in 
the  remainder  of  the  State,  except  in  isolated  sections  of  the 
Piedmont,  the  measurements  were  less  than  3  inches  and  ranged 
downward  to  1  inch  in  western  McCormick  County.  The  great- 
est local  monthly  amount  was  7.68  inches  at  Florence  No.  1, 
Florence  County ;  least  mothh-  amount,  1 .00  inch  at  Meriwether, 
McCormick  Count}^  The  greatest  24-hour  amount  at  any  sta- 
tion was  3.61  inches  at  Trenton,  Edgefield  Count}',  on  the  13th. 
The  average  number  of  rainy  days  was  12%  below  normal. 


WIND. 

The  prevailing  wind  was  from  the  southwest.  The  average 
hourly  velocity,  determined  from  8  anemometer  records,  was 
7.3  miles.  The  highest  average  velocity  in  the  region  covered 
by  reports  was  10.5  miles  per  hour  at  Savannah,  Ga.,  and  in 
the  Section  proper,  9.7  miles  per  hour  at  Charleston;  the 
lowest  average  velocity  was  4.8  miles  per  hour  at  Charlotte,  N. 
C,  and  in  the  Section  proper,  6.6  miles  per  hour  at  Columbia. 
The  highest  velocity  for  any  5-minute  period  was  35  miles  per 
hour  from  the  north  at  Asheville,  N.  C.,  on  the  26th,  and  in 
the  Section  proper,  33  miles  per  hour  from  the  northeast  at 
Charleston  on  the  16th. 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  8  auto- 
matic records,  was  311.1  hours,  or  72%  of  the  possible  amount. 
The  average  number  of  clear  days  was  19;  partlj'  cloudy,  8, 
and  cloudy,  4,  as  against  normals  of  16,  9,  and  6  daj^s,  respect- 
ivelj'. 

RIVER  CONDITIONS. 

The  April  flood  in  the  Santee  River  subsided  at  Ferguson 
by  May  5,  and  the  Waccamaw  River  continued  in  flood  at  Con- 
way until  the  10th.  On  account  of  extended  dry  weather  dur- 
ing the  latter  part  of  the  month,  all  rivers  of  the  Section  had 
relatively  low  stages  on  the  31st. 


MISCELLANEOUS    PHENOMENA,  (dates). 

Fro^tx. — Light:  Greenville,  Santuck,  and  Walhalla,  2; 
Greenville,  Meriwether,  Newberry,  and  Rimini,  3.  Heavy: 
Newberry,  2.     Killing:  Landrum,  2. 

//«//.— Allendale,  1;  Batesburg,  24;  Gaston  Shoals,  13; 
Georgetown,  Greenville,  and  Landrum,  8;  Libert}',  9,  20. 


ERRATA-MARCH,   1918. 

BatesVnirg.— Mpan  maxinuim  toiiiperature.  page  2'2.  should  be  72.1";  mean  tem- 
perature, paRP  20,  should  l)e  60.0°. 

Blackville.  -Flisjhest  temperature,  pape  20,  should  be  SR"  on  1st. 
Pinopolis.— Date  of  highest  temperature,  page  20,  should  be  12th. 
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s 

W 

1-1 

»« 

(= 

p. 

I-! 

e 

r-i 

C 
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^o 

^ 

=^ 
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Observers. 


< 


Enftei'a  Portinn. 


Allendale  . 
Beaufort  . . 
Blaclcville  . 
Bowman.. . 
Centenary. 
Charleston. 


Barnwell  .. 
Beaufort  . . 
BannvcU... 
Orangeburg 

Marion 

Charleston 


Cheraw Cliesterlield 

Conway ]  Horry 

Darlinjjton i  Darlington  . 

Edisto  tt '  Bamberg  . . . 

Ellingliani Florence   ... 


Ferguson |  Orangeburg  . 

Florence  1 j  Florence 

Florence  'itt <lo 

Georgetown Georgetown  . 

Kingstree Williamsburg 


Oaks  Georgetown  . 

Orangeburg Orangeburg . 

Pinopolis"' Berkeley 

Rimini Clarendon . . . 

St.  George Dorcliester  . . 


186 
21 
■2'X 
160 
43 
48 

144 
25 
175 
143 
1U() 

C3 

13ti 

13t; 

12 

54 


264 
54 
97 

109 


St.  JIatthews !  Calhoun 62 

Society  Hill j  Darlington 192 

Sumnierville Dorcliester 75 

Walterboro Colleton   f,;i 

Yeiuassee '  Hampton  2J 


68 

4 

29 

22 
26 

20 
15 


"3.8 


73.8 
71.4 
72.  6 
73.2 

72.6 
73.5 
72. 8 


+0.6 


96 


31 


+0.3 
-0.9 


+  1.8 

+2.5 
+  1.4 


99 
100 
94 
88 

98 
95 
100 


31  I 
31  I 
31  '■ 
31   i 

31   ! 
t30 
31 


72.7  I   +1.6 
73.6  I   +1.3 


95 
9,i 


31 

t30 


74.0 
72.8 


72.6 
72.1 


+  1.S 
+  1.0 


T30 
til 


74.4  ;   +1. 


73.7 

+1.9 

99 

31 

73.  2 

+2. 2 

99 

31 

72.4 

+0.4 

92 

31 

72.4 

-0.6 

''<17 

30 

71.6 

-1.2 

94 

31 

Division  means  and   extremes  . 


Western  Portion. 


Aiken |  Aiken 

Anderson '  Anderson  . 

Batesbiirg :  Lexington. 

Bhiirs Fairtield... 

Calhoun  Falls Abbeville.. 


527 
764 
(i56 
293 
508 


Camden Kershaw '  222 

Catawba York  562 

Chappells Newberry |  402 

Clemson  College Oconee \  8.50 

Columbia..' Richland 351 


Edgelield ]  Eilgetield  .. . 

Gaston  Shoals  tt |  Cherokee  .. . 

Greenville |  Greenville.. 

Greenwood |  Greenwood. 

Heath  Spring :  Lancaster... 


Kershaw I  Kershaw 

Landrum Spartanburg . 

Laurens |  Laurens 

Liberty i  Pickens 

Little  .Mountain '  New  biu-ry 

Meriwether  McCormick. . 

.Monetta Saluda  

Ne\\  berry Newberry  . . . 

Pelzer Anderson. . . . 

Saluda Saluda 


Santuck I'nion 

Spartanburg Spartanburg 

Trenton  Edgelield... 

Walhalla Oconee 

White  Oak Fairtield  .  . . 

Winthrop  College  tt...    York 


680 
1039 
671 
568 

500 
1063 
5S9 
900 
711 

450  i 

400 

502 

S50 

536 

512 

875 
620  I 
1061 
548  1 
690 


29 
15 
25 

58 
14 
14 
26 
31 


73.  3 
71.5 
72.0 


lOO 


+2. 0  1  96  I  31 
+  0.9  :  96  31 
+  0.3  i       94         31 


42 
41 

44 
"42 
43 

39 


73.2 

74.  8      +3.  8 


69.6 
73.8 


99 
''100 


31 
t31 


+n.  4         89 
+2. 0         95 


t30 
31 


70. 7      +3. 2         94 

70.  S  I   -0.5  1       94 
71.7  1  +0.9         95 


72.1 
70.8 
E69.  9 

72.  6 
72.6 

"73.  3 
73.6 

73.  0 


72.2 
72. 1 


+2.6 
+0.4 

+2.5 
+  1.4 
+  1.7 


+0.5 

+  1.8 
+2.6 
-^0.4 


97 
97 
94 

97 
95 

"100 
96 
99 


31 

31 
31 

31 

31 
31 

31 
31 

31 

30 
31 


40 
39 
40 

41 

31 
S35 
41 
43 

=  42 

45 
38 


98 
100 
"96 


Division  means  and   extremes  . 
Section  means  and   extre;nes . 


72.  5 
72.4 


72. 2 


+  1.4 
+  1.  1 


96  I 

99 


100 
pill 


31 
26 


40 


2.79 


3.00 
2.32 
3.55 
3.65 

4.13 
3.37 
5.56 
2. 29 
7.30 

5.08 
7.68 
8.28 
4.76 
3.73 

6.17 
2.07 


-0.58  !  1.20 


-0.46  I  1.80 

-1.09  0.70 

!  1.78  I 

+0. 18  1.  46 


+0.59 
+0.01 
+2.21 
-0.74 
+3.93 

+0.91 
+4. 13 
+4.73 
+  1.82 
+0. 58 


3       41 
2      "45 


1.88 
4.57 

2.53 
6.52 
2.96 
3.05 
4.73 

4.07 


1.60 
2.79 
5.03 
3.13 
2. 28 


1.75 
2.76 
3.62 

1.77 
1.56 

3.70 
4.17 
5.61 
2.17 
1.91 

3.41 
2.  95 


3.  ho 
2.70 

1.00 
2.68 
4.36 
3.24 
3.31 

2. 52 
1.95 
5.79 
1.58 
4.31 
3.58 

3.03 
3.48 


1.  U 
1.22 

2.  87 
1.04 
2.49 

1.82 
3.36 
2.87 
1.75 
1.76 

3. 06 
0.90 


+L.39 

-1.08 
+3.  30 
-0.05 
-0.60 
+  1.43 


0.60 
1.76 

1.11 
2.99 
0.  93 
3.00 
1.64 


+0.70  '  3.36 


-1.86  0.45 

+0. 15  0.  74 

+  1.61  1.57 

+0.59  1.06 

-1.25  1.42 


-1.51 
-0.56 
+  1.09 
-1.64 
-1.63 


+  1.20 
+  1.29 
-1.45 
-1.29 


-0.  86 
-0.15 

-1.48 
+0.12 
+  1.40 
-0.50 
+0.77 

-0.43 

-2.08 
+2.  93 
-2.  45 
+  1.21 
-0.53 

-0.41 
+0. 02 


0.95 
1.20 
1.53 
1.00 
0.52 

1..50 
1.97 
2.  28 
0.94 
1.26 

1.67 
1.35 


1.10 
0.90 

0.50. 
0.57 

2.  OS 
0.74 
1.58 

0.99 

0.  so 

3.  61 
0.51 
1.95 
0.  9.5 

3.61 
3.  61 


17      12 


SW.- 
sw. 
s. 


SW. 

sw. 


6 

24 

7 

22 

H 

21 

4 

U 

6 

17 

6   !    II 


9 

10 

6 

19 

4 

6 

7 

27 

21 

25 

11 

12 

5 
4 

21 

9  I  16 

7  |.... 
7  I  20 
10  1  14 
7  I  V6 
7  !  14 

7  !  18 
7  I  19 


w. 
ne. 


sw. 
\v. 


sw. 
sw. 


sw. 
sw. 


R.  B.  Vance. 

Miss  Lillian  H.Rice. 

Mrs.  D.  B.Sanders. 

B.  O.  Evans. 

D.  L.  Carmichael. 

U.  S.  \\'eather  Bureau. 


Roland  D.  Pow^e. 
Paul  Quattlebauin. 
D.  C.  McCall. 
Nathan  .lenkins. 
H.  B.  McCall. 

Henry  C.  Savage. 

H.  K.  Gilbert. 

Pee  Dee  Experiment  Sta. 

A.  P.  Hazard. 

W.  H.  Matthews. 

O.M.Mitchell. 
U.S.  Fisheries  St:!  tion. 
.Miss  E.  P.  Kaveuel. 
William  B.Wolfe, 
it.  S.  Weeks. 

.1.  S.  Wannamaker. 

A.  H.  Rogers. 

Miss  E.  H.  Gadsden. 

J.N.Frank. 

.1.  G.  Hutson. 


Frank  B.  JfcCoy. 
11.11.  Russell. 
E..I.  Hite. 
.1.  N.  Owens. 
L.  M.  Parker. 


i 


\ 


i 


W.  C.  Brown. 

.lames  C.  Faris. 

,1.  .1.  Murran. 

Prof.  F.  H.  H.  Calhoun. 

U  S.  Weather  Bureau. 

J.  A.  Townsend. 
Harry  A.  I'arsluill. 
I'.  S.  Weather  Bureau. 
M.  ?.[.  Calhoun. 
J.  Marvin  Bowers. 

John  W.  Hamel. 

R.  Ilartwell  Wilds,  DD.S 

Perry  A.  Simpson. 

.lohuT.  Boggs. 

.1.  M.Sease.  M.  D. 

Mrs.  Marie  R.  Middleton. 
.loseph  JI.  .lohnson. 
Warren  G.  Peterson, 
.loshua  Y.  Jones. 
Mrs.F.  V.J.Maxwell 

E.  W.  .Teter. 

F.  P.  Robinson. 
Mrs.  s,  E.  Long. 
H.  W.  Brandt. 

T.  0.  Patricks  Co. 
W.  P.  Goodman. 


The  departures  from  the  normal  temperature  and  iirccipitation  are  coiiipnted  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
determining  section  or  division  means.     Reference  letters  (".  ''.  <-').  appearing  in  the  table  indicate  number  of  days  missing:  for  example.  ^  represents  two  days  missing,  etc. 

t  Also  on  other  dates,  tt  Receiveil  too  late  to  be  included  in  means  and  summaries.  '*  Temperature  data  are  from  observed  readings  of  the  dry  bulb;  means  are  com- 
puteil  from  observed  readings,     tt  Postoftice  addresses  of  these  stations  are  as  follows:    Of  Edisto,  Embree:  of  Gaston  Shoals,  Galt'ney:  of  Winthrop  College,  Rock  Hill. 

T.  Preciiiitation  is  less  than  0.01  inch  of  rain  or  melti-d  snow. 


M.4Y,   1918. 


CUM ATO LOGICAL    DATA:    SORTH    CAROLINA    SECTION. 


Daily  Precipitation  for  May,   1918. 


Watersheds. 

Day  of  month 

. 

Stations. 

1 

2 

3 

4 

5 

6 

7 

8       9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19     20 

21 

22 

23 

24 

25 

26 

27 

28     29 

30 

31 

s 

0 

Eaulern  Part  ion. 
Allendale  III!       

Savannah  

Coast          .... 

.20 

.18 

1.'20 

1  00 

.41 

2.79 

Hciiiil'nrt 

1.10 

i 

Hlii'k-ville  III!             

Edisto 

do 

10 

1.00 
.48 

•30  1.50   .10 
.28   .70   .32 
.38  1.78    .42 

3  00 

BowiiKin 

3S 



T. 
03 

T. 

.06 

.16 

T. 

.38 
01 

T. 
T. 



2  32 

Pee  Dee 

Coast     

T. 

.20 

.30 

3  .55 

CiiivrU^-itou  *** 

.33 

.601.'-'5il.46 

T. 
.45 

.10 
.51 

.... 

3  65 

ChtM-iiw  INI              

Pee  Dee 

Waccaraaw... 

Pee  Dee 

Edi>to 

Lynches 

Santee 

Pee  Dee 

do 

.19 

.27 
.75 
1.04 
2.08 
L82 
.67 

T. 

.10 
.25 
.20 
.14 
.08 
.19 

.34 

'.'■26 
.50 

'.'cri 

.44 

.78 
l.UO 

.62 
1.30 

.16 

.43!  1.02 

.  45  1.  22 

.  10  2.  87 

.  23 

T. 
T. 

.15 

T. 

.45 

T. 

1.11 

4.  13 



.... 

.... 

1 

3.37 

.08 

1 

5  56 

F.li^tA  illl 

i 

2  29 

.08 
.11 

.112.  49 

1.10 
.86 
.81 

1.10 

.... 

1 

1  54 

.46 
3. 36 
■2.87 

1.11 
.08 

2.  ^22 
.10 

.03 

.02 

5  OS 

1.471.15 
2.35   .81 

1.25,1.75 

.38 

.  26  3. 06 

.03 
.10 

T. 



7.  68 

.70 

.15 
.15 

.20 
T. 

'.'62 

8.28 

T. 

1 

4.76 

Black  

1.76 

.10 

.81 
'.'35 

1 

3.73 

Oaks 

do 

.18 

.02 
T. 

.01 

.03 

.22 

.13 

6. 17 

Edisto 

.60 

T. 

T. 

.12 

.90 

|....i.... 

2.07 

Kiinini  Illl 

Santee 

Edisto 

Santee 

do 

.60 

1.70 
.16 
3ft 

.38 

.28 
98 

.36 

.71 

.18 
1   01 

36 

.  -..I...   ' 

1  88 

.50 

.24 

05 

.02 

' 

4.57 

St.  Matthews  Illl 

Snriplv  l-Iill  Illl 

LU    .^28 
.05  1.48 
.54    .15 

3. 00  ... . 

1.00  l.M 

■.■45 

.19 

2.53 

.10 
.38 

".n 

45 

2.99 
.22 

.04 

"q3 

"i3 

....I   .. 

.91 

....!.... 

6.52 

Ashley 

Asln^poo 

do 

Edisto 

Savannali  .... 

.60 

T. 

'><■■, 

T. 
.... 

.01 

T. 

2.96 

'.'O'? 

■f.' 

.01 

3.05 

Veinassoellii 

Western  Pmtiou. 

i.riT  .... 

.13 

.33 

4.73 

38 

.;" 

.21 

1.  60 

Anderson     

.46 

.10 
T. 

.74 
.... 

" .  37 
.49 

1.06 
.46 
.95 

1.20 

L53 

1.00 
.22 
1.00 
1.53 
.01 
.94 

.05 
.82 

f  ■ 

.04 
.06 

1  n^^ 

2  79 

Bateslmrgllll 

Kdisto 

Broad 

Savannah  

.36 
.44 

3'l 

. .. . 

83 

.79 
.50 

T. 

1.57 
.04 

.11 

.44 

5.03 

KUiirsllll 

3,ft 

■}A 

3  13 

Callioun  Falls  Illl 

1.42 
15 

.10 

T. 

.20 

.40 

2  28 

Camden  Illl 

Wateree 

Catawba 

.18 
.31 
.25 

.16 
.54 

.11 
.15 

!"■■ 

1.75 

Ciitawba  III! 

.16 
.68 

.10 
.02 
1.50 
.35 
.06 
.67 

2.76 

CluipiJl'lls  Illl 

::: 

.32 

.69 

.15 

3  62 

Clemsoii  College 

Savannah  

— 

37 

.30 

....i... 

1.77 

Columbia*" 

Congaree 

Savannah  

Broad 

Saluda 

.01 
.60 
.27 

.41 

.01 

.02 

.34 
.20 
.02 
L13 

i.''26 

.14 

T. 

.39 

T. 
'f.' 

T. 

•25 

'  'xu 

15 

1.56 

ICdirelield  111 

1 

1  .  ,  .  . 

3.  70 

Cia>lon  Shoals  Illl 

— 

T. 
2.28 

'.'is 

■'.'07 

't.' 

T. 

.40 

.01 

.07 

T. 
T. 

'.'87 

1.97 
T. 

.02 

—  1  — 



.. . . 

4. 17 

<ireenville      *** 

'.'64 

T. 

5  61 

do 

.28 

2  17 

Wateree 

3fi 

.17 

.69 

1 

1.91 

Kershaw  ||||.... 

Lynches 

Broad  

.44 

.14 
.17 

1.67 
.11 

.26 

.07 

.14 

■ 

3.41 

l/andruni 

1.07 
2.  02 

.OS 

L35 

T. 

.13 

.04 

2.95 

Saluda 

Lil)ertv 

Sa vaiinah  .... 

Sft 

.75,1- 10 

T. 

.35 

.04 
.65 
■}/) 

.05 

.02 

.10 

.08 
.35 

.65 

T. 
.05 

.04 
90 

—  1  — 

3  53 

Little  .Mountain 

Saluda  

.75 

.50 

57 

.... 

■2.70 

.15 
.39 
96 

.03 

.10 
.... 

f.' 

■f.' 

T. 
T.' 

T. 

'.'4^7 

.74 
1..58 
.58 
.05 

3  61 

1.00 

.Monetta 

Kdisto 

Saluda        .   . . 

.08 

.24 
■2.08 

.64 

','67 
.72 
.50 
.08 
.82 
.95 

.24 
T. 

'.'is 

'.'64 

f.' 

'tV 
.02 
'.'24 

.11 

.05 
.06 

.10 

.10 

17 

.56 
.36 

.3-0 

. . . . 

.44 
.07 

is 

'.'i-2 

.30 



.... 

.... 

2  68 

Newberry    

.24 

4  3C 

Pelzcrllll 

do 

.06 
.1)2 

T.     .70 
.6!!,  .40 
.09'  .34 

.28 
.15 

T. 

i 

3.24 

Saluda 

do 





1 

3  31 

Sanluck                

Broad 

.02 
.03 
T. 



.99 

T. 
.08 
.11 
1.95 
'>5 

.a2 

! 

2  52 

Spartanliurg  nil   

do 

.14 

.  SO 

.17 
.15 

1 

1  95 

Edisto 

57 

.40 

fii 

't.' 

'.'6i 

5.79 

Walhalla 

, 

.51 

.08 

.47 
.31 
•>5 

.01 

.02 

.  35 
.05 
.50 

.01 

1.58 

White  Oak 

Broad  

Catawba 

T. 

■ni 

j 

.25 
83 

85 

4  31 

Wintiirop  College. . . 

60 

........ 

3.58 

1 

■■■•|""l  '    '!■■"■ 

I'--- 

.... 

.... 

....|....^....|....|.... 

Except  as  otherwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  snn.set,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observation.  III!  Precipitation  measured  in  tlie  morning:  amount  then  recorded  is  for  the  preceding  "24  hours.  ***  Regular  Weather  Bureau  station;  precipitation  is  for  the 
24-hour  period,  midnight  to  midnight.    *  Precipitation  included  in  the  next  following  measurement.    X  Separate  dates  of  falLs  not  recorded.    T.  Trace,  or  less  than  0.01  inch. 


COMPARATIVE  DATA  FOR  MA-?. 


Temperature. 

Precipitation. 

Average  num 
days. 

jer  of 

Pre  V  a  i 1 i  n  g 
wind   direc- 
tion. 

Year. 

Te 

mperature. 

Precipitation. 

Average  n  u  m 
days. 

her  of 

Ijt  J, 

Year. 

« 

0) 

0 

it 

a, 
< 

r S 

C 

'.>3 

70.  6 
73.4 

7o'8 
71.8 
f.<).  5 
Ii9.  8 
7J.  6 
7-2.4 
71.7 
72.1 
73.0 
7:!.  8 
66.  3 
72.  6 

71.0 

?-' 

5 

1    i<|ii 

s 

0 

I8S7 

7-2.5 

70.2 
71.7 
71.0 
69.0 
71.1 
70.  2 
70.7 
69.  () 
76.  7 
69.  3 
73.8 
73.7 
70.2 
71.4 
74.0 

97 
99 

101 
95 

100 
94 
97 
fls 

loi 

104 
97 

106 

100 
96 
99 

101 

41 

3:i 

35 
30 
36 
.■19 
38 
38 
34 
42 
38 
39 
45 
38 
40 
42 
44 

3.17 
7.51 
1.97 
5.44 
3.  57 
3.53 

10 
11 
5 
10 

1904 

1905 

99 

99 
99 

96 

96 
10(1 

99 
let; 
1.0! 
101 
105 

98 
103 

98 
lliO 

106 

38 
42 
30 
41 
36 
35 
411 
35 
43 
38 
43 
46 
42 
31 
31 

2.04  \             7 
5.70              13 
■■\.  00                7 
4.51    ,           10 
2.92  '             7 
4.-Jfi                8 
4.  03  1             K 
0.  65  1             3 
4. ''8  ■             '.I 
2.13                 6 
0.83                 -.1 
7.  ^20              1 1 
2.44                5 
3.0!)               7 
3. 48                7 

3.46  1             8 

18 
12 
17 
11 
16 
14 
15 
■Jii 

!:; 

IS 

11 

-20 

IS 

19 
16 

8 
9 
6 
12 
11 
I'J 

10 
8 
6 
6 

10 

11 

8 
9 

5 
10 
8 
8 
4 
5 
6 
3 
9 
6 
3 
9 
4 
6 
4 

6 

s 

ISSS 

1S89 
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sw. 
ne. 

1906 

SW. 

IS90 

1  1907 

l.S'Jl 

1   19f)8 

1   1S>I9 

sw. 

1892 

sw 

1893 

4.13 
3.  43 
4.36 
■2.74 
2.  39 
1.35 
1.68 
2.  37 
7.31 
2.69 
2.69 

9 
9 
9 
8 
6 
5 
5 
5 
11 
8 

» 

i3 

10 

11 

14 
18 
18 
15 
19 
13 
15 
12 

9 

16 
12 
13 
8 
10 
10 

10 
10 
9 

. 

9 
5 

8 
4 
5 
3 
6 
5 
8 

1^ 

sw. 
sw. 
sw. 
sw. 
.sw. 
.sw. 
sw. 
sw. 
sw. 
sw. 
ne. 

1   1910 

SW. 

1891 

1911 

ni-j 

Iill3 

ne. 

18it.5 

189*1 

VS97 

I   1914 

sw. 

1898 

1899 

1915 

1916 

w. 
sw. 

190(1 

1917 

w. 

1901 

1918   . 

19lf' 

Period.... 

1903 

70.7 

104 

sw. 
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Baily  Temperatures  for  May,  1918. 


Stations. 


13     14 


15 


19     20 


21     22 


23 


24 


28 


29 


Eastern  Portion. 

,,,..,,,  )  Maximum  , 

Allendale  S«' (Minimum. 

_       ,  )  Maximum 

Beaufort (Minimum. 

„,     ,     ...   .,  )  i\la.\imum 

Blackvillei  (  Mininmm. 

)  Ma.ximum 

Bowman (Minimum. 

„  )  iMaxinmm 

Centenary (Minimum. 

„,       ,     ,  .Maxinunn 

Charleston ;  Mininuun. 

,,,,  )  Maxinunn 

CherawM (Mininuun. 

,,,,  )  Maximum 

ConwayM (Mininuun. 

„     ,.      ^       ,,,,  i  Maxinunn 

Darlington '5* (Mininuun. 

T,  >t,i  )  Maxinuim 

Ferguson '5* (Mininuun. 

^,  ,  ,j,,  )  Maxinunn 

Florence  1  '^S'v (Mininuun. 

„           .  <!  .Maxinunn 

Georgetown (Mininuun. 

...        ^        ,,,,  )  Maxinunn 

KingstreeS'S )  Minimum. 

)  Maxinunn 

'-"^'^5 (  Mininuun. 

_  ,  ,;,5  J  Maxinunn 

Orangeburg  W i  Mininuun. 

„^    _             ,,,(  \  iMaxinunn 

St.  George  W (Minimum. 

r...   ««  111         .ui  i  Maxinunn 

St.MatthewsW I  Minimum. 

t^     •  .     u-ii .;,(  >  .Maxinunn 

Society  Hill  M J  Minimum. 

.,,  1  .Maxinunn 

.Snmmcrville J  Minimum. 

,,,  ,.     ,    ..„  )  Maximum 

WaUerboro )  Minimum. 

,,                 ,,,,  S  .Maximum 

\eniasseeW j  Minimum. 

H'f.v(prH  Pnrtiiw. 


Aiken j 

Andeison j 

BatesliurgS^'S ) 

Calhoun  FansS^j \ 

Camden  W j 

Clemson  College j 

Columbia j 

Greenville ^ 

Greenwood  S^S^ j 

Heatli  Spring J 

KersliawSs'. j 

Landrum j 

Laurens ) 

Liberty j 

Little  Mountain j 

Meriwetlior J 

Monelta ' 

Mountain   Uest j 

Newberry j 

Saluda  j 

Siintnck j 

Si>artanbnrg  $'5 j 

Trenton ) 

White  Oak J 

Windirop  College  ...  J 


Maximum 

Minimum. 

Maxiinnni 

Minimum. 

Maximum 

Minimum. 

.Maximum 

Minimum. 

.Ma.ximuir 

Mininuun. 

Maximum 

.Minimum. 

Maximum 

Mininuim. 

-Maxinnim 

Minimum. 

Maximum 

Minimuin. 

.Maximum 

.Minimum. 

.Maximum 

Minimum. 

.Maxinunn 

Minimum. 

ilaximum 

-Minimum, 

.Maximum 

Minimum. 

Maxinuim 

.Minimum. 

Maximum 

Minimum. 

.Maximum 

Minimum. 

Maxinuim 

Minimum. 

Maximum 

.Minimum. 

Maximum 

Minimum. 

Maximum 

Arinimum. 

Maximum  , 

.Minimum. 

.Maximum  . 

Minimum. 

.\[aximum 

Minimum. 

Maximum 

Minimum. 


53 


67l  70 

48|  38 

69,  (19 

48  3' 

G7j  7( 

48l  39 


72l     80 


42  i  44 

70  83 

411  4'. 

70  78 

4fi'  44 


43 


90     90 


40     401     50 


49  43 

fio  70 

50  41 
69  70 
49  39 


SOj  88  89 

471  54!  57 

80j  88  88 

47  50j  55 


60 


63 


87  i  84 


92 
64 
9'. 
63 
92 
66 
85 
71 
96 
61 
91 
6' 
92 
64 
91 
63 
94 
65 
90 
68 
94 
64 
90 
64 
94 
62 
94 
69 
95 
64   65 


85 


85  82 

72l  68 


83 


64!  60 
79 
62 
81 
57 
83 
61 
81 
58 


60 


84   8' 

58  60 

83i  85 

54  55 

80!  80 

60 

78 

64 

82 

56 

82 

61 

82 

59 

84 

59 


57 
82 
61 

83 
58 
83 
58 
83 
60|  60 
80|  82 
62;  60 
83'  83 


59 

81 
58 
85 
57 
84 
60 
85 
59 
80!  81 
581  58 
82|  84 
60  59 
78!  8' 
65  5' 
84  86 
59!  5' 


59|  63 

87;  85 

57  58 

80  81 

61  63 


84  85 
64   64 

85!  88 
62 


88  91 

64  63 

78  81 

61 1  62 

92i  93 


64|  63 

87 

621  64 

86,  86 

64i  63 

89i  91 

62! 

901 

65!  64 

89 

64 

89 

66 

85 

63 

90 

61 

86 

62 


95  96 
62  63 

90  90 

01   62 

98 

63 

9 

58 

93 

06 

8 

69 

94 

65 

95 

65 

95 

6' 

94 

66 

96 

67 

95 

66 

93 

65 

91 

67 

91 

60 

95 

63 

98 

65j  66 

97 

66 

91 

62 

9' 

6' 

92 

59 


96 
«■ 
9. 

()4j  64 

96]  98 

67i  64  66 

96  98|  100 

61)'  68, 

95,  96 

641  64 

94  96 

66  67 


e9|  68 


94  96 
69 


Reference  letters.  (».  '',  <=),  appearing  in  the  table  indicate  number  ofdays  missing:  For  example,  *>  represents  two  days  missing,  etc 
4*  In^trnments  are  ri»ad  in  the  morning:  the  maximnm  temperature  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
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GENaSRAL  SUMMARY. 

The  month  opened  with  excessive  lieat,  followed  b.y  rela- 
tively seasonable  tenjpcM-atures  after  the  iirst  few  days,  and  the 
jncan  was  somewhat  below  normal.  Precipitation  was  consid- 
erably below  the  seasonal  average  and  was  noticeably  deficient 
after  the  hrst  decade,  particularly  in  the  sections  of  the  Pied- 
mont and  on  the  coastal  plain. 

The  weather  throughout  the  month  was  ideal  for  cotton, 
and  the  crop  maintained  good  to  excellent  conditi(jn,  except 
in  some  sections  of  the  lower  counties,  where  there  had  been 
insuhicient  rainfall,  and  in  small  areas  of  the  upper  counties, 
where  there  was  too  mucli  rain.  Chopping  was  hnished  al)Out 
tlie  middle  of  the  month.  The  first  bloom  of  the  season  was 
reported  from  a  plantation  near  Allendale  on  Jmte  8,  and  the 
crop  was  lilooming  freelj"  throughout  tlie  Stale  at  the  end  of 
the  month.  Corn  was  in  various  stages  of  advancement  inci- 
dent to  irregular  rainfall,  and  rain  was  badly  needed  at  the  close 
of  the  month,  when  much  of  the  early  crop  was  laid  by. 
Likewise,  field  truck,  gardens,  tobacco,  and  pastures  showed 
the  effects  of  insufficient  and  irregular  rainfall.  Tobacco  began 
to  ripen  prematurelj'  in  some  sections,  but  as  a  whole  the  crop 
improved  slowly;  curing  became  qidte  general  in  the  more  south- 
ern portion  of  the  district  toward  the  close  of  the  month. 
The  wheat,  oat  and  rye  harvests  were  practically  tiiuslied 
about  the  25th,  and  threshing  results  were  generally  good, 
although  tlie  wheat  yield  was  disappointing,  due  to  the  appear- 
ance of  rust  at  the  crucial  period.  The  white  potato  yield  was 
good  to  excellent,  but  sweet  potato  transplanting  was  retarded 
by  rather  poor  soil  conditions.  Stubble  lands  were  beingturned 
to  late  corn,  late  truck,  and  forage.  The  montli  closed  with  all 
crops,  including  cotton,  in  need  of  generous  rains. 

PRESSURE. 

The  mean  sea-level  pressure,  determined  from  reports  of  8 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  29.9.5  inches.  The  highest  pressure  in  tlte  region 
covered  by  reports  was  30.23  inches  at  Charlotte,  N.  C,  on  the 
Kith,  and  in  the  Section  proper,  30.22  inches  at  Columbia  on 
the  same  date;  the  lowest  pressure  was  29.52  inches  at  Green- 
ville on  the  12th. 

TEMPERATURE. 

The  monthly  mean  for  tlie  Section,  determined  from  re-- 
ports  of  41  stations,  was  77  J)°,  or  0.5°  below  the  established 
normal.  The  highest  temperature  was  10(i°  at  Blackville, 
Barnwell  County,  on  the  1st.  The  warmest  period  of  the 
month  was  during  the  first  three  days,  when  100°  or  higher 
was  recorded  throughout  practica]l3?  the  entire  state.  Th?  lowest 
temperature  was  .50°  at  Lleath  Spring,  Lancaster  County,  on  the 
20tha  nd  at  Landrum,  Spartanl)urg  County,  on  the  24th.  The 
coolest  period  of  the  month  was  between  the  2od  and  25th. 

HUMIDITY. 

The  mean  relative  humidity,  determined  from  reports  of  8 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m.,  78%  ;  8  p.  m.,  (V.)%.  The  high- 
est percentages  occurred  over  the  central  counties,  and  the 
lowest,  over  the  extreme  eastern  and  extreme  southern  coast 
districts. 


PRECIPITATION. 

JJie  average  for  tlie  Section,  55  stations  reporting,  was 
3.44  inches,  or  1.5ji  inches  below  the  established  normal.  Sea- 
sonable rainfall  occurred  tliroughout  the  State  during  the 
period,  3d  to  9th,  followed  by  sIkhJ  alternating  periods  of  dry 
weatherand  showers,  the  annumts  being  markedly  deficient  over 
the  eastern  portion,  and  pai-ticiilai-jy  in  the  middle  coast  coun- 
ties. JJie  total  monthly  amounts  were  above  normal  in  the 
ui)per  parts  of  Greenville  and  Sjiai'lanburg  Counties  and  in 
two  small  areas  of  tlie  ui'iicr  coa-^tal  [)lain,  where  the  iiKasuie- 
ments  i-anged  from  5  to  over  7  inches;  in  a  considerable  area  of  tlie 
nn'ddle  Piedmont  and  northeastern  bolder  counties  and  in  a 
lai'ge  area  of  the  middle  coastal  plain  the  anuiunts  were  less 
than  3  inches  and  ranged  downward  to  less  than  1  inch  in 
(■harlest<in  County.  The  greatest  local  monthly  amount  was 
7J)9  inches  at  Lnndruin,  Spartanburg  County;  the  least 
amount  was  0.27  ineli  at  (Jiarleston.  J'lie  greatest  21-hour 
amount  at  any  station  was  4.04  inches  at  Centenary,  Marion 
Comity,  on  the  4th.  Thejiuinber  of  rainy  days  averaged  22% 
lu'lo-w  tlie  normal. 


WIND. 

Tlie  j)revailing  wind  was  from  the  northeast.  The  average 
hotii'ly  velocity,  determined  from  S  anemometer  records,  Avas 
7.2  miles.  JJie  highest  average  velocity  in  the  region  covered 
by  reports  was  10.3  miles  per  hour  at  CharU-ston  :  the  lowest 
average  velocity  was  l.(i  miles  per  hour  at  Charlotte,  N.  C, 
and  in  the  Section  proper,  (i.i  miles  per  hour  at  Columbia. 
JJte  highest  velocity  for  any  5-minute  period  was  50  miles  per 
hour  from  the  northwest  at  Savannalt.  (4a.,  on  the  22d,  and  in 
the  Section  proper,  40  miles  per  hour  from  the  west  at  Green- 
ville on  the  25tlt. 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  ■'^  auto- 
matic records,  was  209.8  hours,  or  03%  of  the  possilJe  amount. 
The  average  number  of  clear  days  was  15;  partly  cloudy,  9, 
and  cloudy,  (1,  as  against  normals  of  12,  11 ,  and  7  days,  respect- 
i  vel  y .  

RIVER  CONDITIONS. 

JJie  rivers  of  tlie  Section  were  comparatively  low  through- 
out the  month. 


MISCELLANEOUS   PHENOMENA,  (dates). 
Hail. — Ferguson,  3;  Landrum,  3,  12;  I'imini,  12. 
Ilnln.<<. — Lunar:    Columbia,  24.     Solar:    Santuck,  9. 


ERRATA-MAY,   1918. 

Columbia,  S.  C.-(irentost  precipitation  in  21  hours,  vaec  3fi, 
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0.92 
0.70 
0.98 
0.86 

1.10 
1.01 
1.46 
0.94 
0.86 

1.40 
2.26 
0.83 
1.50 
0.83 

2.00 
1.01 
0.85 
1.00 
0.91 

0.74 
1.35 
1.80 

'\'.35 
1.50 

2.  26 
4.04 

0 
0 

0 
0 
0 
0 
0 

0 

0 
0 
0 
0 

0 
0 
0 
0 
0 

0 

0 
0 
0 
0 

0 

0 
0 

0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 

0 
0 

6 
3 

7 
6 
5 
5 
3 

9 
9 

5 

(; 

7 

6 
6 
8 
5 
5 

6 

8 
10 
5 
4 
6 

5 

8 

7 

7 

7 

9 

11 

8 
7 

8 
10 
4 
8 
7 

4 

8 
10 
8 

9 
10 

5 
12 

8 

5 

7 
7 

Nathan  .Icnkins. 

Eiliiijrjiain 

Florence  

H.B.  McCall. 

Orangeburg 

Florence 

77.2 
76.9 

+0.1 
-1.8 

101 
102 

2 
2 

53 
56 

24 
24 

40 
36 

18 
17 
21 
19 

24 

18 
13 
15 

6 
10 

8 
10 
2 

12 
3 
3 

6 
3 

1 
1 
4 

0 
14 

12 

sw. 
ne. 
ne. 
e. 

se. 

sw. 

Henry  C.  Savage. 

Florence  1           

H.  K.  Gilbert. 

Florence  2       

....  do 

Pee  Dee  Experiment  Sta. 

Georpretown 

Georgetown 

Williamsburg 

Georgetown 

Orangeburg 

Berkeley          .    ... 

78.0 
77.0 

=  75.8 
78.0 
73. 8 

-0.6 
-1.1 

'— i's' 

97 
100 

'97 
102 
92 

1 
2 

2 
tl 

60 
52 

"54 

59 

tio 

24 

24 
24 

24 

32 

40 

«37 
42 

A.  1".  Hazard. 

Kingstree 

Oaks  

W.  H.  Matthews. 
0.  M.  Jlitohell. 

Oraii&eburgr      

V.  S.  I'isheries  StatioB. 

piin)polis  **         

^liss  1''.  1*.  Havenel. 

Clarendon 

Dorchester 

Calhoun 

Darlington 

Dorcliester 

Colleton  

William  H.Wolfe. 

St  Cicorfje 

79.6 

77. 7 
•77.0 
78.1 
78.5 
77.4 

77.3 

79.8 
75.6 
76.6 

+  1.0 

-0.1 
-0.1 
+0.7 
+0.1 
-1.2 

-0.7 

+  2.2 
-0.8 
-1.2 

103 

105 
M02 
101 
102 
101 

106 

101 
98 
96 

2 

2 

t2 
•2 
2 

2 

1 

2 

1 
tl 

57 

58 
52 
58 
57 
56 

51 

63 
56 
59 

24 

24 
24 
24 
26 

24 

t23 

24 
23 
24 

39 

34 
■39 
34 
37 

35 

42 

32 
37 
31 

17 

14 
20 
7 
22 
22 

16 

18 
17 
18 

5 

15 
5 

23 
2 
2 

8 

3 

2 
10 

8 

1 

5 
0 
6 
6 

6 

9 
11 
2 

sw. 

s. 
e. 
e. 

ne. 

sw. 

e. 

w. 

R.  S.  \\eeks. 

St   Jfattliews 

.7.  S.  Wannamaker. 

Society  Hill 

.\.  H.  Rogers. 

Snmmerville 

Miss  E.  H.  Gadsden. 

•l.N.p-rank. 

Hampton  

extremes 

.1.  G.  Hntson. 

Division  means  and 

Western  Portion. 
Aiken         

Aiken 

527 
764 
6.56 
293 
508 

222 
562 

402 
850 
351 

57 
22 
29 
15 
25 

58 
14 
14 
20 
31 

4 

5 

25 

29 

17 

2 
3 

ig' 

25 

15 

U 
15 
14 
17 

25 
35 

•1-9 
15 
2 
18 

Frank  B.  McCoy. 

Ander.son  

Lexington 

Fairfield     

H.  H.  Russell. 

Batpsl:)nr!? 

E..I.  Hite. 

Blai!< 

.1.  N.  Owens. 

102 
102 

tl 
3 

13 
16 

6 
12 

11 
2 

s. 
ne. 

L.  M.  Parker. 

W.  C.  Brown. 

Catawba      

York  . 

.Ijnnes  ('.  Faris. 

Chappells 

Newberry 

.1.  .1.  Mmran. 

t:lcms(in  College 

'■74. 2 
78.3 

-1.6 
+0.1 

"93 
101 

tl 
2 

"54 
62 

23 
24 

"38 
28 

17 
9 

11 
10 

2 
11 

w. 
ne. 

Prof.  F.  II.  H.Calhoun. 

Columbia   

Uichland  . 

U  S.  Weather  Bureau. 

Edge  field 

Edgefield 

J.  A.  Townsend. 

fJaston  Shoals  t J ^ 

Cherokee 

680 

1039 

671 

568 

500 
1063 
589 
900 
711 

450 
400 
502 
850 
536 

512 
875 
620 
1061 
548 
690 

Harry  A.  Parshall. 

Greenville 

Greenwood 

74.8 
75.8 
74.2 

76.2 
74.6 
•74.8 
77.0 
79.1 

''78.9 
78.8 
78.6 

+0.4 
-2.0 
-2.9 

'+6.'7' 
+  1.2 

+  L4 
+  1.6 
+0.2 

95 

98 

100 

101 
98 
99 
98 

102 

•104 
100 
102 

1 
2 

1 

tl 
1 
2 
2 
2 

2 
2 
1 

58 
57 
50 

51 
50 
•53 
52 
59 

"5G 
61 
57 

23 
24 
20 

24 
24 
23 
23 
23 

25 

t23 
24 

28 
34 
36 

40 
39 
•35 
36 
35 

"41 
33 
37 

10 
19 
17 

22 
13 

9 
0 
10 

0 
13 

11 
11 
3 

8 
4 

ne. 
w. 
w. 

e. 

1".  S.  Weather  Bureau. 

Greenwood 

M.  Jl.  Calhoun. 

J.  Marvin  Bowers. 

John  W.  Haniel. 

Spartanburg 

K.  Hartwell  Wilds,  D.D.S 

Perry  A.  .Simpson. 

Liiierty 

Pickens . . . 

9 

18 

18 
2 

3 
10 

e. 
e. 

.loim  T.  Boggs. 

Little  Mountain 

Meriwether    

Newberry 

McCormick 

Saluda 

.).  M.Sease.  M.  D. 

Mrs.  Marie  R.  Jtiddleton. 

Monetta 

7 
6 

21 
19 

2 
5 

ne. 
sw. 

.loseph  M.  .lohn>on. 

Ne\\  berry         

Newberry 

Anderson 

Warren  (J.  Peterson. 

.loshna  Y.  .lones. 

Saluda 

Saluda 

76.8 

77.2 
76.1 

-1.2 

+0.5 
0.0 

100 

102 
101 

"97 

tl 

2 
1 
15 

53 

^6 

54 

24 

23 
23 

40 

38 
33 

23 

10 

'is' 

9 
22 
10 

14 
15 

5 

14 

"9' 

16 

6 

18 

10 
9 

2 

6 

"f)' 
5 
2 
2 

6 
6 

w. 

ne. 

s. 

sw. 
sw. 
s. 

ne. 
ne. 

Mrs.  F.  v.. T.Maxwell 

Santuck 

T^nion 

E.  W..Teter. 

Spartanburg.        

Spartanburg 

Edgefield 

F.  P.  Robinson. 

Mrs.S.  E.  Long. 

Walhalla 

Oconee 

H.  W.  Brandt. 

White  Oak            

Fairfield 

77.2 
76.4 

76.7 
77.0 

+0.5 
+0.4 

-0.3 
-0.5 

99 
100 

104 
106 

1 

1 

•2 

1 

58 
54 

50 
50 

23 
23 

t20 
t20 

36 
37 

41 
42 

T.  G.  Patrick  &.  Co. 

York 

AV.  P.  Goodman. 

extremes 

Section  means  and 

extremes 

The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  nsed  in 
determining  section  or  diyi.sion  means.     Reference  letters  (»,  b,  <=),  appearing  in  the  table  indicate  number  of  days  missing:  for  example,  '■  repre.seiUs  two  days  missing,  etc. 

t  Also  on  other  dates,  tt  Received  too  late  to  be  included  in  means  and  summaries.  **  Temperature  data  are  from  observed  readings  of  the  dry  bulb ;  means  are  ciim- 
puted  from  observed  readings,     tt  Postoftice  addresses  of  these  stations  ars  as  follows:    Of  Edisto,  Embree;  of  Gaston  Shoals,  Gaftney ;  of  Winthrop  College.  Rock  Hill. 

T.  Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


June,   191  S. 
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Daily  Precipitation  for  June,   1918. 

Watersheds. 

Day  of  month. 

Siatioiis. 

1 

•2 

1         1 
3       4    j    5    1    6 



8 

9 

10 

11 

12 

13 

14     15 

16 

17 

18     19 

20 

21 

22 

23     24     25 

26 

27 

28 

29 

30 

31 

Eastern  Portion. 
.^llomlale  nil 

1.00 

.50 

.05 

.40 

L75 

.11 

.62 

4.43 

Coast 



Bhickvillollll 

Kdisto 

...do 

1.20 
1.21 
J.OJ 
T. 
1.38 

.34 

.10 
.66 
T. 
.01 

.45 

1.85 
.45 
.06 
T. 
.11 

.85 
T. 

1.50 

■ 

.20 
.16 
.30 
.01 
T. 

.21 

.25 

T. 

T. 

.07 

5.95 

"<)6 

.08 

.06 

.84 
T. 
T. 

3.49 

Pee  Dee 

.06 

.20 

T. 

5.56 

('h:U"k'-it<>ii  '**. 

Coast 

.02 

T. 

.01 

.15 

T. 

.25 

0.27 

.14 

T. 

1.88 

Wacoamaw ... 
Hee  Dee 

.90 

63 

T. 

2.53 

.... 

.... 

Eili'ito  III! 

liilisto 

.80 

.98 

1.18 

2.58 

2.58 

T. 

1.2e 

.36 

1.40 

.50 

■.'62 

. .    . 
.17 

2.48 

't.' 

.15 

.24 
T. 
.07 

't.' 

.25 

1.21 
.42 
.15 
.24 

.21 
.65 
.20 
•16 



.5.44 

KI1iii"luiin  1 II 

Lynches 

T. 
L06 
.02 

'.'62 

't'.' 

2.  05 

2.70 

KloI'PlK'P  1  111 

Pee  Dee 

do 

.03 
.35 

T. 

.18 

.20 

3.18 

Floiviice  2  nil 

.15 

3.43 

Ot^orffotown  . 

Coast 

T. 

.75 
.47 
.07 
.55 

.35 

.15 

1.70 

Black 

.15 
.05 
.15 

'.30 

L82 

<)ak» 

ilo 

.02 
1.00 

.01 
.20 
.92 

.34 

T. 

.15 
.20 

.16 

.01 

T. 

1.32 

.10 

.35 

1.10 

5.00 

.32 

.48 

'33 

1.00 

2.92 

Kiniini  ||l| 

Santee 

.40 

.09 
.25 
.79 
.41 

1  95 

30 

.23 

.30 
L45 
.22 
.06 

.10 

T. 

T. 

T. 

.63 

.18 
.67 
.25 

3.94 

St.  Gi>c)r?e|||| 

St.  MiiltlK'U'sllll 

Socii'ty  Hill  ||l| 

Edisto 

.04 

'.'27 

2. 00 

T. 

.71 

i.'2i 

..30 
.76 
.15 
.44 
.10 
1.85 

".ii, 

T. 

i.'oi 

.47 
.05 

.06 

1.44 

1.30 

4.48 

do 

.02 
T. 

.04 
.32 

L47 

Suiiiiiiorville 

.\shley 

■.■56 
T. 

.21 
.26 
.62 
.22 
1.14 
.22 
.66 
.50 

:^07 

T. 
73 

T. 

OS 

T. 

.08 

.16 

.... 

T. 

1.68 

3.4-2 

Wiiltt'i'horo 

2.90 

do 

.22 

.34 
.22 

1.64 
.  (if) 
T. 

1.43 
.20 
.37 

.61 
T. 

53 

31 

.15 
.43 

T. 

3.06 

]l'fMei'i(  I'dilinn. 
Aiken 

Edisto 

.07 
.12 

.34 

.49 

.05 

2.'88 

Aii(li>rson 

Savannah  

.95 

.15 

.29 
T. 

46 

.36 

3.78 

BatHsbm-ffllll 

liilisto 

Hnmd 

Siivaiinah 

.59 
.08 
.20 

T. 

.21 
.60 
1.10 
.60 
.92 
.50 

.80 
.94 

.47 
.74 
.20 
.25 

3.86 

liliiiis'jll 

.18 
T. 

2.67 

Ciillioiiii  Fulls  nil 

".'65 
.18 

T. 

T. 

03 

5.14 

CiUiiilcii  nil 

Watoree 

Catawba 



3.04 

CiiUuvballll 

.06 
.70 

.79 
.65 



'f.' 

.82 
.07 
.20 
46 
1.04 
.20 
.17 

3.24 

Chappellsllll 

Saluda  

.04 

3.01 

ripinsoii  College 

Savannah  

.37 

".45 
.08 

.98 

.52 

.86 

.87 
T. 

31 

4.48 

Columbia'" 

Coiigaree 

.78 

.75 
.90 

i.'46 

.17 
.70 
.16 
.87 



.01 

.44 

3.08 

Kilj;.-iiflil||!l 

Savannah  

3'^ 

.30 
.49 

'.'45 

1.10 

3.97 

(iilsKjll.^liuill.sllll 

IJroad 

Saluda  

'.'is 

1.01 
.14 

.55 

T. 

'.'93 

'.'32 

'.'64 

.68 

'.62 
.15 

T, 

T. 
.60 

.73 
1.04 

.67 

'.'os 

.15 

4.43 

Creciiville      ••• 

.14 



... 

.46 
'.'32 

■.•94 

5.96 

tirecinvood  |||| 

do 

3.62 

Heath  SpiiiiK- 

Wateree 

.51 

.13 

.46 
.04 

.16 
T. 
1.10 
.30 

.86 

.28 
.16 

2.12 
.35 
1.50 

2.73 

Kershaw  |||| 

Lynches 

1.40 
.16 

.13 

.07 

.61 

.11 

. . . . 

.09 

2.61 

I/amlriim 

Broad 

.81 
.»3 
.02 

8'i 

.52 

.41 

.27 

.64 
.76 
.20 

.34 

.45 

T. 

2.26 


7.69 

Laurens 

Saluda 

2.39 

Liliei-ly 

Savannah 

.15 

T. 

'.'6s 

1.48 

.02 
.40 

.02 

T 
T. 

.02 

.85 
.44 

3.86 

Litlli-  .Mountiiin 

Saluda   

.02 
T. 

.30 

.65 
.92 

2.62 

Mei'iwether 

.^a  vannah  .... 

T. 
1.12 
.16 

2.00 
T. 

.40 
.37 

4.80 

Monetta 

Edisto 

.25 
.30 

.12 
.75 
.59 
.33 

89 

.18 
.53 

.... 

T. 
.05 

.40 

.07 

.25 

.45 

T. 

.56 

.34 

.60 

1.01 
.57 

.10 
.70 

3.84 

Newberry 

Saluda 

.08 
.15 

T. 

T. 
.06 

.10 
T. 

.85 

.10 
.20 
.66 
.03 

2.96 

Pelzerllll 

do 

.70 

.30 

.54 
■'65 

.46 

2.86 

Saluda 

.   ...do 

.91 
fi-' 

.06 

.41 
.41 

3.25 

Santuek 

Broad 

.06 
.42 
1.80 

'.'04 
.89 

.60 

■f." 
.85 
.14 
.25 

.03 

'.'96 

.74 

T. 

3.86 

Spartaiilnirj?  |||| 

do 

.15 

.12 

.15 

3.44 

Trenton 

Edisto 

Savannah 

.49 

.66 

1.15 

L50 

.20 
.09 

1.28 
.11 

1.35 

T. 

4.46 

VValhalla 

.03 
.35 

'.'62 

T. 

.35 

.07 

.01 

.10 

.13 

.40 

3. 25 

White  Oak 

Broad  

35 

4.14 

Winthrop  College 

Catawba 

.40' 

.38 

3.13 

■■■'1 

Except  as  otherwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  liours  ending  at  the  time  of 
observation.  ||||  Precipitation  measiu'od  in  the  morniu},';  anioinit  then  recorded  is  for  the  precedins  24  hours.  ***  Repru la r  Weather  Bureau  station;  precipitation  is  for  the 
24-hour  period,  midnight  to  midnight.    *  Precipitation  included  in  the  next  following  measurement,    t  Separate  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  0.01  inch. 


COMPARATIVE  DATA  FOR  JUNE. 


Year. 


Temperature. 


1887, 
1888 
1889 
1890 
1891 
1892 
1893 
1894 
18ft5 
1896 
1897 
1898 
1899 
1900 
1901 
1902 
1903 


77.9 
78.1 
74.4 
80.9 
79.3 
7.5.1 
76.5 
77.0 
78.2 
77.9 
79.2 
79.7 
79.4 
76.2 
76.7 
78.5 
74.2 


107 
102 
99 
103 


99 

96 
105 
105 
102 
103 
105 
105 

97 
102 
105 

96 


Precipitation. 


0)  — J-i    . 


Average  number  of 
days. 


S  o 


3.53 
2.73 

5.10 
2.41 
3. 20 
5. 25 
7.  64 
3.  91 
3.04 

5.  42 
5.44 
4.15 
3.89 
7.94 

6.  .55 
4.48 
8.09 


sw. 
sw. 
sw. 
sw. 
sw. 
sw. 


Year. 


Temperature. 


Precipitation. 


1904 

1905 

1906 

1907 

1908 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916 

1917 

1918 

Period 


77.0 

102 

48 

78.9 

101 

43 

78.4 

102 

52 

75.8 

99 

50 

76.  6 

100 

48 

79. 2 

105 

5S 

75.5 

98 

46 

80.9 

10(1 

54 

7.5.  5 

101 

48 

76.2 

105 

40 

81.1 

108 

50 

76.0 

103 

49 

76.  4 

100 

48 

76.9 

102 

43 

77.0 

106 

50 

77.5 

108 

39 

4.06 
1.92 
8.88 
5. 92 
4.90 
6.87 
7.  78 

3.  42 
5.68 
5. 63 
3.80 
4.26 
5.12 
4.49 
3.44 

4.  96 


>  bo  u 


Average  number  of 
days. 


sw. 

sw. 

ne. 

sw. 

sw. 

sw. 

svr. 

sw. 

sw. 

s. 

sw. 

sw. 

ne. 
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CLIMATO LOGICAL    DATA:    SOUTH    CAROLINA    SECTION. 


June.  1918 


Daily   T 

einperatiires 

for 

June, 

1918. 

Stiitions. 

1 

2 

3 

4 

5 

6 

7 

S 

9  ■ 

10 

11 

12 

13 

14 

15 

16 

17 

IS 

19 

20 

21 

22 

23 

24 

25 

26 

27 

2S 

29 

30 

31 

Mean. 

EaKlern  Portion. 

._ 

s  >hixininm  . . . 

102 

103 

99 

87 

88 

90 

92 

82 

85 

88 

91 

94 

92 

98 

96 

80 

95 

86 

91 

93 

90 

89 

91 

91 

97 

'Ol.O 

Aliciiilal('SV,> 

•  ■  /  .Miniiinnn 

t    Vl'iviiiiniii 

73 

71 

70 

68 

70 

69 

69 

71 

64 

65 


67 

68 

74 

"72 

65 

"63 

"63 

"62 

"7i 

72 

70 

68 

65 

68 

.... 

'68.2 

Uoaufnrt 

S   .'lilAlllIllIll   ,  ,  , 

.... 

<    .'Lllllllllllil.... 

\  Maxinuiiii  . . . 

lOfi 

'i(i5 

'i(')2 

"(k) 

"87 

"87 

"gi 

"82 

"84 

"88 

"yi 

"94 

"yi 

"9.5 

"98 

'ioo 

"70 

"86 

"ss 

"86 

"Sfl 

"95 

"75 

"93 

"94 

"iiO 

"85 

"9(1 

94 

"93."" 

90.' 5 

liliiokvilhn'i  

■  •  i  MiiiiiviLiin 

Cm 

7(1 

69 

67 

(17 

67 

68 

68 

60 

60 

64 

66 

68 

68 

68 

65 

66 

65 

61 

62 

66 

68 

58 

65 

59 

69 

67 

63 

63 

67  .... 

65.4 

^  Maxi'-uutn  . . . 

1(1(1    104 

100 

84 

86 

88 

90 

84 

82 

88 

yn 

93 

92 

92 

98 

93 

85 

S8 

90 

85 

86 

96 

87 

95 

93 

88 

87 

90 

92 

95I.... 

90.  7 

liownian 

•  •  (  Miniimnn 

CSl     «() 

67 

65 

68 

66 

67 

65 

59 

61 

62 

63 

66 

65 

65 

68 

66 

63 

60 

64 

65 

69 

61 

53 

70 

68 

63 

60 

62 

68.... 

64.3 

)  Mivxiiiiuni  . . . 

uy     99 

93 

82 

86 

86 

88 

75 

SO 

84 

89 

92 

84 

91 

92 

87 

76 

86 

87 

85 

83 

92 

82 

90 

SS 

84 

76 

87 

88 

90l.... 

8(5.  5 

Centenary 

•  *  i  Miiiiiiium 

70 

(18 

67 

67 

68 

69 

"1 

67 

61 

(J2 

62 

68 

69 

63 

71 

67 

65 

59 

62 

69 

66 

70 

62 

54 

or 

69 

66 

61 

63 

06;.... 

65.6 

)  Miiximuiii  . . . 

91 

87 

1-5 

82 

83 

83 

86 

80 

79 

81 

85 

88 

87 

83 

97 

82 

80 

80 

82 

82 

82 

94 

84 

84 

92 

89 

82 

80 

S3 

84l.... 

84.6 

i;iiarleston 

" '  (*  M iiiiuuiiii .... 

7a 

75 

75 

72 

72 

73 

74 

72 

69 

69 

71 

71 

75 

74 

76 

76 

74 

69 

68 

71 

73 

75 

69 

68 

78 

74 

68 

70 

75 

77.... 

72.  5 

\  MLiximuni  . . . 

100 

101 

94 

82 

89 

SK 

91 

81 

S3 

88 

91 

95 

86 

93 

94 

89 

75 

SS 

89 

89 

84 

92 

85 

93 

85 

85 

88 

89 

94 

90 

89.  ■'. 

Cheraw  % 

"  ■  'Mi  iiinuiiii .... 

(56 

fiS 

08 

(55 

65 

66 

(13 

69 

54 

54 

59 

64 

67 

56 

56 

65 

63 

57 

63 

67 

64 

69 

51 

51 

69 

72 

61 

58 

63 

65 

62.  s 

S  Maxinuiin  . . . 

99 

98 

90 

82 

86 

86 

92 

77 

83 

84 

88 

92 

87 

87 

91 

8C 

78 

84 

86 

84 

83 

94 

86 

90 

83 

88 

77 

86 

88 

87 

86.  7 

c'onway  i\\\ 

'  •  /  Miniimuii 

V    \I '»  V i  ni  1 1  111 

(19 

09 

72 

69 

67 

68 

70 

69 

61 

60 

61 

65 

72 

63 

67 

66 

65 

58 

60 

67 

66 

69 

61 

54 

59 

74 

65 

59 

62 

64 

65, It 

Darliiifrtoii  W 

'    .il<[,A.lillLllIl    ... 

••  1  Miniinuni 

.... 

)  Ma  xiinuni  . . . 

"'9S 

'ioi 

"96 

"s'4 

"97 

"8(i 

"92 

"sS 

"82 

"87 

"89 

"93 

"93 

"9i 

"93 

"93 

"70 

"86 

"As 

"83 

85 

"95 

"s2 

"93 

"90 

"96 

"S4 

"88 

"96 

"92.... 

""89.4 

Kei-friisoii  % 

•  ■  /  Mininuun. . , . 

(i9 

67 

68 

68 

69 

66 

70 

69 

04 

62 

64 

68 

69 

64 

73 

70 

65 

60 

60 

66 

67 

67 

60 

53 

64 

64 

64 

60 

62 

64'.... 

65.1 

^  >hi.\inunn  . . . 

101 

102 

94 

NO 

88 

87 

90 

79 

82 

87 

91 

93 

86 

93 

94 

90 

73 

87 

89 

86 

83 

92 

81 

92 

-,  83 

91 

83 

89 

93 

931.... 

88.4 

Florence  1  % 

•  •  1  Miniinuni. . . . 

70 

72 

72 

66 

67 

69 

70 

70 

61 

60 

63 

(i9 

71 

64 

67 

66 

66 

61 

60 

68 

66 

67 

59 

56 

59 

69 

65 

61 

62 

66l.... 

65.  1 

S  .Ma-\iinuni  . . . 

97 

96 

90 

89 

89 

88 

93 

78 

84 

85 

91 

92 

93 

90 

95 

84 

82 

85 

88 

81 

78 

94 

88 

88 

88 

95 

84 

87 

89 

9ll.... 

88.4 

(ieorcretown 

■  ■  i  Miiiinunn. . . . 

69 

73 

68 

69 

75 

72 

70 

(54 

60 

62 

68 

75 

63 

70 

70 

67 

60 

61 

61 

68 

73 

68 

75 

73 

74 

(i3 

60 

62 

68!.... 

67.  6 

\  .Maxinnnn  . . . 

9X 

100 

95 

82 

89 

89 

92 

79 

85 

88 

91 

93 

88 

92 

95 

88 

78 

85 

88 

87 

83 

95 

86 

92 

86 

89 

82 

88 

93 

92!.... 

88.9 

IvinKshroovVS 

•  *  t  .Mininnnn .... 

(i7 

69 

71 

67 

69 

67 

70 

70 

61 

62 

()4 

65 

70 

(i4 

61 

68 

66 

59 

61 

66 

68 

68 

62 

52 

54 

72 

65 

59 

61 

601 .... 

65.0 

\  Maxinnnn  . . . 

9(1 

97 

93 

91 

83 

80 

80 

78 

82 

86 

94 

85 

89 

95 

S6 

78 

85 

8(1 

86 

85 

S4 

91 

88 

88 

78 

90 

901 ... . 

«87.  0 

Oaks 

■  ■  )  Mininnnn. . . . 

(•)7 

67 

72 

67 

63 

67 

72 

66 

62 

59 

6(1 

62 

62 

72 

67 

64 

58 

59 

64 

64 

60 

54 

66 

73 

05 

"59 

64 

64l.... 

'■C4.  r> 

\  Ma.Ninnini  . . . 

102 

102 

100 

85 

86 

87 

91 

80 

83 

87 

"89 

94 

88 

93 

96 

9n 

72 

86 

88 

85 

"84 

98 

87 

97 

98 

90 

86 

92 

94 

99.... 

90.;. 

Oranffpburff  \w 

' '  t  Miniinuin .... 

(if) 

64 

67 

67 

68 

(17 

6S 

68 

.=8 

63 

(14 

65 

68 

.66 

70 

(19 

65 

63 

64 

(16 

67 

69 

62 

55 

70 

70 

66 

61 

64 

72l.... 

65.7 

\  Maximum  . . . 

102 

103 

100 

87 

85 

89 

91 

79 

95 

88 

90 

94 

92 

94 

98 

91 

77 

86 

88 

88 

90 

95 

87 

96 

95 

87 

85 

90 

92 

941.... 

90.6 

St.  tieorse  % 

" '  /  Minimum. . . . 

70 

71 

73 

70 

70 

69 

71 

71 

64 

65 

62 

67 

71 

70 

75 

72 

69 

65 

62 

68 

68 

73 

66 

57 

76 

73 

68 

63 

67 

73!.... 

68. 6 

\  .Maximum  . . . 

UW 

105 

100 

86 

89 

88 

92 

77 

83 

86 

91 

94 

sy 

95 

95 

90 

71 

84 

86 

83 

81 

94 

85 

<J2 

89 

88 

81 

87 

91 

96:... 

8(1. 0 

St.  Mallliexvs'J^^ 

* '  i  Mininnnn ... . 

09 

71 

73 

67 

68 

68 

6h 

70 

60 

65 

65 

68 

70 

66 

6y 

66 

65 

63 

63 

67 

67 

67 

60 

68 

68 

70 

64 

62 

65 

70.... 

60.  1 

\  Maximum 

102 

102 

93 

87 

87 

92 

77 

81 

87 

90 

95 

87 

93 

94 

89 

72 

88 

89 

87 

82 

94 

87 

94 

87 

87 

84 

SO 

93 

95;.... 

"89.  1 

Hoeiety  \\\\\% 

■ '  /  .Minimum. . . . 

m 

70 

'73 

66 

66 

68 

71 

(59 

56 

60 

65 

68 

69 

59 

64 

65 

(15 

58 

64 

68 

64 

67 

£5 

52 

69 

72 

62 

69 

63 

64 

('5.  (1 

)  .Maximum  . . . 

9S 

101 

94 

85 

88 

84 

89 

82 

84 

85     87 

91 

91 

90 

96 

89 

79 

85 

89 

88 

88 

95 

87 

91 

92 

90 

91 

86 

91 

89 

89. 2 

SiniiiiierviUi' 

■  •  t  Minimum. . . . 

(■)7 

69 

71 

69 

69 

68 

71 

70 

64 

63i     64 

64 

72 

69 

72 

71 

67 

61 

61 

66 

66 

70 

64 

58 

71 

71 

65 

62 

65 

70 

67.0 

S  Ma .xinnim 

100 

102 

100 

99 

98 

90 

83 

84 

85 

85'     84 

S4 

85 

92 

91 

92 

91 

85 

84 

90 

91 

97 

95 

92 

94 

89 

;;0 

91 

93 

94 

90.9 

Wallerhoro 

•  ■  i  Minimum. , . . 

(59 

72 

71 

71 

70 

67 

68 

64 

63,     62 

70 

71 

71 

73 

65 

69 

65 

68 

65 

68 

62 

60 

61 

62 

57 

6(1 

61 

(i2 

68 

66.  1 

YemasseeiJ\S 

)  Maximum  . . . 

99 

101 

95 

90 

84 

86 

90 

82 

85 

87      88 

92 

91 

89 

99 

88 

76 

84 

88 

87 

89 

95 

88 

91 

92 

91 

82 

88 

88 

94 

89. 3 

■  •  /  .Miniuium 

67 

70 

68 

70 

67 

68 

69 

62 

61 1     63 

66 

67 

69 

70 

70 

66 

62 

60 

62 

66 

68 

64 

56 

58 

70 

66 

62 

64 

66 

66.5 

Aiken  

I'liylinll. 

)  Maximum  ... 

100 

101 

99 

91 

85 

86 

88 

88 

81 

86 

89 

93 

93 

92 

98 

97 

90 

83 

86 

86 

84 

95 

94 

93 

93 

91 

89 

87 

89 

94 

90.7 

•  ■  1  Minimum 

70 

72 

70 

67 

69 

69 

68 

70 

(is 

69 

65 

68 

73 

67 

73 

73 

68 

66 

64 

70 

69 

74 

68 

63 

67 

72 

67 

66 

68 

74.... 

68.9 

Anderson 

\  .\laximiua  . . . 

98 

97 

f. 

77 

85 

84 

87 

78 

78 
62 

88 

89 

92 
02 

87 
64 

90 

95 

90 

88 

86 

85 

76 

70 

87 

85 

89 

90 

58 
68 

85 

8(1 

88 

89;.... 

86.  6 

■  •  /  .Minimum 

(;7 

68 

U) 

64 

67 

65 

66 

67 

64 

64 

62 

70 

69 

65 

67 

68 

66 

59 

64 

56 

59 

59 

65 

66 

('8 

66' 

61.(1 

Hntc-slnna-'jlij 

\  Ma.xiimnu  . . . 

9C. 

96 

94 

81 

84 

85 

87 

78 

80 

88 

89 

92 

87 

91 

94 

90 

72 

85 

85 

81 

75 

90 

85 

90 

91 

86 

84 

8(1 

90 

90 

8(1.  7 

•  ■  '  .Minimum 

09 

74 

72 

66 

65 

07 

67 

69 

(i2 

64 

67 

tl« 

69 

65 

68 

69 

68 

64 

64 

67 

68 

67 

61 

59 

66 

70 

65 

62 

65 

67 

6(1.  5 

Calhoun  Fans\N^v  , . 

)  Maximum  . . . 

1(12 

102 

98 

85 

87 

85 

92 

84 

83 

92 

94 

97 

92 

96 

101 

94 

93 

87 

89 

83 

75 

94 

90 

94 

95 

93 

89 

89 

91 

9(1 

91.4 

•  ■  1  .Miniimnn 

\  Maximuii   . . . 

(i(i 

ino 

70 
102 

69 
98 

67 
86 

6() 
87 

69 
85 

68 
92 

68 
86 

62 
87 

63 
99 

56 
93 

Camden  <i« 

"98 

"sS 

"97 

'96 

"'ji 

"85 

"86 

"86 

"85 

"80 

"92 

"87 

"yi 

"ss 

"86 

"84 

"87 

"'ji 

"92 

9(i.  2 

•  ■  '  Miuinunn 

*  .Nhixiiiium  . . . 

■  •  /  Minimum 

\  Maxinnnn  . . . 

71 
93 
55 
l(iO 

72 
93 
58 
101 

72 
88 
61 
95 

68 
76 
57 
84 

69 

82 
58 
87 

70 
81 
59 
85 

'2 

82 
58 
89 

71 
79 
61 
79 

(10 
8(1 
66 
83 

75 
84 
70 
84 

66 
85 
(54 
92 

Oil 
88 
64 
94 

71 
86 
66 

88 

73 

86 
59 
93 

Clenison  Colleen  . . 

"96 
72 
96 

"91 

"89 

"79 
70 
85 

"so 

72 
85 

"si 

68 
82 

"63 
76 

"79 
62 
92 

"so 

54 
85 

"84 
58 
90 

"86 
70 
89 

"86 
69 
87 

"si 

68 
82 

"82 
70 
85 

"83 
71 

89 

"8(5 
75 
92 

. . . . 

"'■■s-i,';; 

•'6il-2 

Columbia 

"90 

"74 

87- "< 

■  •  '  Minimum 

72 

75 

69 

68 

70 

69 

(8 

69 

63 

70 

69 

•?] 

71 

68 

74 

69 

64 

66 

68 

70 

67 

72 

63 

62 

72 

71 

67 

67 

70 

71 

6S. - 

Greenville 

S  .Maxinunu  . . . 

9f, 

93 

88 

79 

82 

78 

83 

77 

77 

86 

87 

90 

84 

88 

93 

88 

84 

80 

84 

73 

65 

84 

81 

85 

86 

84 

79 

82 

81 

85 

83    ' 

■  •  (  Mininuun 

(i« 

71 

65 

65 

67 

67 

67 

68 

65 

(17 

64 

68 

66 

60 

74 

68 

66 

68 

69 

62 

59 

64 

58 

63 

70 

68 

66 

68 

69 

65 

66.  - 

Greenwood  vV^S 

\  Maximum  . . . 

97 

98 

94 

79 

83 

84 

86 

78 

78 

86 

87 

i3 

86 

90 

95 

89 

80 

80 

85 

79 

69 

89 

84 

89 

90 

87 

SO 

84 

88 

89 

85.'.! 

■ '  /  .^liuimuln. . . . 
)  Maximum  . . . 

(uS 
1(« 

71 
99 

71 
92 

65 
85 

65 

83 

67 
86 

67 
87 

68 
88 

61 
84 

64 
85 

(15 
87 

6(1 
93 

67 
86 

60 
89 

61 
93 

70 

87 

70 
85 

67 
84 

65 
86 

65 
80 

64 

82 

64 

84 

59 
87 

57 
82 

61 
80 

70 
79 

67 
78 

6(i 
80 

67 
85 

69 
SO 

65.  6 

Ilealli  Spiins 

86.2 

•  •  1  Minimum 

71 

73 

71 

64 

65 

66 

67 

68 

60 

62 

64 

67 

68 

60 

72 

65 

60 

60 

54 

50 

60 

65 

65 

56 

60 

50 

54 

56 

60 

54}.... 

62. 2 

Iver.slia\v§\'< 

)  -Maxinuim  . . . 

!01 
70 

101 
7(1 

94 
71 

81 
65 

87 
66 

88 
67 

10 

68 

78 
69 

86 
56 

88 
63 

91 
65 

95 
63 

87 
67 

93 
69 

96 
66 

91 
65 

71 
66 

86 
61 

89 
62 

85 
67 

73 
62 

88 
62 

83 
54 

91 
51 

8(i 
64 

89 
71 

85 
63 

87 
60 

92 
66 

92 
68 

88.1 

■  /  .Minimum 

64.2 

Landnnn 

)  .Maximuii:  . . . 

9S 

97 

91 

84 

86 

83 

85 

80 

84 

84 

91 

93 

85 

90 

94 

91 

81 

80 

82 

74 

67 

82 

83 

85 

85 

87 

80 

85 

82 

86 

85.2 

•  ■  '  .Minimum 

7li 

72 

65 

63 

63 

64 

69 

65 

65 

■    58 

61 

6:'. 

65 

55 

72 

66 

66 

67 

68 

65 

58 

63 

53 

50 

64 

68 

64 

65 

63 

68 

64.1 

Laurcns'J'J 

y  -Maximum  . . . 

9S 

99 

95 

79 

85 

87 

90 

80 

81 

89 

90 

95 

91 

86 

95 

91 

83 

83 

87 

79 

79 

88 

83 

89 

91 

86 

85 

85 

90 

90 

84.6 

■  ■  '  -Minimum 

)  .Maximum  . . . 

04 
97 

72 
98 

70 
91 

67 
82 

67 
87 

69 
86 

7(1 
89 

71 
81 

"so 

63 

88 

66 
91 

68 
93 

64 
87 

62 
93 

60 
96 

68 
94 

6(1 
89 

"so 

62 

88 

63 

76 

59 
77 

59 
86 

53 
86 

60 

88 

60 
90 

72 
86 

72 
81 

'65. 1 

Wberfy 

"88 

"87 

"sy 

87.5 

•  •  *  Mininnnn 

(is 

68 

71 

66 

68 

67 

69 

68 

65 

66 

64 

68 

65 

65 

60 

70 

71 

71 

72 

68 

60 

65 

52 

66 

70 

71 

63 

69 

68 

74 

66. 6 

Littli!  Momitain  . . . 

\  -Maxinuim  . . . 

101 

102 

96 

84 

86 

85 

90 

85 

82 

86 

90 

93 

88 

92 

95 

86 

85 

85 

85 

87 

90 

94 

88 

90 

95 

95 

94 

94 

93 

92 

90. :; 

■  •  '  .Minimum 

7(1 

74 

69 

65 

66 

67 

72 

69 

(ill 

66 

76 

69 

68 

64 

75 

66 

67 

66 

65 

68 

70 

66 

59 

74 

75 

70 

65 

65 

65 

(i5 

67.  '.1 

^^eri^^  ether 

J  Jlaximnm  . . . 

103 

104 

100 

90 

91 

90 

93 

84 

85 

89 

95 

99 

94 

98 

100 

94 

85 

89 

90 

88 

80 

95 

96 

9(i 

97 

96 

94 

95 

95 

»9:;.  . 
1  /.  1 

■  •  '  .Mininuun 

IIS 

67 

68 

65 

CI 

60 

61 

70 

60 

65 

68 

68 

62 

63 

64 

70 

67 

66 

61 

67 

68 

65 

61 

56 

59 

64 

68 

65 

'64. . 

^ronetta 

s  .^'a,xinlnm  . . . 

99 

70 

100 
71 

97 
69 

84 
66 

84 
70 

88 
68 

88 
68 

85 
70 

84 
62 

87 
65 

92 
66 

94 
69 

^ 

94 
67 

98 
73 

92 
71 

88 
68 

85 
66 

87 
61 

84 
70 

78 
68 

"94 

71 

S8 
61 

94 
61 

93 

74 

87 
71 

84 
67 

87 
65 

"91 

67 

92-.... 

731.... 

89.7 

'  ■  '  .^iinilmnn 

68.0 

N'ewberry 

)  Mixjnnnn  . . . 

102 

101 

97 

?i 

89 

87 

90 

82 

83 

88 

91 

96 

92 

95 

99 

93 

83 

86 

88 

81 

84 

95 

89 

94 

H? 

S? 

84 

89 

92 

93  ... . 

90.3 

•  ■  1  .\riiiimuni 

70 

69 

69 

66 

68 

68 

69 

70 
80 

59 

67 

67 

69 

66 

61 

73 

68 

6y 

67 

63 

69 

66 

68 

58 

57 

74 

71 

66 

64 

67 

73, . . . . 

67.0 

Siiliida 

)  Maximum  . . . 

100 

loo 

98 

84 

85 

87 

90 

82 

£0 

80 

9-1 

S8 

93 

94 

90 

82 

85 

86 

86 

79 

83 

87 

93 

P3 

90 

84 

87 

SO 

%K.... 

88.4 

'  •  '  .Minimum 

71 

65 

(■5 

65 

69 

66 

67 

69 

59 

64 

(6 

69 

67 

58 

71 

70 
94 

68 

65 

66 

61 

63 

63 

55 

53 

72 

69 

66 

62 

63 

71.... 

65.2 

.Santnek 

\  .Maximum  . . . 

101 

102 

94 

85 

89 

90 

97 

80 

82 

90 

93 
63 

96 

88 

94 

96 

83 

87 

86 

76 

73 

89 

85 

92 

93 

87 

84 

90 

92 

91.... 

89.3 

■  •  '  Minimum 

(iS 

69 
100 

67 

65 

OS 

67 

66 

68 

59 

(■5 

68 

65 

58 

70 

67 

68 

66 

61 

67 

61 

66 

56 

57 

72 

69 

64 

64 

65 

68|.... 

65. 2 

SparlanhnrR  % 

*  .Maximum  . . . 

101 

94 

81 

SS 

85 

89 

81 

82 

89 

92 

96 

88 

94 

97 

93 

81 

84 

8(1 

76 

68 

85 

86 

89 

90 

89 

82 

88 

86 
65 

871.... 

87.fi 

■•  1  .Minimum 

(17 

68 

71 

66 

6(i 

66 

67 

65 

61 

66 

64 

65 

64 

59 

67 

68 

70 

67 

66 

66 

60 

59 

54 

56 

60 

68 

64 

66 

68 

64.5 

Trenton 

)  Maxininm  . . . 

99 
70 

92 
72 

84 
53 
94 
72 

87 
53 
79 
65 

85 
52 
87 
67 

88 
59 
88 
66 

86 
53 
90 
68 

80'     82 

86 
56 
88 
65 

89 

92 

92 

92 

97 

91 

74 

76 

87 

82 

77 

92 

92 

92 

91 

87 

81 

85 

89 

89  ... . 

'86.6 

■  ■  '  Minimum. . . . 
)  >hiximum  . . . 

53 
80 
69 

45 
81 
59 

WIdteOak 

■  '93 
65 

"94 

68 

"88 
68 

"93 

60 

"96 
73 

92 
67 

"87 
(■5 

"85 
64 

"85 
65 

"84 
76 

"78 
62 

"ss 

67 

"84 
58 

"96 
60 

"ss 

73 

"85 
70 

"S3 
63 

"86 
63 

"ss 

69 

"si)]!!! 

66' . . . . 

"87.'8 

•  ■  '  .Minimum 

66. 5 

Winthrop  College  . 

(  .Maximum  . .. 

100 

99 

97 

86 

89 

86 

73 

80 

80 

82 

92 

96 

90 

93 

95 

91 

89 

85 

85 

79 

76 

81 

86 

89 

87 

86 

84 

86 

91 

90  ... . 

87.4 

■  ■  /  Miiiiinnm 

71 

71 

71 

65 

66 

62 

67 

65 

59 

62 

64 

67 

66 

58 

70 

69 

63 

66 

66 

66 

66 

62 

54 

58 

71 

69 

64 

64 

67 

731.... 

65. 4 

Referenee  letters,  (•'.  ''.  '=).  auneariusr  in  the  table  iudieat 
$5  Iixtruinents  a.re  read  in  the  moniin?:  the  maximum  temi 


imb'T  of  days  missing:  For  example,  ^  represents  two  days  missing,  eto 
iTature  then  n-ad  is  eharged  to  the  preeeding  day,  on  which  it  almost  always  occurs. 
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No. 


G-ENEKAL  SUMMARY. 

July,  1918,  was  the  coolest  of  record  by  0.2°.  The  weatlier 
was  unusually  dry  during  the  first  half,  followed  by  intermit- 
tent showers  during  the  last  half,  which  broke  the  drought  tiiat 
had  been  prolonged  from  June,  the  month  closing  with  copious 
rains. 

Corn,  field  truck,  gardens,  tobacco,  forage,  and  pastures 
suffered  materially  on  account  of  lack  of  rain  until  about  tlie 
middle  of  the  month,  when  all  vegetation  was  greatly  revived 
by  timely  showers  of  varying  amounts.  Early  and  upland  corn 
and  field  and  garden  vegetables  were  most  vitally  affected  by  the 
drought,  and  considerable  old  corn  was  beyond  recoverj'  wlien 
the  rains  began.  All  other  crops  responded  to  the  showers  and, 
at  the  close  of  the  month,  were  in  vigorous  condition.  Tobacco 
ripened  slowly  under  cloudy  weather  during  the  latter  part  of 
the  month,  however,  with  fair  to  good  curing  results.  Cotton 
maintained  good  to  excellent  condition  and  fruited  well  through- 
out the  month.  In  fact,  the  general  crop,  while  rather  small 
in  plant  for  the  season,  was  the  most  promising  since  1911. 
While  sweet  potato  transplanting  and  other  late  summer  and 
early  fall  operations  were  retarded  by  dry  weather,  the  month 
closed  with  the  soil  in  good  condition  and  such  work  proceeding 
satisfactorily. 

PRESSURE. 

The  mean  sea-level  pressure,  determined  from  reports  of  8 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30.02  inches.  The  highest  pressure  in  the  region 
covered  by  reports  was  30.31  inches  at  Asheville,  N.  C,  on  the 
4th,  and  in  the  Section  proper,  30.25  inches  at  Columbia  on 
the  same  date  and  at  Greenville  on  the  22d;  the  lowest  pres- 
sure was  29.76  inches  at  Asheville,  N.  C,  on  the  18th  and  at 
Greenville  on  the  10th. 


TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  re- 
ports of  40  stations,  was  77.6°,  or  2.3°  below  the  established 
normal,  and  0.2°  below  the  average  for  any  previous  July. 
The  highest  temperature  was  103°  at  Little  Mountain,  Newberry 
County,  on  the  6th.  The  warmest  period  was  generally 
between  the  5th  and  7th.  The  lowest  temperature  was  50° 
at  Santuck,  Union  County,  on  the  8th.  The  coolest  periods  of 
the  month  were  between  the  2d  and  4th  and  on  the  13th  and 
14th. 


HUMIDITY. 


The  mean  relative  humidity,  determined  from  reports  of  8 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m.,  80%  ;  8  p.  m.,  68%.  The  high- 
est percentages  occurred  over  the  northeastern  and  northwestern 
counties,  and  the  lowest,  in  the  interior. 


PRECIPITATION. 

The  average  for  the  Section,  54  stations  reporting,  was 
5.02  inches,  or  0.80  inch  below  the  established  normal.  There 
were  but  two  short  periods  of  light  rainfall  during  the  first 
half  of  the  month,  while  the  last  half  was  generally  showery 
over    the    Piedmont    Counties,    with  two  marked    periods   of 


wet  weather  over  the  eastern  half  .of  the  state.  The  total 
amounts  were  very  unevenly  distributed,  there  being  a  broad 
belt  in  the  central  and  northern  counties  where  the  measure- 
ments were  less  than  5  inches,  and  ranged  dowaiward  to  less 
than  2  inches  in  portions  of  Richland,  Edgefield,  and  Lexing- 
ton Counties;  over  the  middle-western  Piedmont  and  a  consid- 
erable area  of  the  coastal  plain  the  amovmts  were  above  6  indies 
and  ranged  upward  to  more  than  9  inches.  The  greatest  local 
monthly  amount  was  9.70  inches  at  Bowman,  Orangeburg 
County;  the  least  amount  was  1.15  inches  at  Columbia,  being 
the  lowest  Columbia  July  record  by  1.15  inches.  The  greatest 
amount  during  any  24  hours  at  any  station  was  4.21  inches  at 
Callioun  Falls,  Abbeville  County,  on  the  23d.  The  average 
number  of  rainy  days  was  normal. 

Small  hail  occurred  for  a  few  minutes  at  Charleston  on 
the  8th. 

Deatlis  hy  lightning  during  the  month:  Walter  I.  Frank- 
lin, a  soldier  of  the  324th  Infantry,  Nlst  Divisio^i,  near  Camp 
Sevier,  on  July  9th. 

WIND. 

The  prevailing  wind  was  from  the  southwest.  The  average 
hourly  velocity,  determined  from  8  anemometer  records,  was 
().l  miles.  The  highest  average  velocity  in  the  region  covered 
by  reports  was  8.7  miles  per  hour  at  Charleston  ;  lowest  aver- 
age, 4.0  miles  per  hour  at  Charlotte,  N.  C,  and  in  the  Section 
proper,  5.5  miles  per  hour  at  Columbia.  The  highest  velocity 
for  a.ny  5-minute  period  was  37  miles  per  hour  from  the  west 
fit  Augusta,  (lii.,  on  the  8th,  and  in  the  Section  proper,  32 
miles  per  hour  from  the  northwest  at  Charleston  on  the  same 
date. 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  8  auto- 
matic records,  was  262.0  hours,  or  59%  of  the  possible  amount. 
The  average  number  of  clear  days  was  15;  partly  cloudy,  9, 
and  cloudy,  7,  as  against  normals  of  12,  12,  and  7  days,  respect- 
ive! y .  

RIVER  CONDITIONS. 

On  account  of  general  lack  of  heavy  rains,  the  rivers  of 
the  Section  were  uniformly  low  throughout  the  month. 


MISCELLANEOUS   PHENOMENA,  (dates). 

Fog,  Demc. — Centenarv,  10;  Gaston  Shoals,  25;  Kings- 
tree.  I'O;  Newberry,  28,  29,  30;  Rimini,  11,  21,  28,  30; 
Yemassee,  10,  21. 

7/r.7rw. — Lunar:  Walhalla,  17,     SoJar:  Columbia,  26. 
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Tempprature, 

Precipita- 
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Wind. 

Mean       d  ,j 
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— '   ■ 

deg 

reos  i-anr. 
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humidity. 
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0 

■5 

9 
0 

0 

<D  -  0  c 

•-  c 
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£ 
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^ 

►J 
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cS 
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i-c 

00 

00 
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Asheville,  N.C.... 

30.05 

fiK.9 

87 

51 

2.74 

0.88 

5.3 

nw. 

87 

70 

49 

Augusta.  Ga 

30. 01 

79.3 

99 

61 

3.84 

1.82 

4.6 

nw 

80 

■/2 

56 

Charleston,  S.C... 

.30.  02 

79.4 

100 

6-4 

7.69 

2.75 

8.7 

s. 

74 

•,b 

|2 

Charlotte,  N.C  ... 

30.  02 

7r,.o 

96 

56 

1.90 

0.  58 

4.0 

n. 

80 

64 

."Jl 

Columbia.S.C... 

30.  02 

78.9 

98 

60 

1.15 

0.59 

5.5 

ne. 

/  / 

59 

41) 

Greenville,  S.C.  .. 

30.  01 

7.'i.2 

92 

60 

a.  14 

0.97 

6.4 

ne. 

V8 

6b 

(,/ 

Savannah,  Ga 

30.  02 

79.0 

98 

63 

8.94 

3.74 

8.5 

sw. 

81 

68 

58 

Wilmington,  N.C. 

30.01 

70.6 

96 

58 

6.41 

2.34 

6.0 

sw 

80 

V5 

Vb 

Means  and  ex- ) 

trenies ( 

30.02 

70.7 

100 

51 

4^35_ 

3.74 

6,1 

ne.* 

80 

68       59 

•Also  sw.  and  nw. 
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Stations. 


(;ontities. 


V 

Temperature. 

in  degrees  Fahr. 

Precipitation 

in  inches. 

Number 

of  days. 

0 

.2 

> 

.1^ 

li 

a 

S 

» 

'3 

"3 

5  o 

II 

s    ■ 
c  — 

■5  5 

S.5 

>> 

■0 
0 

* 

G.  *- 

a 

o 

cS 

£: 

o 

<D  *-' 

s 

0  " 

t;c 

« 

s 

» 

1— t 

'^ 

Q 

- 

C 

1^ 

o 

c 

H 

C 

H 
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0 

6. 

U 

a- 
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Eastern  Pwtion. 
AHendale 

Barnwell 

186 
21 
296 
160 
43 
48 

144 
25 
175 
143 
106 

63 

136 

136 

12 

54 

29 

31 

29 

17 

3 

47 

28 
32 
23 
30 
25 

32 
29 
3 
23 
29 

3 
2 

68 
4 

29 

22 
26 
20 
15 

22 

80.0 

-3.8 

99 

5 

59 

t4 

36 

3.78 

-1.57 

1.70 

0 

8 

8 

20 

3 

w. 

R.  B.  Vance. 

Beaufort 

Beaufort 

Barnwell 

Orangeburg  

Miss  Lillian  H.  Rice. 

Blackville 

Bowman 

78.9 
77.2 
78.0 
79.4 

77.4 

77.8 

-2.8 
-3.2 

-i.'g' 

-2.8 
-2.3 

101 
99 
99 

100 

100 
99 

5 

t5 

6 

7 

6 
t6 

57 
55 
56 
64 

52 

57 

13 
t4 
14 
13 

13 
4 

40 
44 
37 
25 

38 
37 

3.50 

9.70 
4.56 
7.69 

4.30 
5.11 

-1.82 
+4.16 

'+6.' 43' 

-1.52 
-1.38 

1.55 
2.12 
1.31 
2.75 

L43 
1.33 

0 
0 
0 

« 
0 

8 
12 

11 

13 

8 
12 

20 

21 

9 

11 

4 

7 

11 

9 

7 
3 
11 
11 

sw. 
sw. 

s. 

Mrs.D.  B.Sanders. 
B.  0.  Evans. 

Charleston 

Cheraw 

Charleston 

Chesterfield 

U.  S.  Weather  Bureau. 
Roland  D.  Powe. 

14 

0 

17 

nw. 

Paul  Quattlebaum. 

Darlington 

Darlington 

Bamberg 

Florence  

Orangeburg 

Florence 

do 

D.  C.  McCall. 

Edisto  tt 

7.16 
5.93 

5.46 
4.95 
6.75 
8.32 
5.26 

7.15 
6.11 
8.91 
5.75 
5.28 

6.95 
3.13 
8.56 
4.96 
4.13 

5.88 

4.33 
6.41 
1.99 
3.18 
7.06 

3.28 

4.74 
6.06 
6.48 
1.15 

1.45 
4.98 
2.14 
4.50 
2.19 

2.85 
4.72 
7.34 
6.82 
3.30 

+L52 
+  1.45 

-0.46 
-0.45 
+1.35 
+  1.37 
-0.44 

'+2.' 63' 

'-6.' 73' 

+  1.54 
-3.06 
+2.  54 
-2.  38 
-2.  62 

+0.  02 

-0.37 
+0.88 
-3.44 
-1.92 
-2.32 

-1.80 
-1.00 
-1.79 
+  1.25 
-4.91 

'-3.' 66' 
-3.  28 
-0.59 
■  -2. 06 

'+i.'62' 
-1.44 

2.30 
0.90 

1.48 
0.79 
1.80 
2.10 
2.03 

1.70 
1.30 
2.00 
2.05 
1.44 

1.90 
0.92 
1.90 
1.43 
1.03 

2.75 

1.41 
1.11 

0.48 
1.46 
4.21 

0.70 
2.00 
1.39 
2.05 
0.59 

0.75 
0.96 
0.97 
1.25 
0.77 

0.63 
1.16 
1.50 
2.50 
1.28 

0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 

0 
0 
0 
0 

11 
12 

11 
12 

10 
13 

12 

15 
8 

10 
11 
13 

10 
10 
12 
10 
9 

U 

13 
12 

8 
9 

8 

9 
12 
14 

8 
10 

3 
13 
15 

8 
8 

10 
13 

n 
11 
5 

Nathan  .lenkins. 

Ertingham 

H.  B.  McCall. 

77.8 
78.6 

-1.6 

-2.8 

98 
99 

t6 
5 

57 
57 

5 
13 

41 
36 

10 
17 
20 
9 
19 

20 
20 

17 

11 

8 

8 

22 

4 

6 
0 
6 

10 
6 
3 

0 

8 

5 
11 

8 

sw. 
sw. 
w. 

nw. 

sw. 

nw. 

Henry  C.  Savage. 

Florence  1  

H.K.Gilbert. 

Florence  2 

Pee  Dee  Experiment  Sta. 

Georgetown 

Georgetown 

Williamsburg 

79.8 
78.2 

•■77. 2 
"77.6 

74.7 

-0.8 
-2.2 

102 
100 

•■98 

7 
6 

t6 

59 
56 

57 
54 
58 

tl3 
14 

t4 
14 
12 

36 
37 

A.  P.  Hazard. 

Kingstree 

Oaks  

W.  H.  Matthews. 
O.M.Mitchell. 

Orangeburg 

Orangebiu-g 

Berkeley 

Clarendon 

Dorchester 

Calhoun 

Darlington 

Dorchester 

Colleton  

Hampton  

extremes 

264 
54 
97 

109 

62 
192 
75 
69 
24 

U.S.  Fisheries  Station. 

Pino  polls  •• 

-3.7 

94 

7 

Miss  E.  P.  Ravenel. 

Rimini    

William  B.  Wolfe. 

79.8 

77.9 

78.4 
78.0 
"77.6 
77.6 

78.1 

79.6 
76.0 
77.4 

-1.0 

-2.3 
-1.1 
-1.9 
-2.5 
-3.6 

-2.2 

.-0.6 
-3.9 
-0.6 

101 

102 
102 

99 
•102 

99 

102 

100 
97 
97 

t5 

6 
t6 

7 

16 
t6 

t6 

t5 

6 

60 

56 
55 
59 
'54 
56 

52 

59 
55 
57 

t4 

13 

13 

14 

9 

4 

13 

13 
13 
13 

36 

37 
40 
37 
•41 
40 

44 

32 
37 
31 

16 

14 
19 
8 
19 
21 

15 

23 
21 
22 

6 

14 
5 

23 
2 
2 

8 

2 
0 
4 

9 

3 

7 
0 
10 

8 

8 

6 
10 
5 

ne. 

se. 

s. 

sw. 

w. 

sw. 

sw. 
w. 

s. 

R.  S.  Weeks. 

St.  Matthews 

.1.  S.  Waiuiamaker. 

Society  Hill 

A.  H.  Rogers. 

MissE.  H.Gadsden. 

Walterboro 

J.  N.Frank. 

Yemassee  

J.  G.  Hutson. 

Division  means  and 

Western  Portion. 
Aiken  

Aiken 

527 
764 
656 
293 
508 

222 
562 
402 
850 
351 

57 
22 
29 
15 
25 

58 
14 
14 
26 
31 

4 

5 

25 

29 

17 

2 
3 

Frank  B.  McCoy. 

Anderson  

Lexington 

Fairfield 

H.  H.  Russell. 

Batesburg 

E.  J.  Hite. 

Blairs  

.1.  N.  Owens. 

Calhoun  Falls 

78.9 

102 
99 

6 

7 

58 

13 

39 

16 
19 

7 
6 

6 
6 

s. 
ne. 

L.  M.  Parker. 

Camden 

Kershaw 

AV.  C.  Brown. 

Catawba 

York  

James  C.  Paris. 

Chappells 

Newberry 

Oconee  

J.  .1.  Murran. 

Clemson  College 

74.7 
78.9 

-3.1 
-2.2 

92 

9» 

6 
6 

55 
60 

13 
13 

32 
30 

21 
9 

3 
10 

7 
12 

w. 

ne. 

Prof.F.  11.  H.  Calhoun. 

Columbia 

Richland  . 

U  S.  Weather  Bureau. 

Edgefield 

Edgefield 

J.  A.  Townsend. 

Gaston  Shoals  \X 

Cherokee  

680 
10;i9 
671 
568 

500 
1063 
589 
900 
711 

450 
400 
502 
850 
536 

512 
875 
620 
1061 
548 
690 

Harry  A.  Parshall. 

Greenville 

Greenville 

Greenwood 

Lancaster 

Kershaw 

Spartanburg 

Laurens 

Pickens 

Newberry 

McCormick 

Saluda 

75.2 
76.3 

J  76.  4 

77.2 
74.3 

-1.8 
-3.7 
-4.0 

92 
98 
99 

<)9 
94 
98 
95 
103 

100 
99 
102 

6 
6 
6 

t5 
5 
7 
5 
0 

6 
6 
6 

60 
56 

J  58 

53 

52 

13 
13 
13 

13 
3 

27 
31 
J30 

38 
39 

12 
17 
4 

27 
15 

11 
0 
17 

0 
9 

8 
11 
10 

4 
7 

ne. 
w. 
w. 

e. 

U  S.  Weather  Bureau. 

Greenwood 

M.  M.  Calhoun. 

Heath  Spring 

Kershaw 

John  W.  Hamel. 

Landrum 

R  Hartwell  Wilds,  D.D.9 

Laurens 

Perry  A.  Simpson. 

Liberty  

19 
25 

15 
11 
15 

14 
17 

25 
35 
•19 
15 
2 
18 

76,4 
79.6 

-2.8 
-0.8 

55 
59 

13 
14 

35 
35 

10 
19 

17 
6 

4 
6 

sw. 

s. 

Little  Mountain 

Meriwether    

J.M.Sease,  M.D. 

Mrs.  Marie  R.  Middleton. 

Monetta 

78.6 
78.8 

-1.1 
-2.0 

60 
55 

13 
13 

36 
41 

5.24 
3.61 
5.36 
4.27 

5.73 
4.50 
3. 41 
4.06 
2.93 
5.71 

4.33 
5.02 

+0.88 
-0.83 
+0.06 
+0.06 

+0.78 
-0.25 
-2. 24 
-1.90 
-1.99 
+0.  82 

-0.05 
-0.80 

1.96 
0.78 
1.60 
1.47 

LU 
1.40 
1.20 
6.74 
0.75 
1.63 

4.21 
4.21 

0 
0 
0 
0 

0 
0 
0 
0 
0 
0 

0 
0 

12 
12 

13 
11 

16 
13 

7 
16 

9 
10 

11 
11 

3 

8 

25 
15 

3 

8 

w. 

s. 

.Toseph  M.  Johnson. 

Newberry 

Newberry 

Anderson 

Saluda 

Warren  G.  Peterson. 

Pelzer 

.loshua  Y'.  Jones. 

Saluda 

77.8 

77.0 
76.6 

-2.7 

-2.6 
-2.7 

101 

100 

y" 

«98 

6 

5 
5 
5 

51 

50 
51 

13 

8 
2 

45 

41 
35 

20 

15 
10 
15 
11 
23 
11 

15 
15 

7 

12 
0 

16 

16 
5 

18 

9 
9 

4 

4 
21 
0 
4 
3 
2 

7 

7 

s. 

sw. 

sw. 
sw. 

sw. 
s. 

sw. 
sw. 

Mrs.F.  V.J.Maxwell 

Santuck  

E.  W.  Jeter. 

Spartanburg 

Spartanburg 

Edgefield 

F.  P.  Robinson. 

Trenton    . .            .... 

Mrs.  S.  E.  Long. 

Walhalla 

Oconee  

Fairfield 

Y'ork 

H.W.Brandt. 

White  Oak 

77.3 
77.2 

77.0 
77.5 

-2.3 
-2.7 

-2.4 
-2.3 

97 
99 

103 
103 

5 

5 

6 
6 

58 
54 

50 
50 

13 
13 

8 
8 

31 
35 

45 
45 

T.  G.  Patrick  &  Co. 

Winthrop  College  tX- 

W.  P.  Goodman. 

Division  means  and 

extremes 

Section  means  and 

The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
determining  section  or  division  means.     Reference  letters  (»,  b,  c),  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  b  represents  two  days  missing,  etc. 

t  Also  on  other  dates,  tt  Received  too  late  to  be  included  in  means  and  summaries.  **  Temperature  data  are  from  observed  readings  of  the  dry  bulb:  means  are  com- 
puted from  observed  readings,     tt  Postoffice  addresses  of  these  stations  are  as  follows:    Of  Edisto,  Embree;  of  Gaston  Shoals.  GafTney:  of  Winthrop  College,  Rock  Hill. 

T.  Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 
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Daily 

Precipitation 

for 

July, 

1918. 

■^           stations. 

Watersheds. 

Day  of  month. 

1      2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30     31 

cc 

^^     Eastern  Pmlion. 
Allendale  nil 

Savannah  

Coast 

.11 

1.70 

.25 

.05 

.90 

.20 

.15 

.22 

3.78 

Beaufort 

Blackvillellll 

Edisto 

1.20 
.52 
.18 
.39 
.13 

.92 



.... 



■'lo 

i.'os 

.28 
03 

.25 

1.70 

.67 

95 

1.55 

1.06 

.22 

2.70 

.87 

.12 

.10 
2.12 
.41 
.08 
.20 

1.11 

.01 
.22 

.15 
.04 
T. 

.05 

.10 
.87 
.22 
.31 

.14 

'.'■28 
.48 
.47 
.53 

1.30 

.10 
T. 
1.31 
.56 

.91 

3.50 

Bowman    

do 

.80 

f  ■ 

.76 
T. 
2.30 

'.'ie 

.47 
.22 
.04 
.30 

.06 

.03 
.31 
.24 

9.70 

Centenary 

Pee  Dee 

4.56 

Charleston  *** 

Coast 

Pee  Dee 

Waccamaw . . . 
Pee  Dee 

.31 
1.43 

.02 

T. 

7.69 

Cheraw  II II  

.48 
.12 

.14 
T. 

.04 
.07 

.18 
T. 

4.30 

Conway  llll      . 

. . . . 

.12 

5.11 

Darlington  |||| 

Edisto  llll 

Edisto 

Lynches 

.82 
.36 
S4 

1.74 

.28 
1.38 
.18 

.20 
.85 
.08 
.17 
.35 

.20 
.05 
.15 

.18 

"M 
.... 

.35 

.45 

.80 
.55 
70 

.48 
,90 
.30 
.66 
1.80 

.20 
..38 
1.70 
1.30 
1.20 
.68 

.26 
.60 
.10 
.12 
.06 

1.41 

.55 
.09 
.64 
.47 
.58 
.11 
.20 

.22 
.59 

75 

2.30 
.65 

1.34 
.71 
.35 

1.05 
1.65 
1.40 
.80 

.13 

.10 
.34 

■'io 

.75 
.51 
.02 

.46 

.06 

.12 

30 

.09 
.15 

.14 
.78 
T. 
.79 
1.52 

.70 
.17 
.19 
.56 
.35 
.34 

.40 
.56 
.45 
.25 

.62 

.85 
.99 
.75 
1.40 

.85 
.53 
.68 
.70 
1.00 
.59 

.95 
.94 
.46 
.37 
.61 
.41 

.13 

'.'65 
.18 

7.16 

Ettingham    III 

"Ao 

T. 

.12 

'.'75 
T. 

.83 
.06 

.5.93 

Ferguson  ||  1 

.24 

5.46 

Florence  llll 

Pee  Dee 

SS 

.17 
.30 

.10 
.... 

.04 

4.95 

Florence  2 1|  | 

do.  ..     . 

.38 

T. 

.45 
.41 

T 
T. 

2.10 
.26 
.10 

.25 

T. 
.09 

.02 
.40 
.90 
.00 

.06 

.30 

.42 
.12 
.14 
.70 
.73 
.36 

6.75 

Georgetown 

Coast 

Black 

....  do 



.75 

'."■ie 

.55 
.60 
.09 
1.10 

.20 

.20 

8.32 

5.26 

Oaks 

.21 

.78 

7.15 

Orangeburg  

Edisto  .... 

6.11 

Pinopolis  

Cooper 

1.08 

9«i 

.70 

2.00 
.25 

.02 

8.91 

Rimini  III! 

Santee 

Edisto 

Santee 

do 

.70 

.65 

.05 

9S 

2.05 

1.44 
1.25 
.06 
1.90 
1.43 
1.03 

.55 

.09 

.09 
IS 

.39 

.69 
3'' 

.30 

.35 
.6(1 
.37 
.11 
.17 
.05 

.24 
1.10 

.48 
.33 
1.52 
.15 
.28 
.78 

T.' 

5.75 

St.  George  II II 

.01 

.03 

.58 

'.'62 

'.'08 

.33 

1.90 

5.28 

St.  Matthews  llll 

Society  Hill  ||l|      . .     . 

6.95 

.22 

.92 
T. 

1.24 
.20 
T. 

.05 

15 

.19 

.09 
T. 
.22 
.01 

'.'38 

3.13 

Summerville    

Ashley 

Ashepoo 

do  . 

.18 
.65 
.98 

1.63 
.47 

1.03 
.03 

1.33 
1.12 
.80 

.39 

.87 

8.56 

Walterboro 

4.96 

Yemasseellll 

.06 
.03 

.48 

.13 
.68 
.15 
.34 

.31 

.94 

'.'26 
.08 

4.21 
.70 
.15 

1.39 

1.72 
.19 

4,13 

Westeiii  Piyrtion. 
Aiken 

Edisto 

.11 

.05 
1.28 

.13 

.08 
.29 
.06 

'.'■io 

2.00 
.82 

T, 

.17 
1.11 
T. 

'.'ii 

4.33 

Anderson 

Savannah  

Edisto 

Broad 

Savannah  

.20 
T. 

1.46 

.02 

.29 
T. 

.08 

'.'64 
'.'34 

.15 
.07 

■f.' 

6.41 

Batesburgjlll 

.38 

T. 

.15 

1.99 

Blairsllll 

.18 

3.18 

Calhoun  Falls  llll 

Camden  llll 

.06 
.08 
.51 
.03 

.29 

'.'37 
T. 

'.'(« 

.86 
.03 

'.'06 
.18 
.07 

.22 

!46 

.08 

T. 

T. 

T. 

.96 

.17 

'.'ie 

7.06 

Wateree 

Catawba 

Saluda 

Savannah  

.54 
.08 
.17 

.30 
.30 

'.'6i 

'."ie 

.72 
T. 

.48 
.01 
.02 

.19 

'.'30 
.33 

.58 
.03 

3.28 

Catawba  nil 

Chappellsllll 

T. 

T. 
.01 

'.'65 

.23 
T. 

.30 
.26 

.10 
.08 

4.74 

.13 

2.05 
.09 

'tV 

6.06 

Clemson  College 

Columbia"* 

6.48 

Congaree 

Savannah  

.11 
.22 
T 
.07 



.... 

.01 

1.15 

EdgeHeldllll 

Gaston  Shoals  II II 

Greenville     •" 

Greenwood  II || 

T. 

.45 
.02 

1.45 

Broad 

Saluda 

.66 

'.'6i 

.45 
.01 
T. 

■.'08 

T. 

.22 
T. 

.04 
.04 
.25 

.53 

'.'56 
.04 
1.28 
1.02 
.51 
.70 

.14 
1.45 
1.11 
.25 
.45 
.09 
.50 
1.63 

'.'71 

.  97 
.14 

.65 

'."65 

.05 
.25 
.08 
.08 
.22 

.46 

".26 

'.'ii 

1.17 

.56 
.94 

.50 
.08 
.54 

.37 

.12 

1.25 

4.98 
2.14 

do 

.05 



.24 
.32 
.57 

4.50 

Heath  Spring 

Wateree 

.17 

.03 

'.■'26 
.42 

.30 

T. 

.65 

.02 

T. 

.48 

.20 

.01 

'.'ii 

.18 
.07 
.59 
.16 
.30 
.28 

.36 
.71 

'.'io 

.24 
1.96 
.78 

'.'ei) 

'.'so 

.10 

2.19 

Kershaw  |||| 

Lynches 

Broad 

Saluda 

.25 
.09 

.61 

.14 
.40 

.02 
.65 
.60 
.17 
T. 

.90 
.24 
.32 

'.'li 

.02 
.13 
.66 

.15 
■.■75 

.17 

'.'(i'i 
.09 

.03 

.40 

2!  30 

.11 
1.40 

.03 

.63 
.65 

2.50 
.94 

1.06 
.02 
.36 

.12 
1.47 
.19 
.02 
.15 
.74 

2.85 

Landrum 

.06 

.18 

't.' 

.21 
1.50 
T. 

1.10 
1.2.i 
.10 

'.'42 
.20 

4.72 

Laurens 

T. 

.40 

.15 

7.34 

Liberty  

Savannah  

Saluda  

.60 

0.82 

Little  Mountain 

Meriwether 

Monetta 

T. 

.33 

T. 

3.30 

Savannah  

.60 
.02 
.02 

.50 
.03 

.10 
.11 
.21 
.84 
.11 
44 

.11 

.64 

'.'6c 

..S3 
T. 
.25 

Edisto 

Saluda 

do 

T. 
.35 

,32 

1.66 

'.'22 
.30 
T. 

1.20 
T. 
.12 
.60 

.30 

.02 
.11 

■'io 

".'08 
.01 
.18 

■.'62 

.15 

.60 

'.'i9 
.21 

'.'ii 

.25 

.15 

.16 
.07 

."26 
T. 
.41 
.10 

.20 
.58 

.52 
.22 
.42 
.04 

'.'oi 

.04 
'.'69 

■'67 

.32 

'.'62 
.62 
T. 
.04 

.02 
T. 

.48 

i.'64 
.25 
T. 
.05 

T.' 

1.60 

'.'i7 
.20 

'.'i2 

5.24 

Newberry 

3.61 

Pekerllll 

5.30 

Saluda 

do 

4.27 

Santuck 

Broad 

do 

.08 
1.40 
T. 

.57 

.75 
.85 

.... 

5.73 

Spartanburg  |||| 

4.50 

Trenton 

Edisto 

Savannah  

Broad  

Catawba 

T. 

■."24 
35 

3.41 

Walhalla 

.... 

.... 

.02 

■.'43 
.31 

.70 

4.06 

White  Oak 

2.93 

Winthrop  College 

.28 

.60 

.35 

•5.71 

-I  I 


Except  as  otherwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  tlie  24  hours  ending  at  the  time  of 
observation,  llll  Precipitation  measured  in  the  morning;  amount  then  recorded  is  for  the  preceding  24  hours.  ***  Regular  Weather  Bureau  station  :  precipitation  is  for  the 
24-hour  period,  midnight  to  midnight.    *  Precipitation  included  in  the  next  following  measurement,    t  Separate  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  0.01  inch. 

COMPARATIVE  DATA  FOK  JULY. 


Year. 


Temperature. 

Precipitation. 

Average  num 
days. 

bar  of 

^ 

a,Xj=    . 

. 

S 

t« 

s 

M.t;ga; 

>>>, 

t>> 

bo 

> 

1 
0 

^ 

i-k 

yA 

< 

^■Co  0 

0 

d^o 

0 

1887. 
1888. 
1889. 
1890. 
1891 . 
1892. 
1K93. 
1894. 
1895. 
18%. 
1897. 
1898. 
1899. 
1900. 
1901. 
1902. 
1903. 


82.0 

110 

60 

78.9 

108 

53 

79.5 

102 

51 

78.4 

104 

52 

77.9 

93 

56 

78.9 

102 

51 

82.0 

104 

60 

77.7 

100 

55 

79.5 

102 

54 

80.7 

105 

51 

80.2 

107 

54 

80.0 

102 

54 

80.0 

105 

47 

81.2 

104 

55 

81.4 

102 

62 

80.8 

107 

58 

80.4 

103 

45 

7.49 
3.68 
7.13 
6.88 
5.95 
7.44 
3.87 
8.24 
4.17 
8.17 
5.01 
7.81 
4.03 
4.08 
4.52 
3.79 
3.59 


SW. 
sw. 

SW. 

sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 


Year. 


Temperature. 


Precipitation. 


1904. 

79.4 
80.4 
78.4 
81.4 
79.8 
78.6 
79.4 
79.8 
79.6 
81.9 
80.0 
80.9 
77.8 
79.9 
77.5 

79.8 

105 
101 
100 
106 
100 
104 
102 
102 
102 
109 
107 
106 
99 
102 
103 

110 

50 
60 
56 
56 
60 
55 
58 
53 
58 
56 
.53 
55 
60 
52 
50 

45 

5.96 
6.16 
8.40 
5.06 
5.43 
4.92 
5.83 
3.79 
5.22 
4.78 
5.16 
3.  26 
14.  69 
6.56 
,5.02 

5.82 

1905 

1906 

1907. 

1908 

1909 

1910.. . 

1911 

1912 

1913..      . 

1914 

1915 

1916.    ..      . 

1917 

1918 

Ppriod ... 

Averag 

e  num 

ber  of  1 

days.                1 

"■t; 

>> 

ce 

t!  3 

2 

0 

Ss 

0 

Q.  w 

0 

C  V 


13 
13 

5 
13 
12 
13 

9 
12 
14 
15 
14 
IS 

5 
14 
15 


6 

SW 

8 

sw 

9 

sw 

5 

sw 

6 

s. 

6 

sw 

sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
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Daily  Temperatures  for  July,   1918. 


ijtatioiis. 


14 


18 

19 

20 

21 

22 

23 

24 

25 

26 


28 


29 


30 


Eusterii  Portion. 

,,,,.,.,,  )  Maximum  . 

Alle.i<lale«',> (Minimum.. 

Beaufort  l^SSZ.'. 

Blackvil.e«  JSiS^! 

r,  )  Maximum  . 

B"^^'"an I  Minimum.. 

no„*„„„^ )  Maximum  . 

Centenary i  Minimum.. 

rhnrlosfnn  S  Maximum  . 

Charleston (Minimum.. 

PhprnwvW  *  Maximum  . 

Ctieraw  n ,  Minimum . . 

c°"-v«« lMfi^=: 

•^-■-^'o-'W \^^z:^,: 

^-^— >w \^{^Z^.: 

J^'o— iw l^si^^: 

«--etown Jills-: 

^in.st.ree.VS l^^^l^Z; 

o-^^ \^{^!ZZ. 

Or^n,eUn,i^ IJll^S^ 

«'-<^-rgeW )Slr,^~: 

«'-M-"i-vs«« ]^-~.: 

society  Hill  W ISir.: 

Summerville j  Maximum  . 

I  Minimum. . 

Walterboro j  Maximum  . 

,'  Minimum. . 

Yemasseo«« j  Maxiimim  . 

I  Minimum. . 


U'eifteni  Porlioii. 


Aiken  

Andeison 

BatesburgS^S^ 

Callioun  Falls W 

Camden  S^^S 

Cleinson  College 

Columbia 

WreenviHe 

Greenwood  % 

Heatli  Spring 

KershawSs' 

Lanilrum 

LaurensM 

Liberty 

Little  Mountain 

Meriwether 

Moiietta 

Newberry 

Saluda 

Santuck  

Spartanburg  {v^ 

Trenton 

White  Oak 


Winthrop  College  . 


S  Maximum 
\  Minimum. 
(  Maximum 
(  Minimum. 
)  Maximum 
(  Minimum. 
)  Maximum 
(  Minimum. 
)  Maximum  , 
/  Minimum. 
S  Maximum 
(  Minimum. 
)  Maximum 

>  Minimum. 
)  Maximum 
(  Minimum. 
)  Maximum 
i  Minimum. 
)  Maximum 
I  Minimum, 
j  Maximum 
I  Minimum. 
J  Maximum 
'  Minimum. 
)  Maximum 
/  Minimum. 
j  Maximum 
(  Minimum. 
S  Maximum 
I  Minimum. 
)  Maximum 
'  Minimum. 
)  Maximum 
'  Minimum. 
S  Maximum 
)  Minimum, 
j  Maximum 
'  Minimum. 
j  Maximum 
'  Minimum. 
)  Maximum 
(  Minimum. 
)  Maximum 
(  Minimum. 
)  Maximum 

>  Minimum, 
j  Maximum 
(  Minimum. 


93      88 
73      66 


95     95 
61      59 


911  85 
fi6|  63 
94      85 


79 
56 
83 
65 
83 
66 
88  81 
68  58 
90     92 


85 
65 
91 
65 
94 
62 
90 
69 
flOj     851 


99     98     95     95 
66      66      76     76 


55  62 
94  101 
60     65 


82     90     92 
68      66      68 


90 


84 

67i     66 


681     65l 


90 


85 


86:  90 

581  59 

86  90 

57  59 


59 


92      92 
68     72 


89 
69 
94 

68 
90 
73 

871  85 
72j  78 
91      96 


84'  86 

7C,  72 

881  88 

72i  71 

84'  K6 

70  67 

87  88 

691  68 

86!  86 


921     93 
09!     70 
9(1 
69 


90 
71 
88 
71 
88 
0     72 


70 


93      91 
69     70 


89 
70 


90 


691     68 
89l     89 


651  66 
87i  86 
68 


82 
67 

82 
68 

?i 
85 
72 
86 
68 
88 


65 

85 

71 

9(1 

68 

85 

67 

87 

69 

88 

68 

85|     85 

70 

83 

68 

85 

69 


Reference  letters,  (a.  6,  c),  appearing  in  the  table  indicate  numlier  of  days  missing:  For  example,  b  represents  two  days  missing,  etc, 
44  Instruments  are  read  in  the  morning:  tlic  maximum  temnernture  then  n^ad  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
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GENERAL  SUMMARY. 

Precipitation  during  August  was  decidedly  below  normal 
and  markedly  deficient  after  the  copious  rains  of  the  first  few 
days  of  the  month.  A  long  period  of  sustained  high  tempera- 
tures, with  two  waves  of  excessive  heat,  resulted  in  a  mean 
above  the  average. 

All  crops  made  satisfactory  progress  under  ample  moisture 
conditions  until  about  the  middle  of  the  month,  but  subse- 
quent drought  and  heat  were  attended  bj'  general  deterioration. 
In  fact,  the  conditions  this  season  were  quite  similar  to  those 
of  August,  last  j'car — drought  when  timely  rains  were  most 
needed.  The  early  corn  crop  was  practically  made  bj^  the  first 
week,  and  fodder  pulling  proceeded  satisfactorily,  extending  to 
the  intermediate  and  late  crops  bj'the  close  of  the  month.  Cot- 
ton began  to  open  prematurely  after  the  tirst  week,  and  the  first 
bale  of  the  season  was  marketed  at  Barnwell  on  August  9.  The 
crop  as  a  whole  continued  to  fruit  well  until  about  the  15th, 
when  lack  of  rain  and  insect  ravages  resulted  in  much  shedding 
and  a  check  in  fruitage  to  a  large  extent,  which  extended  pro- 
gressively from  the  coastal  plain  northward  over  the  Piedmont. 
The  tobacco  season  ended  about  the  20th,  Avith  good  results 
generally.  The  month  closed  with  intermediate  and  late  corn, 
cotton,  field  truck,  gardens,  forage,  and  pastures  at  a  standstill 
or  going  backward,  except  that  shedding  in  the  intermediate  and 
late  cotton  crops  had  been  checked  in  large  areas  by  local  rains 
and  more  favorable  weather.  Fall  plowing  was  retarded  during 
the  latter  part  of  the  month  by  unfavoral^le  soil  conditions. 


PRESSURE. 


The  mean  sea-level  pressure,  determined  from  reports  of  8 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30.06  inches.  The  highest  pressure  in  the  region 
covered  by  reports  was  30.42  inches  at  Asheville,  N.  C,  on  the 
20th,  and  in  the  Section  proper,  30.39  inches  at  Greenville  on 
the  same  date;  the  lowest  pressure  was  29.58  inches  at  Wil- 
mington, N.  C,  on  the  24th,  and  in  the  Section  proper,  29.88 
inches  at  Columbia  on  the  26th  and  at  Greenville  on  the  31st. 


TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  re- 
ports of  42  stations,  was  80.2°,  or  1.3°  above  the  established 
normal.  The  highest  temperature  of  the  month  was  106°  at 
Allendale,  Barnwell  County,  on  the  15th.  There  were  two  dis- 
tinct heat  waves  during  the  extended  warm  period  between  the 
5th  and  17th.  The  lowest  temperature  was  52°  at  Landrum, 
Spartanburg  County,  on  the  21st  and  at  Saluda,  Saluda  County, 
on  the  22d.  The  coolest  period  of  the  month  was  generally  be- 
tween the  21st  and  23d. 

HUMIDITY. 

The  mean  relative  humidit.v,  determined  from  reports  of  8 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m.,  83%;  8  p.  m.,  74%.  The  high- 
est pereentiiges  occurred  over  the  extreme  northeastern  and  ex- 
treme northwestern  border  districts,  and  the  lowest,  over  the 
central  counties. 

PRECIPITATION. 

The  average  for  the  Section.  54  stations  reporting,  was 
4.45  inches,  or  1.66  inches  below  the  established  normal.     The 


showers  were  intermittent  and  generallj'  light  after  the  copious 
rains  of  the  first  of  the  month.  Excepting  small  areas  of  Horrj', 
Orangeburg,  Anderson,  and  Pickens  counties,  where  the  meas- 
urements ranged  from  7  to  over  8  inches,  the  monthly  amounts 
were  below  normal  throughout  the  Section,  particularlj'  over 
the  northern  border  counties,  the  lower  Savannah  watershed, 
and  the  middle  and  lower  coast  counties,  where  the  rainfall 
was  below  4  inches  and  ranged  downward  to  less  than  2  inches 
in  portions  of  Edgefield,  Aiken,  and  upper  Georgetown  coun- 
ties. In  fact,  the  moisture  conditions  were  quite  similar  to  those 
of  August,  last  year.  The  greatest  local  monthly  amount  was 
8.11  inches  at  Liberty,  Pickens  Count j-;  least  local  monthly 
amount,  1.76  inclies  at  Trenton,  Edgefield  County.  The 
greatest  24-hour  rainfall  at  any  station  was  3.95  inches  at 
Orangeburg,  Orangelmrg  County,  on  the  3d.  The  average  num- 
l)er  of  rainy  days  was  30%  below  the  normal. 

Deaths  by  lightning  during  the  month:    Miss  Nonie  Good- 
win, near  Smoaks,  Colleton  County,  August  2. 


WIND. 

The  prevailing  wind  was  from  the  southwest.  The  average 
hourly  velocity,  determined  from  8  anemometer  records,  Avas 
6.6  miles.  The  highest  average  velocity  in  the  region  covered 
by  reports  was  9.9  miles  per  hour  at  Charleston  ;  the  lowest  aver- 
age was  3.8  miles  per  hour  at  Charlotte,  N.  C,  and  in  the  Sec- 
tion proper,  5.4  miles  per  hour  at  Columbia.  The  highest  ve- 
locity for  any  5-niinute  period  Avas  45  miles  per  hour  from  the 
nortliAvest  at  Greenville  on  the  10th. 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  8  auto- 
matic records,  Avas  297.0  hours,  or  72%  of  the  possible  an'oant. 
The  average  number  of  clear  days  Avas  20;  partly  cloud.v,  7, 
and  cloudy,  4,  as  against  normals  of  13,  11,  and  7  days,  respect- 
ively'.   

RIVER  CONDITIONS. 

iNIoderate  to  heavy  rains  in  the  Broad,  Congaree,  and  Sa- 
luda basins  at  the  beginning  of  the  month  Avere  followed  by  a 
moderate  fiood  at  Chappells,  high  Avater  at  Blairs  and  Coluni- 
Iria,  and  flood  stages  in  the  Santee  River  at  Rimini  and  Fergu- 
son betAveen  the  3d  and  lOth.  The  unavoidable  property  losses 
in  the  swamp  regions  of  the  lower  Congaree,  lower  \A'ateree, 
and  Santee  rivers  approximated  $4,000,  and  the  value  of  mov- 
able property  saved  by  timely  warnings  has  been  conservatiA'ely 
estimated  at  $36,000.  The  month  closed  Avith  all  the  rivers  of 
the  Section  at  low  Avater. 


MISCELLANEOUS    PHENOMENA,  (dates). 

HaloR. — Luiurr:  Columbia,  16,  23.     Solar:  Liberty,  15. 


ERRATA    JULY, 

1918 

Chappells. -Total  preripitation,  Pages  52  and  53,  should  be  5.96. 

MISCELLANEOUS  DATA  FOR  AUGUST, 

1918. 
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Temperature, 
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Wind. 
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degrees  Falir. 
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dity. 
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CB  ^ 
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s 
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5 

"5 

C 
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ilocit 
mile 

E 

a 

d 

K 

^ 

= 

.3 

^ 

Oci 

<^  > 

&:■= 

c» 

ao    jPU 

Asheville.  N.C.... 

30.10 

72.8 

95 

49 

5.07 

2,27 

5.0 

nw. 

91 

76 

53 

Augusta.  Ga 

,S0.01 

81.3 

101 

60 

4,70 

2.18 

4.8 

s. 

80 

71 

76 

Charleston,  S.  C. . 

30.  Of. 

82.  2 

i)9 

67 

2,87 

1,37 

9,9 

sw. 

75 

77 

83 

Charlotte,  N.  C  ... 

30.  Of. 

78.  8 

99 

56 

2.18 

0,  6b 

3,8 

sw. 

82 

V4 

70 

Colinnhia.S.C... 

30.  07 

80.8 

100 

61 

4.78 

1,76 

5.4 

sw 

81 

69 

■|4 

Greenville,  S.C.  .. 

30.  Of. 

77.5 

90 

58 

3.07 

1,4'2 

6,5 

ne. 

84 

72 

7  b 

Savannah, Ga 

30. 07 

81.2 

10(1 

65 

4.78 

1.59 

9,7 

ssv. 

83 

76 

65 

Wilmington,  N.C. 

30.05 

79.8 

98 

60 

6,13 

4.97 

7,4 

sw. 

84 

SO 

76 

Means  and  ex-  j 

tremps ( 

.30.  OR 

79.3  1  mo 

49 

4.20 

4.97 

6,6 

sw. 

83 

74 

J2_ 

60 
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(bounties. 
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S 
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>> 
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Temperature. 

in  degrees  Fahr. 

Precipitation,  in  inches. 

Number  of  days. 
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0 

.^■^ 
> 
.5  0 
'S 

CD 
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stations. 

1 

5 

be 

0 

0 

s 

£ 

0 

li 

cS  0 
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0 

P 

f-i 

h 

c  — 

ii 

'SS 

1! 

p..- 
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5 

■c 
0 
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Observers. 

Kdxieni  Pm-linn. 
Allendale 

Barnwell 

186 
21 
296 
160 
43 
48 

144 
25 
175 
143 
106 
63 

136 
136 
82 
12 
54 

29 
31 
29 
17 
3 
47 

28 
32 
23 
30 
25 
32 

29 
3 

82.8 

+2.5 

106 

15 

60 

t22 

33 

3.17 

-2.  .59 

1.48 

0 

5 

18 

13 

0 

w. 

R.  B.  Vance. 

Beaufort 

Beaufort 

Miss  Lillian  H.  Rice. 

Blackville 

Barnwell 

•81.3 
79.6 
SO.  3 
82.  2 

79.4 
80.4 
80.0 

+0.8 
+0.2 

'  +  i!9' 

+1.1 
+1  1 
+1.2 

103 
104 
99 
99 

101 
98 
100 

14 
14 
14 
14 

to 

t7 
14 

«62 
55 

57 
67 

55 
58 
56 

31 
22 
22 

21 

t21 
21 
20 

"32 
41 
34 
21 

39 
29 
34 

4.62 

5.>6 
5.61 

2.87 

3.71 
7.40 
4.38 
2.66 
5.33 
3.37 

4.69 
4.47 

-1.15 
-0.06 

'-4.'i6 

-3.06 
+0.  34 
-0.57 
-3.(i8 
-1.08 
-3.96 

-0.81 
-1.03 

3.40 
2.25 
1.93 
1.37 

2.12 
1.85 
1.  62 
1.31 
2.55 
0.98 

2.31 
1.30 

0 
0 
0 
0 

0 
0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 

5 
6 

8 
7 

3 
10 

7 
6 
6 

5 
3 

23 

25 
12 
16 

5 
2 
12 
10 

3 
4 
7 
5 

w. 
sw. 

sw. 

Mrs.  D.  B.  Sanders. 

Bowman 

Orangeburg  ...... 

Marion 

Charleston 

Chesterfield 

Horry 

Darlington 

Bamberg 

Florence  

B.O.Evans. 

Charleston 

Cheraw        

U.  S.  Weather  Bureau. 
Roland  D.  Powe. 

Conway  

Darlington 

21 
26 

2 
2 

8 
3 

JW. 

Paul  Quattlebaum. 
D.  C.  McCall. 

Edisto  XX 

Nathan  .lenkins. 

H.B.  McCall. 

Ferguson 

Orangeburg 

Florence 

»80.3 
80.8 

+2.1 
+0.0 

M02 
100 

14 
14 

56 

57 

22 
21 

•33 
34 

19 

24 
24 

6 

4 
5 

6 

3 
2 

w. 

sw. 
w. 

Henry  C.  Savage. 

Florence  1 

H.K.Gilbert. 

Florence  2 

do 

Pee  Dee  Experiment  Sta. 

Hampton 

Miiner  K.  Robert 

Georgetown 

Georgetown 

William.sburg 

23 

29 

3 
2 

68 
4 

29 

22 
26 
20 
15 
22 

82.8 
81.0 

''80.7 
80.4 

+2.7 
+1.6 

104 
101 

"98 
105 

15 
14 

tl4 

14 

60 

57 

"59 
56 

21 

22 

22 
22 

30 
34 

"SI 
33 

3.00 

5.71 

1.99 

7.00 

-4.04 
-0.79 

1.40 

2.75 

0.75 
3.95 

3 
6 

11 

4 

23 
23 

21 
21 

7 
2 

7 
0 

1 
6 

3 

10 

e. 

s. 

s. 

A.  P.  Hazard. 

Kingstree 

Oaks  

W.  H.  Matthews. 
0.  M.  Mitchell. 

Orangeburg 

Pinopolis** 

Orangeburg 

Berkeley 

264 
54 
97 

109 

62 
192 
75 
69 
24 

1'.  S.  Fisheries  Station. 
MissE.  P.  Kavenel. 

Kiniini       

Clarendon 

Dorchester 

4.98 
4.31 

5.28 
.3.33 
5.65 
3.54 
4.17 

4.40 

1.97 
5.01 
3.50 
5.82 
5.99 

4.72 
2.63 
3. 52 
5.36 

4.78 

2.52 
3.09 
3.07 
4.25 
3.72 

3.63 
4.14 
5.13 
8.11 
3.36 

'-2.' if 

-0.45 
-2.63 
-2. 37 
-3.47 
-2.  52 

-1.98 

-3. 66 
-1.13 
-2.52 
+1.19 
+1.13 

-0.71 
-2.74 
-1.98 
-0.11 
-2.00 

'-2.' 37' 
-3.01 
-1.09 
-2.63 

'+1.'35' 
-1.94 

2. 38 
2.37 

2.80 
1..59 
1.97 
0.90 
1.07 

3.95 

1.15 
3.80 
l,;r2 
2.38 
2.51 

2.  C'9 
1.32 
2.28 
2. 12 
1.76 

1.20 
1.00 
L42 
2.38 
1.40 

1.46 
1.15 
2.68 
3.10 
2.00 

0 
0 

0 
0 
0 
0 
0 

0 

0 
0 
0 

0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 

0 
0 

6 
4 

5 
5 
8 
7 
8 

6 

5 

6 

8 
5 

William  B.  Wolfe. 

St.  (ileorge 

82.4 

'■79.  6 
80.4 
81.4 
80.4 

80.8 

'■82.0 
78.6 
80.4 

+2.6 

+  1.8 
+  1.2 
+  1.1 
-1.0 
+0.3 

+  1.3 

+3.4 

0.0 

+1.7 

104 

"102 

''101 

100 

1U2 

101 

106 

100 
98 
100 

14 

14 
tl3 

14 
14 

14 

15 

tl4 

tl4 

14 

62 

■55 
''56 
61 
59 

58 

65 

=59 
57 
57 

121 

23 
20 
t21 
22 
23 

t^l 

21 

t21 

21 

32 

''31 
''30 
31 
36 
35 

41 

"30 
33 
33 

23 

26 
18 
3 
22 
21 

20 

26 
24 
24 

?5 

3 

2 

9 

27 

3 

7 

0 

1 
4 

3 

5 

3 
4 
1 
6 
3 

4 

5 
6 
3 

'ii' 
3 

sw. 

se. 

s. 

sw. 

w. 

sw. 

w. 

vV. 

sw. 

s. 

ne. 

B.S.  Weeks. 

St.  Matthews 

.1.  S.  Wannamaker. 

Society  Hill    

Darlington 

Dorchester 

Colleton 

A.  H.  Rogers. 

Miss  E.  H.  (iadsden. 

Walterboro 

J.  N.Frank. 

Yeniassee  

Hampton  

J.  G.  Hutson. 

Weittrrv  Pnrtioi). 

527 
764 
656 
293 
508 

222 
562 
402 
HTM 
351 

57 
22 
29 
15 
25 

58 
14 
14 
26 
31 

4 

5 

25 

29 

17 

2 
3 

25 

15 
11 
15 
14 

17 

25 
35 
29 
15 
2 
18 

Frank  R.  JfcCoT. 

Anderson 

Anderson  

Lexington 

Fairfield 

Abbeville 

Kershaw. 

H.  H.  Russell. 

Batosburg  . 

E  .1   Hite 

Blairs  

.1.  N.  Owens. 

81.0 

102 
103 

tio 

tl4 

54 

22 

40 

Camden 

W.  C.  Brown. 

York  

Chappells 

Newberry 

Oconee 

Richland 

Edgefield 

4 
6 
9 

6 

8 

11 

3 

7 
11 

5 
11 

6 

,T.  .1.  Murran. 

Clenison  College 

Colnmbift          .   , . 

77.2 
80.0 

-0.5 
+1.3 

97 
100 

R 
14 

00 
61 

19 
21 

27 
29 

21 

17 

5 
9 

5 
5 

w. 
sw. 

Prof.  F.  11.  If.  (Calhoun. 
U   S  Weather  Bureau. 

Edgefield 

Gaston  Shoals  tt 

Cherokee 

680 

1039 

671 

568 

500 
1063 
589 
900 
711 

450 
400 
5(V2 
850 
536 

512 

875 
620 
1061 
548 
090 

io' 

23 
15 

23 
20 

25 
13 
23 

'io' 

0 
13 

0 

8 
0 
15 
4 

"5' 

8 
3 

8 
3 
6 
3 
4 

ne. 
w. 

sw. 

w. 

e. 
sw. 

s. 

S.  C.  Lt..  Power  A  ]{y.  Co. 

Greenville 

Greenwood 

Lancaster. 

77.5 
77.4 

•■si.o 

80.0 
78.3 
»77.6 
79.0 
80.9 

"81.6 
80.6 
80.6 

+2.0 
-  1.3 
+  1.6 



'+6.' 9' 
+1.5 

+2.8 

+  1.8 
+  1.2 

96 
98 
iS 

103 
99 

"96 
98 

101 

"102 
102 
102 

6 
9 
14 

14 
6 

to 

15 

t9 

tl5 
14 
14 

58 
56 
«60 

54 
52 
"54 
54 

57 

•54 
59 
56 

22 

t21 

t4 

21 
21 
22 
22 
21 

21 
21 

22 

28 
32 
'28 

38 
37 
"33 
36 
32 

•40 
34 
39 

M,  M.  Calhoun. 

Heath  Spring 

J  Marvin  Rowers. 

Kershaw 

Spartanburg 

Laurens  

Pickens. . 

R.  Hartwell  Wilds,  D.D..S 

Liberty  

John  T  Boggs. 

Little  Mountain 

Meriwether  tt 

Newberry 

McCormick 

Salnda 

Newberry 

Anderson . . 

J.  M.Sease.  M.D. 

Mrs  Marie  R.  Middleton. 

2.85 
6. 22 
7.12 
3.15 

3.75 
2.00 
1.76 
3.19 
5.97 
2.83 

4.42 
4.45 

-2.11 

+1.78 
+2.  63 
-2.  72 

-2.  25 
-3.  76 
-4.  62 
-2.83 
+0.  31 
-2.  98 

-1.18 
-1.66 

1.10 
2.90 

2.  40 
1.05 

2.50 
0.70 
0.90 
1.67 
1.95 
1.30 

3.  80 
3.95 

10 

8 
9 
6 

7 
6 
4 
10 
11 
4 

7 

15 
13 

13 
14 

3 
4 

sw. 
sw. 

Ne\v  berry    

Warren  G.  Peterson. 

Pelzer  ... 

.Toshua  Y*.  .lones. 

•Saluda 

Saluda 

79.5 

78.0 
79.0 
80.2 

+0.1 

+0.1 
+  1.5 
+  1.6 

101 

98 
100 
100 
''101 
100 
101 

103 
106 

t9 

to 

t7 
15 
15 
14 
6 

tl4 
15 

52 

55 
54 
58 
'54 
56 
55 

52 
52 

22 

21 
20 
21 
22 
21 
21 

t21 
t21 

41 

34 
37 
30 
"39 
34 
35 

41 
41 

24 
19 

4 
7 

3 
5 

sw. 
ne. 

Sirs  F  V  J  Maxwell 

Santuck  

E.  W.  .leter. 

Spartanburg 

Trenton 

Spartanburg 

Edgefield 

21 
17 
24 
19 

20 

8 

11 

3 

9 

6 

7 

2 
3 
4 
3 

5 
4 

sw. 
sw. 
sw. 

s. 

sw. 
sw. 

Mrs.  S.  E.  Long. 

Walhalla              

H.  W.  Brandt. 

White  Oak 

Fairfield  . 

80.2 
80.2 

79.6 
80.2 

+2.1 

+  1.6 

+  1.1 
+  1.3 

T  G .  Patrick  &  Co. 

VVinthrop  College  tX 

York 

W.  P.  Goodman. 

Division  means  and 

extremes 

The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  i  n 
determining  section  or  division  means.     Reference  letters  («.  b,  <=),  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  b  represents  two  days  missing,  etc. 

t  Also  on  other  dates,  tt  Received  too  late  to  be  included  in  means  and  summaries.  '*  Temperature  data  are  from  observed  readings  of  the  dry  bulb;  means  are  com- 
puted from  observed  readings,     tt  Postoflice  addresses  of  these  stations  are  as  follows:    Of  Edisto,  Embree;  of  Gaston  Shoals.  Blacksbnrg;  of  Winthrop  College,  Rock  Hill. 

T.  Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


Algust,   1918. 
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Daily  Precipitation  for  August,    1918. 

Watersheds. 

Day  of  month. 

Stations. 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

Eastern  Portion. 

Savannah  — 

.92 

L48 

.05 

.18 

.54 

3.17 

I 

Khipkvillp  III! 

Hdi'^to         .... 

.72 
2.25 
1,93 

.03 

3.40 
1.08 
.38 

... 

.10 
.38 
.88 
L37 

.10 
.15 

.30 
.12 
.21 
T. 

4.62 

do    

1.88 
.38 
.81 

T. 

T. 

.13 

2.12 

', 

5.86 

Pee  Dee 

1.34 

.08 
.33 
.39 

.70 

.41 

1 

5.61 

.14 

T. 

T. 

.06 

2.87 

(  'hfTRW  llll 

Pee  Dee 

.64 

1.85 
1.62 
1.31 
2.55 
.75 
2.31 
2.82 

.56 

1.76 
1.55 

.02 
1.10 

.14 
1.69 
1.30 

3.71 

Waccamaw  .. . 

Pee  Dee 

Edisto 

.18 
.10 

1.72 
.40 
.64 
.46 
.60 
.30 
.35 

.05 

.15 

.37 

.04 

.58 

7.40 

1  );i  lliTlETtO!!  llll 

' 

.57 

.02 
.20 

.12 

4.38 

Kdi^fo  III! 

... 



.11 
.04 
.83 

■.■62 

.32 
.20 

2.66 

Lynches 

Santee 

Pee  Dee 

do 

.98 
.80 
.35 

5.33 

.23 

T. 

T. 

T. 

3.37 

.04 
T. 

4.69 

4.47 

<  ;arnett 

Savannah 

.01 
L40 

'.'68 
.01 
.50 

.77 
T. 

T. 

Coast 

1.15 

.45 
.63 
.35 
.55 

3.00 

Black 

2.75 

.10 

3.95 

.12 

.10 

.20 
.10 

1.33 

.13 

2.00 

5.71 

do 

.75 

.01 

.07 

.07 

.30 

T. 

1.99 

7.00 

Cooper 

Kiniiiii  ||!| 

Santee 

1.95 

.62 
2.30 

1.97 
.41 
.32 

.07 

3.80 

.20 

.64 

2.51 

.24 

.08 

2.28 

2.12 
.71 
.20 
.10 

1.42 
.85 

1.37 

1.43 

.64 

2.68 
2.20 
2.  00 
1.00 

2^90 

34 

2.  .38 

.03 

.21 

.15 

.26 

4.98 

<i.  GeorffelNI 

.-I.  MiirthewslHl 

<(i(*it^rv  Hill  {III 

Edisto 

.62 

2.37 

2.80 
.68 
.23 
.51 

83 

.70 

4.31 

.05 
.96 

.01 
.20 
.09 

.22 
.09 
.15 
.12 

.03 

.10 

5.28 

do 

.02 
.29 
.26 
.16 

.20 
.13 

.08 

1.59 

3.33 

.48 

.06 

.99 
.90 

T. 

".'05 

.33 

1.62 

T, 
i.'67 

5.65 

Ashepoo 

do 

Edisto 

Savannah  

Edisto 

.f,~ 

.69 

3.54 

Vt'iiiasscH'lIII 

H'etiter)i  Portiov. 
Aikoii 

.93 

.72 

4.17 

1.15 

L97 

Alwif'T'^OU                   .     . 

.07 

.05 

.33 

.17 

2  ?t} 

.54 

5.01 

Batt'^biirKJill   

.82 
2.36 

1   75 

1.92 

.24 

.06 



3.50 

Hiairsllil 

. 

.10 

.18 

.04 

■.■32 

5. 82 

Ciilhomi  Fulls  nil 

Savainiah 

Wateree 

Catawba  

'.'ie 

1.41 

T. 

5.99 

( 'aiinit^M  iHI 

.63 
1.32 
0.  97 

.30 
.11 

1.99 

.07 

1.20 

1.00 

.50 

2.09 
.05 

.18 

.60 

.70 

'tV 

.40 
T. 

4.72 

Ciitauha  \\'\    . .    . 

3'' 

.20 

.55 
.09 

.05 
.83 

2.63 

Chuppells  III! 

Saluda 

.... 

.20 

3.62 

rUMiisou  ('olloj?e 

Savannah  

Congaren 

Savannah  

Broad  

Saluda 

do 

.60 
.39 

■'oe 

.06 

5. 36 

Columbia*** 

.24 

L76 

.70 

.03 
.01 
.06 
.02 

.05 

T. 

4.78 

K(ljr*'firhi  ||!l 

.45 

43 

.01 

65 

2.52 

'Jii^ton  S}ioaI<  llll 

.95 

.25 

'tV 

T. 
.06 

T. 
.43 

.25 
.02 

3.09 

*  ircnville     ***  . 

.15 

T. 

i.'62 

.37 

.01 

.03 

3.07 

2.38 

4.25 

Wateree 

.27 

.47 

.21 

.74 

3.10 

1.40 

.15 
.72 

.06 

.20 

.25 
.50 

.08 
.28 

.15 
.80 
.30 

3.72 

Kershaw  |||| 

Lynches 

Broad  

Saluda 

Savanuali 

Saluda  

Savanuali 

Kdisto 

Saluda 

do 

.03 

1.15 
.66 
.50 
.21 

1.00 
.06 
.18 

.20 

3.63 

Ijfl  jidruiii 

.27 

On 

.03 

.80 

.16 



.62 

4.14 

Laurpiis 

.25 
.02 

5.13 

LilMTty 

.02 

.02 
T. 

.20 
.05 

1.20 

".\b 

.05 
.30 

.50 
.65 

8.11 

Little  Mountain    . .   . . 

3.36 

MeriwotliGT . 

.36 

38 

MoiifHta 

.04 
.01 

.14 
.30 

.08 
L06 

T. 

.02 

.07 

i.'58 

.01 
.15 
.16 
T. 
T. 
.24 
1.95 
.33 

.07 
2.40 

1.10 
.24 

T. 

.22 
.92 

.10 
.55 
.12 

'tV 

.20 
.12 
..30 

2.85 

Newberry 

.09 

6.22 

P.'lzerllll 

•y  38 

1.44 

.04 

.bO 

T. 

'.is 

7.12 

Saluda 

do 

.52 
2.50 
.15 
.90 
1.67 
1.25 
1.30 

.80 

.58 
.41 
.35 

:^27 

.63 

tv 

3.15 

S^autu^k    .     .        

Broad 

do 

.23 
.07 
T. 

.09 
.02 

.02 
.15 

"tV 

3.57 

Spartanburff  |j||     

.70 

T. 

■."si 

.03 

.58 

T. 
T. 
T. 
.10 

t.  1 

T. 

.44 
.23 

2.00 

Edisto 

Savannah  

Broad  

Catawba 

.... 

.11 

'.'62 

T. 
.20 

1.76 

Walhalla 

09 

.17 

T. 

.06 

tV 

3.19 

White  Oak 

.11 

.28 

1   '13 

5.97 

Winthrop  Colleg'e  . . . 

90 

2.83 

|-. ..,.-.. 

i     ' 

1 

1       ,       1       ;       1 

■ ' '  r 

Except  as  otherwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observation.  ||||  Precipitation  measured  in  tlie  morning ;  amount  then  recorded  is  for  the  preceding  24  hours.  ***  Regular  Weather  Bureau  .station;  precipitation  is  for  the 
M-hour  period,  midnight  to  midnight.    *  Precipitation  included  in  the  next  following  measurement,    t  Separate  dates  of  falls  not  recorded.     T.  Trace,  or  less  than  0.01  inch. 


COMPARATIVE 

DATA  FOB 

AUGUST. 

Temperature. 

Precipitation. 

Average  number  of 
days. 

Prevailing 
wind  direc- 
tion. 

Year. 

Temperature. 

Precipitation. 

Average  num 
days. 

ber  of 

C    0) 

Year. 

1 

0) 

0 
1 

Average 
days  with 
0.01  iucli 
or  more. 

5 

0 
0 

a 

60 

tt 

IP 
0 

Average 
days  with 
0.01  inch 
or  more. 

3 

>> 
■c 

0 
5 

•3  .^-2 

>  c 

Ph 

1887 

77.8 
77.8 
74.4 
77.1 
78.9 
79.5 
77.5 
77.9 
79.4 
80.4 
78.0 
78.7 
81.2 
83.0 
78.6 
78.6 
80.6 

101 
102 
97 
96 
98 
96 
97 
102 
101 
105 
102 
99 
103 
106 
97 
104 
105 

49 
50 
45 
51 
55 
59 
57 
55 
55 
52 
57 
57 
59 
60 
.57 
55 
fin 

6.54 
4.53 
6.37 

4.25 
8.79 
4.42 
12. 45 
7.28 
7.95 
4.14 
5.16 
9.81 
6.26 
2.13 
9.01 
5.07 
7.15 

11 
10 

'I 

1904 

77.6 
77.9 
80.6 
79.4 
78.6 
78.8 
79.0 
80.0 
79.2 
78.9 
79.0 
78.8 
79.  6 
78.5 
80.2 

78.9 

102 
107 
100 
101 
100 
104 
101 
104 
104 
109 
101 
102 
100 
102 
106 

109 

54 
46 
60 
54 
49 
53 
60 
51 
54 
56 
56 
52 
58 
49 
52 

45 

8.47 
5.69 
6.62 
5.41 
9.11 
4.83 
6.00 
6.05 
3.69 
.3.76 
5.88 
7.62 
3.27 
3.23 
4.45 

6.11 

14 
11 
15 
9 
10 
8 
10 
12 
9 
9 
13 
14 
8 
8 
7 

10 

12 

15 
7 

13 
12 
15 
11 
10 
16 
15 
9 
11 
16 
15 
20 

13 

9 
8 
17 
13 
11 
12 
12 
15 
8 
9 
15 
11 
10 
10 
7 

11 

10 

8 
7 
5 
8 
4 
8 
6 

7 
7 
9 
5 
6 
4 

7 

sw. 

1888 

sw. 
.se. 

1905 

sw. 

1889 

1906 

sw. 

1890 

s. 

sw. 

sw. 

ne. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

s. 

sw. 

sw. 

1907 

sw. 

1891 

1908 

s. 

1892 

1909 

1910 

ne. 

1893 

13 
11 
13 
7 
9 
18 
10 
5 
15 
12 
12 

io 
10 
9 

14 
13 

8 
12 
21 

14 
15 

9 
13 
14 

'I 
11 
11 

9 
14 
10 

9 

12 
8 
8 
5 
9 

12 
8 
1 

10 
7 
7 

ne. 

1891 

1911 

sw. 

1895 

1912 

sw. 

1896 

1913.. . 

sw. 

1897 

1914 

sw. 

1898 

1915 

sw. 

1899 

1916 

sw. 

1900 

1917 

sw. 

1901 

1918 

sw. 

1902 

Period .... 

1903 

sw. 

62 
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August, 


Baily  Temperatures  for  August 

,   1918 

stations. 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12      13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

Mean. 

Eastern 

Portion. 

Allendale  ij<.> 

)  Maximum  . . . 

87 

90 

93 

95 

98 

100 

101 

100 

101 

97 

96 

100 

102 

105 

106 

95 

93 

90 

86 

87 

88 

90 

93 

96 

98 

98 

98 

93 

92 

92 

95 

95.3 

••  ■  (  Minimum 

72 

71 

69 

66 

68 

73 

75 

75 

76 

76 

72 

70 

73 

77 

76 

72 

70 

70 

72 

66 

61 

60 

60 

72 

67 

09 

68 

69 

70 

72 

71 

70.3 

j  Maximum  . .. 

.... 

Beaufort 

•  ■  •  (  Minimum 

... 

i        ; 



Black ville§  

)  Maximum  . . . 

"87 

"83 

"83 

"87 

"94 

"96 

"98 

"96 

"99 

"92     94 

97 

100 

'i6.3 

'162 

"94 

"94 

"93 

"79 

"85 

"87 

"96 

"92 

. . . . 

89 

'ioo 

"97 

95 

"86 

"88 

"96 

"96 

"92.3 

■.•■  (  Minimum 

)  Maximum  . . . 

69 

84 

70 
83 

68 
90 

66 
94 

69 
94 

75 
96 

73 
97 

74 
95 

73 

98 

73 
92 

72 
96 

69 

98 

08 
100 

75 
104 

75 
98 

75 
91 

75 
92 

70 
94 

68 
92 

68 
97 

66 
95 

67 

96 

69 

83 

68 
90 

71 
92 

62 
91 

*70. 0 

Bowman 

"84 

"83 

"85 

"88 

"96 

92.6 

•  •  ■  )  Minimum 

C9 

68 

67 

65 

68 

70 

73 

73 

72 

73 

08 

70 

70 

71 

72 

70 

65 

66 

65 

62 

58 

55 

56 

58 

63 

65 

66 

67 

67 

67 

65 

6,6.6 

Centenary 

S  Maximum  . . . 

79 

84 

86 

92 

93 

96 

95 

95 

96 

91 

93 

94 

96 

99 

96 

89 

90 

88 

81 

82 

85 

88 

91 

86 

96 

95 

96 

88 

85 

91 

91 

90.5 

■•■  (  Minimum 

70 

72 

70 

67 

73 

77 

76 

75 

72 

73 

74 

72 

72 

74 

74 

74 

67 

69 

70 

64 

60 

57 

59 

69 

69 

74 

71 

70 

68 

69 

68 

70.1 

Charleston 

)  Maximum  . . . 

86 

86 

87 

92 

96 

94 

96 

94 

90 

90 

90 

93 

97 

99 

99 

86 

85 

85 

88 

80 

83 

83 

86 

89 

92 

94 

90 

84 

84 

86 

89 

89.5 

••■  (  Minimum 

73 

75 

74 

74 

78 

79 

79 

80 

78 

78 

79 

77 

77 

78 

81 

72 

75 

77 

73 

69 

67 

70 

68 

73 

74 

77 

76 

70 

74 

74 

73 

74.9 

CherawvSiS 

j  Maximum  . .. 

80 

75 

91 

94 

97 

101 

101 

101 

99 

101 

96 

97 

99 

98 

99 

99 

93 

94 

93 

62 

83 

88 

90 

93 

92 

99 

98 

96 

96 

88 

96 

93.5 

•  •  (  Minimum 

68 

70 

65 

62 

62 

68 

68 

74 

71 

70 

70 

71 

68 

68 

71 

69 

67 

67 

59 

59 

55 

56 

56 

57 

63 

67 

65 

65 

67 

65 

63 

65.3 

Conway  5i^ 

j  Maximum  ... 

81 

85 

89 

93 

95 

97 

98 

97 

97 

92 

92 

95 

98 

98 

97 

89 

89 

87 

81 

82 

87 

89 

88 

83 

94 

95 

94 

83 

88 

80 

90 

90.6 

■  ■  •  )  Minimum 

70 

70 

70 

68 

72 

75 

76 

76 

75 

70 

72 

72 

73 

74 

76 

70 

68 

69 

70 

65 

58 

61 

62 

65 

70 

72 

73 

73 

69 

70 

69 

70.1 

Darlington  55 

j  Maximum  . .. 

77 

81 

88 

90 

93 

95 

96 

95 

97 

93 

91 

93 

99 

100 

91 

94 

91 

80 

80 

85 

88 

90 

94 

98 

96 

95 

91 

87 

95 

91 

89 

91.1 

■•■  /  Minimum 

69 

69 

69 

66 

72 

75 

76 

78 

75 

70 

72 

72 

72 

74 

74 

68 

67 

70 

60 

56 

58 

59 

60 

70 

73 

69 

68 

68 

68 

67 

68 

68.8 

Ferguson  $'5 

)  Maximum  . . . 

83 

83 

88 

93 

93 

94 

96 

96 

97 

95 

96 

99 

102 

97 

90 

90 

91 

81 

89 

85 

89 

91 

92 

94 

96 

96 

80 

83 

92 

92 

■91.4 

■  •  ■  (  Minimum 

68 

71 

71 

65 

65 

76 

83 

75 

78 

71 

"76 

69 

72 

73 

73 

73 

67 

68 

69 

65 

59 

56 

58 

67 

68 

71 

67 

72 

68 

71 

08 

69.3 

Florence  1  % 

J  Maximum  ... 

75 

80 

87 

93 

94 

98 

98 

97 

98 

94 

94 

96 

95 

100 

96 

92 

93 

93 

75 

87 

86 

90 

92 

97 

99 

98 

98 

89 

90 

96 

97 

92.6 

■  ■  ■  )  Minimum 

69 

68 

69 

67 

66 

70 

76 

77 

75 

70 

70 

72 

73 

73 

76 

74 

69 

69 

71 

62 

57 

58 

62 

63 

69 

70 

71 

71 

69 

70 

68 

69.2 

)  JMaximum  . . . 

91 
60 
90 

92 
60 
91 

94 
62 
91 

98 
71 
91 

98 
72 
100 

97 
67 
98 

86 
70 
90 

89 
67 

88 

95 
69 
90 

93 
67 
93 

Garnett 

•  *  *  /  Minimum. . . . 

Georeetown 

)  Maximum  . . . 

"89 

"85 

"84 

"94 

"95 

"98 

"99 

"98 

"99 

"95 

"95 

"98 

'ioo 

'162 

'm 

"94 

■93 

"93 

"96 

"85 

"96 

""93.6 

•  ■  •  (  Minimum 

72 

73 

71 

70 

75 

76 

78 

78 

76 

71 

75 

73 

75 

77 

78 

75 

75 

67 

72 

66 

60 

64 

66 

63 

70 

77 

75 

70 

71 

71 

7! 

72.  0 

Kinsstree*'S 

j  Maximum  ... 

83 

84 

94 

88 

96 

98 

98 

88 

98 

93 

95 

96 

99 

101 

98 

93 

91 

91 

83 

84 

87 

89 

91 

90 

96 

97 

96 

87 

88 

92 

95 

92. 2 

■  •  ■  (  Minimum 

71 

71 

66 

70 

73 

76 

76 

76 

75 

70 

71 

71 

74 

76 

75 

70 

69 

69 

71 

64 

58 

57 

60 

69 

70 

71 

71 

70 

68 

68 

69 

69.8 

Oaks 

j  Maximum  ... 

82 

86 

85 

89 

92 

94 

94 

94 

94 

92 

92 

93 

95 

98 

89 

89 

89 

84 

83 

84 

85 

90 

85 

96 

98 

96 

89 

84 

86 

84 

•89.7 

■■■  \  Minimum 

S  Maximum  . . . 

72 
85 

71 
85 

72 
90 

67 
93 

76 
95 

76 
97 

82 
98 

82 
97 

76 
99 

71 
97 

72 
97 

71 
99 

74 
102 

73 
90 

67 
90 

71 
91 

67 
79 

66 
82 

71 
84 

59 

87 

69 
90 

72 
95 

72 
98 

76 
97 

72 
95 

72 

87 

71 
89 

70 
93 

69 
93 

''71.7 

Orangeburg  ^ 

'ios 

"98 

92.8 

•  •  •  (  Minimum 

69 

69 

69 

65 

72 

■3 

74 

71 

79 

71 

70 

69 

71 

73 

74 

67 

68 

68 

69 

64 

58 

56 

57 

63 

67 

66 

65 

69 

68 

69 

67 

68.1 

St.  George  % 

(  Maximum  . .. 

83 

84 

95 

95 

95 

98 

99 

98 

99 

98 

93 

98 

100 

104 

100 

94 

93 

94 

84 

85 

87 

90 

91 

94 

99 

99 

99 

80 

87 

92 

94 

93.6 

■  •  •  (  Minimum 

72 

73 

71 

74 

68 

76 

75 

75 

74 

74 

74 

70 

74 

76 

75 

74 

69 

72 

71 

67 

62 

63 

62 

69 

71 

75 

70 

.    74 

70 

70 

70 

71.3 

St.  Matthews SS'sS... 

j  Maximum  . . . 

81 

81 

87 

91 

94 

97 

99 

97 

98 

97 

99 

97 

100 

102 

101 

85 

83 

86 

93 

95 

100 

97 

96 

''93.7 

■    1  Minimum 

70 

69 

68 

65 

73 

75 

75 

76 

75 

72 

71 

70 

71 

73 

72 

"i\ 

"67 

"68 

71 

62 

"63 

"57 

55 

65 

67 

67 

"65 

"67 

"69 

67 

•6.8.5 

Society  HilU'i'J.... 

)  Maximum  . . . 

76 

79 

90 

94 

96 

99 

100 

100 

99 

93 

101 

101 

92 

93 

93 

73 

80 

84 

76 

88 

89 

"95 

97 

97 

96 

96 

87 

95 

93 

''91.4 

■    1  Minimum 

65 

69 

68 

65 

72 

74 

76 

71 

74 

"76 

"76 

72 

71 

67 

68 

70 

60 

56 

57 

66 

59 

65 

69 

71 

67 

68 

67 

68 

67 

67.7 

Summerville 

\  Maximum  . .. 

86 

81 

85 

91 

92 

95 

96 

93 

93 

89 

"92 

93 

"9f 

100 

98 

89 

89 

90 

86 

84 

85 

88 

88 

92 

95 

95 

93 

81 

84 

87 

89 

90. 2 

•  •    !  Minimum 

71 

71 

71 

69 

73 

76 

75 

76 

74 

71 

70 

71 

74 

75 

76 

72 

67 

71 

71 

67 

61 

62 

61 

69 

71 

74 

71 

69 

69 

69 

68 

70.5 

Walterboro 

j  Maximum  . . . 

86 

86 

89 

96 

96 

96 

98 

98 

99 

90 

94 

97 

99 

102 

101 

97 

93 

91 

83 

86 

81 

79 

89 

98 

101 

100 

99 

97 

86 

90 

86 

93.0 

"  •  !  Minimum 

72 

74 

70 

67 

71 

74 

72 

72 

74 

71 

69 

69 

74 

73 

73 

73 

66 

69 

72 

66 

61 

59 

62 

70 

74 

72 

73 

69 

68 

69 

62 

09.7 

Yemassee  W 

j  Maximum  . . . 

86 

86 

88 

94 

95 

96 

96 

97 

96 

91 

92 

95 

97 

101 

101 

92 

93 

91 

87 

85 

88 

90 

91 

93 

95 

95 

93 

80 

87 

91 

90 

92.  C 

■  )  Minimum 

71 

70 

70 

67 

73 

73 

73 

73 

72 

71 

68 

70 

72 

74 

74 

72 

07 

69 

71 

65 

60 

60 

58 

65 

66 

72 

66 

70 

66 

69 

66 

68.8 

U'exlei-ii 

I'orlion. 

Aiken  

S  Maximum  . . . 

85 

86 

87 

91 

93 

95 

95 

95 

97 

94 

91 

95 

98 

100 

100 

99 

92 

95 

93 

83 

85 

89 

92 

96 

97 

95 

95 

93 

88 

92 

91 

92.8 

■  ■■  }  Minimum 

)  Maximum  . . . 

69 
74 

71 

71 

66 

86 

68 
89 

72 
90 

74 
96 

77 
95 

74 
95 

75 
97 

72 
92 

71 

92 

74 
94 

74 
97 

74 
98 

76 
98 

72 
93 

70 
93 

71 
90 

69 
76 

65 
79 

59 

83 

72 
98 

72 
92 

75 
94 

71 

84 

li 

70 
90 

69 

88 

"71.2 

Anderson 

"88 

"96 

"94 

89.7 

■  ■    /  Minimum 

67 

64 

62 

67 

69 

72 

75 

73 

75 

68 

67 

71 

69 

70 

71 

69 

70 

69 

62 

61 

57 

57 

67 

67 

68 

70 

66 

68 

67 

64 

68 

67.4 

BatesburgS^sS 

\  Maximum  . .. 

82 

75 

86 

91 

94 

98 

97 

98 

99 

98 

93 

95 

98 

100 

98 

93 

92 

94 

83 

83 

84 

87 

89 

93 

98 

93 

91 

98 

85 

93 

93 

91.9 

■  ■  ■  t  Minimum 

',0 

70 

65 

65 

71 

74 

76 

74 

75 

71 

70 

70 

70 

76 

76 

70 

68 

69 

67 

63 

57 

60 

64 

67 

71 

73 

66 

65 

65 

70 

66 

68.8 

Calhoun  FallssSsV. 

)  Maximum  . . . 

85 

74 

89 

93 

97 

100 

98 

99 

102 

99 

97 

96 

101 

102 

102 

96 

98 

94 

75 

86 

89 

94 

96 

96 

98 

95 

95 

98 

86 

91 

90 

93. « 

/  Minimum 

68 

69 

63 

64 

68 

71 

75 

74 

74 

72 

73 

74 

69 

70 

72 

70 

69 

70 

71 

64 

58 

54 

58 

63 

6f 

70 

66 

68 

69 

67 

68 

68. (j 

Camden  sSiJ 

)  Maximun-  . . . 

76 

75 

90 

92 

93 

98 

99 

98 

97 

94 

95 

98 

102 

103 

102 

103 

91 

90 

80 

83 

87 

89 

93 

95 

98 

97 

96 

96 

95 

88 

89 

9.3.  C 

•  ■  ■  /  Minimum 

j  Maxinmm  . . . 

74 
80 

71 

80 

64 
83 

64 
84 

67 

87 

7i 
91 

79 
92 

80 
97 

Clemson  College  . 

"m 

"88 

"87 

"88 

"96 

"oi 

"91 

"91 

"87 

"85 

"so 

"77 

"80 

"84 

"86 

"88 

"96 

"86 

"85 

"88 

"83 

"81 

"85 

""86.' a 

■  ■    (  Minimum 

76 

65 

62 

68 

71 

73 

77 

70 

74 

74 

69 

71 

71 

72 

72 

68 

71 

69 

60 

62 

61 

62 

63 

64 

66 

67 

64 

68 

69 

61 

69 

68.  C 

Columbia 

)  Maximum  . . . 

77 

75 

88 

92 

95 

99 

98 

98 

98 

92 

93 

96 

99 

100 

99 

89 

90 

89 

74 

81 

82 

88 

90 

94 

96 

94 

93 

87 

84 

89 

96 

90.6 

■    (  Minimum 

71 

69 

67 

72 

74 

77 

78 

79 

73 

72 

73 

74 

74 

78 

70 

73 

72 

72 

67 

64 

61 

62 

65 

65 

72 

73 

71 

71 

68 

72 

69 

70. « 

Greenville 

<i  Maximum  . . . 

72 

71 

87 

87 

90 

9f 

94 

92 

94 

90 

89 

90 

93 

94 

96 

88 

86 

86 

72 

77 

82 

86 

88 

87 

93 

88 

87 

80 

82 

87 

83 

86.  7 

■      (  Minimum 

66 

65 

62 

69 

68 

75 

76 

75 

72 

66 

67 

72 

70 

74 

73 

71 

72 

72 

61 

6! 

60 

58 

71 

69 

67 

70 

68 

68 

68 

64 

68 

68.  S 

Greenwood  %  . . . 

)  Maximum  .. . 

87 

69 

84 

88 

90 

93 

94 

98 

94 

87 

90 

90 

95 

95 

97 

87 

86 

87 

84 

80 

81 

81 

88 

87 

88 

93 

91 

87 

80 

89 

89 

88.  C 

"    1  Minimum 

68 

()8 

63 

63 

68 

70 

74 

74 

73 

72 

68 

68 

70 

73 

74 

69 

69 

68 

68 

62 

66 

50 

56 

62 

62 

62 

67 

67 

63 

67 

68 

66.1 

Heath  Spring  . . . 

)  Maximum  . . . 

87 

88 

87 

86 

85 

97 

97 

98 

98 

90 

91 

98 

98 

99 

98 

97 

90 

92 

91 

90 

89 

88 

87 

86 

90 

91 

9( 

92 

87 

87 

88 

91.4 

■  ■    '  Minimum 

S  Maximum  . . . 

67 

7H 

69 
85 

67 

88 

66 
91 

69 
91 

75 
99 

78 
98 

78 
98 

77 
99 

70 
94 

75 
94 

96 

75 
100 

75 
103 

74 
102 

68 
93 

67 
93 

68 
93 

69 
73 

68 
100 

67 
95 

68 
93 

66 

89 

67 
83 

66 
92 

67 
91 

•70.5 

Kershawg?. 

"82 

"87 

"92 

"94 

"94 

92.  a 

•    i  Minimum 

69 

67 

63 

66 

70 

72 

76 

76 

74 

71 

70 

70 

70 

72 

74 

70 

68 

68 

65 

58 

54 

56 

68 

61 

70 

71 

67 

67 

67 

67 

68 

67.6 

Landrum 

)  Maximum  . . . 

79 

73 

8< 

89 

93 

99 

97 

94 

96 

93 

91 

95 

95 

95 

97 

98 

91 

88 

71 

79 

87 

89 

91 

92 

94 

93 

90 

83 

86 

91 

86 

89.8 

■  ■  ■  '  Minimum 

65 

65 

60 

78 

79 

76 

74 

70 

70 

68 

64 

69 

67 

82 

70 

71 

65 

70 

62 

59 

52 

60 

63 

63 

64 

66 

61 

65 

66 

61 

67 

66.8 

Laiu-ens'J'5 

)  Maximum  . . . 

74 

72 

86 

90 

91 

96 

96 

95 

95 

87 

90 

92 

94 

95 

90 

90 

89 

88 

77 

89 

82 

87 

90 

85 

94 

92 

89 

80 

87 

87 

•88.5 

■    '  Minimum 

70 

67 

61 

64 

67 

71 

75 

73 

71 

72 

66 

69 

69 

71 

70 

70 

96 

68 

70 

61 

56 

54 

58 

60 

68 

"69 

66 

68 

65 

67 

•66.8 

Liberty  

)  Maximum  . . . 

75 

76 

88 

89 

93 

97 

97 

95 

96 

92 

92 

93 

96 

9f 

98 

90 

89 

88 

76 

80 

84 

87 

90 

90 

92 

9( 

"97 

85 

85 

90 

87 

89.4 

'    (  Minimum 

68 

68 

62 

69 

68 

72 

76 

73 

73 

70 

68 

72 

71 

72 

72 

71 

72 

72 

66 

62 

55 

54 

68 

66 

08 

70 

68 

73 

69 

68 

68 

68.  S 

Little  Mountain  . 

)  Maximum  .. . 

86 

85 

87 

90 

96 

97 

98 

98 

101 

93 

94 

98 

100 

101 

92 

92 

92 

93 

80 

82 

86 

87 

91 

92 

95 

97 

98 

93 

95 

94 

94 

92.8 

'  Minimum 

68 

67 

66 

69 

68 

75 

80 

75 

75 

70 

69 

7( 

73 

7fi 

70 

71 

70 

71 

65 

62 

57 

61 

65 

65 

69 

72 

75 

66 

65 

66 

67 

69.0 

Meriwether 

)  Maximum  . . . 

91 

90 

90 

96 

99 

W 

99 

ine 

100 

99 

99 

98 

98 

101 

102 

102 

94 

95 

93 

87 

93 

95 

97 

100 

98 

98 

98 

97 

96 

95 

•96. 7 

■      'Minimum 

63 

62 

61 

65 

70 

71 

72 

73 

71 

70 

69 

67 

67 

70 

74 

72 

7( 

67 

64 

54 

55 

58 

59 

67 

70 

67 

66 

65 

65 

68 

•66.4 

Monetta 

)  Maximum  ... 

83 

77 

87 

92 

95 

9H 

96 

9f 

99 

91 

94 

95 

98 

102 

99 

91 

94 

95 

"86 

82 

84 

89 

91 

93 

97 

94 

94 

92 

88 

92 

89 

92.1 

■  •    '  Minimum 

72 

69 

6f 

68 

72 

72 

76 

75 

76 

72 

71 

70 

72 

77 

76 

72 

68 

67 

66 

63 

59 

62 

62 

63 

69 

71 

67 

69 

67 

70 

69 

69.2 

Newberry 

)  Maximum  . . . 

79 

74 

9( 

93 

96 

IOC 

99 

9f 

101 

92 

95 

97 

101 

102 

10] 

92 

93 

92 

85 

82 

86 

91 

93 

97 

99 

9( 

9f 

94 

82 

93 

90 

92.9 

■    '  Minimum 

70 

67 

63 

66 

71 

7a 

76 

75 

74 

73 

69 

70 

70 

73 

73 

70 

69 

68 

66 

62 

57 

56 

60 

6( 

70 

70 

68 

70 

68 

69 

68 

68. 2 

Saluda 

\  Maximum  . . . 

82 

75 

87 

93 

95 

lOf 

99 

97 

101 

88 

94 

9C 

100 

101 

101 

95 

94 

95 

87 

83 

86 

91 

93 

95 

97 

96 

96 

92 

88 

93 

91 

92.9 

■    i  Minimum 

70 

67 

64 

63 

70 

75 

72 

72 

70 

66 

68 

68 

69 

69 

70 

66 

65 

66 

63 

53 

52 

67 

5e 

66 

64 

65 

67 

60 

68 

6f 

66.1 

Santuck 

j  Maximum  . . . 

75 

72 

88 

90 

91 

Of' 

96 

96 

97 

90 

93 

95 

98 

98 

97 

90 

89 

87 

79 

79 

84 

89 

90 

92 

97 

94 

94 

93 

85 

92 

90 

90.3 

■  ■    '  Minimum 

68 

66 

6C 

64 

70 

71 

76 

74 

72 

70 

68 

69 

68 

73 

73 

69 

69 

69 

62 

59 

55 

57 

60 

61 

67 

68 

66 

68 

67 

66 

68 

66. 9 

Spartanburg  %. . 

)  Maximum  . . . 

83 

72 

72 

89 

92 

Of 

100 

9? 

10( 

95 

93 

96 

97 

98 

99 

94 

94 

92 

90 

81 

86 

92 

93 

96 

99 

95 

95 

86 

84 

94 

92 

91.7 

'    1  Minimum 

66 

66 

61 

62 

69 

72 

76 

71 

7(1 

67 

67 

70 

7C 

72 

68 

68 

70 

68 

68 

54 

56 

5f 

65 

6f 

6( 

66 

66 

68 

64 

64 

65 

66.4 

Trenton 

j  Maximum  . . . 

80 

76 

8^ 

91 

95 

9f 

95 

96 

9" 

90 

92 

94 

98 

91 

100 

92 

92 

94 

80 

81 

85 

88 

91 

93 

95 

91 

9( 

90 

92 

91 

90 

90.8 

••    /  Minimum 

70 

65 

71 

69 

72 

7;: 

77 

7£ 

72 

69 

67 

71 

76 

76 

75 

71 

69 

69 

65 

63 

58 

66 

68 

70 

71 

67 

69 

66 

70 

67 

67 

69.6 

j  Maximum  . . . 

94 

97 

9S 

101 

92 

89 

92 

79 

80 

86 

92 

93 

91 

96 

91 

90 

87 

85 

91 

89 

Walhalla 

•   ■  !  Minimum 

67 

9S 

68 
IOC 

69 

98 

67 

90 

68 
90 

7( 

89 

6C 

89 

63 

82 

57 
85 

54 

90 

63 
92 

63 
92 

64 

98 

64 

94 

63 
96 

67 
87 

68 
82 

69 
91 

67 

87 

""gi.'i 

White  Oak 

)  Maximum  . . . 

"si- 

"73 

"86 

"92 

"92 

"k 

"98 

"98 

"9s 

"93 

"93 

"94 

•  ■  ■  '  Minimum 

69 

67 

6C 

69 

73 

7c 

76 

7{ 

7S 

70 

79 

71 

72 

74 

76 

■6S 

68 

69 

64 

60 

56 

61 

63 

65 

69 

71 

69 

68 

65 

69 

68 

68.9 

Winthrop  College 

(  Maximum  . . . 

84 

74 

8£ 

90 

92 

101 

98 

9- 

99 

93 

93 

96 

98 

lOf 

99 

92 

91 

9f 

89 

80 

85 

90 

93 

93 

100 

94 

94 

93 

87 

93 

92 

92.2 

" '  '  Minimum 

67 

67 

62 

68 

71 

'^ 

78 

72 

74 

71 

69 

72 

7C 

7£ 

75 

63 

69 

75 

63 

58 

55 

65 

63 

64 

08 

71 

69 

68 

68 

67 

68 

68.3 

Reference  letters.  (»,  >>,  c),  appearing  in  the  table  indicate  number  ofdays  missing:  For  example,  ^  represents  two  days  missing,  etc 
sS<  Ipetrnments  are  read  in  the  morning;  the  maximum  temperature  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
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GENERAL  SUMMARY. 

The  current  month  was  the  coolest  September  since  1888, 
find  mean  temperature  records  were  broken  at  a  number  of  sta- 
tions in  the  higher  elevations.  The  first  autumnal  light  frosts 
in  the  northwestern  counties  appeared  two  daj'S  earlier  than 
anj'  previous  record.  The  average  precipitation  was  somewhat 
l)elow  normal. 

The  deterioration  of  all  crops,  which  marked  the  latter 
part  of  August,  was  not  materially  cheeked  until  the  generous 
rains  of  the  first  week  of  September.  The  showers  came  too 
late  to  promote  cotton  development,  except  in  the  intermediate 
and  late  crops.  Intermediate  and  late  corn,  forage,  sweet  po- 
tatoes, and  other  truck  were  greatly  revived  by  the  rains,  with 
promise  of  generally  good  yields,  particularly  as  regards  sweet 
potatoes.  Cotton  opened  rapidly  during  the  month,  and  pick- 
ing proceeded  much  faster  than  was  anticipated,  considering 
the  prevailing  labor  shortage.  All  outstanding  crops  continued 
to  improve  throughout  the  month,  notwithstanding  frequent 
periods  of  cool  nights.  The  relatively  drj'  weather  of  the  last 
week  was  favorable  for  pea-vine  haying,  fodder  pulling,  plow- 
ing, s;nall  grain  planting,  and  molasses  making,  but  rain  was 
needed  to  germinate  the  sown  oats  and  rve. 


PRESSURE. 

The  mean  sea-level  pressure,  determined  from  reports  of  8 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30.05  inches.  The  highest  pressure  in  the  region 
covered  by  reports  was  30.48  inches  at  Asheville,  N.  C,  on  the 
22d,  and  in  the  Section  proper,  30.42  inches  at  Columbia  on 
the  .same  date;  the  lowest  pressure  was  29.77  inches  at 
Charleston  on  the  28th. 

TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  re- 
ports of  40  stations,  was  69.8°,  or  4.3°  below  the  established 
normal  and  the  lowest  September  mean  since  1888.  The 
highest  temperature  was  9G°  at  Walterboro,  Colleton  County, 
on  the  ISth.  The  warmest  periods  were  from  the  1st  to 
the  Gth  and  between  the  15th  and  20th.  The  lowest  tem- 
perature was  3G°  at  Saluda,  Saluda  County,  on  the  23d. 
The  coolest  periods  of  the  month  were  from  the  7th  to  the  11th 
and  between  the  21.st  and  24th.  Light  frosts  were  reported  at 
a  number  of  stations  in  the  higher  elevations  between  the  21st 
and  23d. 

HUMIDITY. 

Tiie  mean  relative  humidity,  determined  from  reports  of  8 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, M-as  as  follows:  8  a.m.,  84%  ;  8  p.  m.,  70%.  The  high- 
est percentages  occurred  over  the  e.xtreme  eastern  and  extreme 
southern  counties,  and  the  lowest,  over  the  central  counties. 


PRECIPITATION. 

The  average  for  the  Section,  52  stations  reporting,  was 
3.87  inches,  or  0.12  inch  below  the  established  normal.  The 
principal  rainfall  of  the  month  occurred  during  two  well-de- 
fined periods  about  the  close  of  the  first  and  second  decades. 
The  total  monthly  amounts  were  above  normal  over  exten- 
sive areas  of  the  coastal  plain  and  the  northwestern  counties, 
where  the  measurements  ranged  from  4  to  over  7  inches;  in  a 
broad  belt  along  the  lower  Piedmont  the  monthly  amounts 
were  below  normal  and  ranged  from  3  inches  downward  to  less 
than  2  inches  in  portions  of  Saluda,  Edgefield,  Aiken,  and  Barn- 
well Counties.  The  greatest  local  monthly  amount  was  7.03 
inches  at  Summerville,  Dorchester  County,  and  the  least  local 
monthly  amount  was  1.53  inches  at  Aiken,  Aiken  CountJ^ 
The  greatest  24-hour  amount  at  any  station  was  4.30  inches  at 
Florence  No.  2,  Florence  County,  on  the  7th  and  8th.  The 
number  of  rainy  days  was  normal. 


WIND. 

The  prevailing  wind  was  from  the  northeast.  The  average 
hourly  velocity,  determined  from  8  anemometer  records,  was 
6.4  miles.  The  highest  average  velocity  in  the  region  covered 
by  reports  was  9.8  miles  per  hour  at  Charleston ;  the  lowest  aver- 
age velocity  was  4.3  miles  per  hour  at  Charlotte,  N.  C,  and  in 
the  Section  proper,  5.8  miles  per  hour  at  Columbia.  The 
highest  velocitj' for  any  5-minute  period  was  37  miles  per  hour 
from  the  west  at  Greenville  on  the  5th. 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  8  auto- 
matic records,  was  239.6  hovirs,  or  64%  of  the  possible  an.oant. 
The  average  number  of  clear  days  was  18;  partly  cloudy,  5, 
and  cloudy,  7,  as  against  normals  of  15,  9,  and  6  days,  respect- 
ivel.v. 

RIVER  CONDITIONS. 

There  being  general  absence  of  concentrated  heavy  rains, 
the  rivers  of  the  Section  were  uniformly  low^  throughout  the 
month.  

MISCELLANEOUS    PHENOMENA,  (dates). 

Frost. — Liglii:  21st,  at  Anderson,  Liberty,  Pelzer,  Santuck, 
and  Walhalla;  22d,  at  Camden,  Greenville,  and  Liberty;  23d, 
at  Landrum  and  Newberry.     Hean/ :  21st,  at  Landrum. 

Hahfi— Solar:  Greenville,  12,  21. 

Fog. — Dense:  Centenarv,  17,  25,  26;  Darlington,  26;  Ed- 
isto,  14,  26;  Gaston  Shoals,'  19;  Rimini,  26. 


MISCELLANEOUS 

DATA  FOR  SEPTEMBER,   1918. 
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Temperature, 

Precipita- 
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SUUioiK. 
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O.C 
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QD 
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Asheville,  X.C... 

30.09 

ni.3 

82 

35 

3.00 

1.00 

5.8 

nw. 

91 

55 

47 

Augusta,  (.'a 

3(1.  03 

71.7 

91 

48 

1.3S 

0.82 

4.5 

ne. 

83 

72 

i'A 

Charleston.  S.  C... 

30.  03 

73.  ■> 

92 

54 

3.10 

1,28 

9.8 

ne. 

78 

77 

77 

("harlotte,  N.  C  ... 

.30.  Of. 

C7.0 

90 

43 

5.  83 

2.99 

4.3 

lie. 

81 

67 

66 

Columbia,  S.C.... 

30,05 

70.4 

91 

48 

3.31 

2,46 

5.8 

ne. 

f-O 

61 

61 

rireenville,  S.  C.  . . 

30.  04 

6fi,  (i 

86 

44 

4.38 

1.72 

6.5 

lie. 

^2 

■-2 

69 

Savannah,  (4a 

.30. 03 

73.6 

91 

53 

4.24 

2.03 

8.4 

ne. 

^6 

HO 

(;i 

Wilmington.  N.C. 

30.  04 

70.4 

88 

48 

1.50 

0.5b 

6,5 

ne. 

88 

/  / 

71 

Means  anil  ex-  j 

tremes i 

30.  0,5 

G9,3 

92 

35 

3.34 

2.99 

fi.4 

ne. 

K4 

70 

64 

68 
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Temperature,  in  degrees  Fahr. 

Precipitation,  ill  incljes. 

Number  of  days. 
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Kaslern  Portion. 
Allendale 

Barnwell 

]8(j 
290 
160 
43 
48 

144 
25 
175 
143 
106 
63 

136 
136 
82 
12 
54 

29 
'29 
17 
3 
47 

28 
32 
23 
30 
25 
32 

29 
3 

'23' 

29 

3 
2 

R.  B.  Vance. 

Blackville 

73.6 
70.0 
69.8 
73.2 

69.1 
70.0 
»09.2 

-2.0 
-5.2 

'-3.'6' 

-4.0 
-4.8 
-5.1 

94 
95 

92 
92 

95 
90 
•93 

5 
5 
17 
18 

6 

tl7 
5 

44 
44 
44 
54 

40 
46 
'43 

t22 
22 
24 
21 

ri 
24 

39 
41 
38 
30 

44 

39 

"38 

2.10 
4.93 
5.27 
3.10 

3.33 
2.96 
5.22 
.3.38 
5.39 
6.12 

-2.27 
+  L47 

-2.'36' 

-0.30 
-1.89 
+1.  39 
-0.27 
+1.87 
+2.32 

0.90 
3.11 
2.60 
1.28 

20.2 
1.00 
2.38 
1.60 
1.55 
1.50 

0 
0 
0 
0 

0 
0 
9 
0 
0 
0 

5 
5 
10 
8 

5 
7 
6 
6 
6 
7 

23 

20 
11 
14 

5 

4 
13 

2 
6 
6 
9 

ne. 
se. 
ne. 

Mrs.  D.  B.  Sanders. 

Bowman 

Centenary 

Orangeburg  

Marion 

B.  0.  Evans. 

D.  L.  Carniichael. 

Charleston 

Charleston 

Ciiesterfleld 

Horry 

Darlington 

Bamberg 

U.  S.  Weather  Bureau. 
Roland  D.  Powo. 

Couwiiy    

17 
21 

0 
0 

13 
9 

ne. 

Paul  Quattlebanm. 
D.  C.  McCall. 

Darlington 

Edisto  tt 

Nathan  .'eiikins. 

Etlinghaiu 

Florence  

11.  B.  McCall. 

Ferguson 

Orangeburg 

Florence 

70.6 

-3.4 

93 

1 

43 

23 

37 

19 

3 

8 

se. 

Henry  C.  Savage. 

Florence  1 

H.K.Gilbert. 

Florence  2 » 

do 

5.90 
4.83 
3.65 
5.81 

+  1.83 

'-6.' .52' 

+  1.98 

4.30 
1.S6 
2.  00 
1.38 

0 
9 
0 
0 

4 

6 
6 

14 
13 
20 
19 

11 
13 
9 
2 

5 
4 
1 
9 

ne. 

ne. 

e. 

Pee  Dee  Exiieriment  .''ta. 

Carnetttt 

Hampton. 

73.7 
73.3 
71.0 

■-2.' 6' 
-3.5 

95 
94 
92 

15 

20 

tl7 

48 
48 
44 

23 
t22 
24 

39 
37 
39 

Maner  B.  Hobert 

(if'orffotown 

(Jeorgetown 

Williamsburg 

A.  P.  ilazanl. 

Kingstreo 

Oaks  

W.  H.  Jlatthcws. 
O.M.Mitchell. 

Orangeburg 

Paris  island 

Orangeburg 

Beaufort 

2C4 
13 
54 
97 

109 

62 
192 
75 
69 
24 

71.1 

94 

17 

42 

23 

40 

2.70 

LOO 

0 

3 

25 

0 

5 

U.  S.  Fisheries  Station. 
U.  S.  Marine  Corps. 

Berkeley 

Clarendon 

Dorchester 

Calhotni 

68 

4 

29 

22 
26 
20 
15 
22 

Miss  E.  P.  P.avenel. 

liimini 

4.07 
2.09 

2.83 
4.80 
7.  03 
4.61 
4.63 

4.  33 

1.53 
3.50 
2.  82 
2.71 
3.79 

3.38 
4.40 
2. 12 
4.00 
3.31 

2.26 
5.90 
4. 38 
3.37 
3.25 

3.50 
5.66 
3.85 
5.00 
2.11 

2.61 
1.55 
3.08 
4.18 
1.95 

3.82 
4.43 
2.02 
3.52 
2.71 
5.80 

.3.44 

3.87 

'-6.97' 

-0.91 
+0.  S3 
+2.71 
-0.25 
+0.39 

+0. 03 

-L81 
+0. 10 
-1.07 
-0.11 
-0.21 

-0.37 
+1.19 
-0. 94 
—0.  ''2 
-0.14 

■+2.'93' 

+0.47 
-0.42 
+0.07 

"+6.'94' 
-0.85 

-0.46 
-2.03 
+0.05 
+0.97 
-1.35 

+0. 35 
+1. 12 
-L35 
-1.93 
-0.75 
-2. 52 

-0.17 
-0. 12 

2.  f.5 
1.38 

1.25 
2.  33 
2.55 
1..50 
1.81 

4.  30 

0.71 
1.56 
0.  84 
1.32 
1.14 

L70 
1..57 
0.76 
1.00 
2.46 

0.47 
1.52 
1.72 
0.93 
1.25 

1.32 
2.06 
1.40 
1.95 
1.40 

0.72 
0.40 
0.82 
1.26 
0.95 

1.48 
0.87 
0.54 
1.41 
0.93 
1.90 

2.46 
4.30 

0 
0 

0 
0 
0 
0 
0 

0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
9 
0 
0 
0 

0 
0 
0 
0 
0 
0 

0 
0 

4 
7 

5 
8 
7 
6 
7 

<; 

4 
0 

9 
9 

I 

8 
3 
<■■ 

7 
11 

I 
4 

6 
8 
5 
6 
3 

5 
6 
7 
9 
4 

6 
9 
6 
10 
8 
6 

7 

William  B.Wolfe. 

St.  George 

St.  Matthews 

»73.3 

72.4 
«69.  9 
70.8 
72. 2 
72.5 

71.3 

72.7 
67.8 
69.9 

-L6 

-1.8 
-3.3 

-4.2 
-4.7 
-3.0 

-3. 7 

-1.4 

-6.4 
-4.0 

"95 

95 
'93 
88 
96 
92 

96 

92 
91 
91 

t5 

1 

n 

18 

18 

18 

15 
4 
17 

•48 

40 

«42 
48 
47 
45 

40 

47 
41 

44 

22 

24 
23 
23 
?5 

23 

+23 

21 
21 
21 

•39 

41 
«42 
35 
40 
37 

44 

41 
38 
33 

19 

21 
18 
4 
24 
24 
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20 
22 
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9 

7 

23 

2 

0 

6 
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1 

8 

0 
5 
3 
4 
6 

6 
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K.  S.  Weeks. 

.T.  S.  Wannamaker. 

.Society  Hill 

Darlington 

Dorchester 

A.  H.  Rogers. 

Miss  E.  H.  (jadsden. 

J.N.Frank. 

Yomassee 

Hampton  

extremes 

.T.  (i.  Hutson. 

Division  means  and 

\l'rffe>-n  Portion, 
Aiken  

Aiken 

527 
764 
656 
293 
508 

222 

562 
402 
850 
351 

57 
22 
29 
15 
25 

58 
14 
14 
26 
31 

4 

5 

25 

29 

17 

2 
3 
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19 
25 

15 
11 

15 
14 
17 

25 
35 
29 
15 
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Frank  B.  McCov. 

Anderson  

Lexington 

Fairfield 

H.  H.  Kussell. 

E..T.  HitP. 

Hlairs  

.1.  N.  Owens. 

Callioun  Falls 

Abbeville 

68.6 

95 
92 

4 
t5 

41 

21 

41 
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21 

4 

4 

8 
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L.  M.  I'arker. 

Camden 

Kershaw..   . 

W.  C.  Brown. 

Catawba 

York 
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Newberry 
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16 
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.)..(.  Murran. 

Ck'i]is(ju  College 

66.3 

70.4 

-6.5 
-3.3 
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91 
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17 

38 

48 

21 
22 

48 
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Prof.  F.  11.  ll.Calhonn. 

Columbia 

Kichland  . 

U  S.  Weather  Bincau. 

Edgefield 

J.  A.  Townsend. 

Gaston  Shoals  tt 

Cherokee 
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671 
5fi8 

500 
1063 
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711 
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502 
850 
536 
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620 
1061 
548 
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22 
19 
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15 
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0 

17 

0 
4 
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9 
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11 
6 
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ne. 
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S.  C.  l.t„  Power  A  Ry.  Co. 

(treenville 

Greenwood 

Greenville 

Greenwood 

Lancaster 

66.6 
67.9 
68.6 

69.2 
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70.7 

-4.3 
-5.5 
-5.2 
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-4.3 

86 
90 
90 
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88 
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92 
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4 
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t4 
4 
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t2 
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43 
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23 
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23 
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42 
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40 
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V.  S.  Weather  Bureau. 
M.  JI.  Callioun. 

Heath  Spring 

Kershaw 

J.  Marvin  Bowers. 

Xjaudrura 

Spartanburg 

Ijaurens  . 

R  Hartwell  Wilds,  D.D.S 

Laurens 

Perry  X.  Simpson. 

Liberty 

Pickens 

Newberry 

McCormick 

Saluda 

Little  Mountain 

Meriwether 

.I.M.Sease,  M.  D. 

Mrs.  Marie  R.  Middleton. 

Monetta 

70.6 
69.8 

-3.7 
-5.0 

15 

8 

10 
15 

5 

7 

ne. 

SW. 

.lo.seph  M.  .lohnson. 

Newberry 

Pelzer  

Newberry 

Anderson 

Warren  G.  Peterson, 
.losluia  Y.  .lones. 

fialuda 

69.2 

67.4 
67.2 
70.6 
66. 2 
69.6 
68.8 

68.6 
69.8 

-5.2 

-6.0 
-4.9 
-4.7 

-s'e' 

-4.4 

-5.2 
-4.3 

95 

93 
93 
91 
90 
91 
91 

95 
96 

5 

5 
4 
5 
1 
t4 
5 

5 
IS 

36 

40 
40 
44 
37 
43 
42 

36 
36 

23 

22 

t20 

23 

21 

f21 

1-21 

23 
23 

49 

40 
41 
37 
34 
39 
37 

49 
49 

22 
22 

2 
2 

6 

6 

ne. 

Mrs.  F.  V.J.  Maxwell 

Santuck 

Spartanburg 

Ti-enton 

Union 

Spartanburg 

Edgefield 

E.  W.  Jeter. 

16 
15 
23 
17 

17 
18 

11 

6 

1 
7 

5 
5 

3 
9 
6 
6 

8 
7 

se. 

SW. 

ne. 
ne. 

ne. 
ne. 

>rrs.  S.  E.  Long. 

Walhalla 

Oconee 

Fairfield 

York 

11.  W.Brandt. 

White  Oak 

T.  0.  Patrick  &  Co. 

Winthrop  College  tt. . . 

Division  means  and 

extremes 

Section  means  and 

extremes 

The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
determining  section  or  division  means.     Reference  letters  {",  ^,  <^),  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  ^  represents  two  days  missing,  etc. 

t  Also  on  other  dates,  tt  Received  too  late  to  be  included  in  means  and  summaries.  **  Temperature  data  are  from  observed  readings  of  the  dry  bulb;  means  are  com- 
puted from  obserA'ed  readings,     tt  Postoffice  addresses  of  these  stations  are  as  follows:     Of  Edisto,  Erabreo;  of  Gaston  Shoals,  BlacUsburg;  of  Wintiirop  (College,  Rock  Hill. 

T.  Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 
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Daily 

Precipitation 

for 

September,    1918. 

■           .'Stations. 

Watersheds. 

Day  of  month. 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

0 

Eii^lcrn  Iviiivji. 
AUemialellll 

Rl'ick'villo  It 

[ 

Kdisto   

15 

.06  .00 

........ 

.15 
1.04 

.45 
1.04 

.21 

T. 
T. 

.20 
l.:;3 

.30 

.43 

.36 

T. 

.22 

.82 
.92 

.78 
.78 

2.10 

Bowman 

do 

Pee  Dee 

Coa.st 

Pee  Dee 

'."26 

'.'os 

.04 
..50 
.13 

.313.11 
.24    .47 
.62    .66 
.65  2.02 

1.00    .06 
1.30  2.38 
.36il.fiO 

'.'io 

f. 



2.60 
.04 

.32 

.... 

........ 

T. 

.26 

.29 

■f.' 

'.'■27 

4.  93 
5. 27 

Ch;'.rlestou  *•*- 

.05 

....'.... 

....'...     T. 

3. 10 

T. 

.24 
.15 
.20 
.40 

1 

3.  33 

Waccamaw  . . . 

.30 

T. 

T. 

.22 

2.  9fi 

.45 



.02 

5.22 

Eiii>to  lill 

Edisto 

.24 

. . . . 

3.38 

Lyneh.es 

Santee 

Pee  Dee 

.08 
.5S 

1.55 
1.04 

1. 25 
1.50 

.... 

.... 



5.39 

. 

.25 

.94 

.51 

1.30 

... 



T. 

C.  12 

Fliin^iicp  2  lit 

do     

.  .  .  . 

2.95 

.32 
.50 
.73 

L35 

T. 

L40 
1.73 

.... 

... 

.20 

5.90 

Savannah  — 

Coast 

Black 

T. 

.30 
1.38 

.57 
.35 

1.86 
.30 
1.29 

1 

.26 

.05 

2. 00 

.70 

.04 
.20 

T. 

4.83 

Georgetown. 

Kingstreellll 

3.  65 

.40 

1.31 

5.81 

do 

Orangeburg 

Paris  Island 

Filis;t,n 

.60 

1.60 

.50 
1.00 

2.70 

Coast 

Cooper 

.... 

....;.... 

.10 

.10 

.20 

.10 

Rimini  l|il 

St.  Goorse  111! 

■^1    Matthews  III 

rv  Hill  II 

Santeo 

Edisto 

.04 

'.'63 
.10 

'.'66 
30 

.80 

.81 
1.10 

.80 
1.57 
1.50 

.40 

.71 
.62 
T. 
.15 
.63 
.81 
57 

2.  55 
1.38 
1.25 
2.33 
.77 
.40 
1.81 

.36 
.37 
.84 
1.32 
.81 
1.70 
1.57 
.76 

1.40 
.12 
.45 

1.52 
.24 
.84 

".14 
.10 
.15 

1 

... 

.18 
.24 

.54 
.45 
.28 
.47 
.70 
.20 
1.20 

.36 

4.07 

3. 01) 
2.  h3 

do 

.27 
T. 

.80 

— 

tv 

0.71 

.03 
2.55 

'.'69 
1.13 

.59 

.10 
1.56 
.36 
.27 
46 

.... 

.09 
T. 

4.85 

iif  rville 

A.shley 

Ashepoo .. 

T. 

.09 

T. 

7. 03 

.... 

.... 

.... 

.... 

4.61 

<  kcppIMI 

do 

.52 

.06 

T. 

T. 

.05 

4.63 

i.'trdeni  Portion. 
Ai;;rn 

Edisto 



1.53 

.28 

.02 

....|.... 

.65 

.'i2 
.20 
33 

3.50 

Ba;.">burg|||| 

Edisto 

Broad 

.fiS 

on 

96 

1 

.53 
•'9 



.03 

2.82 

Bli.ii-silil 

Ciilhonn  Kails  llll  .   . 
r,:ni(ion  'ill 

.20 
1.14 

.08 
.07 
.08 
.14 
.06 

... 



.11 

2.71 

.22 
.34 
.36 
.30 

'.'35 
.60 

■'28 

"37 

.10 

.03 

T. 

3.79 

Watcree 

1" 

.... 

.15 

.11 
.26 
.21. 

'.'20 
.04 

1.09 
.22 

'.'2s 

'tv 

i.'25 
.03 

1.60 
.36 
.34 

1.42 
.63 
.25 
.60 
.48 

1.76 
.87 

1.95 
.71 

'.   '.   '. 

3.  3S 

■ul.ajl!! 

(.l>olls|||| 

Cl.iu.^on  College 

Columbia"' 

Kl'-;viiel(ll||| 

.nshoalsjlll 

■  lu-ille     *♦' 

'n^voo<1  I'll    . 

Catawba 

Saluda 

Savannah  

.25 
.20 

4.  40 

.50 

.... 

... 

1.00 
.05 

.07 

2. 12 

4.00 

Congaree 

Savannah  . . . . 

T. 

10 

.42 

2.34 
.35 
.80 
.74 
.50 

1  95 

T. 

.02 

3.31 

.47 
.60 

■.'93 

■■ 

j 

2.  26 

Broad 

Salu<la 

.02 

tv 

'."63 

.03 
.34 
.15 
1.23 

... 

:::' 

::±:. 

.03 

.42 
.60 

.27 

.42 
T. 

■f. 

5.90 
4.38 

do 

.08 

.12 

3.  .37 

Hfiitli  Spring 

Kershaw  llll 

Wateree 

3. 25 

Lynches  . .  . . 

1   05 

1  9,5 

.07 

! 

1 

3.50 

Lanlrnm 

.06 

.03 

.40 

T. 

T. 

.61 

T. 

.59 

.32 

66 

9  06 

........ 

.27 

.40 
.81 
1.40 

.42 

5. 66 

Saluda 

1.40 

05 

.37 

3.85 

Lii'prty 

Little  .Mountain    

T. 

1.10 

OS 

... 

T. 

.25 

T. 

5. 00 

Saluda 

I.  10 

3q 

.30 

1 

2.11 

.72 

!i:: 

.38 

.51 
T. 

2.61 

Monetta 

Newberry 

Edisto     . .  . . 

^^^ 

.40 
.76 

.50 
.95 

1.22 
.88 
.53 
.14 
.93 

1  PO 

.26 
.28 

.SO 
..37 
.24 

.84 
85 

T. 

.20 

".'65 
.12 

.... 
'f.' 

— 

.151... 
.  27! . . . . 

.40 
.82 

1.36 
.53 

1.48 
.88 
.54 

1.41 
.17 

1  (15 

.21 

.16 

.54 

1.55 

Saluda 

.20 

3.08 

Pelzerllll 

do 

T. 

.40 

.04 

T. 

.02 
.10 
T. 

4.18 

Salufia 

do 

' 

1.95 

Santuok  

Broad 

do 

.50 
.12 
T. 

'.'io 

.65 

.33 

3.  82 

Spartanburg  |||| 

.60    .62 
. 20  . . . . 
..50.... 
.  24  . . . . 
.40 

.60 
.10 

■f.' 

.40 
'.'05 

4.43 

Kdisto   

T. 
.88 

1 

.30 
.03 

2. 02 

Walhalla 

Savannah  .... 

.33 

.... 

.04 
.90 
1  45 

.01 

1 

.13 

3.52 

White  Oak 

Broad  

Catawba 

.02 

.04 

.31 

35 

2.71 

Winthrop  College 

i 

5.80 

....,.,.  1... 

■ 

Except  as  otherwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  snnspt,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observation.  ||j|  Precipitation  mea.'^ured  in  tiie  mornincr:  amount  tlien  recorded  is  for  the  preceding  24  hours.  ***  Regular  Weather  Bureau  .station:  precipitation  is  for  the 
24-hoiu'  period,  midnight  to  midnight.    *  Precipitation  included  in  the  next  following  measurement,    t  Separate  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  0.01  inch. 

COMPARATIVE  DATA  FOR  SEPTEMBER. 


Year. 


Te 

mpcrature. 

^ 

s 

0 
-     "to 

« 

3 

^ 

Precipitation. 


18S7 

188S 

1890 

1S9I 

]  •.;'"! 
ls!ii; 


72.2 

101 

69.6 

9.; 

72.1 

98 

72.9 

98 

74.3 

92 

72.  5 

93 

74.7 

98 

75.0 

100 

76.9 

106 

75.  0 

105 

73.  3 

100 

76.0 

9-. 

72.8 

102 

77.1 

100 

73.1 

98 

72.1 

98 

79.7 

100 

<^o5 


Average  nnmber  of 
days. 


1.12 
9.  86 
3.  .34 
7.84 
2.66 
0.41 
4.42 
6.  51 
1.29 
2.94 
2. 91 
4.06 

2.  .55 
2.83 
4.66 
3.74 

3.  62 


12 

14 
12 

4 

17 

5 

17 

4 

17 

/ 

12 

6 

17 

5 

19 

6 

15 

8 

13 

5 

17 

ne. 
se. 
ne. 
ne. 
ne. 
sw. 
ne. 
ne. 
ne. 
ne. 
ne. 
ne. 
ne. 
ne. 
no. 
ne. 


Year. 


Temperature. 


'  also  I 


1904 

1905 

1906 

1907 

1908 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916 

1917 

1918 

Period 
.  and  s. 


75.8 
76.2 
78.0 
76.0 
72.4 
72.0 
75.8 
78.9 
77.7 
71.7 
71.3 
75.9 
72.2 
71.2 
69.8 

74.1 


101 


99 
94 
98 
103 
100 
109 
99 
101 
102 
99 
98 
96 

109 


Precipitation. 

Average  nnm 
days. 

ber  of 

a; 

< 

Average 

days  with 
0.01  inch 
or  more. 

5 

0 
0 

I'        i».ii 


2. 46 

4 

19 

7 

4 

1.91 

4 

16 

8 

6 

4.85 

9 

10 

12 

8 

5. 91 

9 

13 

11 

6 

2.86 

4 

15 

9 

6 

3.74 

/ 

13 

8 

3. 10 

7 

15 

12 

3 

3.  33 

8 

13 

13 

4 

5.91 

11 

10 

13 

4.66 

9 

14 

9 

3.  63 

7 

14 

9 

7 

2.  38 

5 

16 

8 

6 

2.56 

7 

17 

8 

5 

5.75 

10 

12 

8 

10 

3.87 

" 

18 

0 

7 

3.99 

7 

15 

9 

6 

ne. 
ne. 
ne. 
w. 
ne. 
ne. 
ne. 
sw. 

6. 

ne. 
ne. 
ne. 
ne. 
ne. 
ne. 


!•» 
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Daily   Temperatures  for  September,  1918. 


Stations. 


12       3       4       5       6       7 


9      10     11     12     13     14     15     16     17     18     19     20     21     22     23     24     25     26     27     28     29     30     31     Men 


E<ud&n  Pwtion. 

.„,,.,,  )  Maximum  . 

AlloiKlalesS>. (Minimum.. 

Di   „,     -ii   ,1  S  Maximum  . 

BlaokvilleS^  (Minimum.. 

„  )  Maximum  . 

Bowman (Minimum.. 

, ,     .  S  Maximum  . 

<'''"te"ary 1  Minimum.. 

,,,      ,     .  )  Maximum  . 

(;harlo.ston (Minimum.. 

ChpnwvW  \  Maximum. 

l.neraw  W ,  Minimum. . 

,,„.    .      ,,,(  )  Maximum  . 

^'"""•^y^^\^ (Minimum.. 


Darlington  %. . . 


)  Maximum  , 
/  Minimum. , 
I?,  ..„„„„.,  .us  *  Maximum  , 

Fr.rgusonM (Minimum., 


Florence  1  S\\S. 

Oarnett 

Georeetown  .. 
KinKstreefrS. . 
Oaks 


\  Maximum  . 
(  Minimum. . 
)  Maximum  . 
(  Minimum. . 
4  Maximum  . 
(  Minimum.. 
)  Maximum  . 
(  Minimum.. 
j  Maximum  . 
(  Minimum.. 


0-n.ebur.5« \^SZ^: 


Paris  Islandi'^. 


\  Maximum  . 
(  Minimum. . 

^f   npovs-P  ISA  *  Maximum  . 

.St.  Ceoige  W ,  iMinimum. . 


)  Maximum  , 
(  Minimum.. 


St.  Matthews  W. 

^o^xmrnxm I'^SSZ^. 

.Sunimerville  . . . 


Wallerboro. . . 
Yemasseo  W .  • 


Aiken  . 


)  Maximum  . 
(  Minimum.. 
)  Maximum  . 
(  Minimum.. 
)  Maximum  . 
(  Minimum.. 

Western  Portion. 

\  Maximum  . 

(  Minimum. . 

Aiulprsnn  \  Maximum  . 

'^""'^'^''°" (Minimum.. 

\  Maximum  . 

(  Minimum. . 

(  Maximum  . 

'  Minimum.. 

)  Maximum  . 

/  Minimum.. 

S  Maximum  . 

(  Minimum. . 


Batcsburg^S^^ 

Calhoun  Falls^sV 

Camden  sW 

(Memson  College 


Columbia....  5  Maximum. 
I  Minimum. . 

"--vine ]^^~.: 

«-enwoodM !^{=^: 

Heath  Serins  '  Maximum  . 

iieatn  .spring (Minimum.. 

KprshawSC,  *  Maximum  . 

iversnaws's ,  Minimum. . 

iTiirlrnm  )  Maximum  . 

Lanrtruiu ,  Minimum. . 

T  „„-„«^i«  *  Maximum  . 

Laurens?* (Minimum.. 

^>"-ty \l^SZ^.: 

Little  Mountain ]^SZ^:, 

MpriHPthpr  )  Maximum  . 

Meriwetner ,  Minimum. . 

Af^oQtt.%  '  Maximum  . 

^'""""•^ iMinimum.. 

N-pwherrv  *  Maximum  . 

iNeuoerry (Minimum.. 

Snhida  '  Maximum  . 

*""""*  'Minimum.. 

Santuck !?{1^=^: 

^^-n..un,% ]^~,; 

Trenton  *  Maximum  . 

^'^''"ton ,  Minimum.. 

A\',ii,„ii«  (  Maximum  . 

^^'^Ihalla ;  Minimum.. 

^V'iteOaU ]^~.: 

WinthropConege...|J{™™; 


68 


93 
61 
89  90 
60  60 
87  89 
62   60 


67 
80 
6' 
85 
64 
88 
61 
89 
59 
84 
57 

84 
62 
84 
66 
88 
67 
90 
65 
90 
66 
88 
65 

88 
61 
89 
61 
89 
63 
89 
66 
83 
64 
8' 
62 
87 
63  67 


65 


75  82 

62  5S 

76l  80 

00  55 


68 


61 


59  58 
67|  79 


71  6' 
60  60 
69  62 


86  86 

64  60 

88  90 

58:  61 


59 


55 


64 


89 
51 
91 
59 

90 
55 
87 
58 
SK 
55 
86 
68 
84  84 
56 


91 


63 


49 


55 


86 
60 
86 
57 

86 
54 
84 
51 
85 
56 
66 
591  59 
78 


56 


Reference  letters,  (",  ^,  <^),  appearing  in  the  table  indicate  number  ofdays  missing:  For  example,  b  represents  two  days  mi.ssinr.  etc 
Ipstnimpiits  are  read  in  the  morning:  the  maximuin  temperature  then  niad  is  charged  to  the  preceding  day,  on  which  it  almo.'^t  always  occurs. 
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U.  S.  DEPARTMENT  OF  AGRICULTURE,  WEATHER  BUREAU. 


SOUTH   Cflt^OLjIIslA   SECTION. 
RICHARD  H.  SULLIVAN.  Meteorolog-ist. 


Vol.  XXI. 


Columbia,  S.  C,  Octobee  1918 


No.  10. 


GENERAL  STJBIMARY. 

The  month  was  high  in  the  group  of  warm  Octobers,  the 
monthly  mean  temperature  being  much  above  the  seasonal  av- 
erage. Although  tlie  average  precipitation  for  the  Section  was 
above  normal,  due  to  heavy  to  excessive  rains  over  the  nortli- 
western  counties  during  the  last  week,  the  month  was  generally 
dry. 

The  first  three  weeks  were  generally  too  dry  for  the  satisfac- 
tory development  of  forage,  late  truck,  late  gardens,  and  pastures, 
and  plowing  for  fall  grains  was  materially  retarded,  while  the 
germination  of  oats  and  rye  already  sown  was  rather  irregular. 
On  tiie  otlier  hand,  the  weather  was  especially  favorable  for  in- 
termediate and  late  cotton,  and  tlielatecrop  continued  to  bloom 
and  fruit  throughout  the  month,  with  improving  prospects  under 
relatively  high  temperatures  and  ab.sence  of  frost;  considering 
labor  shortage  and  inexperienced  help,  picking  and  ginning 
have  made  unusual  progress.  The  late  corn  crop  was  ready  to 
cut  at  the  close  of  the  montii.  While  the  sweet  potato  yield 
would  have  been  improved  by  timely  rains,  the  output  thus  for 
has  been  very  satisfactory.  Aside  from  flood  damage  in  the 
lowlands  of  the  upper  Savannah  ann  Santee  Rivers,  the  general 
crop  situation  showed  marked  improvement  after  the  rains  of  the 
last  week  of  the  month.  

PRESSURE. 

The  mean  sea-level  pressure,  determined  from  reports  of  8 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30.11  inches.  The  highest  pressure  in  the  region 
covered  by  reports  was  30.43  inches  at  Charlotte,  N.  C,  on  the 
8th,  and  in  the  Section  proper,  30.40  inches  at  Columbia  on 
the  same  date;  the  lowest  pressure  was  29.67  inches  at 
Asheville  and  Charlotte,  N.  C,  on  the  30th,  and  in  the  section 
proper,  29.(39  inches  at  Greenville  on  the  same  date. 

TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from   re- 

)orts  of  38  stations,  was  67.3°,  or  1.0°  above  the  established 

liiormal.      The  highest  temperature  of  the  month  was  93°  at 

|\Vaterboro,  Colleton  County,  on  the  8th.     The  warmest  periods 

■of  the  month  were  the  first  and  last  w^eeks,   and   particularly 

[the  latter  period,  when   the  means  ranged  8°  to  16°  above  the 

laily  normals.      The  lowest  temperature  was  33°  at  Cheraw, 

!)hesterfield  County,  on  the  16th  and  17th.    The  minimum  tem- 

)eratures  at  the  various  'stations  were  recorded  on  numerous 

[dates  during  the  cool  period  between  the  8th  and  21th.     Heavy 

rand  killing  frosts  were  conspicuously  absent. 


HUMIDITY. 

The  mean  relative  humidity,  determined  from  reports  of  8 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m.,  85%  ;  8  p.  m.,  75%.  The  high- 
B.st  percentages  occurred  over  the  Savannah  watershed,  and  the 
lowest,  over  the  northern  interior. 

PRECIPITATION. 

The  average  for  the  Section,  54  stations  reporting,  was 

.75  inches,  or  0.61  inch  above  the  established  normal.     While 

the  average  for  the  Section  as  a  whole  was  above  normal,  there 

I'as  no  rainfall  of  consequence  until  about  the  20th.    Precipita- 


tion was  very  badly  distributed  as  to  time  and  area;  along  the 
lower  Piedmont  and  onward  to  the  sea,  the  amounts  were 
below  normal  and  ranged  from  3  inches  downward  to  one-half 
inch  in  Georgetown  County;  over  the  Piedmont,  the  measure- 
ments ranged  from  4  inches  to  over  13  inches,  and  most  of  the 
heavj'  to  excessive  rains  were  recorded  between  the  24th  and 
27th,  followed  by  freshets  in  the  Santee  and  Savannah  River 
Districts.  The  greatest  local  monthly  amount  was  13.91 
inches  at  Walhalla,  Oconee  County,  and  the  least  local  monthly 
amount  was  0.50  inch  at  Georgetown,  Georgetown  County. 
The  greatest  24-hour  rainfall  at  any  station  vcas  7.32  inches  at 
Grei'iivillo,  Greenville  County,  on  the  24th  and  25th.  The 
number  of  rainy  days  was  17%  below  noruinl. 

■WIND. 

The  prevailing  wind  was  from  the  northeast.  The  average 
hourly  velocity,  determined  from  8  anemometer  records,  was 
7.8  miles.  The  highest  average  velocity  in  the  region  covered 
by  reports  was  11.0  miles  per  hour  at  Charleston;  the  lowest 
average  velocity  was  4.9  miles  per  hour  at  Charlotte,  N.  C,  and 
in  the  Section  proper,  7.2  miles  per  hour  at  Columbia.  Tlie 
highest  velocity  for  any  5-minute  period  was  38  Tuiles  per  hour 
from  tlie  northeast  at  Charleston  on  the  19th. 

SUNSHINE    Al^D    CLOUDINESS. 

The  average  n)onthly  sunshine,  determined  from  8  auto- 
matic records,  was  188.5  hours,  or  54%  of  the  possible  an  oant. 
The  average  number  of  clear  da3's  was  15;  partly  cloudy,  S, 
and  cloudy,  8,  as  against  normals  of  17,  7,  and  7  days,  respect- 
ively. 

RIVER  CONDITIONS. 

A  series  of  unusually  heavy  and  excessive  rains  over  the 
the  western  xJarts  of  the  Carolinas  between  the  24th  and  27tli 
was  followed  by  freshets  of  considerable  height  in  the  Santee 
and  Savannah  River  Systems,  and  the  lower  Broad,  lower 
Congaree,  lov/er  Catawba,  Wateree,  and  Santee  River  sweve 
in  Hood  at  the  close  of  the  month.  The  flood  crests  were  as 
follows:  At  Peher,  18.0  ft.,  27th;  Chappells,  22-6  ft.,  28th; 
Blairs,  22.4  ft.,  27th;  Columbia,  20.7  ft.,  2Ktli ;  Mount  Holly, 
N.  C,  16.0  ft.,  27th:  Catawba,  18.5  ft.,  27th;  Camden,  30.5 
ft..  28th;  Rimini,  19.0  ft.,  November  4;  Ferguson,  14.9  ft., 
November  5;  Augusta,  Ga.,  29  8  ft.,  27th. 

MISCELLANEOUS    PHENOKENA.  (dates). 

Fro.st. — Light:  Greenville,  16. 

IlaJoA. — Xii?7rr/-.- Charleston,  15;  Columbia,  16,  18;  Garnett, 
15;  Greenville,  16,  18.  t^olnr:  Columbia,  18;  Greenville,  3,  8; 
Liberty,  8,  18;  Walhalla,  \(\. 

Foc/.—Doise:  Catawba,  22;  Centenary,  6,  28;  Edisto,  6, 
29;  Gaston  Shoals,  3;  Liberty,  21;  Rimini,  6,  17,  29;  Saint 
George,  4,  5;  Walhalla,  21. 
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The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
determining  section  or  division  means.     Reference  letters  (»,  b,  <=),  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  b  represents  two  days  missing,  etc. 

t  Also  on  other  dates,  tt  Received  too  late  to  be  included  in  means  and  summaries.  **  Temperature  data  are  from  observed  readings  of  the  dry  bulb;  means  are  com- 
puted from  observed  readings,     tt  Postoffice  addresses  of  these  stations  are  as  follows;    Of  Edisto,  Embree;  of  Gaston  Shoals.  Blacksburg;  of  Winthrop  (College,  Rock  Hill. 

T.  Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 
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.41 

.35 
.65 
.18 
.42 

.42 
36 

0.67 

.70 
T 



2.15 

do 

T. 
T. 

T. 

1.46 

T. 

i 

2.24 

Oharlesion  •*• 

rhprnw  llli 

T. 

T. 

.20 

T. 

.25 

....J.... 

T. 

1.66 

Pee  Dee    . .  . . 

.07 

2.18 

.38 
2.40 

.76 
1.16 
2.  04 
2.21 
2.00 

.29 
.50 
1.35 

j 

2.66 

Conway  llll 

Djirliii-^^ton  nil 

T. 

0.73 

Pee  Dee 

.05 

3.10 

Kilisto  llll 

Kdisto 

.... 

.70 

1.64 

.07 
.10 

1.65 

Santee .... 

.13 
T. 

T. 

2.  CO 

Pee  Dee 

2.57 

do 

T, 
T. 

.... 

.30 
.46 

2. 30 

T. 

T. 

T 

1. 

.12 

T. 

T. 

.03 

0.90 

Georgetown 

Kingstreellll 

Oaks 

Orangeburg 

0.  50 

Black 

T. 

.07 

1.40 

'."46 
95 

2.82 

do 

T. 

.28 

T. 

....  .... 

.36 

0.64 

.90 
1.20 

1.30 

Coast ....   . . . . 

.02 

.35 
.75 

".{■> 

.01 

1.98 

5.51 

0.  b? 

Rimini  llll 

f^nittpp 

.64 
.05 

.65 
.48 
.82 

.63 

.35 

55 

1.92 

Edisto 

.02 

.02 

0. 92 

St.  Matthews  III! 

.10 

1.47 

do 



.13 
T. 

3.G2 

.22 
.50 

3.97 

T, 

.58 

.12 

T. 

.12 

T.     t. 

.06 

1.38 

Vi-inasseellll 

U'exterii  Pmtion. 
Ailcen 

do 

.05 

.65 

.17 
1  33 

15 

.02 

...  j 

.80 

.65 

'.'69 

1.00 

.70 

.20 

75 

1.69 

Edisto 

.11 

.17 

33 

2.85 

Andor^on 

Savannah  .... 

1.25 
.57 
.01) 
.43 

.31 
T. 

3.47 
.98 
.60 

2.02 

.12 
.07 
.40 
1  05 

.10 

.47 

5.  SO 

Edisto 

T. 

.65 

1.36 

.46 

9.''i 

03 

2. 99 

Blairsllll 

t^alhoun  Kails  llll 

Broad 

3.  42 

Savannah  

T. 

. . . . 

4.  6(1 

13 

1.28 

Catawba  III! 

Chappellsllll 



.10 
.55 

2.00 

q3 

1.32 
.61 

.56 
1.30 

1.97 

.09 

1.00 

1.31 

4.57 

2.78 

.11 

.01 

5.15 
1  P^ 

.06 
.07 

2.79 

Saluda 

90 

3.43 

2.90 
.04 

1.78 

1.90 
.31 

'.'70 
.74 

'.'so 

'.'45 

10.  55 

Columbia  '** 

Congraree  . 

T. 

.04 
.45 
.98 

T. 

.20 
1.73 

.44 
1.23 

'.'i2 

1.16 

4.72 
.25 
.12 

T. 

T. 

1   41 

Eil"etii'lri  |||| 

.30 
.62 
1.36 

2.  65 

Gaston  Shoals  |||| 

T. 
T 

T. 

T. 
.23 

.03 
.01 
.05 

'.01 
.07 

T. 
1  ^-^ 

2.07 
.62 

7.49 

T. 

2.78 

11.41 

Greenwood  |||| 

Ilealli  Spring  

Kershaw  llll 

do 

4.  S6 



l,on 

1 

.90 

2.01 

Lynches 

T. 

.02 

1.89 
1.28 
1.20 
1.40 

.98 

1..5S 

.03 

.16 

.21 
3-p 

.03 

2.21 

1.31 
.95 
.50 
.90 

12. 15 

Laurens  llll 

Liberty  

Littlo  Mountain 

Sahida 

T. 
T. 

8.95 

Savannah 

T. 

T. 

T. 

.50 

7.30 
.95 

.05 

10 

.05 

9.95 

Saluda 

3.-37 

Moriwethcr 

Savannah  

Kdisto 

T. 
T. 

T. 

.57 
.60 

.51 
.50 

.70 

T. 
.01 

1.12 
1.00 

4.32 

.91 

2.31 

1.25 

.03 
.02 

2.40 

T. 
T. 

.48 

.71 

.94 

.40 
.50 

'.'76 

2.94 

.02 
.20 

.06 
.06 

3.15 

Pel/er  li!| 

do 

9.51 

Saluda 

do 

1.35 
1.19 
1    In 

2.76 

T. 

T. 
T. 

.22 
2.75 

'.'65 

.03 

.18 

.33 

1.56 

4.23 

Spartanburg  |ll! 

do     .     . 

.30 

8.39 

Edi'^to 

T.::: 

Walhalla 

.01 

T. 

T. 

1.54 
.80 

1.90 

5.40 
.60 
1.57 

.26 

T. 

.35 

.05 

.68'2.46 

2.21 

i.'46 
.55 

13.91 

White  Oak 

Broad 

.65 
.70 

3.45 

Winthrop  College 

Catawba 

■ 

3.17 

E.xropt  as  otherwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  snnset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observation.  ||li  Precipitation  measured  in  the  morning;  amount  then  recorded  is  for  the  preceding  24  hours.  ***  Regular  Weather  liureau  station;  precipitation  is  for  the 
24-l)Our  period,  midnight  to  midnight.    *  Precipitation  included  in  the  next  following  measurement.    tSeparate  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  0.01  inch. 


COMPARATIVE  DATA  FOR  OCTOBEB. 


Year. 


Te 

mperature 

Precipit 

^ 

<D 

2 

1 

to 

i 

bo 

0 

> 

s 

K 

J 

^ 

1887 61.4 

188S I  59.3 

18S9 1  60.8 

].':90 !  6:?.0 

1891 I  60. 2 

1892 1  6:3.8 

1893 i  64.4 

1894 64.2 

1895 61.3 

1896 61.3 

1897 65.8 

189S 62.9 

1899 64.2 

1900 67.6 

1901 I  62.4 

1902 !  6:3.2 

1903 '  62.0 


c-tl  2  a. 


%^^^\       I 


Average  num 

ber  of 

days. 

>■->= 

U 

t.  5 

-c 

Q 

S  0 

0 

0 

e-'S 

0 

30 

5.96 

31 

4.18 

27 

1.65 

22 

4.06 

28 

1.63 

27 

0.60 

25 

4.92 

33 

4.95 

28 

1.15 

28 

1.41 

35 

3. 23 

28 

3.82 

.34 

5.00 

33 

3.65 

29 

0.89 

.30 

4.40 

25 

2.63 

18 
20 
20 

15 
14 
14 
14 
13 
22 
19  ; 
18   ' 


nw. 
ne. 
ne. 
ne. 


9 

ne. 

9 

ne. 

10 

ne. 

11 

ne. 

3 

ne. 

7 

ne. 

7 

n. 

Year. 


1904.. 

1905.. 

1906.. 

1907.. 

1908.. 

1909.. 

1910.. 

1911.. 

1912.. 

1913.. 

1914.. 

1915.. 
'  1916.. 
!  1917.. 
I  1918.. 


Temperature. 


Precipitation. 


\<Sci  CI 


Average  n  u  m  b  e  r  of      'J  i 


days. 


Period . 


62.4 

98 

26 

1.10 

64.2 

93 

29 

1.97 

61.9 

90 

24 

3.69 

61.2 

91 

28 

0.73  t 

62.0 

89 

35 

4.22 

61.2 

96 

27 

2.43 

66.5 

100 

22 

4.39  1 

67.5 

99 

37 

5.89  i 

65.0 

94 

32 

2.21 

62. 5 

95 

28 

3.56 

64.7 

92 

26 

3.44 

67.0 

93 

27 

4.95 

64.0 

92 

31 

2.54 

59.3 

90 

22 

1.50 

67.3 

93 

33 

3.75 

63.3 

100 

22 

.'5. 14 

23 

15 
14 
19 
19 
23 
20 
12 
18 
19 
13 
IS 
16 
23 
15 


ne. 
ne. 


3 

10 

;!  1  ne. 
4  ]  ne. 

10  !  ne. 
9  ■  ne. 
6  '  ne. 

11  i  ne. 

6  •  ne. 
8  :  ne. 
3  sw. 
8  I  ne. 

7  ne. 


CLIMATOLOGJCAL    DATA:    SOUTH    CAROLINA    SECTION. 


October,   lyjS 


Daily  Temperatures  for  October,   1918. 


Stations. 

1 

'-' 

3  j 

■i   ! 

5  I 

6 

7 

8 

'9 

10 

U 

12 

13 

14 

15 

16  i 

17 

18 

19 

1 

20 

21  j  22  1  23  24  25 

1    1 
26  27  28 

29 

30 

31   .Mi'iii  . 

1 

Eastern  Portion. 

87 
CO 
71 

76 
04 
89 

82 
68 
85 

90 
62 

88 

88 

69 
54 
76 

79 
47 
77 

82 
50 
74 

86 
57 
85 

1 

85 
58 
85 

88 
64 
90 

78 
66 
85 

79 
51 
70 

70 
53 
85 

88 
60 
98 

86 
60 
90 

81 
85 

85 
60 
85 

75 
50 
80 

61 
58 
76 

72 

52 
77 

79 
62 
82 

81 
07 
80 

81 
71 
87 

i 

79 
67 
83 

79 
65 
89 

83 
61 

76 

83 
65 
83 

1 

"oo 

80 

81' 

AUemlille  $'.> ,  Minimnm   * 

60! 
89 

On 
8:- 

„,  ,  .,,  ,        '<  -Maximum  . .. 
BlafkvillovS  (Minimum  ... 

89 

90 

_               \  Maximum  . . . 

f'"""""' (Minimum.... 

^  ^             \  Maximum  . . . 
f^'^'teuary (Minimum.,.. 

Charleston        1  v^'^^T.f  ' " ' 

82 
55 

70 
58 
80 
(i,S 

ss 
51 
so 

O'J 

KO 
55 
8:i 
5S 
84 
5» 
ft.-' 
61 
85 
CI 
8J 
00 

75 
54 
71 
01 
75 
06 
85 
52 
73 
00 

72 
59 
71 
OS 
70 
59 
75 
03 
84 
04 
74 
61 

85 
58 
82 
65 
78 
67 
72 
58 
80 
63 

82 
60 
83 
61 
88 
61 
83 
67 
S3 
64 
81 
60 

84 
55 

81 
01 
79 
68 
85 
57 
83 
61 

81 
60 
83 
57 
85 
63 
90 
59 
80 
61 
80 
60 

85 
58 
80 
69 
81 
69 
84 
54 
83 
60 

87 
57 
85 
60 
86 
60 
S6 
65 
80 
02 
80 
60 

89 
60 
89 
63 
80 
06 
87 
54 
87 
60 

90 
62 
87 
60 
91 
61 
90 
62 
90 
03 
88 
63 

85 
59 
80 
63 
85 
60 
92 
58 
83 
63 

82 
63 
83 
61 
81 
64 
92 
62 
88 
67 
82 
63 

70 
49 
72 
49 
69 
50 
80 
.40 
78 
49 

72 
47 
72 
51 
76 
43 
70 
54 
85 
51 
73 
50 

74 
44 
73 
43 
74 
50 
75 
39 
70 
45 

75 
43 
75 
45 
78 
45 
79 
50 
79 
5(1 
74 
47 

70 
40 
80 
41 
74 
56 
79 
39 
80 
44 

82 
41 
' ' 
41 
84 
44 
82 
47 
82 
46 
80 
41 

80 
38 
84 
45 
70 
62 
83 
40 
81 
45 

83 
43 
82 
39 
80 
44 
80 
53 
83 
45 
83 
43 

85 
53 
SO 
55 
80 
67 
83 
42 
81 
45 

83 
50 
83 
46 
86 
47 
87 
50 
87 
57 
86 
55 

82 

i 

62 
83 
68 
85 
50 
79 
56 

81 
60 
84 
57 
82 
6S 
84 
59 
84 
61 
81 
61 
81 
60 

86 

75 
50 
72 
58 
78 
63 
84 
50 
77 
64 

"60 
76 
58 
75 
65 
83 
63 
82 
67 
76 
64 
78 
63 

79 

72 
44 
74 
44 
70 
56 
73 
45 
72 
46 

71 
46 
72 
44 
75 
48 
79 
52 
77 
49 
73 
40 
87 
63 

75 
46 
73 
58 
75 
50 

75 
44 
80 
40 
73 
01 
70 
33 
77 
45 

79 
39 
76 

48 
84 
43 
78 
55 
78 
51 
77 
40 

76 
48 
74 
62 
78 
53 

80 
50 
82 
51 
77 
64 
84 
33 
80 
46 

80 
46 
79 
52 
82 
53 
83 
61 
82 
57 
80 
53 
87 
50 

81 
54 

74 
64 
81 
60 

80 
52 
84 
59 
82 
70 
84 
37 
85 
55 

85 
40 
81 
56 
87 
60 
84 
65 
88 
66 
8" 
64 

85 
03 
82 
64 
87 
05 

78 
53 
73 
59 
72 
65 
87 
44 
70 
51 

69 
56 
79 
01 
72 
58 
70 
64 
83 
02 
79 
00 
72 
02 

83 
01 
69 
6(i 
74 
02 

74 
54 
79 
54 
75 
60 
71 
51 
79 
51 

75 
53 
70 
63 
70 
54 
78 
61 
83 
56 

55 
82 
55 

78 
60 
79 
(52 
77 
59 
74 

"72 
57 
76 
58 

70 
53 
75 
63 
76 
07 
72 
51 
76 
54 

75 

58 
69 
02 
76 
01 
70 
04 
80 
65 
73 
65 
79 
45 

72 
60 
81 
66 
71 
&3 
72 
63 
76 
57 
74 
66 

78 
51 
73 
51 
70 
60 
79 
47 
70 
50 

69 
48 
70 
53 
73 
49 
74 
59 
80 
53 
71 
57 
72 
53 

70 
54 
70 
61 
72 
57 
73 

79 
46 

74 
45 
70 
56 
72 
39 
71 
46 

73 
42 

74 
49 
77 
43 
78 
53 
72 
49 
75 
46 
78 
43 

74 
53 
81 
57 
75 
52 
73 

80 
48 
79 
5S 
75 
70 
74 
39 
76 
41 

81 
47 
80 
50 
81 
56 
80 
58 
78 
59 
80 
57 
80 
58 

81 
56 
79 
59 
82 
02 
80 

S5 
60 
82 
<i5 
78 
71 
81 
50 
82 
60 

S3 
57 
86 
66 
83 
60 
82 
60 
86 
67 
83 
07 
85 
63 

84 
09 
81 
72 
85 
69 
80 

82 
60 
83 
591 
77 
08 
S2 
60 
82 
59 

83 
61 
83 
69 
86 
61 
83 
65 
83 
66 
83 
65 

83 
65 
80 
69 
81 
OS 
82 
68 
82 
62 
79 
65 

81 
59 

82 
61 
75 
68 
83 
57 
81 
59 

81 
60 
84 
50 
SO 
60 
83 
64 
85 
64 
80 
61 
87 
00 

79 
65 
78 
68 
79 
64 

85 
65 
87 

58 
78 
68 
S-i 
57 
80 
58 

85 
61 
83 
58 
87 
CO 
85 
67 
86 
58 
86 
02 
90 
60 

86 
CO 
83 
09 
85 
60 
85 

84 
60 
84 
68 
78 
70 
82 

85 
61 
87 
04 
81 
73 
83 

75 
59 
79 
62 
77 
57 
89 

79.7 
52.  9 

7'.i.  (; 

5(:.  -i 

7(..  ^ 
64.0 
81.1 

rhprnwM         *  Maximum  ... 
Llieiau  TO ,  jiinimum 

conu»,v,« )^ii\^=::: 

Dariin.to„w i?If,^=::: 

Ferguson  «s )  Mf,''r"n??  " ' " 

85 
56 

80 
58 
83 
59 
81 
01 
80 
63 
85 
58 
84 
60 
88 
56 

84 
63 
83 

68 
87 
65 
83 

84 
58 

S3 
62 
85 
67 
84 
66 
85 
67 
86 
65 
So 
06 
90 
65 

84 
67 
81 
71 

SS 

71 
S3 

77 
05 

76 
61 
75 
O:^ 
78 
60 
78 
CO 
SO 
64 
77 
62 
82 

54 :  ii 

"79.3 
53.0 
79.3 
55.7 
81.1 
5.-.'i 

s_ 

®  ""  '^                  (  Minimum 

'^'— 1** ISIX::: 

Garnett ;  Maximum... 

,, »„ \  Maximum  ... 

K-. 

1  Minimum 

K-ino-5tvPo*\       *  Maximum  ... 
KinsratieeViS ,  Minimum.... 

SO.  2 
57.  (i 

<-""" (  Minimum 

^'-ri^i^-r^m ;JS;r::: 

>^t-<'--.e«^ ;i:i?,^^:;r;:; 

^o^'^otruum )^^izs^,::: 

«'—"••' )SSr::: 

Walterlioro J^lj^l^^m  •- 

84 
55 
82 
Cb 
8ti 
C:i 
82 
57 
80 
54 
82 
63 

79 
59 
84 
65 
73 
63 
73 
60 
71 
58 
73 
64 

85 
69 
82 
06 
82 
67 
SO 
60 
86 
59 
79 
05 

85 
03 
87 
67 
87 
63 
81 
59 

86 
59 
87 
09 
87 
6:3 
80 
59 

90 
58 
88 
67 
91 
65 
91 
63 
91 

"83 

62 

90 
61 
74 
69 
87 
66 
87 
66 
80 
56 
82 
65 

81 
49 
70 
56 
73 
54 
80 

75 
43 
76 
52 
77 
52 

80 
40 
77 
58 
82 
43 

83 

84 

77 
61 
70 
64 
70 
64 

SI.- 

dr,- 

80 
63 

85 
48 
86 

86 
65 

87 
57 
87 
60 
85 
52 
79 
57 

82 
65 
83 
63 

8S 

78 
68 
79 
65 

04.  i 
81. 0 

Oti.  7 

61 
83 
61 
79 
61 

00 
71 
01 
77 
65 

50 
70 
46 
72 
49 

50 
78 
36 
73 
54 

"82 
45 
78 
60 

"8.5 
57 
82 
05 

"68 
56 
75 
63 

72 
46 

71 
54 

75 
42 
71 
50 

80 
40 
75 
40 

82 
42 
82 
62 

67 
47 
70 
55 

70 
41 
74 
51 

79 
61 
77 
60 

80 
59 
79 
65 

80 
00 
76 
61 

88 
61 
81 
64 

78 
59 
80 
61 

83 
62 
81 
66 

76 
61 
76 
61 

'^78.1 

62 
82 
62 

"82 
05 

■  53.  4 
77.4 
60.2 

, 

V— ^^ ;^!r,i^tr::: 

IIVk(c/-ji  Pni-liiiii. 
.\ilcL.n.           ;. Maximum... 

8f) 
CO 

84 
61 

82 
5n 

82 

Sii 

50 

76 
63 

83 
00 
81 
57 
75 
58 
84 
50 

82 
63 

84 
01 
89 
50 
83 
61 
89 
56 
88 

85 
59 

85 
64 
78 
03 
83 
01 
83 
58 
87 

85 
65 

86 
70 
84 
60 
86 
03 
bO 
00 
89 

87 
62 

88 
62 
89 
01 
87 
03 
89 
58 

90 
64 

87 
66 
84 
60 
85 
60 
88 
59 

73 
54 

82 
62 
69 
50 
73 
49 
73 
52 

78 

48 

72 
49 
71 
47 
72 
46 
73 
45 
78 

80 
45 

80 
53 
82 
45 
78 
51 
81 
41 
84 

83 

55 

83 
67 
83 
47 
82 
52 
84 
41 
85 

85 
55 

84 
63 
79 
01 
83 
58 
83 
50 
84 

82 
55 

83 
65 
71 
04 
79 
60 
70 
01 

81 
55 

70 
63 
75 
55 
75 
61 
78 
58 
78 

77 
50 

75 
51 
69 
47 
71 
45 
73 
49 
75 

78 
55 

78 
52 
80 
45 
77 
49 
81 
47 
82 

81 
61 

78 
6( 
79 
63 
82 
55 
78 
49 
81 

84 
06 

.80 
59 
84 
61 
83 
54 
85 

78 

58 

82 

59 
71 
51 
79 
58 
70 
59 
74 

79 

58 

09 
55 
56 
48 
64 
52 
58 
52 
07 

77 
65 

73 
57 
75 
53 
75 
54 
80 
52 
80 

74 
58 

72 
55 
0! 
50 
08 
52 
00 
56 
72 

78 
53 

73 
50 
65 
44 

47 
70 
46 
75 

77 
58 
68 
53 
75 
50 
72 
45 
81 

82 

65 

81 
65 
09 
59 
79 
64 
74 
48 
84 

82 
65 

SI 
00 
74 
04 
79 
65 
80 
66 
85 

79 

64 

78 
60 
75 
62 
77 
61 
79 
64 
79 

84 
62 

82 
65 
78 
02 
82 
64 
81 
04 
80 

84 
66 

81 
75 
71 
63 

82 
63 
78 
65 
88 

84 

08 

79 
09 
72 
61 
79 
68 
76 
67 
84 

70 
60 

70 
55 
68 
46 
76 
50 

tl 
75 

79.  .1 
09.5 
75.2 
5h.3 
78. 2 
57.5 
67.3 
5.1.4 
fS4.  4 

'  Minimum 

^"•^-0" ;Sur:;: 

»^"— '^^^ i^ll'iS";:: 

f^-i-^o-^'^^* ;Mi^^=.::: 

'  =i""'<"">''\^ 1  Minimnm  ■■■ 

Cl.mson  college....  ;^}i™-- 

77 
55 

81 
59 

■'■' 
(i2 
Ml 
55 
79 

87 

: 

60 
78 
57 
76 
56 
74 

80 
54 

82 
65 
82 
5r 
80 
59 
78 

77 

82 

83 

59 

89 
65 
84 
62 
86 
61 
82 

83 
57 

82 
02 
79 
01 
82 
62 
85 

73 

55 

68 
51 
65 
50 
68 
50 
82 

62 
5j 

72 
49 
07 
50 
68 
44 
78 

72 
43 

78 
46 
77 
48 
76 
48 
78 

77 
45 

80 
52 
7( 
51 

75 
55 

83 
63 
72 
61 

74 
03 

79 
06 
71 
62 

80 
57 

73 
58 
71 
55 

70 
42 

69 
52 
66 
49 

70 
53 

76 
49 
70 
43 

73 

49 

76 
53 
72 
53 

74 
50 

82 
62 
76 
60 

70 
55 

71 
59 
67 
51 

62 
51 

63 
55 
54 
49 

73 
54 

76 
53 

72 
53 

77 
53 

66 
53 
63 
50 

64 
46 

71 
48 
60 
46 
79 
43 
07 

70 
01 

78 
57 
66 

55 
71 
64 
74 

75 
55 

81 
67 
60 
63 
75 
63 
72 

72 
63 

8! 
67 
73 
65 
70 
65 
71 

72 
63 

77 
04 
71 
03 
73 
63 
70 

74 
G4 

S3 
64 
74 
64 
79 
64 
80 

75 
64 

82 
00 
69 
64 
70 
00 
75 

73 
63 

81 
69 
70 
59 
75 
65 
74 

72 
52 

71 
52 

04 
45 
72 
63 

74.1 
"^■55. 1 

Columbia ;:>Ia.xiraum... 

81 
63 
75 
63 
79 
61 
7S 

85 
62 
80 
65 

XI 

50 
79 

77.0 
5S.6 
71.4 

or.o 

'  Minimum 

fJreonviUe...       -Maximum... 

'  Minimum 

Ci-eenwood  % ,  MHi',','ium  ' ' ' 

Heath  Spring )^;;~- 

81 

75 

76 

74 

71 

72 

T; 

78 

8! 

77 

75 

72 

72 

75.9 

i^-haw5^ I^ISS:;:: 

L-'i-" !Mfi^=.::: 

-— *^ !M?n^=.::: 

'^"-"^ ;m?,^=::: 

8;) 

55 
81 
52 

80 
54 
80 
57 
81 
57 

75 
58 
81 
57 

77 
58 
80 
58 
81 
53 

82 
02 
85 
53 

81 

54 
88 
58 
80 
57 

82 
03 
79 
57 

75 

55 
77 
04 
80 
57 

80 
50 
83 
50 

81 
57 
82 
64 
83 
59 

90 
63 
81 
56 

84 
56 
87 
63 
88 
63 

82 
63 
81 
58 

79 
56 
80 
62 
83 
66 

72 
46 

71 
49 

06 
50 
78 
52 
72 
50 

78 
43 
72 
40 

69 

41 
72 
44 
77 
45 

83 
45 

78 
40 

76 
40 
78 
44 
80 
50 

82 
45 
80 
43 

77 
61 
79 
47 
80 
54 

80 
57 
72 
55 

78 
50 
75 
62 
80 
61 

82 
65 
73 
51 

72 
56 
73 
65 
75 
00 

76 
53 
74 
51 

68 
44 
74 
54 
73 
6( 

72 
47 
70 
40 

73 
38 
68 
51 
78 
50 

79 
40 
80 
38 

72 
39 
75 
50 
83 
45 

79 
49 
78 
42 

75 
44 
77 
OC 
8t 
52 

88 
5S 
8! 
54 

'so 

49 
78 
59 
80 
50 

76 
55 
71 
52 

61 

56 
73 
55 
75 
45 

67 
54 

CO 
48 

56 
52 

68 
55 
70 

47 

78 
55 
78 
51 

74 
53 

68 
50 
75 
50 

70 
47 
SO 
50 

64 
52 
07 
52 
75 
51 

70 
40 
05 
49 

60 

44 
64 
47 
80 
45 

78 
52 
66 
61 

73 
49 
03 
50 
74 
54 

80 
65 
60 
59 

72 
56 
71 
68 
77 
64 

82 
05 
71 
63 

78 
56 
70 
05 
74 
62 

78 
00 
72 
61 

74 
62 
73 
64 
75 
65 

83 
61 
69 
63 

79 
64 
73 
05 
74 
64 

77 
04 
07 
62 

72 
65 
7C 
65 
80 
65 

79 
07 
70 
02 

76 
66 
72 
63 
75 
55 

76 
58 
69 
59 

67 
56 

71 
51 

78. 9 
.55.2 
74.3 
52.3 

73.4 
.52.6 
74.0 
50.7 
•77.9 
"55.2 

Meriwether )  Mh^iVmim  ' ' ' 

^f«-"- l^{i\^=.::: 

>^-'-"'^ !m?i=^:: 

^■■^'-''- 1^^=.::: 

«-tueu 1^?;^^;^;;^::: 

«p-'-— ^^^ )^S^.::: 

84 
58 
84 
57 

85 
50 
81 
55 
81 
54 

74 
59 
78 
56 

76 
56 
77 
54 
80 
54 

85 
62 
83 
63 

85 
57 
84 
55 
8( 
5f 

83 
63 
83 
60 

S5 
53 
79 
59 
78 
61 

87 
62 
80 
57 

88 
55 
84 
57 
85 
61 

89 
01 
90 
59 

91 
67 
89 
00 
S8 
59 

85 
05 
85 

5; 

87 
58 
81 
01 
82 
49 

77 
52 
70 
50 

75 
51 
70 
48 
72 
43 

73 
47 
74 
44 

74 
37 

'1 
42 
72 
43 

80 
4C 
81 
44 

8f 
3f 
80 
42 
82 
45 

8? 
5C 
82 
47 

83 

41 

82 

1  4f 

!  4,- 

82 
59 
83 
58 

83 
57 
81 

58 
77 
58 

79 
04 
79 
63 

80 
60 
79 
64 
77 
57 

75 
03 
73 
57 

76 
61 
73 
57 
74 
45 

70 
50 
71 
47 

72 
42 

70 
43 
7! 
39 

78 
50 
77 
42 

79 
3S 

40 
79 
39 

8C 
5f 
78 
41 

8r 

4^ 
7>' 
4- 
7f 
4f 

83 
62 
83 
59 

85 
55 
83 
57 
78 
5-3 

79 
59 
75 
56 

77 
57 
70 
53 
60 
50 

64 
54 
61 
53 

03 
53 
60 
51 
5> 
50 

75 
57 
76 
55 

77 
54 
76 
63 

77 
50 

72 
63 
67 
52 

73 

53 
66 

47 
71 
42 

71 
48 
70 
45 

73 

44 
68 
42 
66 
42 

76 
57 
74 
56 

75 
55 
75 
53 
72 
53 

79 
66 

79 
64 

74 
54 
78 
64 
72 
60 

80 
67 
82 
68 

80 
64 
SO 
65 
75 
61 

77 
62 
78 
63 

77 
60 
70 
60 
74 
61 

83 
65 
82 
65 

82 
65 
81 
63 
76 
64 

83 
66 

75 
67 

80 
06 
72 
GO 
73 
03 

80 
7(1 
72 
68 

80 
64 
77 
65 
74 
52 

70 
57 
72 
55 

75 
55 
i^^ 
54 
70 
52 

6- 

06.1 
79  " 

Trenton )  y  i n'iVnum  " ' ' 

1 

."::i:::: 

^'-'"-"^ !m?u^=::: 

White  Oak ;  ^!i»;.i"i"m... 

70 
54 

82 
57 
79 
55 

80 
57 
77 
5fi 
77 
54 

80 
55 
SI 
61 
8f 
70 

79 
5h 
82 
61 
81 
61 

83 

59 
80 
59 
84 
56 

89 
54 
89 
62 
88 
61 

86 
52 
77 
64 
79 
63 

78 
52 
71 
48 
70 
48 

76 
43 
72 
45 
72 
42 

8C 
42 
84 
51 
81 
46 

1  8r 
1  44 

S-. 
5( 
81 

5e 

1 

Is 
s 

78 
59 
1 

73 
63 
79 
66 
79 
65 

77 
61 

7r 

6( 
72 
65 

69 
45 
71 
57 
71 
45 

1  '« 

i  40 

79 

44 

1  79 

1  '' 

7!' 

5r 
S( 

51 

7f 
4£ 

80 
68 
83 
61 
82 
6( 

74 
54 
75 
54 
75 
52 

58 
5( 
61 
53 
60 
57 

79 
54 
76 
54 
56 
52 

70 
51 
69 

48 
67 
48 

66 

4C 
70 
42 
71 
41 

00 
55 
70 
54 
75 
54 

77 
60 
78 
64 
78 
63 

09 
05 
79 
06 
78 
65 

71 
OM 
73 
60 
75 
67 

70 
64 
81 
64 
81 
68 

68 
64 
75 
64 
75 
65 

72 
64 
79 
05 
78 
64 

GO 
47 
77 
55 
71 
55 

0- 

'  Minimum 

nr:.,n,.„.. /-.„ii ^  Maximum... 

Winthrop  College...,  ;^,i„i„„^ 

I 

Reference  letters,  (', '',  '^).  appearing  in  the  table  indicate  luunber  ofdays  missing:  For  example,  6  repi-esents  two  days  missing,  etc 
SW  Instruments  are  read  in  the  morning;  the  maximum  temperature  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always 
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GENERAL  SUMMARY. 

Thermal  conditions  Avere  somewhat  below  the  seasonal 
average,  but  with  no  marked  extremes.  While  the  precipita- 
tion was  al)Ove  normal  on  the  whole,  the  bulk  of  the  month's 
rainfall  did  not  occur  until  after  the  22d. 

Agricultural  operations  were  confined  principallj"  to  corn 
and  forage  gathering,  cotton  picking,  and  wheat  planting. 
Wheat,  oats,  and  rye  had  reached  good  to  excellent  stands  in 
large  areas  by  the  close  of  the  month,  but  wheat  planting  was 
materially  retarded  by  dry  weather  during  the  first  three  weeks. 
Practically  one-third  of  the  cotton  crop  remained  to  be  picked 
at  the  end  of  the  month,  and  the  yield  has  been  materially  in- 
creased hy  an  unusually  late  season.  Heavy  to  killing  frosts 
were  quite  general  about  the  13th  and  14th,  and  again  about 
the  2.5th,  but  vegetation  appears  to  have  reached  maturity  be- 
fore material  damage  could  be  done.  At  the  close  of  the  month 
the  woods  were  only  about  half  bare  in  the  central  counties  and 
on  the  coastal  plain. 

PRESSURE, 

Tlie  moan  sea-level  pressure,  determined  from  reports  of 
8  regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  39.11  inches.  The  highest  pressure  in  the  region 
covered  by  reports  was  30. o3  inches  at  Asheville,  N.  C,  on  the 
Oth,  and  in  the  Section  proper,  30.52  inches  at  Columbia  on  the 
same  date;  the  lowest  pressure  was  29.57  inches  at  Charlotte, 
N.  C,  on  the  18th,  and  in  the  Section  proper,  29. GO  inches  at 
Greenville  on  the  same  date. 


TEMPERATURE 


The  monthly  mean  for  the  Section,  determined  from  re- 
ports of  42  stations,  was  53.0°,  or  0.7°  below  the  established 
normal.  The  highest  temperature  was  86°  at  BJackville,  Barn- 
well County,  on  the  16th  and  at  Walterboro,  Colleton  County, 
on  the  17th  The  warmest  periods  of  the  month  were  during 
the  first  week  and  between  the  16th  and  23d.  The  lowest  tem- 
pr-rature  was  26°  at  Bowman,  Orangeburg  Countj\  on  the  14th. 
Tiie  coldest  periods  of  the  month  were  between  the  12th  and 
15th  and  between  the  24th  and  26th,  when  killing  frosts  were 
quite  general  over  the  central  and  northwestern  counties. 


HUMIDITY. 

The  mean  relative  humidity,  determined  from  reports  of  8 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m.,  82%  ;  8  p.  m.,  66%.  The  high- 
est percentages  occurred  over  the  Savannah  watershed  and  the 
extreme  eastern  counties,  and  the  lowest,  from  the  middle  coast 
♦o  the  central  counties. 


PRECIPITATION. 


The  average  for  the  Section,  57  stations  reporting,  was 
3.13  inches,  or  0.85  inch  above  the  established  normal.  The 
first  half  of  the  month  was  rainless;  there  were  two  rainy 
periods  during  the  last  half,  and  the  bulk  of  the  rainfall  for  the 
month  occurred  after  the  22d,  with  copious  to  heavy  rains  up- 
State  toward  the  close,  which  were  followed  by  moderate  fresh- 
ets in  several  rivers  of  the  Santee  System.  The  precipitation 
was  fairly  well  distributed  as  to  amount  and  was  near  or  above 


normal  in  most  of  the  Section.  In  a  small  area  of  the  north- 
eastern counties  the  measurements  were  below  2  inches,  but  in 
a  large  area  of  the  coastal  plain  and  the  western  counties  the 
amounts  ranged  from  3  to  over  4  inches.  The  greatest  local 
monthly  amount  was  5.89  inches  at  Paris  Island,  Beaufort 
County;  least  an)ount,  1.33  inches  at  Centenary,  Marion 
County.  The  greatest  amount  during  any  24  hours  was  2.80 
inches  at  Paris  Island,  Beaufort  County,  on  the  22d.  The  num- 
ber of  rainy  days  was  40%  above  normal. 

Light  snows  and  sleet  occurred  in  several  northwestern 
counties  on  the  24th. 

A  small  well-defined  tornado  appeared  near  Hampton, 
Hampton  County,  about  6:30  p.m.,  on  the  17th,  resulting  in 
the  death  of  A.  D.  Thomas,  .Ir.,  a  small  boy;  injury  to  8  per- 
sons, and  property  damage  estimated  at  §15,000.  The  storm 
moved  eastward  about  12  miles,  between  Hampton  and  the 
Salkahatchie  River,  in  a  path  about  150  feet  wide. 


WIND. 

The  prevailing  wind  was  from  the  northeast.  The  average 
hourly  velocity,  determined  from  8  anemometer  records,  was 
7.6  miles.  The  highest  average  velocity  in  the  region  covered 
l)y  reports  was  10.5  miles  per  hour  at  Charleston;  the  lowest 
average  velocity  was  4.8  miles  per  hour  at  Charlotte,  N.  C,  and 
in  the  Section  proper,  6.7  miles  per  hour  at  Columbia.  The 
highest  velocity  for  any  5-minute  period  was  35  miles  per  hour 
from  the  southwest  at  Greenville  on  the  17th. 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  8  auto- 
matic n-cords.  was  206.7  liours,  or  66%  of  the  possible  anoimt. 
The  average  number  of  clear  days  was  18;  partly  cloudy,  3, 
and  cloudy,  9,  as  against  normals  of  17,  6,  and  7  days,  respect- 
ively. 

RIVER  CONDITIONS. 

The  flood  waters  in  the  several  rivers  of  the  Santee  System, 
incident  to  the  late  October  rains,  finally  passed  "Rimini  on 
November  10  and  Ferguson  on  November  12.  The  total  losses 
approximated  $387,400.  and  the  value  of  moval)le  property 
saved  by  timely  warnings  was  conservatively  estimated  at  about 
$83,300.  A  moderate  freshet  occurred  in  the  Santee  River  be- 
tween the  20th  and  the  23d.  The  Saluda  River  was  in  flood  on 
the  29th  and  .30th.  and  the  Wateree  River  at  Camden  was  in 
(iood  on  the  30th,  incident  to  heavy  rains  over  the  upper 
reaches  on  the  2St]i,  29th  and  30th. 


MISCELLANEOUS    PHENOMENA,  (dates). 

Ihihfi. — Lunar:  Colutnl)ia,  16;  Walhalla,  15.  Solar:  Colum- 
bia. 9,  25;  Liberty,  2. 

Fro^t.—KIIJing:  Number  of  stations:   2d,  3;  3d,  3;  8th,  3: 
13th,  13;  11th,  7;  2.")th,  2. 
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Eastern  Portion. 
Allendale 

Barnwell 

186 

296 

160 

43 

48 

144 
25 
175 
143 
106 
63 

136 
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82 

12 

54 

29 
29 

17 

3 

47 

28 
32 
23 
30 
25 
32 

29 
3 

'23' 
29 
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2 
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4 

29 

22 
26 
20 
15 
22 

R.  B.  Vance. 

Blackville 

86 
80 
•84 
77 

16 

tl 
18 
16 

3.32 
4.30 
1.33 
2.34 

2.47 
3.56 
2.40 
3.19 
2.44 
3.67 

1.68 
1.77 
4.25 
3.55 
2.36 

3.80 
2.67 
5.89 
4.85 
2.12 
3.  56 

2.74 
2.57 
4.07 
4.17 
3.38 

3.06 

3.34 
.3.27 
3.57 
2.64 
4.34 

2.51 
3  73 

+  1.27 
+2.33 

'-o.'ss' 

+0.28 
+1.28 
+0. 12 
+0.88 
+0.20 
+1.29 

-0.43 
-0.34 

■+i.'i2' 

+0.18 

'+3.' 65 
+2.35 

'+i.'6i 

+0.60 
+0.30 
+1.72 
+2.28 
+  1.32 

+2.91 

+0.63 
+0.47 
+0.99 
+0.30 
+2. 03 

+0.06 
+  1.29 
+  1.06 
+0.24 
-0.08 

+6.'  i  i ' 

0.00 
+  1.15 
+0-33 

'+6.' 84' 
+0.73 

+  1.03 
+  1.05 
0.00 
+0.57 
+0.15 

+1.17 
+0.42 

1.10 
2.40 
0.48 
0.57 

1.46 
0.93 
0. 62 
0.62 
1.32 
0.74 

0.81 
0.90 
1.50 
2.00 
1.20 

1.25 
0.75 
2.80 
1.30 
0.50 
1.00 

1.03 
0.73 
1.57 
1.61 
0.91 

2.80 

1.39 
1.75 
1.31 
1.95 
2,02 

1.30 
1  72 
2.20 
2.20 
1.22 

0.85 
1.27 

1.  85 
1.17 
L.55 

1.59 
1.92 

2.  (-0 
2.00 
1.95 

1.74 

2.  no 

2.20 
1.80 
1.52 

2.00 
1.61 

0 

0 
0 
0 

0 
0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 

0 
0 
0 
0 
0 

0 
T. 
0 
0 
0 

0 

T. 

0.3 

0 

0 

0 
T. 
T. 
0.2 

0 

0 
0 
0 
0 
0 

0 
T. 

5 

7 
5 
8 

5 
9 
7 
9 
6 
10 

4 
4 
9 
6 
6 

8 
7 
8 
7 
10 
7 

6 
8 
10 
7 
6 

7 

7 
6 
10 
8 
8 

10 
5 
6 
2 

10 
5 
8 
5 

4 

6 
3 
6 
4 

5 
7 
6 
7 
6 

7 
6 
7 
6 
5 
2 

6 

20 

16 
16 

18 

3 

7 
5 
2 

7 
7 
9 
10 

w. 
ne. 
n. 

Mrs.  D.  B.  Sanders. 

Bowman 

Orangeburg  

52.3 
■52.  6 
56.6 

-1.9 

-i.'s' 

26 

"31 

42 

14 

tl4 

13 

52 
■43 
22 

B.  0.  Evans. 

D.  L.  Carmichael. 

Charleston 

Charleston 

Chesterfield 

U.S.  Weather  Bureau. 
Roland  D.  Powe. 

52.4 
■53.0 

-L7 
+0.9 

80 
•80 

17 
17 

30 
■32 

14 
t  3 

42 
"42 

21 
17 

0 
12 

9 
1 

ne. 

Paul  Quattlebaura. 

Darlington 

Darlington 

Bamberg 

Florence 

D.  C.  McCall. 

Etlisto  tt 

Nathan  .lenkius. 

Kfiingliani 

Wm.  B.  Gillespie, 

Ferguson 

Orangeburg 

Florence 

do 

Hampton 

Georgetown 

Williamsburg 

Georgetown 

53.2 
53.2 

-1.9 
-0.6 

83 
82 

17 

17 

30 
34 

14 

25 

40 

40 

19 

20 
20 
15 
20 
19 

4 

1 
2 

7 
3 

1 

7 

9 
8 
8 
7 
10 

ne. 

ne. 
ne. 
ne. 
ne. 
e. 

Henry  C.  Savage. 

Florence  1 

H.K.Gilbert. 

Pee  Dee  Experiment  Sta. 

Garnett 

55.6 
57.0 
53.6 

+1.0' 
-1.2 

83 
82 
82 

83 
84 
79 

78 

"84' 

■82 

78 
78 

83 

86 

80 
75 
76 

17 
23 
17 

16 
tl5 

tio 

16 

17 
17 
16 
17 
17 

17 

17 

t4 

17 

28 

:u 

31 

S31 
29 
42 
38 

"31' 

32 
30 
33 
''29 
29 

26 

36 
30 
34 

14 
15 
14 

15 

14 

25 

t  3 

ii 

14 
15 
14 
14 
14 

14 

tl3 

25 

tl3 

49 
49 
46 

"45' 
31 

"46' 

■44 
43 
42 

"47 

48 

52 

37 
38 
37 

Maner  B.  Kobert 

Georgetown 

A.  P.  Hazard. 

Kiiigstreo 

Oaks 

W.  H.  Matthews. 
O.M.  Mitchell. 

Orangeburg 

Paris  Island. 

Orangeburg  

Beaufort 

Berkeley 

Clarendon 

Dorchester 

Calhoun 

264 
13 
54 
97 

109 

62 
192 
75 
69 
24 

54.0 
57.6 
53.8 

"56."  2' 

•54.4 
51.5 
.53. 8 

^■56.  6 
55.2 

54.3 

57.2 
51.8 
52.2 

■-i.'o' 

-0.8 

"+i.'o 

-0.1 
-0.7 
-1.6 
-0.3 
+0.1 

-0.4 

+8.3 
-1.0 
-1.5 

18 
19 
16 

1 
0 
4 

11 
11 
10 

ne. 

n. 

nw. 

n.  S.  Fisheries  Station. 
V.  S.  Marine  Corps. 

Pinopolis  **. . 

Jliss  E.  P.  Ravenel. 

William  B.Wolfe. 

St.  (Jeorge 

19 

18 
19 
14 
20 
20 

18 

20 
18 

18 

2 

3 
2 
11 
1 

1 

3 

0 
1 
4 

9 

9 
9 
5 
9 
9 

9 

10 
11 
8 

nw. 

ne. 

n. 

e. 

ne. 

ne. 

ne. 

e. 

n. 

Miss  Una  T.  Whiteside. 

St.  Matthews 

.1.  S.  Wannamaker. 

Society  Hill 

Darlington 

Dorchester 

Colleton   

Hampton  

e.Ktremes 

A.H.  Rogers. 

Siniinierville 

Miss  v..  H.  Gadsden. 

Walterboro 

Vemassee 

J.  N.  Frank. 
W.  C.  Hntson. 

Division  means  and 

\f^eslern  Portion. 
Aiken 

Aiken 

Anderson  

Lexington 

527 
764 
656 
293 
508 

222 
562 
402 
850 
351 

"6h6' 
ioa9 

671 
568 

500 
1063 
589 
900 
711 

450 
400 
502 
850 
536 

512 
875 
620 
1061 
548 
690 

57 
22 
29 
15 
25 

58 
14 
14 
26 
31 

4 

5 

25 

29 

17 

2 
3 

ig' 

25 

15 
11 
15 
14 
17 

25 
35 
29 
15 
2 
IS 

Frank  B.  McCoy. 

Anderson  

Batesburg 

H.  H.  Russell. 
E..7.Hite. 

Blairs  

.I.N.  Owens. 

Cailioun  Falls 

Camden 

Abbeville 

Kershaw 

51.8 

70 
80 

t8 
tl6 

31 

tl3 

40 

15 

20 

3 
2 

12 

8 

ne. 
ne. 

L.  M.  Parker. 
W.  C.  Brown. 

York  

Newberry 

Oconee 

Richland 

Edgefield 

Clierokee 

(Greenville 

Greenwood 

Lancaster 

Kershaw 

Spartanburg .... 

.James  C.  Faris. 

3.45 
3.00 
2.15 

2.67 
2.68 
3.18 
3.90 
2.90 

2.66 
3.04 
4.08 
3.63 
3.24 

3.71 
3. 22 
2.97 
3.12 
2.68 

3.98 
3.29 
2.  40 
3. 52 
3.01 
3.16 

3.19 
3.13 

.1.  .J.  Murran. 

Clemson  College 

Columbia 

Edgefield 

51.2 
63.2 

+0.8 
-0.6 

79 

79 

18 
17 

29 
33 

24 
25 

44 
33 

21 
15 

3 

6 

6 
9 

se. 
ne. 

Prof.  F.  H.  11.  Calhoun. 
U  S.  Weather  Bureau. 

J.  A.  Town.send. 

Gaston  Shoals  tt 

Greenville 

S.  C.  Lt.,  Power  A  Ry.  Co. 

50.6 
51.2 
'53.1 

52.4 
50. 2 
48.9 
50.8 
52.0 

<^52.  0 
53.8 
52.6 

+0.9 
-0.8 
+2.2 

'+6.'i' 

-1.8 

-0.7 
-0.6 
+0.8 

69 
74 

m 

80 
74 
75 
71 
75 

'78 
77 
77 

4 

17 

t  8 

17 

8 

17 

t  4 

10 

t  9 
17 
17 

33 
32 
'33 

30 
29 
29 
31 
32 

"■30 
32 
30 

13 

tl3 
24 

26 

13 

tl3 

IS 
tl3 

tl4 
25- 
25 

27 
34 
35 

40 
41 
38 
37 
33 

«42 
36 
38 

14 

20 
11 

21 
20 
17 
20 
24 

'is' 

19- 

8 

1 

15 

2 
3 

7 
5 
1 

6 
2 

8 
9 
4 

7 
6 
5 
5 

"6' 
9 

ne. 
w. 
w. 

ne. 

sw. 
e. 

ne. 
w. 

V.  S.  Weather  Bureau. 

Greenwood 

Heath  Spring 

Kershaw 

Landruni 

Laurens 

M.  ?.f.  Calhoun. 
J.  Marvin  Bowers. 

JohnW.  Hamel. 

R.  Ilartwell  Wilds,  D.D.S. 

Perry  A.  Simpson. 

Libertv  

Pickens. . 

.lohn  T.  Boggs. 

Little  Mountain 

Meriwether 

Monetta 

New  berry 

Pel7er 

Newberry 

McCormick 

Saluda 

Newberry 

Aiidor.-;on 

Saluda 

T'nion 

Spartanburg 

Kdsefield 

Oconee 

Fairfield 

York 

.I.M.Sease.  M.  D. 

Mrs.  Marie  R.  Middleton. 
.loseph  M.  .Tohnson. 
Warren  G.  Peterson, 
.loshna  Y.  Jones. 

Saluda 

Santuck 

Spartanburg 

Trenton 

50.5 

50.8 
5L8 

-2.5 

-0.3 
+  1.1 

76 

76 
77 

16 

17 
18 

27 

30 
31 

12 

25 
13 

45 

38 

3S 

18 
16 

3 

6 

9 

8 

n. 

sw. 

Mrs.  F.  V.J.Maxwell. 

E.  W.  .Teter. 

F.  P.  Robinson. 

Mrs.  S.  K.  Long. 

Walhalla 

White  Oak. 
Wiiithrop  College  It. . 

50.5 
52.8 
52.0 

51.9 
53.0 

'  -6.'  r 
+0.3 

-n.2 

-0.7 

7.') 
77 

77 

80 
86 

4 
17 
9 

+16 

tl6 

29 
33 
30 

27 
26 

25 
25 
25 

12 
14 

41 
35 
38 

45 
52 

+1.11 
+0.77 
+0.80 

+0.59 
+0.85 

1.76 
1.92 
2.16 

2.20 
2.80 

0 
0 
0 

T. 
T. 

16 
22 

18 

18 
18 

7 
2 

4 
3 

7 
6 
5 

8 
9 

se. 
n. 
s. 

ne. 
ne. 

H.  W.  Brandt. 

T.  G.  Pa  trick  .t  Co. 

W.  P.  Goodman. 

The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  n.sed  in 
determining  section  or  division  means.     Reference  letters  (>,  b,  >=),  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  b  represents  two  days  missing,  etc. 

t  Also  on  other  dates.  t+  Received  too  late  to  be  included  in  means  and  summaries.  *'  Temperature  data  are  from  observed  readings  of  the  dry  bulb :  means  are  com- 
puted from  observed  readings,     tt  Postoffice  addresses  of  these  stations  are  as  follows:    Of  Edisto,  Embree:  of  fla.ston  Shoals.  Blacksburg:  of  Wintlirop  College.  Rock  Hill. 

T.  Preciiiitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


November,  1918. 
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Daily  Precipitation 

for 

November,    1918. 

1 

Watersheds. 

Day  of  month . 

1 ' " 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14     15 

16     17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

0 

Eastei'n  Pmtion. 
Allendale  ||!l 

Savannah  

Blackville  nil            

Kdisto   

.50 

LIO 
.23 

.48 
.42 
.16 

.50 
.45 
.50 
.12 
.61 
.81 

'.'28 

'.'37 
.93 

.42 
.34 
T. 
.42 

2.' 40 
.08 
T. 
.17 

.16 
.08 
.35 

1.05 
.38 
.42 
.55 

.14 

.40 
.24 
.40 
.13 
.69 
.12 

.88 
.50 
.13 

'.'75 
.36 

.30 
.97 
.16 
.64 
.52 
.81 
.33 

1.39 
1.75 
1.31 
1.08 
L65 
.40 
.52 
L60 

2.20 
1.22 
.85 
1.22 
1.84 
1.15 
1    55 

.25 

3.32 

..   ..do 

T. 
.20 

.23 

T. 

T. 

r. 

T. 
T. 

.44 
.20 

.09 

.05 
.12 

4.30 

Pee  Dee 

T. 
.03 

T. 

.15 

T. 

.79 
.06 

■;i7 

1.46 

.33 
.42 
.50 
.92 
.62 

.15 
.40 

1.33 

Charleston  *'*.         . . . . 

Coast     

2.34 

Cheraw  nil          

Vee  Dee 

.31 

.08 
.62 
.21 
.14 
.32 
T. 

2.47 

Waceamaw . . . 

.54 
T. 
.62 

3.56 

Darlington  nil        

Pee  Dee 

.37    T. 

2.40 

Edi^to  lljl        

Edisto 

.30 

.81 
.74 

'.'96 

T. 

'.'so 

.12 
.... 

.24 

.02 

.30 

3.19 

Kiliuf?iiani  1 II 

Lynches 

2.44 

T. 

T. 

.02 

.30 
.07 

.59 
.20 

'.'18 
.28 
.66 

* 

.15 

■to 

.21 
.11 
.10 

.07 
.20 
.17 
.61 
.09 
.24 

« 

.14 
.10 

'.'63 
.14 
.16 
.64 

.18 

'.'ie 

.04 

.60 

3.67 

Pee  Dee 

1.68 

do 

T. 

.07 
T. 

.65 

.02 
.25 
.38 
.66 

i.'io 

.34 

'.'52 
.49 
.06 

'.'24 

1.77 

.09 

T. 

.33 

1    "^0 

.70 

4.25 

(iKorgeto\^'n  . 

Coast 

409  nn 

3.55 

Kin?5treel|ll 

Black 



.40 
L25 
.40 
.46 
1.25 

.50 
1.00 
.80 
.73 

1    hi 

.48 

2.36 

Oaks 

...  do 

T. 

.38 

.41 
.70 

.24 
.15 

.26 

• 

'.'40 

3.80 

Edisto 



2.' 80 

.30 
1.00 
1.30 

.20 
.67 

2.67 

Coast 

.11 
.70 

.06 

5.89 

I'inopolis 

Cooper 

.20 

.16 

4.85 

.03 

2.12 

St.  (ieorsellll 

Edisto 

3.56 

St.  Matthews  ||l|  . 

Santee  

1  03 

.091     14 

2.74 

Society  Hill  Ijll     .     ... 

...  do 

.05 
01 

.51 
.20 
.02 

.06 
T. 

.49 



'.'6.3 

15 

.06 
.50 
.37 
T. 

.22 

.07 
.06 
ri9 

'.'.55 
.73 
.63 

.15 

2.57 

Suunnerville    

Ashley  

m 

4.07 

.47  1-61 

4.17 

Veniasseellll 

do 

T. 

T. 

.19 
.14 
.02 

.91 

.81 
.25 
.67 
.20 
.23 
.30 
.S3 

3.38 

Wculerii  Portion. 
Aiken 

Edisto 

.40 
.72 
.21 
.04 
2.02 
05 

3.34 

Anderson 

.Savannah 

.34 

3.27 

Bate.sburgjlli 

Edisto 

.03 
.24 

.02 
20 

.09 

.93 
.87 
.23 
1.30 
1.20 
.60 

.'oi 

.48 
.11 

i.'66 

.09 

3.57 

Blairsllll 

Broad 

2.64 

Calhoun  Falls  |||| 

Savannah  

.07 

.12 
.05 

.03i  .04 
04     n!^ 

4.34 

Camden  |||| 

Watereo 

2.51 

(Catawba 

1.02 
.55 

.66 
.25 

3.73 

Chappellsllll 

Salnda 

. 

35 

.10 

3.45 

(Tlemson  College 

Savannah  

:S? 

3.00 

Columbia**' 

Consraree 

.08 
.10 

1.27 
.24 

1.17 
95 

T. 

T. 

T. 

.10 

.70 
.45 
03 

'.'is 

.12 
.12 

.01 
.10 

2.15 

KdKi'iieldJlll 

Savannah 

.20 
.05 
T. 

.12 

2.67 

liastonsiioalsllll 

liroad 

2.  6H 

'ireenville     *** 

Salnda 

<t1 

.01 

.07 

.09 

.01 

.01 
.20 

3.18 

'ireenwood  |||| 

do 

32 

3.90 

Heath  Spring 

Wateree 

.06 
.07 

.07 

.02 

.34 
.25 

.04 
.30 
.04 

2.90 

Kershaw  |||| 

Lynches 

.17 
1  88 

.44 

14 

.40 
L92 

1.19 

2.66 

handruni 

Broad  

. 

.11 

3.04 

Laurens  llll 

Saluda 

Savannali 

2.00 
55 

1.78 

4.08 

Lil.erty 

.95 

.04 

.05 

T 

T 

2.00 
I   05 

3.63 

Uttic  Monntain 

Salnda  

Savannah  . .. 

.72 
.60 
.14 

^5 

.12 

98 

3.24 

Meriwether 

.40 

'.'io 

.06 

'.'69 
.34 

•iP 

'.'6s 

1.74 
2.00 
2.20 

1.40 
1.52 
2.00 
1.61 

1.76 
1   9V 

.40 

'.'67 

3.71 

Monotta 

Edisto 

.... 

tv 

.14 
.08 

T. 
.16 
.02 
T. 
* 

T. 

3.22 

Newberry 

.02 
02 

2.97 

Pelzerllli 

<lo 

1  riR 

14!    n? 

.3. 12 

Saluda 

do 

251     Ofil 

.  17 

.52 

2.68 

Sanmok 

Broa  d 

. 09  1  ^R 

.09 


.06 
.05 

'.'6.5 
* 

.16 

.24 
.10 
* 

.12 
.34 

3.98 

Spartanbnrjf  ||||     .   . 

do 

.... 

1.  42 

.06 
1.10 

.  .^. 

3.29 

Trenlon 

Edisto 

2.40 

Wal!;alla 

.Savannah 

.... 

.3('. 

T. 

.02 

3.52 

White  Oak 

Hroad  

.47 

03   T. 

3.01 

Wintlirop  College 

Cata\\ba 

1.00 

2.16 

3.16 

1     "]■"■;        1 

1  —  1'  ■■  1  —  r   ■■!•■• 

...    |....j....j....|.... 

....|...-|....,....|.... 

. 

Except  as  otiierwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observation.  ||1|  Precipitation  measured  in  the  morning:  amount  tlien  recorded  is  for  the  preceding  24  hours.  ***  Regular  Weather  Bureau  station;  precipitation  is  for  the 
24-hour  period,  midnight  to  midnight.    *  Precipitation  included  in  the  next  following  measurement.    tSeparate  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  0.01  inch. 

COMPARATIVE  DATA  FOR  NOVEMBER. 


Year. 


Temperature. 


Precipitation. 

Average  num 
days. 

ber  of 

to 

Clear. 

Partly 
(do'.idy. 

0 
5 

1887, 
1S88 
18S9 
1».90 
1891 
1S92 
1H93 
1%1 
1895 
1896 
1S97 
1898 
1899 
.1900 
1901 
190-> 
1903 


52.3 

52.  7 
.54.8 
58.4 
51.9 

53.  9 
52.9 
52.  3 
54.4 
59.1 
.55.3 
51.0 
55.  0 
5.5.6 
48.2 
59.2 
50.9 


0.82 
2.77 
3.84 
0.64 
2.48 
1.96 
2.11 
2.02 
2.35 
4.00 
1.99 
4.72 
2.41 
3  ..32 
l.Ol 
3.80 
1.40 


:^2 

-■c  r 


ne. 
sw. 
ne. 
nw. 
ne. 
ne. 
sw. 
ne. 


Year. 


Temperature. 

Precipitation. 

Average  n  u  m 
days. 

ber  of 

'f. 

^ 

sits 

^ 

^^^ 

>= 

c 

si 
0 

be 

B 

i 
0 

,-1 

g 

.\vera 
days  w 
0.01  in 
or  mo 

c3 

0 

Si 

Oh  0 

0 
5 

1904 

1905 

1906 

1907 

1908 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916 

1917 

1918 

Period 


51.6 

80 

22 

2.78 

6 

17 

6 

54.5 

90 

21 

1.31 

3 

17 

6 

53.8 

89 

20 

0.96 

3 

18 

8 

52.2 

87 

24 

4.13 

10 

12 

7 

56.6 

88 

24 

1.60 

3 

16 

10 

58.3 

88 

20 

0.97 

3 

18 

9 

51.1 

85 

24 

1.04 

4 

20 

6 

51.2 

83 

19 

3.30 

8 

13 

10 

52.1 

84 

17 

2.71 

4 

22 

4 

53.5 

89 

18 

1.79 

2 

21 

5 

52.4 

86 

17 

3.  33 

6 

19 

4 

56.3 

88 

24 

2.  36 

4 

22 

4 

54.5 

88 

17 

1.21 

4 

18 

5 

50.4 

83 

16 

0.82 

4 

21 

4 

53.0 

8C 

26 

3.13 

7 

18 

3 

53.7 

92 

10 

2.28 

5 

17 

6 

4 

w. 

7 

ne 

5 

ne 

9 

ne 

7  ne. 


86 


CLIMATO LOGICAL   DATA:    SOUTH    CAROLINA    SECTION. 


November,   1918 


Reference  letters,  (a,  •>,  <:),  appearing  in  the  table  indicate  number  of  days  missing:  For  example,  b  represents  two  days  missing,  etc 
%  Instruments  are  read  in  the  morning;  the  maximum  temperature  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 


Daily  Temperatures  for 

Novem.toer 

,  1918 

Stations. 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31     Mean. 

Eastern  Portion. 

)  Maximum  . . . 

Allendale  $',> 

■  ■  '  Minimum. . . . 

Blackville*  

)  Maximum  . . . 
■ "  t  Minimum. . . . 

"C5 

"67 

"66 

"69 

"68 

"76 

"72 

"75 

"79 

"so 

"si 

"80 

"76 

"74 

"80 

"86 

"85 

"75 

"75 

"65 

"65 

"63 

"ei 

"60 

"59 

"63 

"76 

"69 

"60 

"65 

70.' 8 

Bowman 

j  Maximum  . . . 

"so 

35 

"■70 

"6.5 

"68 

"75 

"74 

"65 
.30 

"70 

"77 

"78 

"76 
40 

"68 
38 

"65 

"68 

"76 
28 

"so 

35 

"so 

60 

"75 

"65 

42 

"62 
40 

"60 
29 

"62 
35 

"56 
34 

"50 
35 

"49 
37 

"so,     55 
38l    40 

"68 
50 

69 

54 

"65 
49 

67.' 6 

•  •  /  Minimum 

35 

29 

35 

34 

33 

29 

34 

49 

30 

26 

55 

o/.o 

Centenary 

)  Maximum  . . . 

66 

60 

63 

73 

65 

64 

64 

71 

75 

75 

68 

60 

64 

70 

74 

77 

84 

64 

68 

65 

52 

51 

43 

61 

SO 

64 

72 

70 

57 

•&5. 2 

• "  /  Minimum 

44 

35 

32 

32 

42 

41 

36 

32 

39 

47 

44 

40 

38 

31 

31 

46 

55 

44 

37 

32 

47 

38 

35 

36 

38 

42 

48 

52 

42 

"39.9 

Charleston 

\  Maximum  . . . 

62 

61 

64 

71 

67 

64 

60 

65 

72 

74 

63 

61 

61 

65 

68 

77 

"73 

68 

64 

66 

61 

62 

50 

49 

61 

54 

60 

72 

64 

54 

. . . . !         63.  8 

■  ■  /  Minimum 

48 

48 

51 

50 

52 

47 

46 

45 

50 

55 

50 

45 

42 

46 

51 

60 

66 

53 

47 

46 

45 

50 

44 

43 

44 

48 

46 

56 

54 

SO 

49.3 

Cheraw  W 

S  Maximum  . . . 

77 

63 
39 
64 

62 
34 
64 

65 
33 
65 

67 
35 
69 

76 
38 
73 

79 
52 

78 

60 
67 
80 
56 

60 
53 
65 

64 
45 
63 
45 

59 
42 
64 
38 

53 
38 
63 
34 

51 
41 
53 
39 

41 
40 
42 
40 

60 
37 
48 
36 

48 
35 
60 
37 

51 
44 
50 
37 

72 
44 
63 
41 

66 
52 
72 
44 

50 
40 
64 
53 

48 
47 
S3 
50 

■■  '  Minimum 

Conway  SN\^ 

)  Maximum  . . . 

"64 

"64 

"67 

"73 

"66 

"66 

"66 

"7.3 

"74 

'  77 

64.' 8 
39.9 

■■  '  Minimum 

44 

36 

34 

35 

41 

41 

37 

31 

38 

42 

45 

34 

37 

30 

31 

35 

56 

Darlington  $* 

>  Maximum  ... 

65 

64 

68 

75 

67 

62 

6? 

71 

76 

78 

65 

72 

70 

74 

78 

80 

65 

60 

67 

64 

50 

55 

42 

64 

48 

70 

72 

65 

56 

»65.  9 

•  ■  ■  )  Minimum 

42 

36 

32 

34 

43 

38 

35 

33 

40 

46 

43 

"46 

32 

32 

41 

50 

.53 

44 

40 

35 

40 

40 

35 

33 

38 

41 

43 

51 

49 

'.'.'.   \       «40,0 

Ferguson  S^sS 

\  Maximum  . . . 

oa 

65 

65 

7-1 

67 

66 

65 

73 

75 

77 

63 

61 

"64 

68 

70 

76 

83 

65 

62 

61 

64 

58 

60 

61 

62 

49 

63 

71 

61 

57 

65.  6 

•  ■  •  (  Minimum 

44 

40 

35 

36 

,38 

44 

42 

33 

36 

43 

41 

43 

38 

30 

32 

37 

51 

55 

46 

36 

34 

48 

41 

38 

40 

39 

42 

44 

51 

49 

40.  9 

Florence  1  % 

j  Maximum  . . . 

67 

64 

69 

71 

69 

68 

67 

68 

72 

82 

63      61 

67 

74 

76 

77 

82 

68 

64 

67 

65 

51 

54 

45 

62 

49 

48 

72 

66 

54 

....I        6.5.4 

■••  )  Minimum 

43 

37 

36 

36 

48 

40 

38 

35 

41 

44 

44      44 

38 

36 

44 

48 

49 

44 

40 

,39 

42 

41 

39 

36 

34 

40 

44 

42 

51 

40 

41.1 

Garnett 

\  .Maximum  ... 

6£ 

66 

70 

75 

73 

68 

68 

75 

76 

80 

71 1    63 

65 

72 

77 

80 

S3 

78 

65 

70 

67 

61 

58 

47 

64 

54 

56 

72 

69 

56 

08.1 

•  ■  ■  *  Minimum... 

3" 

36 

36 

34 

40 

42 

40 

30 

38 

40 

46!     42 

34 

28 

31 

56 

68 

53 

43 

43 

31 

47 

43 

40 

44 

41 

44 

53 

54 

49 

42.0 

Georgetown 

)  Ma.ximum  . . . 

7fi 

67 

71 

78 

71 

71 

68 

74 

79 

80 

79     68 

68 

72 

73 

80 

79 

73 

66 

70 

68 

68 

82 

47 

&3 

62 

65 

72 

70 

69 

71.0 

■  ■•  (  .Minimum 

4S 

38 

38 

38 

43 

42 

40 

32 

38 

46 

46     43 

39 

32 

31 

,53 

66 

.57 

43 

43 

38 

41 

40 

39 

42 

41 

41 

50 

50 

57 

43.0 

KingstreofrS 

(  Maximum  ... 

66 

61 

66 

73 

66 

65 

64 
38 

72 

75 

76 

66     61 

63 

69 

74 

78 

82 

74 

63 
45 

66 

38 

63 
35 

59 
48 

51 
40 

46 
37 

60 
37 

55 
40 

58 
41 

72 
49 

70 
52 

57 
49 

65.7 
41.6 

■  •  ■  '  Minimum 

iu 

37 

34 

34 

42 

40 

32 

37 

45 

46 

41 

36 

31 

32 

48 

66 

55 

\  Maximum  . . 

70 
39 

64 

70 
32 

70 

80 
31 

84 

83 
47 

84 

77 
62 

84 

73 
56 

75 

Oaks 

■■■  1  .Minimum... 
S  Maximum  . . 

"43 
6" 

"36 
62 

"33 
65 

"35 

74 

"43 
61 

67.3 

Orangeburg  §§ 

68 

6fi 

63 

74 

76 

78 

67 

62 

68 

64 

57 

56 

51 

62 

61 

59 

70 

69 

57 

■  ••  i  Minimum.. . 

4C 

36 

34 

34 

41 

37 

36 

33 

38 

43 

48 

39 

33 

29 

32 

.50 

55 

.52 

46 

42 

34 

50 

39 

37 

38 

40 

40 

51 

49 

49 

40.8 

Paris  Island^.  ... 

)  Maximum  . . 

6( 

65 

66 

75 

68 

65 

61 

66 

65 

79 

64 

62 

64 

76 

78 

79 

78 

78 

66 

69 

73 

65 

68 

55 

60 

64 

64 

65 

61 

58 

66.9 

"■  /  .Minimum. . . 

4i 

47 

49 

49 

52 

47 

47 

46 

46 

48 

49 

44 

43 

47 

48 

49 

06 

55 

53 

46 

44 

52 

44 

43 

42 

44 

46 

,52 

55 

50 

48.4 

St.  George  \\'^ 

1  .Maximum  . . 

6( 

57 

58 

59 

61 

59 

66 

70 

79 

81 

64 

51 

65 

71 

76 

SO 

84 

(,<■• 

64 

65 

70 

71 

60 

63 

64 

70 

73 

71 

74 

74 

67.7 

•  ■  ■  '  Minimum.. . 

4£ 

42 

37 

36 

50 

42 

41 

34 

40 

45 

41 

42 

38 

31 

35 

56 

71 

55 

47 

49 

47 

54 

44 

40 

40 

41 

50 

48 

47 

50 

44.6 

}  Maximum  . . 
••■  )  .Minimum. .. 

6.' 
5' 

63 
54 

64 
45 

76 
39 

68 
46 

65 

48 

64 
35 

74 
37 

76 
41 

79 
47 

% 

61 
41 

64 
34 

69 
32 

74 
34 

79 
35 

82 
67 

62 
,52 

6:-j 

66 

63 

53 
50 

47|     44 
391    37 

61 
36 

47 

69 
41 

70 

6:^ 

'65.3 

St.  Matthews W... 

46 

41 

35 

42 

45 

49 

"56 

43.4 

Society  IlillM.... 

\  Maximum  . . 

65 

60 

64 

74 

65 

65 

65 

72 

75 

75 

61 

59 

64 

69 

73 

72 

78 

65 

62 

65 

61 

49 

52 

43 

60 

47 

68 

71 

67 

56 

64.0 

■  ■  ■  )  .Minimum. .. 

41 

36 

32 

32 

43 

39 

36 

31 

39 

45 

421     40 

37 

31 

.30 

35 

.57 

,52 

42 

37 

35 

38 

40 

35 

31 

35 

41 

42 

48 

48 

,39.0 

Summerville 

)  Maximum  .. 

61 

59 

64 

70 

65 

63 

62 

68 

73 

74 

64 

61 

61 

67 

72 

78 

77 

71 

62 

66 

63 

60 

53 

46 

61 

51 

59 

70 

68 

57 

64.2 

■•■  '  .Minimum... 

42 

39 

37 

39 

44 

40 

39 

36 

40 

46 

49 

41 

36 

.33 

3K 

.52 

66 

,54 

44 

40 

36 

.50 

41 

40 

41 

41 

44 

53 

52 

4f 

■••   1       ,.«-^ 

Walterboro 

)  Maximum  . . 

72 

79 

70 

71 

70 

72 

77 

82 

86 

81 

78 

85 

68 

60 

54 

46 

63 

50 

62 

71 

69 

56 

ttS 

*  *  *  '  -Minimum . , . 

39 

40 
80 

39 
67 

42 
64 

35 
65 

29 
72 

f. 

54 
80 

67 
83 

54 

42 
65 

38 
69 

31 

67 

50 
64 

41 
50 

40 
47 

43 
64 

40 
5-.' 

49 
63 

58 
72 

53 

60 

49 
S3 

43.  6 

VHmassee# 

(  Maximum  . . 

"6£ 

"65 

"69 

"76 

"71 

"68 

68 

"74 

"78 

67.1 

'"  1  Minimum... 

39 

39 

36 

35 

47 

39 

36 

32 

39 

50 

49 

40 

,33 

29 

32 

54 

70 

53 

41 

43 

34 

50 

42 

40 

44 

47 

44 

62 

53 

49 

..-   ;         43.4 

Western 

Portion. 

Aiken  

j  Maximum  . . 

6f 
4C 

59 
)     39 

63 
42 

71 
41 

69 

48 

65 
41 

64 
41 

71 
42 

75 
47 

74 
,52 

68 
49 

60 
38 

62 

36 

67 
40 

71 
40 

55 

80 
61 

68 
49 

60 

44 

66 
40 

63 

41 

60 
50 

55 
40 

47 
37 

60 
36 

SS!    57 
45;     41 

70 
52 

68 
46 

58 
47 

70. 3 

•■■  '  Minimum... 

...    1         44.  ( 

Anderson 

\  .Maximum  . . 

62 

62 

67 

75 

67 

61 

66 

75 

75 

74 

67 

55 

62 

69 

71 

62 

73 

67 

60 

66 

60 

51 

47 

51 

,59 

47      61 

60 

63 

61 

...            63.2 

'  ■  ■  '  .Minimum. . . 

3f 

)     36 

39 

39 

43 

40 

40 

39 

47 

47 

44 

36 

31 

36 

37 

49 

54 

43 

42 

38 

35 

44 

,38 

33 

30 

41      40 

49 

41 

41 

...   1         10.3 

Biiteshurg\W 

\  Maximum  . . 

6C 

)     60 

65 

72 

67 

64 

66 

72 

70 

72 

69 

57 

62 

69 

71 

75 

76 

59 

58 

63 

60 

57 

56 

46 

59 

45      60 

70 

62 

55 

03.  2 

■  ■  •  '  .Minimum. .. 

3£ 

37 

40 

44 

45 

39 

39 

4'' 

44 

,50 

45 

,35 

34 

34 

41 

39 

53 

49 

44 

J9 

39 

41 

39 

35 

36 

37|    39 

40 

47 

47 

41.2 

Calhoun  FallsfvV . 

i  .Maximum  . . 

65 

64 

69 

74 

71 

64 

69 

76 

76 

74 

61 

58 

65 

71 

72 

66 

73 

57 

59 

6i 

62 

53 

48 

51 

59 

48;     55 

73 

61 

62 

63. 8 

••  ■  (  -Minimum... 

4C 

37 

35 

36 

38 

41 

39 

36 

39 

4r 

46 

36 

31 

31 

34 

37 

54 

49 

45 

41 

36 

36 

42 

36 

32 

331     42 

43 

45 

45 

39.5 

Cam<len>,S^S 

1  .Maximun-  . . 

6f 

65 

67 

71 

68 

69 

79 

77 

77 

64 

66 

69 

72 

80 

SO 

60 

66 

62 

54 

61 

.52      63 

71 

66 

59 

'68.2 

•  ■  ■  (  .Minimum... 
s  Maximum  . . 

5C 
6C 

45 

58 

46 

58 

"40 
69 

43 

66 

5(1 
61 

51 
60 

49 
64 

....1.... 

.52 
72 

61]     62 

62      57 

49 

"46 

40 
58 

43'     43 
,55l     57 

52 
60 

54 
62 

51 
61 
42 

(/lemsou  College  . 

"64 

"67 

68 

67 

",57 

"62 

"fh 

"7.5 

7" 

"79 

"5s 

59j     .57 

63.' i 

"'  1  .Minimum. .. 

3- 

33 

34 

34 

38 

40 

35 

37 

39 

44 

47 

39 

31 

31 

31 

45 

46 

49 

43 

41 

46     47 

42     29 

30 

32 

43 

50 

47 

39.4 

Columbia 

\  .Maximum  . . 

fif 

)     60 

64 

73 

66 

64 

64 

70 

73 

75 

61 

58 

62 

67 

70 

76 

79 

66 

60 

64 

59     53 

50,     46 

60 

48 

54 

72 

66 

56 

6,3.2 

'"  1  -Minimum. . . 

4^ 

38 

40 

40 

48 

41 

41 

38 

45 

52 

44 

38 

34 

35 

39 

.52 

66 

50 

45 

42 

38      47 

41      36 

33 

42 

41 

52 

49 

47 

43.2 

(ireenville 

\  .Maxinmm  . . 

5- 

58 

61 

60 

62 

6" 

64 

69 

6P 

67 

54 

48 

56 

69 

64 

.59 

68 

57 

55 

63 

53 

50 

46     48 

57 

491    58 

56 

62 

54 

58.7 

■  ••  '  .Minimum... 

3> 

<     37 

39 

42 

44 

41 

43 

42 

51 

,52 

42 

37 

33 

4'^ 

41 

,52 

56 

44 

42 

42 

37 

45 

38     34 

36 

42     42 

50 

44 

4" 

42.4 

Greenwood  % 

\  Maximum  . . 

5J 

i     58 

61 

70 

65 

60 

62 

62 

71 

70 

621     61 

60 

65 

66 

67 

74 

69 

57 

61 

60 

,5'' 

49,     47 

54 

52|    ,55 

70 

65 

57 
45 

61.3 

■  ■  ■  '  .Minimum. . . 

3f 

36 

37 

42 

43 

.39 

37 

39 

49 

51 

44|     36 

.32 

32 

35 

48 

49 

48 

44 

40 

36 

45 

39     31 

34 

41 1     40 

50 

45 

.41.  U 

lleatli  Spring  .... 

)  .Maximum  . . 

6( 

. . . . 

68 

68 

62 

63 

74 

70 

66 

671.... 

69 

74 

70 

67 

59 

55 

58 

60,     64 

68 

68 

'6,5.8 

■  ■  '  Minimimi... 
\  .Maximum  . . 

"65 

40 
59 

41 
63 

"40 
.59 

48 
65 

4? 
64 

47 
75 

"74 

.3S      40 
64 1     56 

40 
63 

"69 

in 
71 

"73 

"so 

"77 

"38 
59 

"37 
62 

'  ',36 
58 

"42 
52 

38 
51 

33 

47 

34 
59 

33:.... 

54 1     62 

48 
72 

47 
70 

46 
57 
46 

'40.4 

Kers'.'.awgS'. 

"6.5 

"7.5 

63.9 

■  ■  (  Minimum.. . 

Zi 

3fi 

35 

35 

41 

39 

35 

,39 

45 

48 

43 

36 

33 

39 

3R 

45 

64 

51 

42 

39 

34 

43 

39 

34 

30 

4l|     40 

48 

47 

40.8 

Laudrum 

'i  Maximum  . . 

5- 

61 

63 

72 

68 

63 

67 

'4 

72 

73 

61 

55 

64 

67 

66 

59 

70 

69 

62 

62 

55 

51 

47 

50 

60 

51      66 

58 

64 

55 

62.1 

••  ■  '  Minimum... 

3! 

!     30 

31 

35 

40 

44 

34 

36 

36 

53 

41 

34 

29 

40 

32 

45 

52 

47 

37 

37 

34 

41 

38 

31 

29 

36     36 

49 

43 

41 

38.3 

Laurens^'^ 

*  Maximum  . . 

5- 
3f 

58 
.     35 

61 
33 

71 
35 

62 
34 

60 

37 

62 
34 

68 
33 

72 
34 

70 
44 

57 
45 

54 
37 

61 
29 

64 

29 

67 
29 

67 
31 

75 
50 

57 
47 

58 
42 

63 
44 

58 
35 

50 
45 

48 
39 

49 
32 

57 
28 

48     62 
30;     42 

62 

41 

60 

42 

57 

46 

60.5 
37.8 

"  ■  '  Minimum. .. 

Liberty 

\  Maximum  . . 

6f 

)     fiO 

62 

71 

63 

61 

64 

70 

70 

63 

55 

56 

60 

65 

69 

59 

71 

67 

58 

64 

55 

.54 

491     49 

56 

49|     60 

61 

63 

59 

60.8 

■  ■•  '  Minimum... 

3{ 

)     35 

30 

3'- 

44 

43 

35 

38 

45 

46 

S8|     .38 

31 

32 

35 

52 

57 

47 

42 

40 

32 

46 

40|     35 

31 

43 

43 

51 

,53 

44 

<0.8 

Little  Mountain 

•>  Maximum  . . 

6( 

)     60 

60 

70 

65 

60 

61 

61 

67 

75 

60'     60 

on 

66 

70 

73 

73 

70 

58 

60 

64  i     ,54 

55l     53 

,50 

54 

60 

73 

66 

54 

62.4 

■ '  ■  '  -Minimum. . . 

4f 

)     40 

38 

45 

40 

38 

40 

48 

50 

50 

461     34 

32 

3'> 

41 

43 

51 

46 

4? 

40 

39;     37 

40 

40 

34 

32 

40 

SO 

45 

46 

41.5 

Mnriwetlier 

1  Maximum  . . 

6S 
3- 

62 
44 

70 
32 

74 
,32 

70 

R8 
36 

65 
34 

69 
40 

78 
42 

7fi 
44 

65      60 
45      .34 

.58 
32 

56 
?0 

62 
34 

65 
39 

69 
58 

78 
36 

60 
42 

63 
36 

65 
■   33 

60 
A'' 

48 
30 

52 

55 

72 
50 

68 
48 

58 
45 

64.8 
'  39. 1 

•  •  '  Minimum... 

40;      40 

Moiietta 

\  Maximum  . . 

65 

60 

65 

72 

"66 

62 

65 

74 

76 

74 

69     56 

64 

70 

73 

76 

77 

75 

50 

65 

61 

57 

"50 

"46 

60 

56|     56 

70 

68 

56 

C4.7 

■■■  '  -Minimum... 

i' 

38 

39 

40 

47 

42 

40 

41 

46 

51 

45      37 

3S 

37 

40 

52 

65 

49 

45 

39 

38 

48 

38 

36 

32 

42;     40 

h'l 

45 

48 

...           42.9 

Newberry 

*  Maximum  . . 

6 

61 

64 

73 

65 

63 

65 

72 

75 

73 

64 

58 

62 

68 

69 

71 

77 

68 

63 

65 

59 

67 

67 

49 

58 

461     58 

72 

66 

59 

64.  f 

■  ■  ■  '  .Minimum. . . 

3C 

30 

35 

35 

43 

,39 

37 

35 

44 

48 

45 

37 

32 

32 

33 

48 

62 

50 

44 

35 

33 

47 

40 

35 

30 

40 

42 

52 

45 

46 

1        40. 6 

1 

Salnda 

>  Maximum  . . 

62 

62 
32 

65 
,30 

73 
31 

66 
3fi 

64 
39 

66 
30 

75 
30 

I 

66 
33 

57 
36 

65 
27 

70 
28 

70 
29 

75 
39 

76 
65 

70 
49 

60 
45 

65 
30 

58 
39 

49 

35 

50 
45 

49 
35 

49 
37 

60 
29 

53 

55 

73 

50 

69 

46 

58 
47 

63.4 
,37.6 

■  ■  ■  '  .Minimum. . . 

37,     40 

Santuclv 

)  -Maximum  . . 

b^ 

58 

63 

71 

64 

61 

62 

69 

73 

72 

62 

55 

60 

65 

66 

70 

76 

69 

59 

61 

57 

,52 

48 

49 

58 

48      62 

61 

62 

5" 

01.6 

'  ■  ■  '  Minimum. . . 

3£ 

34 

35 

35 

42 

38 

36 

35 

45 

47 

44;     35 

32 

33 

32 

44 

61 

49 

43 

37 

34 

44 

39 

.34 

.30 

.39;     43 

.50 

44 

45 

1        39. 9 

Spartanburg  ^W... 

)  Maximum  . . 

hi 

60 

65 

74 

66 

62 

64 

74 

75 

72 

59     .54 

62 

68 

68 

67 

75 

77 

60 

63 

60|    55 

50 

49 

59 

56 

66 

61 

64 

62 
43 

1        63. 5 

' '    '  Minimum. . . 

3' 

34 

36 

36 

42 

39 

37 

36 

46 

48 

44     36 

31 

36 

36 

45 

66 

48 

41 

36 

34!     44 

38 

34 

30 

41 

40 

50 

41 

1        40. 2 

Trenton 

)  -Maximum  . . . 

. . . . 

.... 

. . . . 

Walhalla 

■   •  '  Minimum... 
I  ^^aximum  .  .• 

"62 

"ei 

.... 
64 

"7.5 

"67 

"61 

"65 

"73 

"72 

"71 

"60 

57 

'62 

"66 

.... 
65 

",58 

"69 

"62 

"60 

"65 

"56 

55 

"si 

"si 

",59 

"5i 

"60 

"62 

"64 

"ei 

fi2.'2 

■  ••  '  Minimum... 

33 

32 

35 

34 

39 

38 

35 

38 

46 

44 

46 

31 

29 

30 

34 

49 

56 

45 

43 

33 

33 

43 

39 

34 

29 

42 

41 

SO 

41 

43 

38.8 

White  Oak 

\  Maximum  . . 

60 
4C 

60 
37 

63 
38 

73 
42 

65 
43 

63 
38 

65 
38 

72 
42 

75 
47 

72 
51 

67 
44 

56 
35 

63 
34 

68 
38 

68 
39 

72 
48 

77 
65 

74 
50 

58 
43 

62 
39 

57 
38 

53 
44 

50 
39 

47 
34 

59 
33 

53 
41 

62 
41 

71 
50 

69 
45 

56 
45 

63.7 
42.0 

■  ■  ■  '  Minimum.. . 

Winthrop  College 

(  Maximum  . . 

6C 

60 

73 

72 

64 

62 

65 

73 

77 

70 

61 

64 

es, 

68 

68 

71 

76 

73 

59 

61 

57 

53 

50 

49 

58 

60 

67 

65 

63 

56 



63.6 

■■  ■  '  Minimum.. . 

3S 

34 

43 

39 

43 

38 

35 

39 

46 

48 

42 

35 

33 

37 

36 

45 

64 

49 

41 

39 

34 

43 

39 

33 

30 

31 

42 

51 

44 

42 

.... 

40.4 
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GENEBAL,  SUMMARY. 

Ir  direct  contrast  with  the  frigid  conditions  prevalent  dur- 
ing the  corresponding  period  last  year,  the  weather  during  De- 
cember was  remarkablj'  mild,  open,  and  pleasant  until  Christ- 
mas, when  a  moderate  cold  wave  was  attended  by  the  usual 
winter  temperatures.  In  consequence,  the  current  month  was 
the  warmest  December  in  ten  j^ears.  Precipitation  was  consid- 
erably above  the  seasonal  average,  and  heavy  to  excessive  rains 
about  the  15th  and  21st  were  followed  by  freshets  in  a  number 
of  rivers  in  the  Section. 

The  mild  weather  was  generall}^  favorable  for  all  winter 
crops,  but  grain  planting  was  dela3'ed  in  some  sections  by  too 
much  rain  and  by  wet  soil.  From  5%  to  10%  of  the  cotton 
crop  remained  to  be  picked  at  the  end  of  the  month,  but  corn 
was  aliout  all  housed.  Wheat,  oats,  and  rj^e  came  to  good 
stands  and  were  in  good  to  excellent  condition,  and  the  crops 
were  being  grazed  in  some  localities.  Rye  headed  in  scattered 
sections,  incident  to  relatively  high  temperatures.  Wintertruck 
and  gardens  were  in  good  to  excellent  condition  at  the  close  of 
the  month. 


least  iiiontlil\- anuuiiit  was  1 .  IC)  iiiclies  at  I'aris  Island,  Ucaulnrt 
C^ounty.  The  greatest  amount  during  any  24  hours  was  4.0.") 
iuclics  at  Liberty,  Pickens  County,  on  the  21st .  The  average 
number  of  rainy  days  was  12%  above  tiie  normal. 

Snowfall  in  measureable  quanti'ies  occurred  at  Liberty, 
Pickens  County;  snow  flurries  occurred  at  19  other  stations  on 
the  1st,  2d,  27th,  28th,  and  29th.  Sleet  occurred  at  8  stations 
on  the  1st,  2d,  23d,  27th,  and  28th. 


WIND. 

The  prevailing  wind  was  from  the  west.  The  average 
hourly  velocity,  determined  from  8  anemometer  records,  was 
8.8  miles.  The  highest  average  velocity  was  12.8  miles  per 
hour  at  Savannah,  Ga.,  and  in  the  Section  proper,  10.9  miles 
per  hour  at  Charleston;  the  lowest  average  velocity  was  (i.2 
miles  per  hour  at  Charlotte,  N.  C,  and  in  the  Section  proper, 
7.5  miles  per  hour  at  Columbia.  The  highest  velocity  for  any 
5-niinute  period  was  89  miles  per  hour  from  the  northwest  at 
Savannah,  Ga.,  on  the  4th,  and  in  the  Section  proper,  3(»  miles 
per  hour  from  the  east  at  Charleston  on  the  1st. 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  8  auto- 
matic records,  was  181.9  hours,  or  43%  of  the  possible  an.MLint. 
The  average  number  of  clear  days  was  12;  partly  cloudy,  G, 
and  cloudy,  18,  as  against  normals  of  14,  7,  and  10  days,  re- 
spectively. 


PRESSURE. 


The  mean  sea-level  pressure,  determined  from  reports  of 
8  regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30.14  inches.  The  highest  pressure  in  the  region 
covered  by  repoits  was  30.65  inches  at  Columbia  on  the  19th; 
the  lowest  pressure,  29. HI  inches  at  Asheville,  N.  C,  on  the 
24th,  and  in  the  Section  proper,  29.66  inches  at  Greenville  on 
tlie  same  date. 


TE  MPER  ATU  RE 


RIVER  CONDITIONS. 

The  Santee  River  was  near  or  above  flood  stage  throughout 
the  Uionth.  Moderate  fresiiet  conditions  prevailed  in  the  Great 
Pee  Dee,  Santee,  and  Savannah  river  districts  after  the  heavy 
to  excessive  rains  of  the  15-16th  and  21st-22d.  The  unavoidable 
losses  in  the  Santee  district  incident  to  floods  approximated 
!!$6,250,  and  the  value  of  movable  property  saved  by  timely 
warnings  has  been  conservatively  estimated  at  $78,250.  In  the 
Pee  Dee  District  the  losses  were  estimated  at  $S,!)00,  and  the 
value  of  movable  property  saved  approximated  S?2(),000. 


The  monthly  mean  for  the  Section,  determined  from  re- 
ports of  45  stations,  was  50.8°.  or  4.5°  above  the  established 
normal.  The  highest  temperature  was  82°  at  Oaks,  George- 
town County,  on  the  14th  The  warmest  period  was  between 
the  5th  and  15th,  although  the  weather  was  comparatively  mild 
until  the  cool  wave  of  the  25-26th.  The  lowest  temperature 
was  17°  at  Walhalla,  Oconee  County,  on  the  29th.  The  coldest 
period  was  during  the  last  6  days,  when  the  killing  frost  line 
was  carried  to  the  extreme  southern  coast. 


h 


MISCELLANEOUS    PHENOMENA,  (dates). 

ri)xt . — Killiiu/:  Number  of  stations  reporting  first   freezing 


HUMIDITY. 


The  mean  relative  humidit}",  determined  from  reports  of  8 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m.,  84%;  8  p.  m.,  76%.  The  high- 
est percentages  occurred  over  the  Savannah  drainage  area,  and 
the  lowest,  over  the  northern  interior. 


temi)erature  of  autumn:  2(1,  1;  25tb,  1;  26th,  5;  2Sth,  1; 
29tli,   2. 

llnln^i.—Lunitr:  Columbia,  18,  19;  Greenville,  18,  19;  San- 
tuek,  H);  Walhalla.  14,  IS.  No/ar.- Columbia,  25;  Greenville, 
7,  IS,  19;   Liberty,  10,  15,  19;    Santuck,  19. 

TiniiKlcrxiDrins. — Charleston,  Newberrj%  and  Santuck,  14. 

F(i(/,  (U'lisr. —  Catawba,  14;  Centenary,  15;  Charleston,  11, 
18;   Columbia,  18,  14:    Darlington,  13,  14,  1 5;    Gaston  Shoals, 


PRECIPITATION. 


The  average  for  the  Section,  5(5  stations  reporting,  was 
6.35  inches,  or  1.96  inches  above  the  established  normal.  There 
were  three  well-defined  periods  of  rainfall,  and  the  Section  was 
thoroughly  drenched,  except  in  a  small  area  of  the  southern 
coast  counties,  where  the  measurements  were  less  than  normal, 
and  below  2  inches.  In  a  broad  belt  of  the  central  counties  the 
rainfall  ranged  downward  from  5  inches  to  less  than  4  inches, 
and  in  the  eastern  and  northwestern  counties  the  precipitation 
ranged  from  6  to  over  13  inches.  The  greatest  local  monthly 
amount  was  13.44  inches  at  Walhalla,  Oconee  County,  and  the 
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Aslipville,  X.C... 

30.  Ifi 

43.6 

68 

18 

4. 73 

1.85 

9.6 

nw. 

82 

68 

37 

Augusta,  (ia 

30.  H 

■52.3 

75 

28 

3.07      1.25 

6.4 

w. 

86 

80 

53 

Charleston.  S.C... 

30. 14 

53.5 

74 

29 

3. 17     0. 99 

10.9 

w. 

«1 

SO 

42 

Cliarlotte.  N.  C  ... 

30.14 

47.2 

71 

24 

4.35     1.11 

6.2 

ne. 

89 

v-i 

41 

CoUinihia.S.  C... 

30.  Ki 

51.2 

76 

26 

.3.91      1.16 

7.5 

sw. 

83 

78 

36 

Grepiiville,  S.C.  ., 

30.  12 

47.9 

fiO 

23 

7.  37     2.  82 

9.3 

ne. 

79 

71 

54 

S:ivaimali,  Ga 

30. 1.5 

,54.4 

75 

30 

4.00      1.98 

12.3 

w. 

85 

75 

31 
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52.0 
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28 
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84 

79 

48 

Means  and  ex-  ) 
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w. 
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Temperature,  in  degrees  Fahr. 


Is 

li 

Precipitation,  in  inches.    iNnmherofdays. 


as: 
O 


Knslfni  I'irrtinn. 


Allendale  Barnwell 

Blackville Barnwell 

Bowman l  Orangeburg  . 

( 'eiitenary I  Marion 

Charleston :  Charleston  .. 


(^licraw 

Conuiiy  . . . . 
Harlintfton  . 
Kdi-to  tt.... 
KthnphiiMi. . 
Ferguson. . . 


Florence  1 . . . 
Floreni'e  2. . . 

(.'iirnett 

fii'orgi'towM  . 
Kiiigstree..    . 


186     29 

296  I  29 


160 
•13 

48 


Oaks  

Orangeburg . . . 
I'liris  Island.  . . 
I'UKipolis  "tt  . 

Kiniini 

.'^1.  George 


SI.  Matthews. 
Society  Hill  .. 
Sunnnerville  . 
Waltcrljoro . . . 
Yeniassce 


Chesterfield I  144 

Horry 25 

DarlingKni 175 

Bamberg 143 

Florence   lOfi 

Orangeburg 1  63 

Florence 1  136 

do I  136 

Hampton j  82 

Cieorgetown 12 

Williamsburg '  54 


Oeorgetown  . . 
Orangeburg . . 

Beaufort 

Berkeley 

Clarendon 

Dorchester  . . . 


264 

13  j... 
54  I  68 
97  ;  4 
109  i  29 


Calhoun. . . . 
DarlinsTton 
Dorchester.. 
Colleton   ... 
Hampton  .. 


62 
192 
75 
69 
24 


Division  means  and    extremes 


I'liiiiiiii. 


Aiken  ,  Aiken 

Anderson  i  Anderson  . 

BaU'sburg Lexington. 

Blairs Fairtield... 

Calhoun  Falls Abbeville.. 


527 
704 
656 
293 
508 


Camilen 

Cidau  ba 

chappclls 

<'lemson  Colli>ge 
Columbia 


Kershaw 222 

York   562 

Newberry I    402 


Oconei 
Uichland  . 


KdgeHel<l Edgefield... 

(iaston  Shoals  tt (Cherokee  .. . 

(Jreenvillr [  (Ireenville  .. 

(ireenwood !  (ireenwood. 

Heath  Spring  :  Lancaster... 


Kershaw ]  Kershaw 

1-andrum Spartaubtug . 

Laurens i  Laurens 

Liberty ,  Pickens 

Little  Mountain i  Newberry 


850 
.351 


Meriwether I  McCormick. 

Monetta I  Saluda 

Newberry j  Newberry  . . 

Pelzer I  Anderson . . . 

.''aluda Saluda 


Santnck Union 

Spartanburg i  Spartanburg 

Trenton !  Edgelield 

VValhalla |  Oconee 

White  Oak (  Fairlield 

Winthrop  College  tt. ..  York 


Division  means  and 
Section  means  and 


extremes  . 
extremes . 


680 
10:i9 
671 
568 

.500 
1063 
589 
91)0 
711 

450 

400 
502 
850 
536 

512 

875 
620 
1061 
548 
690 


54.0 
50.7 
51.8 
53.5 

51.8 
50.8 
50.3 


50.5 
50.4 


54.2 
•54.9 
52.6 


51.6 
49.0 
53.2 
52.  4 
52.  4 


52.0 
48.0 
50.2 


*53. 3 


49.6 
51.2 


il.9 

48.6 


49.6 
47.0 
"47.  4 
48.4 
49.6 

«49.9 
50.8 
49.5 


51.8 

49.0 

47.8 
'51.0 
48.0 
49.6 
50.2 

49.5 
50.8 


+6.7 
+3.3 


+2.2 

+8.1 
+2.9 
+5.1 


+2. 3 
+5.5 


+5.9 
+4.9 


155.2 

.51.0  I 

55.0  I   +3.2 

50.7  +3.3 


54.2  '   +6.5 


+5.3 
+4.0 
+4.3 
+2.1 
+4.7 


52.4  I  +5.0 


+4.8 
+4.0 
+4.5 


114 


q31 
26 
24 
24 
29 

28 
26 
25 


80 
•80 
78 

182 
79 

77 
70 


80 

76 
79 
78 

78 
76 

32 


14 
11 
9 

14 
14 

tlO 


29 
•27 
27 

128 
24 
30 
24 


+  3.8 


+  7.0 
+4.0 


+6.7 
+5.3 


+5.6 
+4.0 

+.3.7 
+5.0 
+4.9 


+6.1 

+5.8 
+5.2 
+4.0 


+7.0 
+7.1 


+5.3 
+4.5 


60 

70 

q73 

76 
73 
•75 
73 
75 


82 


14 

to 

31 

tio 

10 


tio 


30 

24 
23 

27 
27 
26 

23 


•26 


10 

tio 

10 

10 
8 

10 
8 

10 

14 
10 
10 


10 
10 
15 
22 
10 
10 

tio 

14 


23 
23 
'23 

23 
22 
•19 
21 
24 

»24 
25 
23 


27 
29 
29 
29 
29 

29 

29 

t29 


29 
29 
28 
29 


29 

29 
29 
29 
29 


39 
29 
29 

29 
27 
29 
t27 
29 

t27 
29 
29 


30  I     36 

t 
29  '     37 


29  I  41 
29  1  "46 
29       40 


146 
45 
33 


t  9  ,     45 


29       48 


29  I     36 
29      "29 


3.  17  I   -0.31 


6.72 
7.43 
3.17 

3.94 
7.72 
5.55 
4.87 
5.  06 
5.70 

5.46 
6.04 
4.11 
6.31 
5.44 

5.7.T 
4.47 
L16 
4.67 
6. 01) 
4.73 

4.63 
4.46 
6.05 
2.80 
3.51 

4.97 


3.76 
7.71 
4.91 
4.04 

7.85 

4.31 
3.48 
5.  5J 
7. 59 
3.91 

4.62 
5.27 
7.37 
6. 12 
3.79 

4.  62 
7.  .55 
.5.88 
9.29 
4.80 

3.89 
4.08 
4.58 
6.88 
5.22 

4.79 
5.63 
4.44 
13.44 
4.23 
4.90 

5.67 
5.35 


3.20 


< 


0.90  ;  0 

2.32  I  T. 

3.01  I  T. 

+0.02     0.99  0 


+0.68 
+4.  52 
+2.76 
+  1.41 
+  1.76 
+2.  67 

+2.68 
+3. 26 


+2.  76 
+2.32 


0.79 
2. 26 
1.78 
1.41 
1.52 
1.20 


1.33 
1.48 


'  1.60  1 

I    1.60  ! 

-L64  I   1.06 
+  1.71  1  2.57 

1  1.45 

+  1.63      1.  10 


+  1.36 

+  1.20 
+2.  50 
-0.55 
+0.30 

+  1.76 


+0.01 
+2.  93 
+0,9o 
+0.  04 
+  3.  43 

+0.85 
+0.82 
+0.77 
+2.  46 
+  1.01 


+0.  59 
+2..V2 
+  1.64 
-0.  47 


+3.08 
+L51 

-0.03 
+2.  77 
-0.  .34 
+  1.  42 
+  1.21 

+0. 51 

+  1.43 
+0.45 
+9.(8 
+0.  74 
+0.31 

+1.29 
+1.98 


1  32 
1. 22 
2.  79 
1.52 
1.48 

3.01 


1.01 
2.99 
1.54 

1.  19 
L70 

0.97 
1.17 

2.  22 
2.11 
1.16 

1.50 
0.99 
2.  82 
1.  89 
1.74 

1  25 
2. 28 
2.49 
4.05 
2.10 

n.95 
1.37 
1.G5 
2.88 
2.00 

1.  32 

1.60 
1..54 
3.311 
L81 
I.  10 

4.05 
4.05 


2.46  I  0 
1..57  0 
1.08  I     0 


0 

0 
T. 
0 
0 

0 
0 
0 
0 
T. 

0 

T. 
T. 

0 
0 

0 
T. 

0 

1.0 

T. 

T. 

T. 

T. 
0 
0 

T. 
T. 
T. 
T. 
0 
T. 

T. 
T. 


10 
10 
8 
11 

7 
11 
10 
10 

9 
10 

6 
10 

i  U 
1  10 


19     ne. 

13 


sw. 
n\v. 


19  i    3  •    9 

12       1      18 

9  '     2  '  20 


3  I  U  !  ne. 


R.  B.  Vance. 

Mrs.  D.B.Sanders. 

B.  O.  Evans. 

D.  L.  Carmichael. 

r.  S.  Weatlier  Bureau. 

.    Roland  D.  Powe. 

Paul  Quattlebaum. 
.1  D.  C.  McCall. 
.    Nathan  lenkins. 
.[  Wm.  B.(,iUespie, 
I  Henry  C  Savage. 

I  H.  K.Cilbert. 

I  Pee  Dee  Experiment  sta. 

Mnner  B.  Kobert. 

A.  P.  Hazard. 
!  W.  H.  .Matthews. 

.1  O.  M.  Mitchell. 

I  ('.  S.  Fislieries  Station. 

i  V.  S.  Marii  e  Corps. 

!  Miss  K.  P.  liaveiiei. 
.\  William  B.  Wnli... 

'  Miss  I'na  T.  Whit^ide. 

i  ,1.  S.  Wannamaker. 

A.H.  Rogers. 

Miss  E.  H.Gadsden. 
.    .1.  N.Frank. 
I  VV.  C.  llutson. 


Frank  B.  McCoy. 
H.  H.  Russell. 
E.  I.  Hite. 
.1.  N.  Owens. 
L.  M.I'arker. 


sw. 

sw. 


sw. 
w. 


W.  C.  Brown. 

•Barnes  C.  Faris. 

1.  .1.  Murran. 

Prof.  F.  H.  ll.Ciilhoun. 

U   S.Weatlier  Bureau. 

J.  A.  Town.send. 

S.  O.  Lt.,  Power  *  Ry.  Co. 

V.  S.  Weather  Bureau. 

M.  ?r.  Ciilhonn. 

.1.  Marvin  Bowers. 

.lohii  W.  Hamel. 

K.  llaitwell  WiMs,  D.D.S. 

Perry  A.  Simpson. 

.lohn  T.  Boggs. 

.1.  M.Sease,  M.D. 

Mrs.  Marie  R.  Middletou. 
.loseph  M.  .lotinson. 
Warren  (■.  I'etersou. 
.loshna  Y.  .tones. 
Mrs.  F.  v.. I.  Maxwell. 


E.  W.  .leter. 

F.  P.  Itoln'nson. 
Mrs.  S.  E.  Long. 
H.  W.  Brandt. 

T.  G.  Patrick  &  Co. 
W.  P.Goodman. 


The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
determining  section  or  division  means.     Reference  letters  (".  *>,«),  appearing  in  the  table  indicate  number  of  days  nnssing:  for  example,  ''  represents  two  days  missing,  etc. 

t  Also  on  other  dates,  tt  Received  too  late  to  be  included  in  means  and  summaries.  **  Temperature  data  are  from  ob.servert  readings  of  the  dry  bulb:  means  are  coid- 
puted  from  observed  readings,     tt  Postoftice  addresses  of  these  stations  are  as  follows:     Of  Edisto.  F.inbree:  of  Gaston  Shoals.  Blacksburg:  of  Winthrop  College.  Rock  Hill. 

1'.  Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 
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Baily  Precipitation  for  December,    1918. 


Day 

Df  month 

. 

Sialiijiis.                   \\  ;itershp<is. 

i 

1    1    2 

3 

4 

5 

6 

7 

8 

9 

10  1  11      12     13 

1        1        1 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

Kiislrni  I'niiion. 
Allt'iKiale  nil 

.10 

.10 

.05 

.20 

T. 

.U 

.15 
.90 
1.05 
3.01 
.  43 
.61 

.12 

1.48 

.70 

38 

.20 

L32 
30 

.80 

.20 

lUiick-villp  III! 

Eflisto 

do    

.27'  -RS 

.02 

'.'27 
.09 

.15 
.20 
.96 
.39 
.47 

T. 
.10 
.27 
.36 

'iii 

.24 

T. 

.85 
.18 
.59 
.20 

'.■56 

.11 
.10 

.30 
2.32 
.92 
.38 
.56 

2.26 
.40 
.46 
.38 
.17 

i.'46 

.22 
.95 

'.'46 

.20 
.22 

56 

3.17 

.74 
.60 

.58 
T. 
.18 
.18 

T. 
.16 

.37 

.24 

2.07 
.28 
.58 
L12 
1.08 

i."57 

i.'25 
.02 

.80 
.63 
.53 

.06 
.02 
.30 

'.'46 
.91 

.92 

.48 

'.'46 

T. 

T. 

6.72 

Pee  Dee 

Coast 

Vee  Dee 

4H 

T. 

7.43 

.77!  .1> 

.03 

T. 

.57 

.28 
.•21 
.•>6 
.24 
.08 



T. 

.04 

3.17 

Chi'i-aw  nil 

.79 

1.02 
.97 

1  -m 

.-(■ 

1.47 
1.78 
.57 
1.52 
1.20 

'.'io 

.01 
1.10 
1.48 
L20 

3.  94 

\Vaceama\v . . . 

.04 

.10 
T. 

'.'64 
T. 

.08 
■!32 

T. 

.22 
.15 

7.  72 

n.irliii«-loii  nil            .   .. 

•■■•!■••• 

T. 

5.55 

bMistoltSI  

KHiiisrluun  |||| 

Edisto 

11 

4.87 

.96 
L07 

.81 
1.10 

,76 
.20 
.95 
48 

.06 

—  1  — 

5. 06 

Sanlee 

Pee  I>ee 

.19 

.20 

T. 

.31 

.35 

.02 
.15 

14 

1.17 
2.46 

1.08 

"75 
1.60 

5.70 

I'Morence  Hill 

.86 
T. 

T. 

.'24 
.02 

' 

5.46 

Florenceillll 

<tiiriiptt 

clo 

Savannah 

.fi9 

.25 

'.'28 
.57 

'.'•25 

15 

T. 

.20 

.05 

.10 

.32 

.05 
1.33 
.05 

.75 

T. 

.01 

... 

T. 

6.04 
4.11 

iiMoidiMown 

Coast 

Black 

lie 

R5 

.15 

6.  .31 

T. 

.09 
.12 
.40 
.01 
.16 

.61 
19 

.45 

5.44 

Oak> 

.01 
.40 

.05 
04 

.07 
..30 
.01 

5.75 

Orangeburg 

Edisto 

Coast   

Cooper  

Ka'itee 

l-..iisto 

.40 
tOci 

1.60 

.60 

1 

4.47 

.07 

.01 
.55 

.55 
.70 
.45 
.58 
36 

1.16 

I'iiiDpwIis  

Kiriiiiii  ||l| 

St.(icor,'('!||| 

-1.  Mill  Ihc'.vs  nil 

^"ciptv  Hill  iin 

L45 
.20 
1   3'' 

2. 57 

.10 
..50 

.65 

.85 

.80 

.84 

2.79 

.64 

.62 

'.'•23 
.15 

4.67 

1   .10 

.... 

.09 
.50 
.30 
.08 
.61 
.79 
.93 

.37 
.63 

.58 
.14 
.20 

.... 

.41 

6.00 

.3l!l.  10 

.25 

4.73 

1.10 
I.  OS 



.28 

'.'67 
.02 

15 

4.  63 

do 

.\.shley 

Ashepoo  

.lo 

Edisto 

Sa  van  Mall 

.01 

.... 

.18 
.09 
.06 
.10 

.05 

'.'6.3 

.09 
.33 

1.22 

.08 

.01 
.35 

.17 
T. 

t 

T 

'.'io 

4.46 

.42;  .90 
L52  .... 

T. 

6.05 

Wriltilb  HO 

Of) 

35 

2.80 

^  I'lllilSSPPilll 

IIV.s-,'(T/i   I'drliim. 
Aiken 

1.00 

.29 
.05 

.48 

1.17 
.20 
73 

.03 

.07 
.50 
.21 
.09 
.82 
.20 

■:2o 

2.00 
.06 
.12 
.97 
..57 
.10 
.46 
.04 

1.12 

.02 

.23 
.04 
.29 

.58 
.48 
97 

.16 

.54 
2.99 
1.54 
L19 

.93 
13 

.03 

.13 
1.26 

.-.''■' 

.2.5 
.10 
.10 
.05 

2.11 
.26 
.05 
.03 

1.92 
.10 

.76 

.91 

1.88 
1.15 

.87 
2.-0 
1.09 

.85 
L45 

•St 

'.'io 

.07 

1 

3.51 

.... 



".'64 
T. 

3.76 

\llcliTSOU 

.12 

7.71 

M^il'-slnirglill 

Edisto 

.18 
.21 

'.'22 
1.18 
.52 



T. 

4.91 

HiMirsllll 

Broad 

Savannah  

\Valei(-e 

.32 

.47 
90 

.03 
.04 

.3" 

.57 

4.04 

(■;illioiin  Kails  nil 

'.'46 

7.85 

i':ii[iiien  nil 

4.31 

'■;uauba|||| 

Catawba  

Saluda  

.33 
;15 

.06 

.55 
.58 

"79 
.70 
.88 
T. 
.71 
L74 
1.08 

.08 

.7r 

L17 
2.20 

2.08 
.42 
.90 
.31 
2.11 
1.89 

.32 
.02 

3.48 

I'lu.Dppllsllll 

.25 

LIO 
.34 
.40 
.27 
.99 
.22 
.42 
.44 

.41 

.•37 
"15 

5.54 

I'll'lll^OM  CdIIctp 

Savannali 

Congaree 

Savannah  

Hroa<l 

.Sahala  

do 

Wateree 

Lynches 

Broail 

Saluda 

Savannah 

.25 
9S 

'lii 

■'62 

.05 
.42 

TV 

'.'6i 

7.59 

Columbia**' 

.01 

'.'20 
.69 

.... 





T. 
■.'64 

.59 
1.45 

.99 
1.15 
1..55 
1.12 
1.2.5 

2.28 

'.'io 

'."65 

.'23 
'.'32 

'.■48 

3.91 

IvlsT'Micl.l  !||| 

.40!  .20 
...,'  .11 
. 20  . . . . 

4.62 

i;;isioii  siioals  l|l| 

15 

T. 
.02 

'.'02 
.06 

'.'ii 

.18 

63 

.01 

5.^27 

Crci'iiville     *" 

■  ■  ■  ■ 
. . . . 

T. 

.01 

.06 

'.'ig 
35 

'.'.58 

.... 

.19 

".'65 

7.37 

(ivppinvoiirl  l||| 

.10 

.05 
21 
T. 

.36 

'.'so 

.29 

6.12 

Ili'atli  Spriiipr 

3.79 

Kershaw  llll ' 

.80 

1.31 
9  /|q 

.01 
.04 

.09 

1.04 
2.00 
4.05 

4.62 

1  iinflnim    

T. 

7.55 

Laurens  !l|| 

5.  88 

Liberty 

f'.i 

.... 



.02 

.04 
.10 

.02 

.01 
T. 

L96 
5-' 

1  9« 

.02 

1.02 
1.10 

't.' 

T. 

T 

.02 

9. '29 

Lillle  Mountain 

Sahiila  

Savannah  

.0.5;  1.45 
.  59  . . . . 

'.'.^« 
.36 
.7i"i 

.38 
.79 
.12 
.68 

95 

2.10 



4.80 

Meriwether 

.53 
.19 
.43 

.24 
.20 
.20 
20 
T 
2.81 

.72 
.82 
.25 

2.88 
.90 
1  09 

3.89 

Monetta 

Eiiisto 

Saluda 

.  13    .  fifi 
IS    .2.1 

.... 

.... 

.08 
.32 

T. 

.15 

.22 

.03 
Ofi 

.02 
T, 

't.' 

01 
.03 

.or 
.05 

T. 
.05 

.20 

.08 
.06 
.94 
.60 
.08 
3.30 
.05 
.77 

1.37 
1.65 

1.92 
2.  00 
1  32 

.01 

.24 
05 

T. 

.04 

.40 

.58 

.48 

.52 

65 



4.08 

Newberry 

.... 

T. 

.01 

4.58 

P'l-/erl||| 

do 

.'ii 

.07 
.17 
1  00 
'I'. 
.04 

.24 
.37 
.18 

.32 

6.88 

SaliKla ' 

do 

Broad 

do 

Edisto 

Savannah  

5.^22 

Saiituo'c  

T 

T. 
T. 
T. 

.'63 

.... 

4.79 

SpMrtanbursf  |||| 

Trenton  

.... 

.  17 

.90 
1   54 

.05 

T. 

1.60 
1.26 
2.  ,50 
.77 
1.00 

1.15 

■.'56 

5.  63 
4.44 

Walhalla 

.  12 

36 

.02 

.16 

.01 
50 

.02 
.02 

.13 
T. 

'.'56 
.58 

2.85 
1.81 
1.10 

.03 
.01 

.09 

1.39 
.60 

.65 

.02 

T. 

13.44 

White  Oak 

Broad  

Catawba 

4.23 

Winthrop  College 

90 

T 

4.90 





Except  as  otherwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
ohiprviiiion.  ||||  Precipitation  nieastired  in  the  morning;  amount  then  recorded  is  for  the  preceding  24  hours.  ***  Regidar  Weather  Bureau  station;  precipitation  is  for  tlie 
24-hour  iieriod.  nn'dnight  to  midnight.    *  Precipitation  included  in  the  next  following  measurement.    tSeparate  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  0.01  inchs 


COMPAKATIVE  DATA  FOR  DECEMBER. 


Year. 


1887 
18S8 
I8.';9 
1?;90 
I.S9I 
1.S92 
1893 
1894 
1895 
1896 
1H97 
1898 
1899 
1900 
1901 
)90-2 
1903 


Temperature. 


Precipitation. 


Average  number  of 
days. 


44.9 

42.7 
55.4 
4.5.9 
49.9 
47.1 
47.2 
48.1 
46.1 
44.0 
47.6 
45.9 
44.6 
4.5.5 
44.0 
46.8 
41.0 


4.65 
3.56 
0.53 

2.  -25 
1.91 
2.45 
3. 05 
2.56 
3.04 

3.  55 
2.40 
2.84 
2.33 
5.64 
5.01 
4.26 
1.95 


7 

7 

8 

8 

7 

8 

fi 

8 

8 

12 

7 

12 

8 

8 

7 

10 

5 

13 

0 

11 

5 

6 

sw. 

nw. 

nw. 

ne. 

ne. 

nw. 

nw. 

n. 

n. 

nw. 


Year. 


Temperature. 


1904. 

4.5.5 
45.2 
4.S.0 
4C.2 
50.6 
42.8 
42.  0 
49.8 
48.8 
47.8 
4:^.9 
44.2 
46.  7 
37.7 
,50.8 

46.3  ' 

1905 

1906 

1907 

1908 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

1910 

1917     ..    . 

1918 

Period .... 

Precipitation. 


S,?f  ?: 


I  0)  ;''  _  = 


Average  number  of 

days. 

^ 

>>>; 

>. 

c3 

-3 

0 

s° 

0 

CL,  a 

y 

i:i 


16 

'2.79 

9 

14 

5  i 

16 

7.  '25 

10 

12 

4 

11 

3.  ^25 

7 

14 

8 

12 

5.81 

10 

14 

7 

•,>3 

2.84 

7 

13 

9  1 

7 

■2.81 

7 

17 

7  1 

12 

'2.36 

5 

18 

7  ( 

18 

4.94 

9 

11 

7 

18 

•2.88 

8 

12 

5  1 

16 

4. '25 

9 

10 

11 

4.80 

13 

6 

6 

17 

3.27 

/ 

18 

5 

11 

2.43 

9 

16 

6 

-6 

1.47 

6 

15 

6 

17 

5.  :55 

9 

12 

6  I 

-6 

3.39 

8 

14 

7  ' 

12  w. 

15  ne. 

9  sw. 

10  w. 

9  w. 


6 
13 
14 
14 
19 

8 

10 
13 


ne. 
sw. 


lie. 
w. 
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Daily  Temperatures  for  December,  1918. 


Stations. 


12       3       4       5       6       7 
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Minimum. 
-Maximum 
Minimum. 
Maximum 
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.Minimum. 
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GENERAL  SUMMARY. 

Wide  seasonal  temperature  and  precipitation  departures 
marked  the  general  weather  conditions  of  1918,  as  in  the  two 
preceding  vears.  January  was  the  coldest  month  during  the 
past  32  years,  and  July  was  the  coolest  montli  of  the  name  on 
record.  Serious  deterioration  of  crops  occurred  in  August,  in- 
cident to  heat  and  drought,  and  September  was  the  coolest  of 
record  since  1888,  with  early  autumnal  frosts  appearmg  two 
days  earlier  than  the  record  in  the  northwestern  counties. 
However,  the  remarkably  long  growing  season — in  fact,  the 
longest  of  record  in  a  large  portion  of  the  Section— was  attended  | 
by  material  improvement  in  crop  fruitage,  especially  as  to  cot-  j 
ton,  maturity  having  been  reached  before  damaging  frosts 
occurred. 

In  consequence  of  the  unusually  severe  winter  and  the 
soggy  condition  of  the  soil,  all  farm  work  was  practically  sus- 1 
pended  during  January.  February  and  March  were  marked  by 
unusual  warmth,  and  the  growing  season  opened  nearly  three  i 
weeks  early;  corn  planting  extended  northward  over  the  lower  | 
Piedmont  by  the  close  of  March,  and  cotton  planting  became  1 
quite  general  on  the  coastal  plain.  Much  cold  weather  pre- 
vailed during  the  next  two  months,  with  the  wettest  April  of 
record,  resulting  in  irregular  germination  and  unsatisfactory 
stands  of  corn  and  cotton  and  other  spring  crops.  In  conse- 
quence, much  of  the  seasonal  advance  of  vegetation  was  lost  by 
the  close  of  May.  Precipitation  was  noticeably  deficient  during 
June  and  July;  cotton  maintained  good  to  excellent  condition, 
:  but  all  other  crops  suffered  from  semi-drought.  The  hot  weather 
and  deficient  rainfall  during  August  was  attended  by  general 
I  deterioration  of  crops,  including  cotton.  Marked  improvement 
attended  the  rains  of  the  tirst  week  of  September,  but  the  early 
i  cotton  and  early  corn  crops  were  practically  past  recovery,  and 
a  late  season  then  became  necessary  for  the  intermediate  and 
late  crops  to  satisfactorily  mature.  A  warm  October  was  es- 
pecially favorable  for  all  late  crops  and  the  housing  of  products. 
The  late  growing  season,  which  ended  in  November  and  about 
i  two  weeks  later  than  usual,  added  materially  to  the  late  cotton 
top  crop.  December  was  unusually  mild  and  pleasant  until 
about  Christmas,  when  the  usual  winter  conditions  set  in,  the 
mean  temperature  being  13.1°  above  that  of  December,  last 
year. 
J  The  last  general  spring  killing  frosts  occurred  on  March 

I  11  and  12,  and  the  first  general  killing  frosts  of  autumn  oc- 
curred between  November  2  and  14.  The  average  latest  spring 
killing  frost  date  for  1918  was  March  4,  or  18  days  earlier 
than  normal,  and  the  average  earliest  autumn  killing  frost  date 
was  November  22,  or  12  days  later  than  normal.  The  growing 
season  was  263  days  in  length,  or  30  days  more  than  normal, 
and  longer  in  a  large  portion  of  the  Section  than  any  previous 
season  of  record. 

During  the  growing  season,  March  to  September,  inclusive, 
the  total  rainfall  was  27.91  inches,  or  3.18  inches  below  the 
32-yeai  average.  There  was  a  deficiency  of  nearly  4  inches  dur- 
ing the  summer  months  when  rainfall  was  most  needed. 

Freshets  in  the  Santee  and  Pee  Dee  River  Districts  during 
portions  of  8  months  of  the  year  were  attended  by  unavoidable 
losses  approximating  $4.58,039,  and  the  value  of  movable  prop- 
erty saved  by  timely  flood  warnings  has  been  conservatively  es- 
timated at  $371,677. 


The  annual  mean  temperature  was  63.2°,  or  0.3°  above  the 
32-year  normal.  The  warmest  month  was  August,  with  a  mean 
of  80.2°,  or  1.3°  above  normal;  coldest  montli,  January,  with 
a  mean  of  37.3°,  or  8.2°  below  normal,  and  the  coldest^  of 
record.  The  highest  annual  mean  at  any  station  was  66.4  at 
St.  George,  Dorchester  County;  lowest  annual  mean,  60.2°  at 
Greenville,  Greenville  County,  and  at  Landrum,  Spartanburg 
County.  The  highest  temperature  was  106°  at  Blackville, 
Barnwell  County,  on  June  1,  and  at  Allendale,  Barnwell 
County,  on  August  16;  lowest  temperature,  2°  below  zero  at 
Landrum,  Spartanburg  County,  and  at  Newberry,  Newberry 
County,  on  January  1. 

The  average  annual  precipitation  was  46.48  inches,  or  1.16 
inches  below  the  32-year  normal.  The  greatest  annual  amount 
at  anv  station  was  70.59  inches  at  Liberty,  Pickens  County; 
least  annual  amount,  31.33  inches  at  Charleston.  The  greatest 
monthly  amount  was  15.11  inches  at  Oaks,  Georgetown  County, 
in  April;  least  monthly  amount,  0.27  inch  at  Charleston,  in 
June.  The  greatest  24-hour  amount  at  any  station  during  the 
year  was  7.32  inches  at  Greenville  on  October  24-25  The 
average  annual  numl)er  of  days  with  measurable  precipitation 
was  94;  greatest  number  at  any  station,  137  at  M'alballa, 
Oconee  County ;  least  number,  68  at  Georgetown,  Georgetown 
County,  and  Heath  Spring,  Lancaster  County. 

The  total  amounts  of  snowfall  ranged  from  Traces  to  10.2 
inches,  and  the  snows  were  confined  principally  to  three  periods 
in  January. 

The  average  annual  atmospheric  pressure,  determined  from 
reports  of  8  regular  Weather  Bureau  Stations,  was  30.06  inches. 
The  highest  pressure  in  the  region  covered  by  the  reports  was 
30.75  inches  at  Asheville,  N.  C.  on  Pebruary  21,  and  in  the 
Section  proper,  30.65  inches  at  Columbia  on  February  21  and 
December  19;  the  lowest  pressure  was  29.01  inches  at  Char- 
'lotte,  N.  C,  on  January  11,  and  in  the  Section  proper,  29.05 
inches  at  Greenville  on  the  same  date. 

The  average  annual  sunshine,  determined  from  S  auto- 
matic records,  was  68%  of  the  possible  amount.  The  average 
number  of  clear  days  was  186;  partly  cloudy,  85,  and  cloudy. 
94,  as  against  normals  of  170,  102,  and  i)3  days,  respectively 

The  average  annual  relative  humidity  at  8  a.  m.  was  81%, 
and  at  8  p.  m.  70%. 

The  prevailing  wind  was  from  the  southwest.  The  average 
annual  hourlv  wind  velocity,  determined  from  8  anemometer 
records,  was  8.0  miles.  The  highest  recorded  velocity  during 
the  year  was  63  miles  per  hour  from  the  southwest  at  Columlna 
on  January  11,  or  3  miles  per  hour  above  the  record  for  that 
point. 

A  remarkably  brilliant  meteor  was  observed  tbrougliout 
South  Carolina  and  adjacent  states  during  the  evening  of  April 
23,  1918.  

WEATHER  BY  MONTHS. 

Janvnni. — The  year  opened  with  the  coldest  month  of  re- 
cord, and  zero  temperatures  were  recorded  for  the  first  time  in 
January  during  the  past  32  years.  The  longest  period  of  sus- 
tained cold  on  record  ended  with  the  warm  wave  of  the  26tb, 
the  abnormally  low  temperatures  having  continued  since  De- 
cember 6,  1917,  resulting  in  material  damage  to  winter  wheat 
and  oats  that  had  lieen  sown  broadcast.  Precipitation  was  con- 
siderably above  the  average,  and  the  snowfall  ranged  from  traces 
to  10.2  inches.  Moderate  floods  occurred  in  the  Santee  and  Pee 
Dee  River  Districts  at  the  close  of  the  month. 

Fehnmrii. — Exceptionally  warm  weather  prevailed  during 
February,  as  a  whole — in  fact,  the  warmest  since  1890 — and  all 
vegetation  quickened  accordingly,  with  the  growing  season 
about  one  week  early  at  the  close  of  the  month.     Much  of  the 
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winter-killed  grain  land  was  turned  to  spring  oats,  which  came 
to  good  stands.     Precipitation  was  decidedly  below  normal. 

Winter. — Mean  temperature,  42.5°,  or  3.7°  below  normal. 
Precipitation  averaged  7.81  inches,  or  3.28  inches  below 
normal. 

Marcli. — Like  the  preceding  month,  March  was  unusually 
warm  and  exceptionally  dry.  Outdoor  work  made  good  pro- 
gress; corn  planting  e.xtended  northward  over  the  central  coun- 
ties, and  cotton  planting  l)ocame  general  on  the  coastal  plain 
by  the  close  of  the  month,  when  the  woods  had  l)econie  green 
throughout  practically  the  entire  Section.  Unavoidable  flood 
losses  during  the  month,  estimated  at  $5,773;  value  of  movable 
propertj'  saved  by  timely  warnings,  851,900.  General  killing 
frosts  were  confined  to  the  close  of  February  and  the  early  part 
of  March. 

April. — The  temperature  was  somewhat  below  normal,  with 
a  period  of  abnormallj'  cold  weather  between  the  6th  and  14th. 
The  precipitation  exceeded  all  previous  April  records.  Snow 
flurries  occurred  up-State  on  tlie  9th  and  11th.  Cotton  de- 
veloped irregular  stands,  incident  to  cold,  wet  weather,  but  all 
otber  crops  maintained  generally  good  to  excellent  condition. 
Tobacco  transplanting  was  finished  during  the  month.  Flood 
lo.sses,  estimated  at  $45,716;  value  of  movable  property  saved 
l\v  warnings,  estimated  at  $107,527. 

Mny. — The  month  opened  una.isually  cold  and  closed  abnor- 
mally warm.  Precipitation  was  near  normal,  but  was  badly 
distril)uted  as  to  amounts  and  time.  Planters  experienced  much 
difficulty  in  developing  good  stands  of  cotton,  incident  to  irre- 
gular thermal  and  moisture  conditions.  All  other  crops  main- 
tained good  to  excellent  condition,  except  tobacco.  Wheat  and 
oat  harvests  l)egan  a!)out  the20tii  and  extended  to  tlie  Piedmont 
by  the  close  of  tbe  month. 

Spring. — Mean  temperature,  64.4°,  or  1 .5°  al)0ve  normal. 
Precipitation  averaged  11.18  inches,  or  0.92  inch  al)Ove  normal. 

Jane. — Relatively  seasonal)le  temperatures  prevailed  after 
the  first  few  days.     Precipitation  was  noticeably  delicient  after 

(CONTINrED  ON  PAGK  104.) 
COMPABATIVE  DATA  FOR  SOUTH  CAROLINA. 


MONTHLY  AND  ANNTJAL  CLIMATOLOGICAL  DATA  FOR 
SOUTH  CAROLINA,  YEAR   1918. 


Months. 


Temperature.  Precipitation. 


!X  L-i 


t.  o 


I  i 


«2     -o 


January 

February. . 

March 

April 

May 

June 

July 

AuRust 

September 

October 

November. 
December  . 


37.3 

-8.2 

52.4 

+  5.4 

59.7 

+  4.9 

61.0 

-1.3 

72.6 

+  1.1 

77.0 

-0.6 

77.5 

-2.3 

80. 2 

+  1.3 

69.  8 

-4.3 

67.3 

+  4.0 

53.  0 

-0.7 

50.8 

+  4.5 

82' 
88 
89 
92 
100 
106 
103 
106' 


-2' 

11, 
29 
32, 
31 

5o: 

50, 

961  36 
93,  33i 

86|  26l 
821  17] 


4.45, 

1.89 
1.83 
5.  82| 
3.48| 
3.  44i 
5.  0'2i 
4.4£ 
3..S7' 
3.  7o 
3. 13' 
5.35 


+  1.04 
-2. 46 
-2.C4 

+2. 94l 
+0.02 
- 1. 52 
-0.80 
-1.661 
-0. 12i 
+0.611 
+0.  S5i 
+  1.96| 


10.40;  80 

3.55    81 

2.99 
1.5.  11 

8.28 

7.69 

9.70 

8.11 

7.03:  84 
13.91    85 

5.89;  82 
13.44    84 


Temperature. 

Precipitation 

-■Vverasre  number  of 
days. 

"i 

.S.2 

Year. 

a- 

tc 

o 

i 

> 

Average 
flays  with 
0.01  inch 
or  raore. 

Si 

5-0 

■a 

s 

Prevai 
wind  ( 
tion. 

1887 

62.3 

61.8 
62 .0 
64.4 
63.0 
62.4 
63.0 
63.  5 
61.9 
63.  9 
63.3 
63.2 

62.  8 
63.2 
61.1 
62.6 
62. 2 
61.7 
62.6 
63.3 
63.3 

63.  7 
63.4 
62.7 
64.9 
62.5 
63.  8 
62.  5 
62.  9 
63.4 
61.4 
63. 2 
62.9 

no 

108 
102 
104 

""'W2 
104 
105 
105 
10-1 
107 
106 
105 
106 
102 
107 
105 
105 
107 
102 
106 
100 
105 
103 
106 
109 
109 
108 
106 
103 
102 
106 
110 

5 

13 

10 

11 

13 

6 

3 

-1 

-6 

5 

3 

8 

-11 

I 

2 

10 

10 

8 

0 

11 

12 

12 

7 

11 

16 

6 

16 

11 

17 

10 

-6 

-2 

-11 

43.43 
54.63 

46.  76 

42.  29 

47.  52 
47.36 
53.  68 
50.49 

48.  99 
44.  95 
46.  40 

49.  26 
46.  76 
49.  79 
54.98 
46.  43 
50.87 
40.  98 
45.10 
54.81 
47.79 
53.  33 
44.61 
45.31 
39.  80 
5-1.  32 
47.57 

43.  39 
■:8.89 
43.91 
43.49 
46.48 
47.64 

101 
104 

86 

1888 

sw. 

1889 

se.    t 

1890 

1H91 

1892 

1893 

98 

105 
88 
86 
99 

107 
95 
96 

106 
98 

103 
95 
92 

107 
99 
94 
91 
91 
91 

102 
93 
96 
93 
93 
97 
94 
96 

1894 

154 
1.54 
103 
158 
143 
158 
167 
167 
172 
166 
188 
169 
159 
157 
169 
178 
181 
161 
177 
181 
163 
190 
184 
192 
186 
170 

123 

116 

119 

102 

HI 

104 

99 

102 

99 

95 

87 

85 

103 

123 

114 

113 

111 

120 

70 

81 

110 

92 

97 

85 

85 

102 

88 

95 

84 

105 

HI 

103 

99 

96 

94 

104 

91 

111 

93 

75 

83 

73 

73 

84 

119 

103 

92 

83 

85 

88 

94 

93 

1895 

sw. 

1896 

1897 

sw 

1898 

1899 

sw 

1900 

1901 

sw 

1902 

sw. 

1903 

1904 

sw.   t 
sw.   t 

1905 

1906 

1907 

sw. 

1908 

1909 

1910 

sw. 

1911 

1912 

sw. 

1913 

1914 

w. 

1915 

1916  

sw 

1917 

1918 

Period.... 

SAV, 

sw. 
sw. 

t  Also  other  directions. 


Annual...    63.2»+0.3;  106l-2j  46.48|*-1.16   15.1l|  81   70i    68 


Number 
of  days. 


52 
60 
63 
53 
72 


69     63 

68     59 


68      66 
76'     43 


10  13 
14 
6   16 


Wind. 


<a  to 


12  9.9'  w. 
'  9.3,  SW. 
9.6|  SW. 
9.21  sw. 
7.3,  sw. 
7.2|  ne. 
6.1  sw. 
6.6!  sw. 
6.4;  ne. 
7.8|  ne. 
7.6  lie. 
8.8   w. 


94186   85!  94   8.0;  .sw 


•  From  .32-year  averages. 

KILLING  FROST  OR  FREEZING  TEMPERATURE  DATES  AND 
GROWING  DAYS. 


1918.              1 

-Vverages- all  records. 

Station.s. 

Last  in 
spring. 

First  in 
autumn. 

Last 
spring 
dale. 

First 

autumn 

date. 

'=  :=  tc ;' 
y.  ti'"  ~ 

Eastek.n  Portion-. 
AUcuflale 

1 

Mch.  13  '  Nov.  16 
Feb.  28      Nov.  30 
Mch.  19     Nov.  14 
Mch.  23      Nov.    5 

248 

Beaufort 

Jan.   -24 
Feb.     5 
.Mch.  30 
Mch.  31 
I'eb.     5 
l>b.   22 
Feb.   -23 
Apr.     6 
Mch.  31 
Mch.  12 

Feb.  "e 
Feb.   24 
Mch.  31 
Mch.  31 

::::::;::. 1 

275 

Blackville 

Nov.    3 
Nov.    3 
Dec.   29  1 

'Nov'.'s' 
Nov.    3 
Nov.  14 
Dec.   26  ; 
Nov.    8  ; 
Nov.  14  1 
Nov.    8 
Nov.  14 
Nov.  11  1 
Dec.   -28  i 
Dec.   29  1 
Nov.  14 
Nov.  14 
Nov.    3 
Dec.   26 
Nov.  14 
Nov.    8  ; 

'Nov'.'-ii' 

Dec.   29 
Nov.  13  ■■ 
D(>c.   25 
Nov.  !3  1 

'Nov'.'i3'' 
Dec.   26  ; 
Dec.     2 
Nov.  13 
Dec.  26 
Nov.  25 
Nov.    2 
Nov.  13 
Nov.  13 
Nov.  13 
Nov.    3 
-Nov.  -25 
Nov.  13 
Nov.    2 
Nov.  13 
Nov.  13 

210 

Howmun 

•227 

Cha  rleston 

i'eb.  iii    iiiec.  ii 
Apr.     I      Nov.    3 
Mch.  19     Nov.    8 
Mch.  22  ;  Nov.    1 
M<>h.  25  ]  Nov.    7 
Mch.  2-2  1  Nov.    9 

•2i)5 

Chcraw 

216 

22S 

Darlington 

217 

Fergirson 

227 

I'lorence  ( 1 ) 

232 

Uiirnett " 

<icorgetown 

Mch.  10  ,  Nov.  21 
.\lch.  13  1  Nov.  19 

256 

Kiiig.stree 

251 

Oaks 

Orangeburg. 

> 

Paris  Island .       .    .         .     . 

Pinopolis 

Feb.     6 
Feb.     6 
I'Vb.     6 
.Mch.  11 
Feb.     6 
Feb.  25 
Feb.     6 

'i''cb."27' 

Feb.     6 
Mch.  1 1 
Feb.     7 
Feb.  27 
Feb.     6 
Mch.  11 
Feb.     6 
Mch.  11 
Mch.  12 
Mch.  11 
Mch.  11 
May     2 

Mch.    4 
Mch.    9 
Mch.  13 
Mcii.  19 
M(h.  r. 
Mch.  15 
Mch.  11 

Mch.  16 


Mch.  30 
Mch.  2S 
Mch.  29 

'.McilV2-y 
Apr.     3 
Mch.  20 
Apr.     6 
Mch.  23 
Mch.  27 

Nov.  29 
Nov.  15 
Nov.  14 
Nov.  10 
Nov.  14 
Nov.    9 
Nov.  14 

Nov.  14 


Nov.  10 
Nov.    4 
Nov.  11 

^N)v'."8' 
Oct.    31 
Nov.  18 
Nov.    I 
Nov.    9 
Oct.   31 

270 
251 

St.  Matthews 

246 

Society  Hill 

■23-! 
2^4 

Walterboro 

Vemassee 

Noniia  1 

Averages  for  1918 

Wksikii.n  Portion-. 

Aiken  

.\uderson     . .             

23U 

248 

243 

205 

225 
•2-21 

Batesburg 

227 

Camden 

231 

211 

Columbia 

243 

(irecnville 

■209 

231 

Heath  .Spring 

218 

Kersliaw. 

Landrum 

Laurens                                               * 

Mch.  11 
Mch.  11 

Apr.     1 
Mch.  24 
Mch.  23 
Mch.  25 
Mch.  .-iO 
Apr.     3 
Apr.     4 
Mch.  24 
Mch.  17 

Nov.    1 
Nov-.  12 
Nov.    2 
Nov.    4 
Nov.    1 
Nov.    2 
Oct.    29 
Nov .    1 
Nov.  16 

214 

Little  Mountain 

233 

Mei-i\\'ether 

224 

Mch.  11 
Mch.  11 
Ai.r.   13 
-Mcli.  11 
Mch.  11 
Mcli.  12 

224 

Newberi'y 

216 

Saluda 

213 

Santuck  

208 

Spartanburg 

221 

'lYentou      

244 

Walhiilla 

Nov.    2 
Dec.   26 
Nov.  25 

White  Oak 

Mch.  11 
Mch.  11 

Mch.  27 
Mch.  28 

Mch.  27 

Nov.  14 
Nov.    7 

Nov.    6 

232 

A\'inthroi>  College 

224 

224 

Averages  for  1918 

Mch.    8 

Nov.  23 ; 

260 

Sectioit  Normal    

Mch.  22 

Nov.  10 

233 

Section  averages  for  1918 

Mcii.    4  1  Nov.  22  1 

263 

Note.— Killing  frost  data  in  above  tabl'-  determined  according  to  the  following 
standard  :  Last  or  first  clear  or  partly  cloudy  day  with  temperature  of  32°  or  lower  and 
last  or  first  cloudy  day  with  31°  or  lower,  but  without  rain,  sleet  or  snow;  in  case  of 
precipitation,  then  the  next  succeeding  day  with  proper  temperature  and  weather  was 
used.  The  average  number  of  growing  days  is  the  difference  between  the  average 
spring  and  autumn  killing  frost  dates. 


Year,  1918. 
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Climatolog-ical  Data  for  the  ITear  1918. 


Counties. 

> 
S 

Temperature 

(degrees  Pahrer 

heit). 

Stations. 

1 

3 

c 
a 

e 

3 
C 
p 

Eft 

V 

6 

0 

(ft 
0 

6 
0 

? 

■5 '"' 

a; 

37 
33 

35 
18 

3 

48 
36 
31 

24 
31 
28 
33 
37 

37 

1 

26 

37 

3 

3 

EA.STERN   POKTIO.N-. 

186 
21 
296 
160 

43 
48 
144 
25 

175 
143 
106 
63 
136 

136 
82 
12 
54 

264 
13 
54 
97 

109 

269 
192 
75 
69 
24 

527 
764 
656 

21-3 
COS 

222 
562 
402 
S50 
351 

32 
31 
31 
18 

3 
48 
32 
22 

21 

106 

Aug.  15 

lit^aufort 

Ilei^ufort            .... 

14 
10 
6 

5 

18 

5 

6 

6 

Jan. 
Jan. 
Jan. 

Jai. 
.Tan. 
Jan. 
Jan. 

Jan. 

1 

It 

1 

1 

13 

4 

1 

1 

Klaolcville 

IJarnwell 

■63.'2' 

03.9 
65.9 

63.' 9' 

106 
104 

99 
100 
101 

99 

June    1 
June    21 

June    II 
July     7 
June    2t 
June    It 

Kowinau 

OraugobuiK 

Chai'lestcn 

Ci'urleston 

Chestertieid 

Horry 

f'tuiwav 

Darlington 

Hamburg 

Kili-.t'j  tt 

l^ltiugi'ani 

I-'lorenee      

Ferguson 

Florence  1 

Orausebiirg 

Florence 

31 
31 

2 

1 

20 

31 

3 

3 

63.5 
63.9 

102 
102 

Aug.  14 
June    2 

13 
9 

.Ian. 
Jan. 

4 
13 

Cia'lltrtt 

Haiu|tioii 

lii'orgitown 

Khigstic-e 

<  )aks  

Oeorgi  town 

Williamsburg 

(ieorgotov,  n 

Orangeburg 

Beaufort 

lierkeley 

66. 0 
63.9 

6.3.5 

104 
101 
98 

105 

Aug.  15 
Aug.  14 
July     0 

Aug.  14 

13 
9 

10 

Jan. 
Jan. 
.Jan. 

Jan. 

1 
1 

1 

It 

Orangeburg 

I'aris  Island 

22 

94 

July     7t 

16 

Jan. 

1 

72 

8 
37 

37 
28 
21 
16 
30 

53 
35 
35 
14 
26 

71 
13 
14 
27 
32 

0 

0 

35 

35 

17 

3 
4 

1 
26 
20 

10 
12 

3^ 
15 
17 

20  i 
37 
26  \ 
17  ! 
3 
19 

1 

St.  (ioorge 

St.  Mattlvvs 

Dorehe.'ter 

o2 

32 

28 
21 
16 
25 

29 
31 

31 

66.4 

1)2.' 5' 
64.9 

'esii' 

64.4 

65.7 
61.3 

62.8 

104 

1C5 
102 
101 
102 
101 

106 

101 
98 
100 

Aug.  14 

June    2 
June    2t 
June    2 
June    2+ 
June    2t 

June    It 

June    2 
June    It 
Aug.  14 

10 

5 
8 
10 
10 
11 

5 

9 
3 
9 

Jan. 

Jan. 
Jan. 
Jan. 
Jan. 
Jan. 

Jan. 

Jan. 
Jan. 
Jan. 

1 

1 
1 
1 
1 

1 

1 

13 

It 
13 

Sofipty  Hill 

SlUiUiHTvillt" 

A\'ulterhoi'(> 

Harlingtou 

lore   ester 

Colleton  

Hauipton 

Division  menus  ami 

v>';;>TK:t.\  poniiox. 
Aiken 

e.\tren:e.s. 
Aiken    . 

An(:i>rs()ii 

llatesluir;,' \ 

I'l'uirs 

Auiierson 

Lexinr^ton 

I-'airiield 

(.'alhouu  Kali.s 

Caiiiden 

Abbeville 

Kershaw 

^o^k 

.... 
42 

102 

June    It 

5 

10 

Jan. 
Jan. 

It 

1 

1 

<"ein>()n  Colle'^'e 

Coiuni'bia 

Oconee 

Ilichland  

24  i  60.9 
32      64.0 

93 
101 

June    It 
June    2 

0 
6 

.Tan. 
,ian. 

1 
1 

liilgeliol.l 

(Jaston  S  oalslt 

'Ireenviiso : 

lirepuv.ood 

Heath  Spring 

Kersliaw 

Landnini 

C    (M'okee        ,      ... 

680 
9S9 

671  ; 

51.8 

5'0 
1063 
5-9 
900 
711 

450  I 
4i'0  1 
13SU 
f02  ' 
8.^)0 
536  i 

512  ' 

875  ; 

(:20 
M61   1 
548  1 

C!-o  ; 





:::::::::: 

<4reenville  

(Ireenwooil  

l^ancaster 

Kershaw 

S:artai:burf: 

17 

3 
4 

1 

16  i 

'■■^ 
3 

00. 2 

'f.6.2' 

■fii.'s' 

03.5 

90 
98 
100 

103 
98 
99 
9ft 

103 

104 
102 

Aug.     0 
June    2 
June     1 

Aug.  14 
June     1 
Juno    2 
June    2 
July     6 

June    2 
Aug.  14 

4 
4 

6 

Jan. 
,Iaii. 
Jan. 

Jan. 
Jan. 

13 

13 

Liberty  

Little  Mountain 

.Meriwether 

0 
9 

8 
8 

-  1 

-  2 

.'an. 
Jan. 

Jan. 
Jmu. 
Jan. 
Jan.. 

It 

It 

Newberry ! 

KdgeJiejd 1 

()cou"e  .    

New  berry 

Vnder-tm 

Ne'vberry 

Pelzer  .     . 

27 

63. 2 

102 

June     1 

Saludi! 

17  ,   62.7 
26      61.6 

101 
102 

ioi  ! 

](K)   1 

101 
100 
101 

104 
106 

July     6t 

June    2 
June    1 
Aug.  15  1 
Aug.  15  1 
Aug.  U  ! 
Aug.     0  1 

June    2 

Juno    It 

4 

2 
3 

Jan. 

Jan. 
Jan. 

sanlnek  

Tnion ! 

Spartanburg 

Spartanburg i 

F'-gefiv!il 

31 

26 
17  1 
3  j 
19  1 

1 

60.5 

'62.' 9 
62.1 

62.2 

63.2 

WaUmlla     .                  , 

Oconee                      j 

;::::.";;: 

Wlilte  Oak 1 

Fairfield.  . 

4 

7 

-  2 

—  2 

.Jan. 
Jan. 

Jan. 

Jan. 

1 
13 

1 

1 

Winthrop  College  tt. .  i 
]livi-io!i  means  and  t 

'i  ork 

;xtrenics. 

rPi:ie.<.                         '. 

1 

r 

•ecijiitat 

ion  ( 

ifl'.es) 

! 

C 

t; 

c. 

:d 

'2 

^ 

c 

+^ 

E: 

tj 

c 

X       1 

c 

■s. 

s 

■r. 

•a 

^ 

CS 

0 

K^ 

V- 

H 

Sky. 

i   ■->      i 


42.  56 
50.09 

53.74 
31. 33 
39.23 
49.04 


39.  02 
48.  12 
46. 83 
47.10 

52.14 


48.99 
45. 00 
.50. 88 

40.67 


41.06 
34.  72 

42.  00 

42.  74 
48.81 
39.09 
38.19 

43.  74 


7.34 
9.70 

12.  58 
7.09 
6.80 
8. 99 

6.18 
7.10 
8.33 
0.12 
7.08 

8.28 


8.00 
5.81 
15.11 

7.00 


8.91 
6.00 
5.28 

6.95 
6.  52 
8.56 
5.13 
4.73 

1.5.11 


33.70  1  5.04 

56.55  i  7.71 

43.77  '  6.32 

42.90  i  0.00 

56.75  I  7.85 


35.42 

44.73 
44. 30 
03.  07 
33.  70 

38.  73 
55. 37 
60.93  i 
47.83  I 
35.11  I 

39.53  ' 
62.85  ! 


5.86 
0.84 
5.  96 
10.  ,55 
7.23 

7.05 
7.49 
11.41 
6.12 
5.66 

5.04 
12.15 


70-59 
43.  78 


39.70 


10.40 

8.78 


7.64 
5.72 


47.  46 
59.29 
41. 34 

47.37 
48.80 


6. 29 
9.  51 
5.58 


5.73 
8.39 


0.3.01 
48.  66 
47.83 


13.91 
7.20 
7.30 


48.77  I     13.91 
40.48  '     15.11 


Apr. 
July 

Apr. 
July 
Apr. 
Apr. 

.\pr. 
July 
Apr. 
Sept. 
May 

May 


0.67 


Apr. 
Sept. 
.\pr. 

Aug. 


July 
Dec. 
July 

July 
May 
July 
Apr. 
May 


1.54 
1.46 

0.89 
0.27 
1.61 
0.73 

0,72 
1.57 
0.69 
1.36 
1.43 

1.37 


0.50 
1.59 
0.64 

1.30 


0.87 
1.53 
0.92 

1.47 
1.47 
0.  97 
1.45 
1.09 


Apr.  '  0.27 


.\l>r. 
Dec. 
Apr. 
.\pr. 
Doc. 

,\pr. 
Apr. 
July 
Oct.  ! 
-■Vpr. 
I 
.\pr. 
Oct. 
Oct. 
Dec. 
Apr. 

Jan. 
Oct. 


1.53 
2. 22 
1.99 
1.87 
1.94 

1 .28 
1.48 
1.36 
1.77 
1.15 

1.16 
2,11 
2.14 
1.97 
1,70 

1.48 
2.19 


Jan. 
Jan. 


Jan. 
Apr. 


2.34 

1.80 


1.00 
1.55 


Oct. 


Mar. 
Oct. 

Mar . 
June 
Jlar. 
Oct. 

Mar. 
Feb. 
Mar. 
Mar. 
Feb. 

Mar. 


Oct. 
Mar. 
Oct. 

Oct.'5 


Oct. 
Mar . 
Oct. 

Oct. 
June 
Mar. 
Oct. 
Oct. 

Jinie 


Sept. 
Mar. 
July 
Feb. 
Feb. 

Oct. 
Apr. 
Mar. 
May 
July 

Mar. 
Feb. 
July 
Feb, 
Feb. 

Feb. 
Mar. 


Jan. 
Oct. 
Apr. 

,Iuly 
Oct. 


1.70 
2. 1!G 
l.liO 

1.50 
1.95 


Mar. 
Feb. 


May 
Sept. 


Oct.   i  1..58 

Jan.  I  1..53 

Apr.  j  1.37 

Oct.  '  1-00 

Apr.  i  ^27 


Feb. 
JIar. 
Mar. 

Feb. 
.May 


May 
F-eb. 
Feb. 

May 

June 


1.3 
1.3 

2.1 
0.5 
1.6 
T, 

1.5 
2.0 
1.0 

0.7 
2.0 

1.0 

't.  " 

0 
1.0 


T. 
2.5 
1.0 

1.5 
0.3 
0,5 
T. 
0.0 


T, 
1.5 
4.7 
1.0 
3.4 

1.0 
2.0 
2.5 
2.0 
1.0 

1.9 
10.1 

2.8 
5.2 
1.0 

0.5 
6.6 


08 
74 

108 


10.2 
0.5 


1.0 
0.9 


4.0 
3.0 
3.0 

3.5 
1.5 


3.0 
2.0 
3.8 


2.1 


87 
98 

70 
98 
102 

"m 

83 


87 
111 
91 
97 
92 

88 
86 
9-i 
70 
104 

87 
104 
131 
87 
08 

95 
117 


230 
208 


1,31 
160 


174 


219 


224 
210 


182 


215 

214 
214 

84 


238 
195 


226 
216 
199 


170 
219 


220 
141 


109 


114 
118 
92 

107 


137 
95 
70 

98 

94 


125 
"96' 
246 


144 

218 


113 
'i24 
'223' 

172 


137 
243 
146 


1.33 

88 


43 


89 

59 

244 


128 

"•m 

12 


1.52 
36 


188 

"03' 
107 


136 
.50 
154 


101 
117 


109 
60 


48      e. 
113      e. 


140 


99  ■  sw. 


02 
92 
37 


S. 
SW 


100     ne. 
88     SW. 


120  ':  w. 
139  W. 
91      SW. 


132 


128  1  no. 


112 
"69 
107 


ne. 
w. 


69  I  SW. 
HI  1  w. 

I 


64  I  SW. 

'iib'   SW.' 


79     w. 

86  '  ne. 


92  j  bw. 
72  I  SW. 
05  [  s. 

100  '  SW. 

91  I  SW. 


t  On  other  d;itcs  also. 

"  Tempen'f.ne  data  are  from  observed  readings  of  t'le  dry  bulb;  means  are  computed  from  observed  readings. 

tt  I'ostotlice  nddres.ses  of  ti;ese  stalionsare  us  follows:  Of  Kdi.sto,  Kmbree;  of  tiaston  Shoals,  lilaeksburg;  of  Wiutlircp  College,  Itock  Hill. 
jAlso  in  .\pril. 
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Year,  1918 


Monthly  and  Annual  Precipitation  for  the  Tear  1918.  with  Departures  from  the  Normal. 


January. 


Stations. 


EASTKKK  PORTION. 


.\llpndale  . 
Bi>aufort  . . 
lUaekville 
Howman  . . 


f'piitenary.. 
Charleston . 

Cheraw 

Conway. . .. 

Darlington. 

Edisto 

Kffinsrliani  . 
For.aruson  . . 
Florpuco  1 . . 


Florence  2. . . 

flarnett 

•  toorgptown. 
Kinsstree  . . . 
Oaks 


Orangphurg. 
I'aris  Island. 
Pinopolis  . .. 

Rimini 

St.  Ciporgc. . . 


February. 


March. 


April. 


May. 


■^    I     » 


June. 


July.      I    August.    I'-Vptcml  er. 


October.  iNovembrr.iDcccmber.     Annual. 


c 

^ 

.; 

e 

c 

C 

■^ 

0) 

*i 

u 

" 

c' 

+^ 

o 

" 

rf 

a 

S 

i~ 

cs 

3 

a 

'H. 

c 

X. 

c. 

"E. 

a 

y) 

a 

o 

§. 

u 

c 

ij 

» 

i. 

i. 

^ 

- 

~ 

£ 

^ 

^ 

<^ 

P^ 

4.16 
2.1.3 

3.02 

1.  i:i 

2.78 
3.  7(i 

2.27 
2  I'.i 
2.10 

2.  62 
1.56 

2. 4t) 


4.00 
2.96 
2.  62 


X  10 


1.66 
2.  96 
1.96 


'  o.ai  • 

+  1.22    1.71 

-0.99   2.35- 

I 

I   1.70 

-  2.32  1.31;- 
-0.04  1.62  • 
+0.29    2.  72  ■ 

-0.23!  0.80 

-0.  88|  I..'i7  ■ 

-1.24  1.79 

-0.721  1.95 

-1.18,  1.43 


3.08  ..... 

-2.76,  1.54 

-1.88i  2.07 

I 

0.89 

-2.10,  1.65 

-2.  70i  1.  61 

-1.87|  0.85! 

-3.801  0.72' 

-3.441  1.61 


-3.64; 
-2.13 
-2.97 


0.69 


-0.34    1.49  -2.91i   1.37 


+0.  65 
-O.Oll 


-1.54 

-h'.'-'i 


l.Sj 
2.09 
1.97  . 
i 
1.30  , 


-2.69! 
-2.14- 


2.75 
1.  .59 
1.02 

1.40 


-2.15 
-2. 12 


-2.07 
-2.11 
-2.  85 

-2.59 
-2.  45 
-3.  3S 
-2.03 
-0.75 


4.71 


7.34 
4.70 


+2. 13 


+4.04 
+1.28 


12. 58 

2. 49  -0. 50 
6. 81)  +3. 9S 
8.99  +6 


6.18 
3.62 
8.33 
6.11 
5.74 


-1.58    7.94 


-0.70 
-1.86 


1.98 
1.94 

1.74 


-1.54 

-2:iii 


8.60 
5.41 
15. 1 1 


+5.  i: 


30 


3.55  .. 


1.14 
1.53 

i.oi! 


.^t.  Matthews 1  2. 87  -0. 19   2. 33 

Society  Hill ;  2. 66  -0. 25J  1. 58 

SnmniPi-villp I  1.6.'  -1.48]  1.66 

Walterboro ^  2.  16;  -<>.  76   2.  75 

Vemassee '<  1.77;-1.0'2j   1.19 


Division  means  and 

departures. 

WKsir.iiN  i'(ii:iioN. 


2.  .52i-0.5C    1.75 


I 

.\ilcen I  2.  79  -0.  81  2. 04 

Andeison \  7.21  +3.46,  2.53 

HatPsburg 4.45+1.20  2.09 

Blair* 1  5.21  +2.10,  1.8 


(,'alhoiin  Falls 


.    5.87  +2.52    1.94 


Camden J  1.83 

Catawba '■  5.85 

Chapnell.s I  5.  32 

flenisoii  College 10.11 

Columbia '  2.16 


Edgefield 

(Jaston  Shoals  . . 

Greenville 

(ireenwood   

Heath  Spring . .. 


5.3 

7. 29 


5.94 

3.07 


-1.56 
+2. 65 
+  2.47 
+  5.  .56 
-1.13 


+  3.45 
-1-3.1 
+2.  35 
-0.18 


Kershaw 5.  64 

Landrnni 6.26 

I.aurens 

Liherty 10.40  +6.13 

Little  Mountain 8.  7«i  +5 

Meriwether 7.  6 1! +4.  70 

Monetta 3  2(1  -0. 04 

Mountain  Rest 7.51 

Xewberry 6. 29 

Pelzer S.  26 

Saluda I  5.57 


Santuclc 

Spartanburg . 

Trenton 

Wallialla 

White  Oak 


.1  5.60 
.i  0.27 


+2.  84 
+  4.  52 
+2. 24 

+2.14 
+3.07 


7.71  +3.52 
7. 20'  +3.  92 


Winthrop  College 4.98  +1.96 


Division  mean.s  and 

departures. 
Section  means  and 

departures.  


5.99 
4.45 


+2. 59 
+  1.04 


-2. 61 1  1.58j 
-3.18   2.16 


-2.  78 
-1.57 
-2.84 


0.971- 
l..'i7!- 
1.74; 


-2.  51 
-2.'52| 

-1.94| 

-1.2'i 
-2.46i 
-2.  29! 
-1.83' 


3. 97 

3.  llj+0.25 

4.311  +  1.27 


2.  79; -0.58 


3.00-0.46 
2.321-1.09 

3.  55' 

3.65  +0.18 
4. 13, +0.59 
3. 37, +0.01 


1.21 
1.74 
1.93 
1.91 
7.68+4.13 


8.281  +  4.73 


76! +  1. 
73+0. 
17  .... 


4.43  -o.g; 


5.  95,-r0.33 
3.49;-  2.25 


3.78;-1.57!  3.17 


3.50-1.82    4.62-1.15 
9.70+4.16    5.861-0.06 


-2.59 


.5..56 4..56I ;  5.61!.. . 

0. 27  -5. 12  7.  69  +0.  43i  2.  87  -4. 10 

1.88-3.28  4.301-1.52;  3.71|-3.06 

2.53-2.54  5.11-1.38  7.40!-l-0.34 


■5.  44; -1.15 

2.05|-4.30 
2.70,-3.14 
3.18-2.23 

3.431-l.S 


1.701-4.19 
1.  82  -3.60 
1.32  ... 


2. 07! 


1.88 

4.571  +  1.39; 


2.  .531 -1.08 


6.04  +2.75  6. .521  +  3.  30 

5.44+1.96!  2.96-0.05 

5.13  +1.S0[  3.  05  -0.  f« 

4.19  +1.261  4.73  +1.43 


2.64    1.46;-2.15    6.21+3.1514.07+0.70 


2.92-3.01 

3.94! 

1.44! -.3.  99 

4.48-1.49 
1.471-4.36 
3.42-2.34 

2.  90! -3. 28 
3.06-3.12 


7.16 
5.  93 
5.46 

4.95I 


4. 38  -0. 57 

+  1.52:  2.  66! -3.  68 
+  1.45!  5.33|-1.08 
-0.46'  3.  37' -3.  96 
-0.45!  4.  69! -0.81 


6.75  +  1.35;  4.47  -1.03 


8.321  +  1.37 
.5.261-0.44 
7.15 


6.11 


8.91 
.5.75 
5. 28 


.3.(KJ|-4.04 
5.71-0.79 

1.991 

i 
7.00 


3.73 


2.10 
4.93 
! 
5. 27 
.3.10 
3.-33 
2.96 


-0.16 


-2.  -r. 

+  1.4; 


-2.36 

-0.30 

-1.89 


+2.  63' 
1:0:73! 


6.951  +  1.54 

3. 13; -3.  no 
8. 56! +2. 54; 
4.  96; -2.  381 
4.13-2.62' 


-2.04 

-2.  75 

3.79 


l.,57i 
2.22, 
2.24; 


1.65 
1.48 
1.82| 
2.71' 

1.42 

1.31 1 
2.  Hi 
2.991 
1.97! 
1.70; 

1.48 
2.69 


-2.03  2.15 
-3.22'  2.  08 1 

-2.30  1.81 
-3.03  2.79 
-1.89  1.36 
-2.72  2.78 
-3.171  1.54 

I   1.16 

-2.29  2.99 
-2.29i  2.  ,56 


-2.44  5.04:+1.9-Jj 

-2.81'  6.23  +2.9tl 

-2.33:  6.32+3.231 

-1.42  6.06  +3.95I 

-2.74  5.  75, +2.  17! 


1.60-1.861 
2.791+0.15, 
5.03i  +  I.6Il 
3. 13  -1-0.  .59: 
2.28-1.25, 


3.361- 

4.981 
4.31,- 

5. 28'  - 
3.  33  - 
5.  65  - 
3.  54  - 

■     i    '     i^-'V 

3. 10  -2.  Sii;  5.  88,  +0.  0-2    4.  46 


2.88  -1.79'  4.33  -0.37:  1  971 
3.78,-0.9l|  K.4lj+0.88|  5.ni 
3.8';  -1.22:  1.99-3.44  3  50 
2.67-2.371  3.  18|-1.92  .5.  v2 
5.14+0.27;  7.06!-2.32|  5.99 


3.73 
-2. 17 


5.22  +1..39 
.3.38  -0.27 
5..39  +1.87 
6.121+2,32 
6.02; +1.95 

5.901+1.83 

4.831 

3.651-0.52 
5. 81 1 +1.98 
3.34 


2.70 


-0.451  2. 
-2.63j  4. 
-2.371  7. 
-3.47|  4. 
-2.52    4. 

-1.98'  4. 

I 


07i..., 
09|  - 1 

83' -0, 
85t+0. 
03!  +2. 
6l!-0. 
63, +  0. 


0.67 


-2.11 


2. 15!-0  83    3.32i  +  1.27 

1.46-1.29   4.30+2.33 


2. 241 . 
1.66!- 

2.661- 
0.731- 

3.10- 
1.64!- 

1.  65|  - 

2.  691 
2.57,- 

2. 30  - 
0.90  . 
0..50- 

2.  82  - 
0.64  . 

1.  30  . 
5.51 

n.  87 
1.92 
0. 92| 

1.47, 

3.  97 
1  38 
1.4V 

1 .  t;9 


-2. 27| 
-0.19 

-2. 77! 


-0.24 

-0. 73! 

■1.40] 
-0,  30 

0.. 

■0.82 


1.33' 
2  34 
2.47, 
3.56 
1 
2.40 
3.19 
2.44 
3.67 
1.68 


-0.,5:l 

+  0.28 
+  1.26 

+0. 12 
-1-0.88 
+  0.20 
+  1.29 
-0.43 


3.18 
■0.02' 


1.77  -0.34 

4.  25 

3  .55+1.12 
2.36  +0.18 
3.80 


4.47 
1.16 
4.67 
6.00 
4.73 


2. 67 

+2. 19    5.  89  +3  65 
-2.26    4.85  +2.35 

!  2.  12 

-1.44    3.56  +1.61 

!         1 
-1  29   2.74  +0.60 
-0.84    2.57  +0.30i  4..<fi 
-2.50    4.07  +1.72]  6.05 
-1.81    4,17  -f2.28    2. .SO 
-1.24    3.38  +1.32    :;.51; 


3.17  -0.31  42.56 
6.72  -3.20]50.09 

7.43 '53.74' 

3.17  +0.02  31. ,33 
3.94  )-0.(.8  39.23: 
7.72  +4.52  49.64! 


-  4.89 
+  2.76 


.5.55  +2.70 
4.87  +1.41 
5.00  +1.76 
5.70  +2.6' 


-  9. 
0. 
2. 

5.46  +2.68j47. 16;+  2 


-20. 
-  0! 


39. 02:  ■ 

48.12  ■ 
46.83'^ 


6.04  +3.26 

4.11 

6.31  +2.76 
5.44  +2.32 
6.75 


52.14i+  7.34 


48.99,-  2.30 
45.00;-  0.95 

50.88 

! 

140.67 


-1.63 


4.63  +1 

+  1 
+2 
—  0. 
+  0. 


41  06  , 
34.72 
I 
42.  00 
42.74 
48.81  ■ 
39.09 
38.19  • 


33+0.03]   1.93-1.41    .3.06   (-0.91 


-1.98 
-1.34 
-2.20 
-2.06 
-2.16!  7.23 


5.861+2.  911  1.75-1.51]  3.04-1.47 

6,  84;  +  4.  44  2.  76 -0.  .56  3.2t|-2.  loi 

.5.15+2.951  3.62+1.09  3.01;-1.27 

4.25+0.47  1.77-1.64!  4.48-0.46 


-2.84! 
-2.  58 


3.55 

1.80 


1.50 
1.82 


1.70 
2.16 
2.00 

1.50 
2.64 


3. 25 
1.53 
1.3 


2.0^2 
1.89 


2. 22 

2.  IS 


2. 2' 
2.19 


-1.72| 
-2.  94 1 

-1.85] 
-1.49 


+4.3' 


-1.75 


-2.24    2.34 
-2.99;  2.02 


-3.08!.. 
-3.01;  2.56 


-2.441  2  31 
-2.32  2.06 
-2.74j   1.60 

-3.441  2.34 

-2.12,  2.80 

1-16 

-1.97'  2.00 


-2.  75' 
-2 


-2.  67! 
-2.  46i 


-3.07 
1.85 


7.05 

4.97 

4.84  +1.16; 

4.9l!+1.98 

5. 661  +2.  73 

5. 28 

3.81 


1.. 56-1. 63:  3.O81-I.IO 


3.281-1.80]  4.72' 
4.741-1.00  2.6:1; 
5.96]  -1.891  '^'^'^ 
6.4s|  +  1.25|  5.36 
1.151-4.91    4.78 


3.  70; . 


3.97 


4.  17'  +  1.20i  4.43-0.841 

68t 
88i 


5.61+1.29  .5.96+0. 
2.171-1.45  3.62]-0. 
1.91-1.29,  2.73'-2. 


3.41:.. 

2.95.. 


4.11 
5.68 


2.61;.. 

7.  69: . . 
2.  391 . . 


1.4.5]. 

4.98r 
2.14]- 

4.  .50- 

2.19! 

,' 


3.00 
■3. 28 
■0  ,59' 
■2.  06 


-0.  .52.  3..5.->|-0.  86l  3.861   -1 
h2.5l|  2.70-0.151  2.62'-l. 


2.8,51 
4.721 
7.34 
6.  821 
3.  30l 


-1.02 
-1.44 


2.  ,52 
3.09 
3.07 
4. 25 

3.72 


-3.66 
-1.13 
-2.  52 
hi  19 
hi.  13 

-0.71 
-2.  71 
-1.98 
-0.11 
-2. '  0 


-2.  37 
-3.01 
-1.09 
-2.03 


'  I  -I 

1.53-1.811  2.85+0.19 


3.  .50  +0.10]  5.89 

2.82  -1.07  2.9'.l 

2.71  -0.11'  3.42 

3.79  -0.21]  4.66 


3.  631 . 

4.  14l. 
.5.  13 


8.11 
3.36 


...     1.00,-^1.48    4.S0|+0.r.7 !,. 

5.72+3.091  2.68;+r|.I2    3.84-1.84'   5.241  +  0.88;  2.85 


2.  82 
1.90] 


2.14 
1.83 


-1.54 

-2.74 
-2.46 

-2. 12 

-2. 151 
-3  27 
-4.02' 
-1.27, 
-2.05 


-2.23 
-2. 04 


6.  23  +3.  4'1 


4.54 

f.58 

6.43 
3.46 
0.05 
3.58 
6.40 
7.30 


5.49 
5.82 


fl.OO 

+  3.  Ul 

+2.15] 
+0.  39 
+2.72 
-1.04 
+3.63 
+4. 28 


+2. 23 
+2. 94 


1.35 
1.94 


-2.11 


1.2s 

2.  79 

3.  43 
10.  ."5 

1.41 


3.  38  -0.  .371 
4.40  +1.19 
2.  12  -0.  94 
4.00  -".■22 
3.31-0.  14 

2.  26 

5.  90  +2.  93 
4.38  +0.47  11.41 
3.37  -0.42  4.80 
3.2.i  +0.07    2.01 


2.65 
7.49 


3  50 

5.  66 

3.  85 

5. 00  4-0  94 
2. 1 1  -0.  85 

2.  61 ' -0.46 


+  3.03 
-0. 26 
+0.74 
+  1.81 

-1.40' 
-0.81 
+  1  62 

+  7.21 
-1.41 


4.97+1.76 


+4.  70; 
+8.  45 
+2.  04 
-0.02 


3.  34  +0  K 

3. 27]  -J-0  4'; 
3.  .57  +0  09! 
2.64+0.30; 
4.34+2.03! 
i 

2  .51 1 +0.06] 
3.  73, +  1.29, 

3  :5+l.r6j 
3.  on] +0.24' 
2.151-0.08 

2.67I i 

2  08  +0.11 


3.76+0.01 
7.71+2  93 
4  91J+0.V5 
4.041+0.04 
85]  i-3.43 


4.311+O.w;  3.5.42 
3.  48; -0.1-2  44.73 
5.511  +  0.7744.30 
7  ,591+2.4616:1.07 
3.911  +  1.0133.70 


11.06 

■  5.02 

-  ,5.46 

-  2.61 
-12.88 
-10.49 


43.74  -  4..S5 


33. 70 
,56.  55 
43.77 
42.  <)0 
.56.75 


-12.03 

+  6.:18 

-  6.65 
+  1.('6 
+  8.26 

-  9.29 

-  2.95 
+  2.37 
+  9.98 
-12.38 


1.581 1 

12.1.5] : 

8.  9.- 1 I 

9.95I  +  O.  19] 
3.37l+0.:^6: 

2.90-O.,55| 
1.55  -2.03    2.94  ^1.40l 


4.3«;  +  1.40 
3.241-0.  .50 
3.  31 1+0.  77 

! 
2.52I-0.43I 
1.951-2.081 
5. 79; +2.  93 1 
1.581-2.45 
4.:11!  +  1.21 
3.  581-0.  ,58 


3.03,-0.41 

3.48+0.02 


2.96-1.40 

2.86,-1.66 

:i.2.5!-i.77 

3.86'-0.37i 
3.44;-1.37' 
4.46-0.21: 
3.25-1.95; 
4.10-0.28 
3.13-2.25 


:l.  70-1. 18 
3.44I-I..52 


3.61;-O.S3l  0.22  +1.7Sj  3.r8-fn.05 
5.:W  +0.061  7. 12  +2.03!  4.18  -1  0.9' 
4.271+0.06]  :1.  15  -2.72'  1.95  -1.35 


,5. 73, +0.78]  .3.5 

4. .50,-0.25,  2.00 

:l.  41  -2.241  1.76 

4.06  -1.90;  3.19 

2.93-I.99I  5.9' 


-2.25]  3.82  +0.35 
-.3.  76  4.  43  +1. 12 
-4.  62l  2.02  -1.36 
-2.83]  :H..52  -1.93 
h0.31    2.71  -0, 


6.  71, +0.82]  2.83;-2.98i  5.  80 +2.  .52 


4.33-0.05    4.4:(! 
5.02-0.80    4.45i 


-1.18' 
-1.66, 


:i.44  -0.17 
;5.S7  -0.12 


3.15 
9.51 
2.  70 


3  18 
3.90 
2.90 

2  66 

3  04 
4.08 
:!.  6:1 
3.24 

3 
3.22 


0.00 
-f  1. 15 
+0.33 


+  0.84 
+0. 73 


4  62] 

5  27; 
7.:17 
0.12 
3.79 

4.62 
7.  ,56 

5.88 
9.29 
4.80 


38. 73i . . 


+  1.03   ;^.89 
+  1.06    4  (8 


+  0.. 59;, =5. 37 
+2.  ,=^2, 60. 93 
+  1  64  47.83 


-0.47 


35.11 


:19. 53 
62. 85 


■l-:5.C8l70.  .59 
+  1.51143.78 


-0.03'.. 
+2.77,;W.70 


+O.40I  2.97  0.00  4.  .IS'-O.  34'47.46  +  2.:18 
+6.20  ;l.  121-10.57  6  88 +1.421,59.29 -•  10.  15 
-0.28    2.681+0.15    ,5.22  +1.21;41.34.-  3.78 


8.  :19  -f  5.  72 
1.90-1.40 
13.  91  -t  10'.'5 
;l.  45  -1.46 
3.  17; +  0.26 


+  4.51 
+  6.38 
+  0.54 
-11.07 


+  11:12 
-  0.38 


4.73 


4.23+0.98    398+1.17    4.79l-t  0.  ,51  47.37  -  0..53 


!9  +0.42    .-.03l  M.43]48.80  +  0.92 

2.40  -0.1s    4.41]+0.45|...    .   

3.,52,  +  l  11  13.44l-(  9.f'8ni.0ll+  6.57 
3.01  -1-0.77  4.23,+0.74  48.6ll+  4.00 
;5. 16 +0.80    -1.90+0.3147.8:^1+  0.34 


,5.3.5:+2.37]  3.19+0.,59    .\07i  +  1.29]48.77!+   1.10 
3.751+0.01    3. 13, +0.85   5. 35i  + 1.90)40.48-  1.10 


The  departures  from  the  normal  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record. 
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Monthly  and  Annual  Mean  Temperatures  for  the  X'ear  1918.  with  Departures  from  the  Normal. 
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14 
14 

14 

T  1 
14 


+  1 

+  1 

+  I 

1 


1 
1 
+  1 
+  1 
1 
1 


+  1 
1 

+  2 
14 
U 

T  1 

I 
1 

14 

14 

+  3 

1 


96 


87 
88 
fV2 


a 

3 
3 

+  3 


00 
100 
94 

88 

US. 
95 

1(:0 

95 
96 


November. I  Deccmbe''. 

I 


31 
31 
31 
31 

31 

+30 

31 

31 

+30 


95 
?« 
"92 
97 


+;!0 
+11 

31 
31 


90 

4 

90 

3 

88 

+  •2 

86 

■1 

91 

4 

88 

+  3 

99 
99 
92  I 
'■97  ! 
94 


3  i     lOO 


84 
86 
87 
80 

84 
82 
83 
83 


3 

4 

4 

+  3 


88 
86 


8.1 

28 

SO 

28 

78 

28 

79 

28 

79 



■■+i.v 

" 

28 

83 

28 

88 

15 

86 

85 
88 
85 
'■84 

'm'i 

84  I 

88  I 

89  I 


+  1 
U 


84+3 


90 
96 
84 
99 
"■lOO 
89 

95 
94 
94 
95 


94 
97 
95 
"100 
96 


31 
31 
31 
31 
+31 
+30 

31 
31 
31 
31 
31 
31 


30 


99 


106 
104 
99 
97 

101 
99 


101   I  5 

99  I  +5 

99  6 

100  I  7 

100  !  6 

99  I  +6 


101 
102 


99 


97 
100 


102 

ho 


14  ! 
+M 

■■u\- 

1 1 

+  3  ' 

H  ; 


88 


86 
87 
84 

'85 'I 


+  3 


4  i 


84  i     +  2 

88  I         3 
92  i         3 


99 

or, 

9S 
1(0 
"96 

'  9-'i 
99 

100 

loo 


103 
105 
"102 
101 
102 
101 

106 


101 

98 

96  I 
1"2 
102  ! 
»93  j 

101   i 

95  ! 

98  I 
l.:0  I 
101    I 

98 
i 

99 

'.,8 

l(i2 

"104 

l.iO 


ri  ; 

2 
2 
2 

1 


94 

101 
102 
102 

99 
•I  (52 

99 

102 


100 

97 

97 
102 

99 

92 

98 
92  1 
98 
99 

9"i 

98 

95 
103 
100 

99 


106 


103 
104 
99 
99 

101 
98 
ItO 
'102 
100 


14 
14 
14 
14 

+6 
+7 
14 
14 
14 


104 
101 
»9S 
1(;5 


31    1 
31 
31   , 

26   j 

31    ' 
31   , 


102 

100  j 
102  1 

ici  I 

'97  \ 

"99  i' 
100 

104 
106  1 


101 
100 


103 
103 


+5 

6 

+6 


+6 


6   I 


104 
''102 
"101 
100 
102 
101 

105 


14  I 

+14  1. 

1-1  ! 

•+I3I. 

14 
14 
+  13 
14 
14 
14 


+  1 


5 
17 
18 

6 

+17 

5 

1 

+  2  \ 

+  5  I 
1 
;20j 
+17 


"90 


90 
89 
89 


"95 
95 

'93 
88 
96 
92 

96 


100 
98 
100 
102 

103 

97  I 

100  I 

',S  ; 
M  I 


»9; 

98 

101 

»H2 

102 


+14 

92 

+  14 

91 

14 

91 

+  10 

95 

+  14 

92 

8 

87 

13 

+  15 
14 


91 
86 
90 
90 
92 
89 

88 
88 
91 
'  95 
92 


+  5 

1 

+  5 

+  5 

18 

18 


+  5  i 
4 
17 

+  5  I. 

1  i 
17  i 

+  4  1 
4   I 

4  ! 

+  2  ! 
5 

+  4  i 

+  5; 


+6 
+5 
+3 


6 
+3 

6 
+3 


SO 
SI 
'8', 
85 
90 
89 

8! 

88 
»,SS 
'90 

89 


80 
75 
76 
76 

80 
79 

79  i 

'74  I 
SI  I  ' 
74   I 


16 

+  i 

18 

16 


17 
17 
17 
17 
17 

23 
17 

16 
+15 
+10 

IG 

17 
17 
17 
16 
17 
17 


l'.f2 

101 
9S 
IfO 
100  , 
"101 

100  i 

101  I 

103   I 
106  I 


•iO 
+6 
+7 
15 
15 


+14  I 
15 


93  I 

9')  i 

St 

91    ! 

90  ■ 
91 

91  : 

95 
96  , 


90 


1'  ! 

+  4  ' 
17   ; 

+  8  I 
+  16  i 

18 ; 

17  ! 

4 

17 

+  8 

17 

8 

17 
+  4 

10 
+  9 

17 


80 

•80 
78 

i.82 
79 


80 
76 
79 
7s 
7b 
76 

82 


(!1 

89 

88  6 


1 
+  4 


89 
89 
88 

91 
93 


15  i 


■rli; 

+16 


76 
82 


■tl-8 
9 
14- 
14 

S> 
14 

10 
15 
11  > 
14 

11 

14 

14 

1lt> 

14 

14 
+  '.!> 

:  I 
+lfr 

10' 
14 


14 
10 
15 
1» 
+  10. 
9i 

14 

10 

+  1'' 

JO 

10 

» 

10 

8. 

14 

10 

"iu" 

14 

l;i 
1" 
15 
22 

m 
10 

•iici 

14 


Reference  letters  C, ''. ''),  appearing  in  the  table  indicate  number  of  days  missing:  For  examide,  •'  vKpresents  two  days  niissiiijf.  eti-. 
+  On  other  dales  also. 


WiCATHEE  BY  MONTHS-fo/irijiHr/. 
(CO.NTIXIKD  FROM  PAGE  100.) 


tlie  first  ton  dnys.  The  weather  was  ideal  for  cotton,  and  oliop- 
ping  was  finislied  almnt  tlie  middle  of  the  month;  tiie  first 
i)loom  was  reported  near  Allendale  on  tlie  8th.  Corn  was  in 
various  stages  of  advancement,  due  to  irregular  rainfall,  and 
other  crops  were  similarly  affected.  \\'iieat,oat  and  rye  har- 
ve.4s  were  practically  finished  hy  the  25th,  and  stul.'ble  lands 
were  then  turned  to  otiier  crops. 

JkI,'/. — The  month  was  the  coolest  Julj'  of  record.  Wliile 
tFie  total  rainfall  was  near  the  seasonal  average,  tlie  weather  was 
unusually  dry  during  th.e  first  half  of  the  month.  Cotton  main- 
tained good  to  exf^ellent  condition — in  fact,  the  most  promising 
since  1011.  Other  crops  suffered  materially  until  the  refresh- 
ing rains  of  the  last  half.     There  was  one  death  hy  lightning. 

Aii'jiist. — A  long  period  of  sustained  high  temperatures, 
with    two  excessive   heat   waves,   resulted  in   a  monthlv   mean 


above  tlic  average.  All  crops  made  g'" ''  progress  until  the 
middle  of  the  month,  followed  !iy  geuerai  detei  ioration,  incuicnt 
to  drougiit  and  heat,  esjiecitiljy  nhen  rnins  v.  ere  mo^t  i!(fd(d. 
Cotton  opened  prematurely,  and  tie  liisl  liale  was^(•ld  in  j'arn- 
well  (\)unty  on  IheKtii;  howe\ci-.  late  rains  checked  detcriora- 
tion  in  the  intennediaf e  and  late  cotton  crop'^.  'Ilie  lohacco 
season  close  ahout  ti:e  'iOih,  with  good  rt\-:ults  generally.  FIcxrf 
j  losses,  estimated  at  $4,000;  vnlue  of  mm-able  jiroperty  sa\ed  hy 
timely  warnings,  $o(),0()0.     Tliere  was  one  death  1 

Smmiirr. — ^Mean  temperature.  TJ^.'-^",  or  0.5 
normal.  Precipitation  av(  raged  I'i.ftl  inches,  or 
helow  the  nf'rmal. 

Scptcuuber. — The  month    was   the  coldest   September   since 
1888,  and  the  first  autumnal  frosts  appeared  in  the  northwest- 
ern counties  two  days  earlier  tiien  any  previous  record .     Prccip- 
jitation    averaged   somewhat    below    normal.      Deterioration  of 
i  outstanding  crops  was   materially  checked   by   the  rains  of  the 


jy  iigritning 

°    below   the 
8.!)S   incl'es 
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Monthly  Minimum  Temperatures  for  the  Year  1918,  with  Dates. 


January. 

February. 

March. 

April. 

May. 

June. 

July. 

Aug 

ust. 

September. 

Oftober. 

November. 

December. 

Stations. 

a 

3 

a 

c 

6 

a 

3 

a 

'S 

6 
P 

E 

B 
C 

6 
"08 
Q 

a 
1 

"3 

9. 

6 

0 

a 

3 

c 
a 

'3 

1 

0 

S 

3 

e 

c 

6 

0 

e 
1 

'5 

CO 

P 

E 

c 

'5 

6 
P 

a 
3 
a 

'S 

ii 

P 

a 
3 
a 
■5 

P 

a 

3 
a 

'5 
iS 

(6 
P 

F.ASTF.R.N  PORTION'. 

39 

tl2 

41 

3 

f62 

20 

59 

t4 

60 

t2'2 

"47 

9 

E31 

27 

Beaufort 

14 

10 

6 

5 

18 

5 
6 
6 
13 
9 

t  1 
13 

13 

36 
19 

20 
22 
27 

20 
•24 
21 
21) 
23 

n 
5 

t5 
5 
5 

5 
5 
t5 
5 
5 

42 
37 
30 
31 

41 

"39 
33 
31 
32 
31 

11 
12 
31 
31 
11 

30 
11 
11 
31 
11 

IJlaelcville 

38 
37 
34 
43 

33 
36 
32 
39 

35 

12 
13 
6 
12 

6 
6 
6 

t  1 
6 

43 
40 
44 
50 

39 
46 
42 
42 
43 

t2 
3 
3 

2 

2 
2 
2 
3 
2 

58 
53 
54 
08 

51 
54 

23 
24 
24 
19 

t23 
24 

57 
55 

56 
64 

52 
57 

13 

t4 
14 
13 

13 
4 

•62 
55 
57 
67 

55 
58 
56 
56 
57 

31 
22 

22 
21 

t21 
21 
20 
22 
21 

44 
44 
44 

54 

40 
46 
•43 
43 
45 
48 

48 
44 

t22 
22 
24 
21 

^2^ 
24 
23 

tl9 
23 

t-22 
24 

26 
24 
24 
29 

28 
26 
25 
25 
26 
29 

•27 
27 
28 
24 
30 
24 

30 
24 
23 
27 
27 
26 

23 

24 
20 
25 
22 
'26 
20 

26 
23 
23 
'23 
23 
22 

•19 
21 
24 

"24 
25 

29 

Bowman 

38 
40 
56 

•33 
41 
39 
39 
43 
47 

45 
41 

11 

16 
23 

tl6 
24 
16 

11 

t8 
10 

11 
10 

26 
•31 
42 

14 

tl4 

13 

29 

Centenary 

29 

Charleston 

29 

Cheraw 

29 

30 
•32 
30 
34 

28 

31 
31 
''31 
29 
42 
38 

31 
32 
30 
33 
"29 
29 

26 

36 
30 
34 
31 

14 
t3 
14 
25 
14 

15 
14 
15 
14 
25 
t3 

14 
14 
15 
14 
14 
14 

14 

tl3 

25 

tl3 

tl3 

29 

Darlington 

t29 
30 

Ferguson 

53 
56 

24 
24 

57 
57 

5 
13 

29 

(iarnett 

29 

(.'eorgetown 

13 
9 

7 
10 

t  1 

27 
23 

24 
22 

5 
5 
5 

t6 

35 
34 
•32 
32 

tu 

11 
31 

til 

40 
39 
''40 
39 

tio 

6 

12 

t6 

45 
44 
"44 
42 

3 

t3 

3 

3 

60 

52 

'■54 

55 

tio 

24 
24 
24 

59 
56 
57 
54 

tl3 
14 
t4 
14 

60 
57 
'■59 
56 

21 
22 
22 
22 

29 

Kinffstree   

29 

Oaks 

29 

42 

23 

29 

Paris  Island 

52 
48 

43 

9 
10 

10 

28 

I'inopolis 

16 

16 
5 

8 

10 

'■10 

Ml 

5 

9 
3 
9 
5 
Mo 
'  0 

6 
4 

4 

(i 
-2 

13 

T  1 

13 

t  1 

13 
13 

28 

26 
20 
20 
22 
21 
21 

19 

21 
11 
22 
20 
'21 
20 

25 
17 
20 
20 
19 
16 

5 

5 
5 
5 
5 
5 
5 

5 

5 
5 

5 

t5 

6 

5 

5 
5 
5 
5 
5 
0 

39 

39 
34 
31 
36 
35 
36 

30 

35 
32 
33 
34 
35 
32 

35 
32 
30 
29 
30 
33 

31 

tu 

31 
11 
30 

11 
12 

31 
11 

n 

11 

til 

25 
11 

11 
11 
11 
11 
11 
tl2 

59 

57 
58 
52 
58 
57 
56 

51 

63 
56 
59 

24 

24 
24 
24 
24 
26 
24 

t23 

24 
23 
24 

58 

60 
56 
55 
59 
•54 
56 

52 

59 
55 

57 
58 

12 

t4 
13 
13 
t4 
9 
4 

13 

13 
13 
13 
13 

60 

62 
'55 
''56 
61 
59 
5S 

55 

"59 
57 
57 
54 

t21 

t21 
23 
20 
21 
22 
23 

t21 

21 
t21 
21 
22 

29 

St.  Tioorgre 

43 
37 
•33 
39 
.38 
38 

32 

35 
33 
35 
35 
35 
35 

37 
36 
34 
35 
33 
•33 

t  6 
12 
6 

10 
13 
12 

6 

12 
10 
12 

tio 

13 
11 

12 
12 
11 

14 

47 
42 
41 
44 
•42 
43 

39 

43 
40 
42 
41 
•41 
38 

45 
40 
39 
40 
41 
31 

135 
41 
43 

•42 
46 

3 

2 
2 
3 
3 

t3 

2 

2 
2 
2 
3 
2 
2 

2 
2 
2 
2 
2 
2 

2 
2 
2 
2 
t2 

•48 
40 

"42 
48 
47 
45 

40 

47 
41 
44 

41 

22 
24 
23 
23 
25 
23 

t23 

21 
21 
21 
21 

t9 
29 

.'^t.  Matt'ews 

.<oeiety  Hill 

''36 
46 

'38 
45 

.33 

49 
44 
45 
41 

16 
10 
31 
10 

tl6 

9 
23 
15 

tio 

29 

Suinnierville 

^Valt^.'rboro 

29 
29 

29 

Division  extremes 

WRSTKKN   PORTION. 

Aiken 

29 
29 

AndiMSon 

29 

Batesburff 

29 

Calhoun  Falls 

29 

Caniileu 

29 

Cleinson  College 

Columbia  

"54 

62 
58 
57 
50 
51 
50 

'53 
52 
59 

"56 
61 

23 

24 
23 
24 
20 
24 
24 

23 
23 
23 
25 
t23 

55 

60 
00 
56 
J58 
53 
52 

13 

13 
13 
13 
13 
13 
3 

60 

61 

58 
56 
"66 
54 
52 

"54 
54 
57 

•54 
59 

19 

21 
22 
t21 
t4 
21 
21 

22 
22 
21 
21 
21 

38 

48 
44 
42 
41 
42 
37 

40 
40 
43 
l'40 
45 

21 

22 
22 
t-20 
t22 
22 
t21 

21 
21 
23 
23 
t21 

"42 

46 
45 
'43 

""40 
38 

38 
44 
•45 
"42 
46 

15 

10 
16 
23 

■'tie' 

16 

15 

\l 
9 
10 

29 

33 
33 
32 
'33 
30 
29 

29 
31 
32 
'30 
32 

24 

25 
13 
tl3 
24 
25 
13 

tl3 

13 

tl3 

tl4 

25 

29 
29 

(irecnville  

29 

Gre<'n\\of>(l 

29 

Hi'ath  spriui< 

29 

Kersl  aw 

29 

27 

I.aurens 

29 

Liberty 

0 
9 

•  8 

8 

-1 

-2 

4 
2 
3 

tl 
t  I 

Ifi 
21 

22 

5 
5 
5 
5 

32 
32 

11 
11 

35 
•37 

13 
12 

55 
59 

13 
14 

t27 

Little  Jlountain  

Meriwet  er 

29 
t27 

ilonetti!  

32 

11 

33 

12 

60 

13 

29 

Mountiiin  Ke»t 

Newberry 

Saluiia 

21 

20 
20 
21) 

4 

5 

5 

to 

30 

30 
29 
30 
'32 

11 

11 
11 
11 

tio 

3fi 

32 

"32 
.34 

37 

8 

n 

6 

6 
10 

38 

37 
39 
37 
"43 

2 

2 
2 
2 
2 

57 

53 
56 
54 

24 

24 

23 
23 

55 

51 
50 
51 

13 

13 

8 
2 

56 

52 
55 
54 
58 
"54 
56 
55 

52 
52 

22 

22 
21 
20 
21 
22 
21 
21 

t21 
t21 

43 

30 
40 
40 
44 
37 
43 
42 

36 
36 

23 

23 
22 
t20 
23 
21 
■21 
■■21 

23 
23 

42 

38 
40 
39 

16 

16 

16 

tl5 

30 

27 
30 
31 

25 

12 
25 
13 

23 

23 
21 

22 
'■24 
17 
21 
21 

17 

17 

29 
29 

.Santuek 

29 

Spartanburg 

29 

Trenton 

29 

Walhalla 

40 
42 
4! 

38 
33 

10 
23 

tio 

tl5 
tl6 

29 
33 
30 

27 
26 

25 
25 
25 

12 
14 

29 

While  Oak 

4 

-2 
-2 

13 

21 
19 

11 
11 

5 
6 

5 

32 

30 

29 
29 

11 
11 

11 
11 

■35 
33 

32 
32 

6 
6 

t  fp 
t  6 

41 
39 

31 
31 

2 
2 

2 
2 

58 
54 

50 
50 

23 
23 

t20 
t20 

58 
54 

50 
50 

13 
13 

8 
8 

29 

Winthiop  College 

Division  extremes 

Section  extremes 

29 

■29 
29 

Referenee  letters  (",  ' 
tOn  other  dates  also. 


") ,  appearing  in  the  table  indicate  number  of  days  missing :  For  example,  "  represents  two  days  missing,  etc. 


first  week,  hut  tho  showors  came  too  late  for  early  cotton.  The 
last  week  was  favorahle  for  housing  crops,  plowing,  and  molasses 
making. 

October. — Tiie  weather  was  unusually  mild,  with  little  or 
no  frost.  Although  the  precipitation  'vas  near  normal,  as  a 
whole,  the  first  three  weeks  were  practically  rainless  and  too 
dry  for  late  crops,  except  intermediate  and  late  cotton,  which 
gave  promise  of  an  increased  top  crop,  due  to  an  unusually  late 
season.  Germination  of  winter  grains  was  unsatisfactory  until 
the  last  week. 

Nofrmher. — Thermal  conditions  were  somewhat  helow  the 
seasonal  average.  The  hulk  of  the  month's  precipitation  did 
nnt  occur  until  after  tiie  22d.  Heavy  to  killing  frosts  were 
quite  general  al)Out  the  13th  and  14th  and  again  about  the  26th, 
but  the  woods  were  only  about  half  hare  on  the  coastal  plain 
and  in  the  central  counties  at   the  close  of  the  month.     AH 


vegetation  was  safe  from  frost  damage,  and  the  top  cotton  crop 
was  materially  increased  by  the  unusually  late  season.  Flood 
losses,  incident  tothelateOctoIier  rains,  approximated  $887,400; 
value  of  movable  property  saved  bj-  timelj'  warnings,  $83,300. 
A  small  tornado  in  Hampton  County  on  the  17th  caused  the 
death  of  one  person,  injured  eight  others  and  destroyed  property 
valued  at.$15,000. 

Autumn. — Mean  temperature,  63. 1°  or  0.3°  below  normal. 
Precipitation  averaged  10.75  inches,  or  1.34  inches  above  the 
normal. 

Deremher.—The  weather  was  mild  until  Christmas,  and  the 
precipitation  was  considerably  above  normal.  All  winter  crops 
were  in  good  to  excellent  condition.  The  killing  frost  line 
reached  the  extreme  southern  coast  l)y  the  29th.  Flood  losses, 
estimated  at  $15,150;  value  of  movable  property  saved  by  timely 
warning,  estimated  at  $93,250. 
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CLIMATOLOGICAL  DATA:    SOUTH  CAROLINA  SECTION. 


Year,  1918. 


COOPERATIVE   STATIONS   AND    OBSERVERS. 


Station. 

Observer. 

Station. 

Observer. 

Station. 

Observer. 

Aiben    

Frank  B.  .McCoy. 

K.  B.  Xance. 

H.  H.  KussoH. 

K..).  Hite. 

Jlrs.  D.  IJ.  Sanders. 

B.  ().  Kvans. 

L.  M .  Parker. 

W.  c.  Brown. 

I).  L.  Cannirhael. 

r.  s.  Weather  Bureau. 

Roland  D.  Towe. 

Prof.  F.  II.  H.  Calhoun. 

r.  W.  ^^Vatber  Bureau.            ; 

P.  C.  Quattleljaum.                  i 

P.  C.  llcCall.                            1 

Henry  C.  Savage.                    i 

n.  K.(;iIljort.                           1 

Florence  ^2 

Pee  Dee  Experiment  Sta. 

Maner  B.  Robeit. 

A.  P.  Hazard. 

V.  S.  Weather  Bureau. 

M.M.Calhoun. 

J.  Mam'n  Bowers. 

John  \V.  Haniel. 

\V.  H.  Matthews. 

K.  Hart\veinVil<ls,D.D.S. 

Perry  A.  yimpst>u. 

J.T.  Boggs. 

J.M.  Sease,  M.  I'. 

Mrs.  Mario  B.  Middleton. 

,Ioe  M.  .loUnscn. 

\V.  (t.  I'etorsou. 

O.M.  Mitchell. 

(h'ix  ngeburg  li 

V.  S.  Fisheries  .Station. 

Allt'iidale  |[ 

Garnett 

(Teorgetown 

Paris  Lsland 

U.  S.  Marine  Corps. 

A  ndfT^ou 

Pinopolis 

Miss  E.  P.  Ravenel. 

Iiatost>urg  1! 

Greenville 

St.  George  || 

Miss  Una  T.  XXliiteside. 

Blarkvillell 

Greeuwoodll 

Heath  .Spring     

St.  Matthews  II 

Howiijau 

Saluda                 

Mrs.  F.V.J.  Maxwell. 

Calhoun  Falls 

Kershaw  || 

Santnok 

So<Metv  Hill 

E.  W.  Jeter. 

A.  H.  Rogers. 

Centenary   

Landruui 

Laurens 

Spartanburg  |[ 

F.  P.  Robinson. 

Cliarlpston  II 

Sumnierville 

Miss  E.  H.  Gadsden. 

Cheran-ll 

Trenton 

Mrs.  S.  E.  Long.                   1 

Cieinsoii  (^jllese 

Little  Jlouiitain 

Meri wetiier  

Monetta     .   .             ... 

Walterboro 

J.X.Frank. 

Columbia 

H.  M'.  Brandt. 

('onway  i| 

White  Oak 

T.  G.  Patrick  &  Co. 

Niwberrj- 

f>a};« 

W.  P.  (ioodnian. 

Pcrffuson 

Yemassee  H 

\V.  C.  Hutsun. 

Florence  ]  |( 

( 


AbberiUe— 2 

Aiken— 2 

Augusta,  Ga.  ~*  MS) 

Beancttsville~fi 

Blaekville— C 

Burton  -2 

Camden  -  2 

Charleston  -6*  (235 >. . . . 
Charlotte,  N.  C— 5'  (&). 

Chester— 1 

Clinton-6 

tnover-1 

Colunibia-lS'l?!!;)!... 

Conway— 1 

Cross  Hill— 1 

Darlington— 4 

Due  West— 1 

Kdginoor  -1 

I'lorence- 3 

Fort  Lawn— 1 


II  Also  Cotton  K"gson  station  in  season. 
RIVER   AMT>   RAINFAX.L.   ST.VTIONS   AND   OBSERVERS. 


station. 

Watershed. 

Savannah 

Broad 

Observer. 

}                  StatioB. 

Water^hef]. 

ObserTer, 

Andersonf 

H.  H.  Russell . 
J.  N.  Owons. 

Kdffetielflt 

Blairs  

Kaisto 

Kdisto   

Nathau  Jenkins. 

T..  M.  f^SLvk-pr 

1  Kitiiighaiii 

H.  ]i.  MiCall. 

Cain<lcn  

Wateree ,  W.  C.  Brown. 

Catawba i  J.  C.  Faris. 

Saluda |  J.  J.  Murran. 

Pee  Dee |  i.  H.  I'owe. 

Congart.-e '  Leiiniel  II all. 

Heiirv  C.  Saviige. 

Catas^'ba 

'  (-laston  S'iosilst 

lii'oad 

S  C  Lt    I'tjwev  uiJil  Ilj   <  "i » 

Cha))pel(s 

fJlaifc 

W.  ir.  MattlK'^s. 

Cheraw    

'   i'elzor 

SaUula             

J.  y .  Joiios. 

\y.  n.  M'oite. 

1  oiiuav  

Broad  

i, 

t  Special  rainfall  reports  only. 
FORECAST  DISTRIBUTION. 


(.'uunty. 


Distributer. 


Abbeville 

Aiken  

RichB>ond 

Jlarlboro 

Barnwell 

Beaufort 

Kershaw 

Charleston  ... 
Mecklenburg . 

(Chester 

Laiirens 

York 

Richland 

Conway 

Laurens 

Darlington  . . . 

.\bbev)lle 

Cliester 

Florence;  

Chester 


Abbeville  Telephone  Co. 
So.  Bell  Telep.  &  Teleg.  Co. 
r.  S.  Weather  Bvn-eau. 
So.  Bell  Telep.  it  T.leg.  Co. 
So.  liell  Telep.  i  Teleg.  Co. 
Bacon  it  Co. 

So.  Bell  Telep.  &  Teleg.  Co. 
r.  S.  WcathiM-  Bureau. 
V.  S.  Weatiier  Bureau. 
Chester  Telephone  Co. 
So.  Bell  'ielep.  &  Teleg.  Co. 
Fiedmont  'I'elephone  Co. 
r.  S.  Weather  IJurcau. 
Conway  Telepboiio  Co. 
Cross  Hill  Telephone  Co. 
So.  Bell  Telep.  Ai  Teleg.  Co. 
Due  West  Telephone  Co. 
Edgmoor  Telephone  Co. 
.So.  Bell  Telep.  it  Teleg.  Co. 
Foi't  La«  n  Teleptione  Co. 


Station. 


FortMill-l 

Georgetown—  it 

Gray  Court  -1 

Greenville— 14(74).. 

G'n-en  wood — 2*  ( ;iut 

Johnston— 3 

Kershaw— 1 

Lancaster 

I.aurens  - 1 

Marion— 6 , 

Newberry— 3 

Orangeburg -2 , 

Oi-angeburg  t 

Spartanburg— 5'Ml  >  t 

Savannah,  Ga.— '(22) 

Trenton-1 

Wilmington.  X.C.— *(!!>. ., 

Woodnitt— I , 

Ywkville— 1 


County. 


York 

Georgetown  . . . 

Laurens 

(Jreenville 

Greenwood 

Edgefield 

Lancaster 

Lancaster 

Laurens 

Marion 

Newberry 

Orangeburg . . . 
Orange biu-g . . . 
Spartanburg  . . 

Chatham 

Edgefield 

New  Hanover . 
Spartanburg . . 
York 


Distributer. 


Fort  Mill  Telephone  Co. 

A.  P.  Hazzard. 

Gray  Court  Telephone  Co. 

So.  liell  Telep.  &  Teleg.  Co. 

M.M.  Calhoun. 

So.  Bell  Telep.  A  Teleg.  Co . 

Kershaw  Telephone  Co. 

Lancaster  Telephone  Co. 

Laurens  Telephone  <'o. 

I'ostinaster. 

.So.  Bell  Telep.  A  Teleg.  Co. 

So.  Bell  Telep.  A  Teleg.  Co. 

State  A.  A  51.  College. 

Postmaster. 

V.  S.  Weather  Bureau. 

Trenton  Telephone  Co. 

V.  S.  \Veat.:er  Bureau. 

Home  Telephone  Co. 

Med  uiont  Telephtjne  Co, 


0. 

1 


"Cards  by  mail  within  the  State,  number  daily  in  parentheses 


f  Flag  display. 


.VdTK.— Figures  foUomng  names  of  stations  indicate  number  of  ls>cal  or  subsidiary  exchanges  through  which  dail.v  forecasts  of  the  Weather  Bureau  are  avaiSable  free  of 
rost  to  patrons,  by  cooperation  with  the  Soutliern  Bell  Telephone  A  Telegraph  Cbmpainy,  representing  about  ;i5jJlW  sabscribevs.  This  infonnatioii  can  te  obtaiuetl  by  simpl^r 
ealling  "  Information  "  aliout  11  cv' clock  each  nvorning,  excei^t  Sundays  anil  holidays. 


ERRATA. 

A.NNr.^l,.  Iffl".— Least  annual  precipitation,  page  93,  text,  sftonM  bo  30.97  at  Columbia ;  total  precipitation.  CroUnofaa,  page  lOL  slio*rirC  bo  Sl.97;  anucial  temrierafcirn 
.leiiartures,  page  103,  Charleston  should  be  —1.1°,  Cohnnbia  should  be  —1.2°,  Spartanbm-g  suould  be  —1.8°. 

jA.NfARY.- Greatest  local  monthly  amount  of  pre<ipitatiou,  pages,  text,  should  be  10.40  at  Liberty. 

Febwaey.— Maximum  temperature  date,  Darlington,  page  12,  should  be  15. 

May.— Greatest  local  mcmthly  amount  of  precipitation,  page  35.  text,  should  be  8.28  at  Florence  No.  2. 

ArwsT.— Mean  temperatui-e,  Columbia,  page  00,  should  tje  80.8°. 

OCTOBiCR.-Mean  temperatiu-e,  Florence  No.  I,  page  70,  should  be  08.6" ;  minimum  temperature.  Landrum,  page  70,  should  be  SS";  maximum  tonrperature  date.  Pinoiio^is, 
page  76,  should  be  +3.0°. 

XovF.M  Kill;. —.Section  uK'aii  relative  humidity  at  8  p.  m..  page  S3,  text  and  table,  should  tie  CS'j'o ;  mJninium  b^mperature  date,  Liberty,  page  84.  shc^uld  be  13^ 


JHSC 


U.  S.  DEPARTMENT  OF  AGRICULTURE 
WEATHER    BUREAU 

CHARLES  F.  MARVIN,  CHIEF 
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CLIMATOLOGICAL  DATA:     SOUTH  CAROLINA  SECTION, 


U.  S.  DEPARTMENT  C?  AGr^ICULTURE,  WEATHER  BUREAU. 


SOUTH  Cflf^Obl^lfl  SECTION. 
KICHABS  H.  SULLIVAN.  Meteor oloerist. 


Vol..  XXII. 


Columbia,  S.  C,  January,  1919 


No.  1. 


OENEBAL  STJMMABT. 

Mild  weather  prevailed  during  .lanuary  after  the  cold 
period  between  the  third  and  eighth,  and  the  mean  temperature 
averaged  somewhat  above  normal.  Precipitation  was  also  above 
the  normal. 

Winter  wheat  and  oats  were  set  back  to  some  extent  by 
the  cold  wave  of  the  third  to  seventh,  but  these  crops  revived  to 
good  condition  under  succeeding  high  temperatures.  A  re- 
duced crop  of  cabbage  in  the  trucking  districts  was  in  fair  to 
good  condition  at  the  close  of  the  month.  Outdoor  work  was 
confined  principally  to  plowing  for  spring  crops,  which  had 
made  good  progress  on  the  coastal  plain,  but  was  retarded  by 
wet  soil  in  the  central  and  northern  counties.  Considerable 
unpicked  cotton  remains  in  the  fields.  Fruit  buds  wore  begin- 
ning to  swell  about  the  close  of  the  month. 


plain  the  measurements  rniigod  downward  from  3  inches  to  less 
than  1  inch  in  Beaufort  County.  The  greatest  local  monthly 
amount  was  8. 50  inches  at  Liberty,  Pickens  County,  and  the 
least  local  monthly  amount  was  0.30  inch  at  Paris  Island,  Beau- 
fort County.  The  greatest  amount  during  any  24  hours  was 
3.10  inches  at  Liberty,  Pickens  County,  on  the  2d.  The 
average  number  of  rainy  days  was  12%  Ijelow  normal. 

Snow  flurries  occurred  in  Oconee,  Pickens,  Greenville,  and 
Spart_anl)urg  Counties  between  the  otJi  and  Ttli,  and  measurable 
snowfall  occurred  only  in  the  vicinity  of  Landrum,  Spartanburg 
County,  and  Walballa,  Oconee  County. 


WIND. 

The  prevailiTig  wind  was  from  tiie  northeast.  The  average 
hourly  velocity,  determined  from  S  anemometer  records,  A^as 
7.6  miles.  The  inghest  average  velocity  was  12.7  miles  per 
hour  at  Savannah,  Ga..  and  in  the  Section  proper,  9.o  miles 
per  hour  at  Charleston;  the  lowest  aveiage  \vas.').l  miles  per 
hour  at  Augusta,  Ga.,  and  Charlotte,  N.  C,  and  in  the  Section 
proper,  H.3  miles  per  hour  at  Columbia.  The  highest  velocity 
for  any  .5-minute  period  was  39  miles  per  hour  from  tlie  north- 
west at  Savannah.  (4a.,  on  the  4th,  and  in  the  Section  proper, 
3<S  miles  per  hour  from  tlie  nortiiwest  at  (Jreenvilleon  tl!P29th. 


PRESSURE. 


The  mean  sea-level  pressure,  determined  from  reports  of 
8  regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30.13  inches.  The  highest  pressure  in  the  region 
covered  by  reports  was  30.60  inches  at  Charlotte,  N.  C,  on  the 
r2th,  and  in  the  Section  proper,  30.57  inches  at  Greenville  on 
the  same  date;  the  lowest  pressure  was  29.57  inches  at  Char- 
lotte, N.  C,  on  I  lie  18th,  and  in  the  Section  proper,  29.63 
inches  at  Greenville  on  the  same  date. 


TEMPERATURE 


The  montlily  nu>an  for  the  Section,  determined  from  re- 
ports of  43  stations,  was  47.1°.  or  1.6°  above  the  established 
normal,  and  9.7°  above  the  mean  of  the  cold  January  of  last 
year.  The  highest  temperature  was  80°  at  Oaks,  Georgetown 
County,  on  the  2d.  The  warmest  period  v>'as  generally  on  the 
Ist  and  2d,  but  comparatively  mild  weather  prevailed  after  the 
cold  period,  3d  to  8th.  The  lowest  temperature  was  8°  above 
zero  at  Landrum,  Spartanburg  County,  on  the  -ith. 


HUMIDITY. 

The  mean  relative  humidity,  determined  from  reports  of  8 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m.,  79%;  8  p.  m.,  64%.  The  high- 
est percentages  occurred  over  the  southern  counties,  and  the 
lowest,  over  the  northern  interior.  , 


SUNSHINE   AND    CLOUDINESS. 

j  The  average  monthly  sunshine,  determined   from  8  auto- 

I  matic  records,  was  199.0  hours,  or  63%  of  the  possible  an  ount . 
Tlie  average  number  of   clear  days  was   19;    jjartly  cloudy,  5. 
I  and  cloudy,   7,   as  against   normals  u\'  13,  7,   and  11  days,  re- 
spectively. 

RIVER  CONDITIONS. 

Freshet  conditions  prevailed  in  the  Savannah,  Santec,  and 
Pee  Dee  River  Districts  after  the  rains  at  the  opening  of  the 
month  and  again  after  the  rains  of  the  24-26th.  Th(>  Santee 
River  was  in  flood  throughout  the  month.  rnavoidal)le  losses 
incident  to  floods  in  the  Santee  Ba^in  approximated  S19, 7:51 , 
and  the  value  of  movable  property  saved  by  timely  warnings  has 
been  conservatively  estimated  at  )#65,S00.  In  the  Pee  Dee 
Basiti    the    losses    approximated    »20.9(^0,    and    the    value   of 

i  moval^le   propertv   savrd   liv  flood    warniiigs  was  estimated   at 

:  ^35,000. 

IiIISCELLANEOUS    PHENOMENA,  idates). 

i  h'ng,  d('i}>u'.- — Blnirs,   14;    Darlington,  22;  Kdisto.  22:   Gns- 

j  ton  Shoals,  1;  Landrum,  1,  14;  Monetta,  17;  Walballa,  1. 
I  Halos.—Lvnd,-:    U'alhalla.   14,   16.   22.      Solar:    Columbia, 

I  7,  22,  24,  27,  2.S;   Greenville,  24,  27,  30;    Walballa,  25. 

MISCELLANEOUS  DATA  FOR  JANUAKT,  1919. 


Tenip'-niturp,      i  '"'il'l'P'"'- 


I     Mean       6  ^ 

Wiml.        I   rplative  ;  ~  = 

lhmni(1ity.;'S!= 


Stations.  I     1^ 


PRECIPITATION. 


The  average  for  the  Section,  56  stations  reporting,  was 
j  4.15  inches,  or  0.71  inch  above  the  established  normal.  Pre- 
I  cipitation  was  fairly  distributed  as  to  time  during  4  periods, 
I  but  was  superabundant  over  the  northwestern  counties,  where 
I  the  amounts  ranged  from  4  to  over  8  inches,  while  on  the  coa.stal 
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Climatologrical  Bata  for  January,  1919. 


C^onnties. 
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Temperature. 

in  degrees  Fahr. 

Precipitation,  in  inches. 
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P.J3 
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■c 
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Alleiwlale  

Barnwell 
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296 
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43 

48 

144 
25 
175 
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106 
63 
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82 
12 
54 

30 
30 
18 
4 

48 

29 
33 

24 
31 
26 
33 

30 

4 

1 

24 

30 

4 
3 
1 

69 
5 

30 

23 

Vx 

16 
23 

J71 

77 
77 

t22 

1 
1 

1 
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1                1 

1 

K.  B.  Vance. 

Blackville 

Bowman 

'  enteuaiy 

Barnwell 

Orangeburg 

Marion 

47.8 
46.1 

+0.7 
+  1.9 

12 
15 

6 
6 
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45 

.3.45 
3.39 
2.43 
L68 

3.72 
2. 24 
3.27 
2.89 
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3.06 
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2.19 
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2.11 
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1.96 
2.47 
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4.62 
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4.86 
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6.97 
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4.45 
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4.42 
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0.72 
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Mrs.  D.B.Sanders. 
B.  0.  Evans. 
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Cheraw 
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Chesterlield 
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Darlington 
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Orangeburg 

51.1 

47.2 

47.8 
47.2 

+  1.8 

+3.8 
-0.3 
+  1.6 

70 

68 
76 
75 

23 
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2 
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22 

19 
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6 

34 
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45 
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6 
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38 
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"45 
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48.5 

4.88 
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-1.5 
+1.5 

+L2 

+2.9 
-0.1 
+2.2 

75 
74 
74 

78 
78 

80 

72 
69 
73 

1 
1 
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+2.4 

21 
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+2.5 
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75 
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18 
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6 

44 

32 
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Prof.  F.  H.  H.  Calhoun. 

Columbia 

Richland  . 

Edgefield 

Edgefield 

J.  A.  Townseiid. 

Gaston  Shoals  tt 

Cherokee 

680 
1039 
671 
568 
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711 
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502 
8.50 
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620 
1061 
548 
690 
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S.  C.  IX.,  Power  A  Ry.  Co. 

(Jreenville 

Greenwood 
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45.6 
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43.8 

•4.22 
44.7 
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+2.8 
+4.1 
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68 

70 

72 
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74 
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15 
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6 
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48.0 
46.2 
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38 
38 

4.42 
5.39 
7.02 
5.04 
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6.93 
4.41 
6.95 
4.85 
6.20 

5.55 
4.15 

+  1.18 
+  1.94 
+3.28 
+1.71 

+  1.93 
+3.73 
+1.25 
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+1.57 
+3.18 

+2.08 
+0.71 

1.21 
1.42 
2.04 
1.50 

1.42 

1.70 
1.59 
1.75 
1.15 
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0 
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T. 
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7 

9 
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8 
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8 
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New  berry 

Newberry 
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Warren  G.  Peterson. 

Pelzer 

.loshna  Y.  .lones. 

flaluda 

Saluda 
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44.8 
'45.0 
''46.8 

43.5 
•46.2 

45.8 

45.8 
47.1 

-0.2 

+1.8 
+3.5 
+0.4 
+1.5 
+2.6 
+2.3 
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+  1.6 

74 
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'68 
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67 
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71 

76 

80 

1 

1 
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2 

15 

14 
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11 
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8 
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5 
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5 
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4 

42 

37 
•56 
''32 

44 
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56 
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17 
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19 
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4 
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6 
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6 
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9 

7 
7 

n. 
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n. 

s. 
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Mrs.  F.V.J.  Maxwell. 

Santuck  

Union 

E.  W..Ieter. 

Spartanburg 

Spartanburg 

Edgefield 

F.  P.  Robinson. 

Trenton 

Mrs.  S.  E.  Long. 

Walhalla 

Oconee 

H.W.Brandt. 

White  Oak 

Fairfield 

T.  G.  Patrick  &  Co. 

Winthrop  College  XX... 
Division  means  and 

Y'ork 

W.  P.  Goodman. 

extremes 

Section  means  and 

< 

I 


The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
determining  section  or  division  means.     Reference  letters  (".  b,  c),  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  •>  represents  two  days  missing,  etc. 

t  Also  on  other  dates,  tt  Received  too  late  to  be  included  in  means  and  summaries.  **  Temperature  data  are  from  observed  readings  of  the  dry  bulb;  means  are  com- 
puted from  observed  readings,     tt  PostoflRce  addresses  of  these  stations  are  as  follows:    Of  Edisto.  Erabree;  of  Gaston  Shoals.  Blacksburg;  of  Winthrop  College,  Rock  Hill. 

'1'.  Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 
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CLIMATOLOGICAL  DATA  :    SOQTH  CAROLINA  SECTION. 


Daily  Precipitation  for  January,   1919. 
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.20 

'.'ii 
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T. 
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66 
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2.12 
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0.30 
2.11 

2.99 
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..37 

.28 
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Oak> 

Orangeburg 

1 

.47 

.40 
.90 
.10 
1.00 

.62 

...1  -. 

15 

.05 
10 

Coa-t 

.10 

':'::;73::;:!:::: 

05 

.10 

T. 
.30 

■f.' 
.20 

.  23i . . . . 

liimini  |||l 

1 
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.22 

1.48 

.40 

1.28 

1.33 

lO' 

i 
i 

.18 

■.■i2 

.26 
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St.  .Matthews  nil 
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.50 

1 

.60 



.40 
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....'    '^.20 

.85 
57 



1 

.20 

.65 

......... 

.... 

3.10 

do 

.09 
.05 

T. 



tv 

03 

.02 

1.40 
.23 
.20 

!    3.70 

Ashley 

Ashepoo 

do 

48^  T. 

.  7.i 

.50 
.52 
.45 
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.55 
.70 
.75 

1.51 
1  02 
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T. 

T 

11 

1.96 
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2.47 

7h 

i 
531  .85 
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i 

' 

2.13 
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Aiken 
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41 

i 

.25 
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....1  .. 

3.60 

Anderson 

Savannah  
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T. 
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9? 

1.75 

.501  .81 
....1.64 

....il.66 
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6.44 

Batesbnrg  nil 

.... 

.01 

34 

....|.... 

.03   .31 
09     74 

■ 

4.62 

Blairsllll 

361. 19' 

04 

1.08 
.46 
1.55 
1.50 
.82 

1 

5.10 

Calhonn  Falls  ||||  ...'.,. 

Savannah  

Watciee 

Catawba 

Salnda 

Savannah  

Congaree 

Savannali 

Broad 

Saluda 

do 
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.05 

• 
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.15;1.45 

42  1  2i 

.02 
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5.62 

('happens  nil 

1 

1 
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.27 
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.14 
.95 

I 
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1.50 

4.91 

Clemson  College 
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j 

T. 

. . '  -  -  - 1 

:::;:::::::: 
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Columbia  •*• 

16 

T. 

.01 

.... 
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.90 
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.30 

1.08 

— [ — 
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3.81 
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4.88 

fJu.ston  Shoals  |||| 

Greenville     ••• 
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T. 
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tv 
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1.13 
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Kxcept  as  otherwise  indicated,  observations  are  generally  made  late  in  tlie  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
ob.eervation.  ||||  Precipitation  measured  in  the  morning:  amount  tlien  recordt-rl  i>  lor  the  preceding  24  hours.  ***  Regular  Weather  Bureau  station:  precipitation  is  for  the 
24-hour  period,  midnight  to  midnight.    *  Precipitation  included  in  the  next  follow  iug  measurement.    {Separate  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  0.01  inchs 


COMPARATIVE  DATA  FOR  JANUARY. 
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CLIMATOLOGICAL    DATA:    SOUTH    CAROLINA    SECTION. 


January,   iyi9 


Saily  Temperatures  for  January,   1919. 
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Reference  letters  (».  ''.  <^).  appearing  in  the  table  indicate  number  of  days  missinfj:  For  example,  ''  represents  two  days  missing,  etc. 
%  Instrmnents  are  read  in  the  morning;  the  maximum  temperature  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  alwUys  occurs. 
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Columbia,  S.  C,  February,  1919 


No.  2. 


aSlNSRAL  STTMMAB'Z'. 

While  there  were  no  marked  extremes,  Feliruary  waspome- 
•hat  wanner  than  usual,  aiul  the  pieeipitation  aviM-agod  slightly 
bove  normal. 

The  comparativelv  mild  weather,  with  no  hard  frezees, 
xcept  in  the  extreme  nortliwestern  counties,  was  generally 
avorable  for  all  outstanding  winter  crops,  and  vegetation  was 
n  practically  normal  stage  of  advancement  at  the  close  of  the 
iiDutli.  Farm  work  was  backward,  however,  incident  to  wet 
oil  and  labor  shortage,  ^\'heat,  oats,  and  rj'e  maintained  fair 
0  excellent  condition,  but  some  wheat  and  oats  in  thin  land 
I'ere  poor.  Cotton  was  about  all  picked  at  the  close  of  the 
iionth,  and  a  good  proportion  of  the  crop  was  being  held  for 
lelter  prices,  with  prospects  for  a  materially  reduced  acreage  in 
UU).  In  the  trucking  districts  of  the  southern  counties  the 
•pet,  carrot,  and  cabbage  crops  show  consideral)le  reduction  in 
cri'agp;  potato  planting  was  begun  in  the  extreme  southern 
ounties  during  the  latter  part  of  the  montli.  The  tobacco 
creage  in  11)1'.)  will  be  increased.  Fruit  ])rospects  were  ex- 
ellent:  budding  liad  extended  to  the  northern  State  limits  at 
he  close  of  the  month,  uwd  peaches  were  blooming  in  the  ex- 
reme  southern  counties,  with  pears  and  plums  in  bloom  in 
eattercd  sections  of  the  centnil  counties. 

PEESSUBE. 

'i'he  mean  sea-level  pressure,  determined  from  reports  of 
regular  Weather  Bureau  stations  in  and  surrounding  tiie  Sec- 
ion,  was  30.03  incites  The  highest  pressure  in  tlie  region 
nvered  bv  repr.its  was  ;;  )..")!  inches  at  Asheville,  N.  C,  on  the 
9th,  nnd  in  tlie  .'Miction  proper,  3  '.4S  inches  at  Columbia  on 
lie  -ame  date;  lowest,  pressure,  29.3!)  inches  at  Asheville,  N.  C, 
m  the  I  4th,  and  in  the  Section  proper,  29.42  inches  at  Green- 
'ille  on  the  1st. 

TEMPEBATURE 

The  monthly  menu   for  the  Section.  d(>termiiieil    from   re- 
ports of  43  stations,  was  47.5°,   or  0.4°  above  the  established 


measurements  ranged  from  4  to  less  than  3  inches;  on  the  lower 
coastal  plain  and  in  the  northwestern  counties  the  monthly 
amounts  ranged  from  5  to  over  7  inches.  The  greatest  local 
monthly  amount  was  7. 26 inches  at  Yemassee,  Hampton  County, 
and  the  least  amount  was  2.38  inches  at  Heath  Spring,  Lan- 
caster County.  The  greatest  24-hour  amount  at  any  station  was 
3,97  inches  at  Walterboro  on  the  25th-26th.  The  average 
number  of  rainy  days  was  11%  above  the  normal. 

Snowfall  occurred  in  the  central  and  northern  counties  gen- 
erally between  the  9th  and  13th,  with  amounts  ranging  from 
Traces  to  7.o  inches  (Liberty.) 


inruial.     The   highest    temperature   was 


at  Paris  Island, 


lieaufort  County,  op,  the  2  1th.  The  warmest  periods  were  the 
^penmg  and  closing  days  of  the  month.  The  lowest  tempera- 
ure  was  17°  at  Landruin,  Spartanburg  County,  on  the  11th, 
md  at  W'inthrop  College,  Rock  Hill,  York  County,  on  the 
lOth.  'I'he  coldest  period  of  the  month  was  between  the  10th 
nid  12th.  

HUMIDITY. 

The  mean  relative  Innnidity,  deterinine(l  from  reports  of  8 
■egular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
ion,  was  as  follows:  8  a.m.,  78%  ;  8  p.  m.,  fiS%.  The  high- 
Nt  percentages  occurred  over  the  middle  Savannah  watershed 
ind  extreme  eastern  counties,  and  the  lowest,  over  the  northern 
nterior. 

PRECIPITATION. 

The  average  for  the  Section,  ."lo  stations  reporting,  was 
h  i^)  inches,  or  0.37  incli  above  the  established  normal.  Pre- 
cipitation was  fairly  distriliuted  as  to  time,  but  the  amounts 
vere  below  normal  in  an  extensive  area  of  the  northeastern 
counties  at;d  the  middle  and    northern  coastnl  plain,  wheie  the 


'    WIND. 

The  prevailing  wind  was  from  the  northeast.  The  average 
hourly  velocity,  determined  from  8  anemometer  records,  was 
9.1  miles.  The  highest  average  velocity  in  the  region  covered 
by  reports  was  13.6  miles  per  honrat  Savannah,  Ga.,  and  in  the 
Section  proper,  11.6  miles  per  hour  at  Charleston;  the  lowest 
average  was  6.2  miles  per  hour  at  Charlotte,  N.  C,  and  in  the 
Section  proper,  7.7  miles  per  hour  at  Columlna.  The  highest 
velocity  for  any  5-minute  period  was  44  miles  per  hour  from  the 
west  at  Savamiah,  Ga.,  on  the  14th,  and  in  theSection  proper, 
10  miles  per  hour  from  the  southwest  at  Columbia  on  the  same 
date. 

SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  8  auto- 
matic records,  was  170.3  hours,  or  5o%  of  the  possible  air  v)imt. 
The  average  number  of  clear  days  was  14;  partly  cloudy,  4, 
and  cloudy,  10,  as  against  normals  of  13.  6,  and  9  days,  re- 
spectively. 

BIVEB  CONDITIONS. 

Floods  and  high  water  prevailed  in  tlie  Pee  Dee,  Santee, 
;an(l  Savannnh  River  Districts  after  the  rnins  between  the  21st 
and  23d.  The  Santee  River  continued  near  or  above  flood 
stage  throughout  the  month.  Unavoidable  losses  incident  to 
floods  in  the  Santee  System  were  conservativeh'  estimated  at 
$;o,500,  and  the  value  of  movable  property  saved  by  timely 
warnings  approximated  874,600.  In  the  Pee  Dee  District  the 
unavoidable  losses  approximated  $12,000,  and  the  value  of 
movable  prop(>rtv  saved  bv  timelv  warnings  was  estimated  at 
$22,500.  '  ^     _^ 

MISCELLANEOUS    PHENOMENA  (dates). 

IlnJoft. — Solar:  Colum])ia,  11,  24;  Greenville,  8,  11,  17,  24. 

Fog,  dnifte. — Charleston,  22;  Columbia,  22;  Gaston  Shoals, 

[>iberty,  26;    Rimini,  5 

Tliviidcrslnrins. — Cheraw,23;  Columbia,  28;  riarnett,  (ireen- 
ville.  Liberty,  Newberry,  Santuck,  and  Walhalla,  22,  28, 

,S'/pf^— Gaston  Shoals,  20;  Landrum,  3,  20.  21;  Little 
Mountain,  11;   INIeri wether,  9;   Trenton,  i);    Walhalla,  20. 

/^//.— Libertv,  21;   Newberry,  28;    Walhalla,  14. 
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(Charlotte.  X.(;  ...  1 

.10.  (12 

■12.8  1     fi7 

19 

4.85 

1.53         6.2 

n. 

76 

63  1  .^6 

CoUiiiibirt.S.C...  J 

30.  01 

4().8  1     fi9 

2fi 

3.  .50 

1.14  !       7.7 

HP. 

77 

69  ,  51 

Oropiivillc,  S.  C.  . . 

30.  01 

43.(1  ■     64 

22 

6.48  '  1.88  i       8.8 

lie. 

r)8 

59  1  57 

S;iviinnali.(ia 

30.02 

52.  S  1     70 

30 

5.32  !  2.67  ,     13.6 

IIW. 

79 

71   1  56 

Wilniinsioii.  \.C.  i 

30.  03 

47.3  '     f,8 

24 

2.83  i  0.65         7.7 

11. 

80 

72  1  64 

Mean-;  and  ex-  ) 

1            1 

ne. 

tr^iiips (  > 

.30.  03 

4fi  4    _70_ 

16 

4.42  '  .3.18  1      9.1 

mv. 

78       68  1  55 

12 


CLIMATO LOGICAL  DATA:   SOUTH  CAROLINA  SECTION. 


February,  1919 


Climatolog-ical  Data  for  February,  1919. 


CoiMitii^s 


Eaatern   Pnrtion. 


Allendale i  Barnwoll 

Blackville !  Baniwpll 

Bowman i  Orangeburg 

(j'entenary j  Marion 

Charleston j  Charleston 

Cheraw I  Chesterfield 

Conway Horry 

Darlington I  Darlington 

Edisto  it '  Bamljerg 

Ertingliam \  Florence 

Ferguson ;  Orangeburg 

Florence  1 Floreneo 

l''lorence  2 i do  . .. 

riaruett I  Hampton 

Georgetown i  (ieorgetown 

Kiugslree i  Williamsburg  . 

Oaks  Georgeto^vn 

( )rangeburg Orangeburg 

Paris  Island 1  Beaufort 


Pinopolis  "  . 
Rimini  . . . 
St.  George 


St.  Matthews. 
Society  Hill  .. 
Suminerville  . 
Walterboro. .. 


Berkeley 54 

('larendon |  97 

Dorchester I  109 

Calhoun I  C2 

Darlington I  192 

Dorchester.. 
Colli-ton 


Yemassee [  Itanuiton 

Division  means  and  'exiifirii'S 

\\>.-:leyii  I'iiiIIdii. 


.\ikon  !  Aiken :  527 

Anderson  Anderson   |  764 

Batesliurg Ijexinpton ;  fioli 

Hlairs Fairfield I  293 


Calhoun  Fulls. 


Abbeville i    508  I  26 


Camden Kershaw 

Catawba j  York  

Chappclls i  Xe\\  berry 

Clenisou  College |  Oconee 

Columbia I  KirliUind 

Edge/ield |  Filgelield 

Gaston  Shoals  It I  Cherokee ,    680  [    G 

Greenville [  Greenville I  10:!9  i  26 

Greenwood !  Greenwood ;    671  ;  30 

lleathSpring  ;  Lancaster \    5BS  '  IS 

Kershaw  Kershaw 

bandrnm Spartanbui 

Laurens Laurens  .   . 

Liberty :  rickens 

Little  Monutiiin .Newberry  . 

.Meriwether  McCormick 

Monetta \  Saluda 

Neu  berry .Newberry 

I*el/er !  .\  uder.-oii 

■Saluda :  Siihida 

Santnck Fniou 

Sp:iriauburg Spinlanburg 

■i'lcntou Kdgeficdd  .. . 

Walhalla Oconee 

Whit"  Oak Fairfield 

Winthrop  College  ft. .  Vork  ... 

Division  means  and   extremes ^ ]    44.8 

i^eefion  means  and   extremes l    47.5 


U.  B.  Vance. 

Mrs.  D.  B.  Sanders. 

B.  O.  Evans. 

D.  L.  Carmichael. 

U.  S.  Weather  Bureau. 

Roland  D.  I'owe. 
Paul  Quaff lebanm. 
D.  C.  McCall. 
Nathan  leukins. 
Wm.  B.  fiillespie, 
Henry  C.  Savage. 

H.  K.  Gilbert. 

Pee  Dee  Experiment  Sta. 

Maner  B.  Hobert. 

A.  P.  Hazard. 

W.  H.  Matthews. 

O.  M.  Mitchell. 
r.  S.  Fisheries  Stiition. 
I".  S.  Marine  Corps. 
Miss  E.  P.  Ravenel. 
William  B.  Wolfe. 
Miss  Una  T.Whiteside. 

.1.  S.  Wannamaker. 
A.  H.  Kogers. 
Miss  E.  II.  Gadsden. 
i.  N.Frank. 
W.  C.  Untson. 


I'rank  B.  McCoy. 
II.  II.  Ifusscll. 
E..I.  Mite. 
.1.  N.  Owens. 
L.  M.  Parker. 

W.  C.  Brown. 

lames  C    Fnris. 

.1.  .1.  Mnrraii. 

Prof.  F.  II.  ll.Ciill'oui:. 

V   S.  Weather  liureiui. 

J.  ,\.  Townsend. 

S.  C.  I.t.,  Povir.t  K\    Co. 

I'.  S.  Weather  Bureau. 

.M.  M .  Ciil'ioun. 

.1.  Marvin  Bowers. 

John  W.  Hainel. 

K.  Hartwell  Wilds.  D.D.S. 

Perry  .\.  Simpson. 

,lohn  T.  Hoggs. 

.1.  M.  Sea  so.  M.  D. 

Mrs.  Marie  R.  Middleton. 
.!o>ieph  M.  .lohnson. 
Warren  (i.  Peler.iou. 
loshua  Y.  .lonps. 
Mrs.  F.  V..1.  Maxwell. 

E.  W.  leter. 

F.  P.  Knbiiisou. 
Mrs.  S.  K.  I  nng. 
H.  W.  Brandt. 

T.  G.  Patri(k  .t  Co. 
W.  P.  Goodman. 


The  departures  from  the  nonnal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
determining  seciioii  or  division  means.     Keference  letters  (".  •>.  "-"i.  appearing  in  the  table  indicate  nninher  of  days  mis.sing;  for  example.  >•  represents  two  days  missing,  etc. 

t  .\lso  on  other  dates,  tt  Received  too  l;ite  to  be  included  in  means  and  summaries.  "  Temperature  data  are  from  observeil  readings  of  the  dry  bidb:  means  are  com- 
piueii  fnini  iib-.ervp(l  readings,      tt  I'ostoflice  addre-nes  of  these  statio:is  are  as  follows:     Of  Eilisto.  Kmhree;  of  Gaston  Shoals.  Blacksburg:  of  Winthrop  College.  l{o<-k   Hill. 

T.  Precipitation  is  less  than  O.oi  inch  of  ruin  or  melted  snow. 


ERRATA. 

.lANf.vr.v. — linr  irille:  Mean  t:^mperature  in  table  of  miscellaneous  data,  page  3,  should  be  45.1.    M.^an  temnerat'ire,  page  4,  should  be  43.1. 
temperature.  1.5t'i.  page  6.  shoiUd  be  40;  mean  minimum  temperature  should  be  35.3.    Sixtrta  ibiirg:   .Mean  temperature,  pag>  4,  shotdd  be  46.0. 


Minimum 


February,  1919 


CLIMATOLOGICAL  DATA  :    SOUTH  CAROLINA  SECTION. 


Daily  Precipitation  for  February,   1919. 


Stations. 

1 

Watersheds. 

Day  of  month. 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10      11 

1 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

W 

Eaittrn  T'mtwn. 
Allendale  lill 

Blackville  ||||     

Edisto    

.15 
.22 

.70 

.15 

.75 

.10 
.39 

2.66!i.66 

.50,2.38 

'.'46 

.15 

5.10 

....do 

.28 

.20 

.25 

.15 

.29 

.40 

.20 

0.66 

Charleston  '** 

Coast 

.Ofi!  .521  .30 

.10 

.06 

07 

'f.' 

.21 
T. 
.2f 
.42 
.31 

.22 

'.'39 

.57 

.04 

.52 
.53 

.51 
.46 
.60 
.27 
.66 
1.24 
.47 

.80 
.83 

.08 

.14 
.05 

3.66 

.63 

.36 
.76 
1.80 
.32 
.50 
.86 

.52 
T. 

1.00 
.22 

1.38 
.92 

1.98 
.07 
.80 

.72 
.55 

1.29 
.36 
.55 

3.00 
.56 

.55 

T. 

.02 

5.51 

Cheraw  |l||    

Pee  Dee '  ... 

.54 

,5r 

....!.... 

65 

2.74 

Couwav  111! 

\>'accania\v  ... i ... . 

.0? 

.(V2 
.03 

33 

1  •  ■  •  • 

.d.... 
.46|.... 
.25' 

T. 

3.94 

Darlinston  |||| 

Pee  Dee 

Edisto 

T. 
.27 

.08 
.45 

..50 
.61 
.52 

.03 
.18 
.11 

.20 
05 

3.15 

Edisto  nil 

.37 
.37 
.32 

5.77 

Krtingliani  1 1|     

Lynches     .... 

:::::::; 

•>•/', 

1 

.... 

3. 23 

Ferffuson   |[| 

Santee 

.88.... 
1  .01!.... 

.04 

.48 

.10 

5.50 

Florence  111! 

Pee  Dee 

3.31 

Florence  2 1|||     

..do     .. 

....  I ....  i ... . 

.10   .35 

.37 

.85 

.17 
.40 
.24 
.37 
.35 
.30 

2.94 

Gariiett 

Savannah  

1 

1 
.18 
.50 
20 

.35   .13 

.50..... 
.63!.... 
.72!  .06 
.25    .36 

.23 

.40 
.20 
.31 

.25 

.25 

■f.' 

.03 

T. 

.1' 

.18 

2.94 
L40 
.50 
1.31 
2.25 
2.00 
1.85 

1.85 
L70 
1.70 
.60 
2.70 
3.57 
1.90 

.30 
.15 

6.26 

Ueorjrctowii 

Coast 1 ; 

Hlack 

5.16 

Kinffstree  |||| 

■75 

3.31 

Oa!c> 

....  do 

.22 

.05 

.30 

.01 
.12 

i 

.68 
.24 
.60 

.77 

.64 

.16 
.36 

.04 
.12 

4.59 

Orangreburg 

Edisto 

4.60 

Paris  Island 

Coast  .       . .     1 . . . . 

.20 

. . .  .1. . . . 



6.10 

Pinopoli.s  

C'ooper 

1.05 
3'' 

30 

.10 
.35 

.02 

4.65 

HiiDJni  nil 

Santee 

.22 

09 

. . .  .1. . . . 

.22 

.30 

nfi 

.05 
.30 

4.67 

St.  (iporsrellil 

Edisto '  .30 

.40 
.20 

30 

30 

.      1         -^v 

3.30 

St.  Malthews  |||| 

40 

.22 
.22 
.05 

.49 

.35 
.05 

'.'ii 

.21 

.80 
.47 

.87 

'.'so 

57 

"Ai 

'.'86 

.19 
1.95 

'.'si 

.26 
.08 
.10 
.26 

.70 
.40 
.10 
.26 

1.88 
.18 
.45 

1  09 

........ 

.40 
.40 
.57 
.40 
■>  17 

4.37 

Society  Hill  ||l| 

do 

1 

53 

.05 
.51 
.20 
.52 

.14 
.O'i 
.11 

.06 

.02 
.25 

.65 
1.05 

.37 
'.'26 

.01 
06 

3. 16 

Sunnnerville 

Ash  lev 

.30    .87 

.06 
.23 
T. 

'.'06 
.43 

'.'46 
.55 

.15 
04 

.22 
.20 
.19 

:::: 

6.51 

Wiilterboro 

Vcniasseellll 

Ashcpoo 

-^^ 

Edi.sto 

Savannah  

.. .  ]j 

1 

.41'  .62 
.4.5,  .57 

1 

....|  .53 

.02 
3? 

.... 

6.51 
7.26 

Western   I'miiiiii. 
Aiken 

1.51    .53 

.95!  .08 
.9Si  .42 
.601  .38 
1.30!  .25 
.70     33 

4.33 

Anderson 

1 

.05   .50 

..     T 

.04 

.06 

'.'is 

.02 
T. 

T. 

't'.' 

.10 

.35 
.47 
.37 
.36 
.43 
.45 
.45 

".U 
.52 

.38 
.14 
36 

'.'54 
.83 
80 

.26 

5.67 

Bateshiirg  |||| 

Edisto 

Broad 

■     i 

11-12 

4.25 

Blairsllll 

! 

.57 

.10 
.19 

1  15 

4.39 

Calhoun  Falls  |||| 

Savannah 

01 

T. 

'?3 

T. 

.91 
T. 

0,1 

4.51 

Caniflen  |||l 

CjitawballJ! 

CbiiDiiellsJlil 

Clemson  Collcgre 

Columbia'*' 

lid-.'licld  11!! 

(JasioiiSlioalsIl!! 

(ircnville      '*• 

(ireenvvoo'l  {||| 

lIcHth  Sj)r'ingr 

Watcvee 

Catawba  

Sahida 

....'.... 

.■::;  .■45 

.:::  .10 

.55 

.54 

.06 

3.57 

10 

.15 
.12 

03 

.70 
.  42 

'.'39 

1.80 
.87 

..58 
.80 

.30 
1.12 
.92 
.65 
1.00 
48 

.40 
.20 

'.'ii 
.55 

.32 

.48 
.12 



4.96 

.50 

.55 
09 

.06 

T. 
.14 

'.'i'i 

....|t. 

15     90 

4.31 

Savainiah 

1.60 
.55 

4.48 

Coiig-aree 

Savannah 

30 

1 

.01 

'.'si 



T. 

'.'6i 

3.50 

45 

.''Oi.... 

'.'oi 

.15   .95 

"48"" 

4. 32 

Hvoa.i 

SaUida 

<lo 

Watercc 

'.'36 

.47 

.41 
.05 

'.'42 

.OS 

.03 

1.47 

35 

1..52 

'.'83 

.'08 

1   ifi, 

1.62 

i.'cB 

5.59 

.iol...  !  T.   .... 

.15  .....    ..    1    ... 

1.06 

6.48 
4.06 

.10 

.re 

.03 

T. 

.86 
.69 

1  36 

.... 

.25 

30   "~ 

2. 38 

Kershaw  !lll 

I.andrnni 

Lynches 

: 

05 

.28 
.04 

.16 
't'.' 

't. 

.10 

.80 
91 

3.0s 

Hroad 

: 

T. 

.50 
.50 
.96 
,52 

.12 

T. 

.80 

.12 

T. 

.08 

.10 

T. 

.15 

.07 

.23 

T. 

.22 

.05 

.15 

.17 

.05 

L76 

1.70 

1..10 

.87 

.60 

.49 

1.01 

.06 
.68 

.42 

6.88 

Laurens  liil 

SaUula 

. 

t.  .... 
.  10 . . . . 

■f.'  'f.' 

.'oii]!!. 
! 

.451.10 
151 

50 

4.93 

Ul>crty 

Sa vaiinah  .... 

.  .  1... 

.02 

...      .04 

.06 

.06 

.48 

1.45 

1  0*1 

1.10 
.04 
.50 
.07 
.28 

'.'i.5 
.52 
.53 
.95 

6.32 

Liltlr  Moinitain 

Meriwotlier 

Saluda   : 

Savannah ; 

..i.... 

.12| 

.94 

1.10 

69 

I'' 

'.'5i 

3.78 

...,l.v. 

.48 

,14 

.30 
T. 

.io 

'.'54 
.45 

I.  SO 
1.00 
.  77 

■:49 

.16 

.... 
. . . . 

. ... 
"  " 

:::: 
. . . . 

4.92 

.Moiietui 

Edisto 

0^ 

.62    .01 

'U 

. . . . 

4.10 

.56| 
.50 

.07 

.12 
.10 

.92    .09 

.18  1.18 

1  25 1 

.07!  ... 
.90!... 

4.52 

Pclzi.rllli i 

do i 

1 

1 

1 

...1.... 

'50! 

5.42 

SnI-da 1 

do                ■ 

.4o|  .16 
.43|  .08 

'.'63 

'T.', 
.04 

't.' 

.... 

'.'S5 



53*     ''^ 

Tfil   '  (^a 

4.75 

SanincI;     1 

Spartanburs-  |||| 1 

TreiHon 1 

Walhalla I 

White  Oak ! 

Rroai! 1 

do i 

Edisto 

1.24 

.70 
.75 
1  MrJ 

'98 

1.84!  .07.... 
1.681  .10!.... 

.42!....!.... 
1.87J. ...!.... 

.851  -02:.... 
1  85          1 

.82 

.92 

1.00 

1.04 

.85 

1.00 

':!!' 

5.45 

....1  .03'.... 
..38|  .091.... 
.16    .06'.... 
.401  .05!  .04 

'.'38 

■  ■    • 
. . . . 

.... 

.  30! . . . . 
T.  !  .45 

,5.84 
4.93 
6.46 

Rroad !....■....! 

i 

8s!  ;i5 

. . .    1. 00  . . . 

S'' 

.12|.... 

55 

3. 73 

Winthrop  College | 

C^atawba :....!  .10 

.401 

1 

1 

65 

5.80 

L 

' 

1 

■'  r       1 

1 

.... 

.., 



E.xcept  as  ot'erwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  the  time  of 
observation.  ||l|  Precipitation  mi'iistu'eil  in  tlie  morning:  amoinit  then  recorded  is  for  the  preceding  24  hours.  ***  Regular  Weather  Bureau  station;  precipitation  is  for  tlie 
24-honr  i.enod.  midnight  to  midnight.    *  Precipitation  included  in  the  next  following  measurement.    tSeparate  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  0.01  inclis 


COMPARATIVE  DATA  FOB  FEBRUARY. 

Temperature. 

Precipitation. 

.iverag 

e  number  of 
days. 

Prevailing 
wind  direc- 
tion. 

1 

■S'ear. 

Temiieratnre. 

Precipitation. 

Average  num 
days. 

ber  of 

ta  .■ 

Year. 

i 

o 

6 
be 
s 

< 

Partly 
cloudy. 

Cloudy. 

Pi 

■r. 

1 

.Vverage 
days  with 
0.01  inch 
or  more. 

o 

o 

>> 

_S 

~  ".2 

1887..    . 

52.6 
49.9 
41.9 
56.1 
54.7 
49.2 
51.0 
48.9 
37.4 
48.2 
50.0 
44.5 
43.0 
44.0 
4.3.  2 
40.  6 
49.0 
J.5. 2 

W 
76 
75 
83 
83 
73 
82 
76 
78 
81 
S3 
7H 
SO 
78 
78 

^' 
86  1 

24 
15 
10 
21 
13 
IS 
25 
16 

—  (i 

15 
10 

-  11 

1^ 

11 
11 
15 

3.41 
4.  S3 
5.60 

2.  38 
4.23 
3.64 
5.05 
4.  .35 

3.  07 
6. 13 
7.  SO 
0.  S6 
6.98 
5.77 
3.08 
.5.89 
7.03 
3.  59 

12 
10 

8 

19ft5 

38.9 
46.0 
45.1 
43.  6 
52. 2 
44.7 
52.1 
42.3 
4S.  9 
44.6 
4,8.6 
48.5 
47.3 
52.4 
47.5 

47.1 

72 
76 

84 
81 
84 
79 
85 
80 
SO 
7S 
SO 
HI 
87 
SS 
75 

88 

0 
12 
16 
12 
12 
15 
20 
8 
22 
14 
20 
11 
-2 
11 
17 

-11 

5.21 

2.  .58 

3.  63 
5. 28 
4.49 
4.71 
1.  60 
5.  99 

4.  .50 
4.41 
.3.  15 
3.  96 
4.11 
1.  SO 
4.73 

4.36 

9 

6 

8 
10 

s 

9 
5 

8 
S 
9 
6 
8 
8 

10 

9 

10 
16 
10 
14 
15 
12 
13 
15 
12 
12 
15 
17 
14 
14 
14 

13 

4 

5 
8 
6 
7 
6 
S 
5 

7 
4 
6 

14 
7 

10 
9 
6 

10 

9 
12 
10 

6 

7 

10 
9 

1888 

ne. 
*\v. 
sw. 
sw. 
'sw. 

1906 

ne. 

18K9 

1907 

ne. 

If*)... 

1908 

1891 

i 

1909 

1892 

1910 

IKTO  .. 

12 

iL' 

H 
11 

3 
12 
10 

6 

8 
10  1 

9  ' 

I   1911 

1891 

8 

]! 
10 
15 
9 
9 
14 
12 
10 
12 

9 

6 

6 

7 
6 

6 

11 
9 

8 
11 

7 
12 
12 

1^ 
11 
11 

sw. 

nw, 

sw. 

sw. 

w. 

w. 

w. 

nw 

nw. 

sw. 

ne. 

1   1912 

1895 

1913 

;    1914 

1915 

1896 

1R97 

n. 
sw. 

1898.. 

I  1916 

1899 

J9'>n 

1917 

1918 

1919 

Period 

sw. 

s\v. 

1901 

190-2 

1903 

sw. 

19'T4       .    . 

*.\lso  nw. 


14 


CLIINlATOLOGiCAL    DATA:    SOUTH    CAROLINA    SECTJON. 


February,  1919 


Daily  Temperatures  for   February,  1919. 


Stations. 


1       2 


4       5       6       7 


9      10     11      12  I  13     1-1      15  I  16      17     IS  I  19     20     21  I  22     23     24     25     26  \  27  '  28     29     30     31  1  Mean 


Kd.ilern  Poitinn. 


Allendale  sV.i 

Bhickville*   

liowman 

Ceiitenaiv 

CliarlestOM 

('lieraw  \W 

(;on\vay  vS\S 

Darlington  *SS 

Kerprnson  % 

Florence  1  vS* 

(Jarnett 

(ieorsetown 

lviii2rstree>\A 

OaUs 


\  Maximum  . 

■  ■  ■  (  Minimum. . 

)  Maximum  . 

•■•  i  Minimum.. 

)  JIaximum  . 

■  ••  (  Minimum. . 

i  Maxinumi . 

•  ■  •  )  Minimum. . 

)  Maxinmm  . 

■  ■ '  (  Minini\nii. . 

\  Maximmn  . 

■  ••  (  Minimum. . 

\  Maxiuunji  . 

■  "  '  .Minimum. . 


)  ilaximuw  . 

/  Minimum., 

\  Maximum  . 

/  Minimum. 

)  Maximum  . 

/  Mininumi. 

\  Maximum 

(  Minimum. 

\  .Maximum 

(  Minimum. 

\  .Miixinuiui  , 
■  ■  ■  ■  I  Minimum. 
\  Maximum 
'  Minimum. 


Orangeburg  'Jj 

Paris  Islan(lsS\\ 

St.  Oi'orKe  \W 

St.  .MatlhcussSsN 

Society  llill\\* 

Smnmerville 

U'lillerlioro 

VemMSsee'JsS 

Aiken  

Aiiilcixon 

Hiite.<lmv««» 

f'alhoun  l"allsv>s^ 

I'amden  A\\ 

rlenisoM  <  'olle^e  ... 

Columbia 

lireenville 

lireenwood  '?« 

Ileat'i  Sm  in? 

Ker-<li;v  w^C 

1.11  n'lruni 

Lanr.-n.s-JvS 

I.il.er(y 

I. lull-  Miinntain  . . . , 

M'TiiveiMer 

Moneiiii 

New  liri'iy 

Salnrla  

Siinliir-I; 

S|iiii'l:inliur;r  ^V^ 

Trenliin 

Wilhalla 

\V!ntc  Kali 

Wpillirup  <'<)!lp?e  . . 


\  .Maximum  . 
(  Minimum. . 
\  Maxinmm  . 
'  .Miniuunn. . 
t  .Miixiiiiuin  . 

*  .Minimimi. . 
)  Ma.ximum  , 
/  Minimum. . 
\  Maximum  . 
(  Jlinimum. . 
)  Maximum  , 
'  Minimum. . 
)  .Maximum  . 
(  Mhiiiiumi. . 
)  Maximum  . 
'  .Mii\inuim , . 

\  .Maxinuuii  . 
(  Miiiinuun. . 
S  .Maximum  . 
I  Minimum. . 
\  .Maximum  . 
'  -Minimum. . 
S  .Maxinuun  . 
'  .Mininumi. . 
)  .Maximun  . 
'  .Mininnnn. . 
\  -Maximum  . 
/  -Minimum. . 

(  Maximum  . 
'  Minimum. . 
\  .Maxinuun  . 
'  Minimum. . 
\  .Maximum  . 
I  -Mininnan. . 
1  -Maximum  . 
'  Minimum. . 
)  .Ma.xinuim  . 
'  Minimum  . 
\  Maxinnin  . 
'  .Mininuuii. . 

*  .Maxinmm  . 
'  Mininumi . . 

*  .Maxiimim  . 
/  Miin'iiium. . 
\  Maxi'.nnm  . 

'  >  Minimum. . 
1  .Maxiinum  . 
'  .Minimum. . 
\  Maximum  . 
'  Minimum. . 
\  M;i  Nimiim  . 
'  Minimum. . 

\  -Muximnm  . 

'  '  Minimum. . 

\  .\!ii.ximum  . 

■  '  Minimn.m. . 

*  .Maximum  . 

■  '  .Minimum. . 
\  .Maxinumi  . 

■  '  ^liiiiuumi. . 
I  M  iximimi 

•  '  Minimum. 

1  ^laximum  . 

■  '  Minimum. 
\  Maximum 

•  /  .Minimum. 


71,  691 

37!  36' 

721  62' 

31j  34! 


68i  70 

39;  37! 

55  onl 

30  35i 


65  64j 

36  29 

56;  62, 

36  25, 


Gil     56      56 


39l 
54 
33 


69'  56: 

35|  34! 

62!  631 

32i  36^ 

65i  «)! 

36|  39; 

7ll  Ul| 

34!  43 

651  52, 

■■V\.  36i 

M'\  55' 

34I  35, 

631  60' 


49,     49 
m\     49 


48      49, 

38      41 


54!  56 

43;  43 

5li'  57 

351  51 

55l  5S 

40'  29, 


56      611 
36     26; 


50 

4U: 

49' 
41, 


48 
42 

51  53'  (50' 

44  4{);  28, 

50|  .55!  63' 

441  .38!  29, 

58'  64l 


49  65  64 

24 1  33  38 

62i  65  68 

2(1  34  36 


42  48 

32  35 

46  62 

24  2.1 

40]  49 

291  23 


461 
55i  49! 
41:  431 
49,  .52! 
40i  44  i 
53      50| 


33      33i     40'     45 


54 

44 1  41  301 

52  57'  58' 
48!  40  301 
54I  fiO;  63: 
45|  39  29' 

53  58  5t!: 
47  38  29 


34  34| 

62  53] 

331  35 

63!  57! 

36!  381 

531  55 

351  38i 

541  44, 

34i  341 

63'  53, 

31i  34! 


58  60  57i  59 

511     33  32  26i  29 

66'     60|  55  60!  65 

50|    45  30  23  34 


25     34 


471     bi\ 
29     23 


5(lj  62 

281  2.3 

43  53 

29  23: 


41:  40;  40,  42 
.55]  .50  54'  60, 
44;     42,     41,     41 ! 


591  63 

28  35 

61  6-i 

32j  44 

67|  65 

351  4^ 

(■31  68 

32;  43 

65  68 

33'  43 

651  65 

31  40 


G8|     56i     51 
561     401     37 


501    49     66     54 


60:  421  34 
70'  55i  52 
441     471     34 


67 

51'  431 

63l  52 

55I  45 

64 1  53 


52|  53 
33 
51 
33 
64 
38 


:<4l  40....;  39,  40i..  .,_. 
58 1  .56  60,  64!  54 1  50|  55 
42;     42      41'     41!     45'     3!      ?3 


66  551  65]    50i 

35  37 

641  54[  50| 

36!  331  381 


71 

57 

3s 

41 

73 

60 

33 

41 

71 

60 

40|  43 
49, 
41 
541  53 
43t  46 
58'  53t 
44|  46' 
59,  51 
45:     46: 


.54  60|  61 

38  28;  4ii;    31 

5.i  581  68]     45 

36  26  331     33 

56  61  62'     56 

41  30'  361 

65  70  70| 

40  28  33| 

63;  62' 


52!  44 
27 
39 
26 


36 


45 

29 

53 

35     29 


40     291     41)1     381     28      22     37'     52 


66!  (-,51  52  5'2 

39  41  41 1  41 

66!  55  45'  501 

371  35'  30i  36, 


6,-,     59i  511 

40     34i  40 

6S     551  4fi 

:;-.     38  39 

,5S;  51 

4.5: 


70, 


.iO, 
3!' 

64! 
39, 
64! 

-14  i 
64; 


421 
.W:     54 

■r,\ 


55  49!  50! 

39  42,  41 

52;  47!  49 

:16  39.  3't, 

55  49,  50. 


35  36      40i     .391 

62,  lU      61!     58 

42'  34 

6i'ii  .56 

39!  3! 

64,  .55 


49      50; 


381 

5i 

40i     33     39I 


05 
30 
63 
31 
(6 


32 
14 
37 
P5 
35 


.59     49i 


61 

40! 


40 
56 
4U 

.50| 
41: 
.50' 
39 
50, 
40, 
521 
40, 


43! 

491 

38j 
.50 

41 
48 
42l 
49i 
45 
50' 
36l 

491 
39 

5''i 
38 
48l 
40! 

.57: 

■» 
5O1 
40I 
•52, 
41' 

47; 
421 
54| 
32! 
50 
39 
51 
43 
51 
41 


52 
36 
56 
31 
52 


6! 
4S 
591 
29' 
59! 
34' 
601 
3I| 
621 
.30' 
.541 
28] 

5'.i| 
31 


.59, 

3,->l 
55, 

% 
40: 
58, 

32I 

'34'. 

.53, 
27, 


60|  65 

3 1  -40 

60;  63 

20!  35 

64;  68 

37:  44 

65:  71 

35;  45l 

6V  6'.l! 


40;     35 

68'     63  53 

"  '    44!  35 

6r>!  54 


53 

7o; 

56 

61 

56|     43 

721. 

61; 


461     35 

53;     56 

33 


46!     34 


66  56  59 

35I  38  30 

64!  631  64 

31!  36!  3' 


61  51 

42  39: 

53  47 

46t  33 

63  53 

31  30 


56]  49 

29!  32 

62;  55 

28;  33 

541  66 

281  34 


57I  63 

43|  54 

57|  59 

35]  3s 

57 1  58 
281 


60  49 

27  26 

59  50 
31 


36 


57 
36 
53 
41 

56|     491     66 

29     3( 

59     o' 

42;  45 
59;  60 
32I  43 
53!  60 
30:  3' 
50!  53 
29      40 


.......'     32. ...|     38' 

68,     55;     .=;4      .551     "O      «4 
53     47,    45     31;    3ll    40 


.56;  44 

37'  2 1 

45;  47 

29  19 

621  41 

341  24 

43;  46 

35!  20 

61'  .54 

, . . !  22 

531  43 

34,  21 


40,     42 1 


.53! 
401 
.52' 
39' 
62; 
.38: 
.50, 
40; 


:!5     40]     42 


29  26 
56,  5; 
30l  32. 
51 1  .55' 
33  391 
50  .=  8' 
42  40! 
52;  60. 
30:  32' 
53  6" 
32,  29 

,5.5,  66 

32.  27! 

51 1  58, 

32;  28 

53!  •''''* 

30  29 
,50,  59 
40,  33 
551  55 


27 
68l 


32;  29; 

52;  57! 

30.  29 

I  I 


40, 

66 
39; 

-li' 

331 
57' 
.33 
51 
35, 

6v 
23, 
55 
3iil 
60 
36' 
60 
4! 
60, 

59 
34, 


631  61! 

27;  33i  .50 

38  611:  57 

23  291  45 

45  62'  57 

25i  32  42 

40  63!  59 


481 

;« 

42, 
2'i, 

4S      41 
32     22, 


20  21; 

63  61; 

401  42; 

52]  521 

28  29:    34 


65, 

45: 
661 
,501 
68l 
55 
62| 
46! 
68] 


, .  .| 

'52  ".59 

431  32 

5.ii  53 

42  32 

621  53 

421  33 

621  68 

43|  28; 

.52  53 

43!  34 


70!  fi8  64 

44  39  46 

67  66l  65 
3' 


66|  711. 
32  451. 
64      70; . 


58|  65  58 

47l 

59  53! 

52I  471  43 

62;  64.  66 

38  41'  48 


62  62!     57 

-  -  45     43 

68!  ''4!     55 

39  48'     49 

64  6li     55l 

38!  4Sl     45! 

06|  631     61 1 
37 
61 

40'  .501 
62 


57  65! . 

43.  511. 

68;  68!  • 

37  4.51. 

59;  71!  ■ 

32  38. 


73!. 

70l. 
43  . 


64 

39!  49' 

63'  63 

38;  43 


531  5(> 
62 1  55 
46 
65 
47 
60! 
451 


61 

28 

57 

30 

62 

30 

65 

34;     4^. 

60|     72i. 

32      46j. 

72'     69; . 

321    43. 

63;     73'. 

31     46,. 


45. 

72; , 


40'  38  36l  39,  3K;  36  40,.... 
6II  60]  6lt  65l  7.1;  611  ™!  'I 
37'     37-  52!     50      47      54      50l     4! 


58;    64!    54! 


•is 


55!     61 
26!     32l 


27!     331 

52 


27! 
6II  55i 
36l    31 


60!  50 

4ll  32 

46;  .50 

32i  27 

541  43 

.38,  31 

43;  48 

39'  30; 

51!  53' 

43,  45j 

53;  54, 

31;  33, 


701 

301  31]  311 

58  621  58 

26!  40  36; 


! 

55' 
23! 


48, 

33; 

47 
'•!''! 
53 
35 


21 


361     32 
63      56 


61 

36 

63 

32!     29 
551     59      5! 
27 
55 
22i    23;     32 

64!     58 

44  i  43 
.57  60;  61 
21      26!     27 


42     46j     62'    6T 


26     281 


31  50 

42,     361     .57;  59 

221     251     29  46i 

41.1     59,  55; 

21 


571     56. 
23     24; 


44' 


301  491 

54,  581 

30,  40] 

59'  59! 


63;  48i 

47|  37; 

59  44I 

44  33' 

59  50; 

4»l  37' 

6O!  59l 


22!     28,     40| 


49      3"     36;     69:     oS 


491     39; 
561    47 


17.     231     40:     45!     34 


491  .56 
34,  28 
47  .51! 
29l  26 
45 
30 
4 1 
3! 
50 
29 
45 
30 


42  431  4fi  S*-- 
37!  22]  20  20 
sol     45      !(>!     .581 


.501 
33! 
.'9; 
32 
54 
39! 
54;     42| 


M     33! 

iiM     44! 


21! 

.50!     451 

20;    20 


26]     32' 

"    m 

30, 
61' 


59;  46l 

oil  ,37! 

5S!  49 

31!  34 


62     57 


48 


.50 
32 
48 

321 
521 
42; 
46' 
32, 

54; 

32. 
44I 

32; 


42! 

23| 


.=  9     56 

23,     42, 


6O!     54      50 
50l     .391     .30 


451 
2:1 


44|     61;  60! 

20i     35|  150; 

50|  55; 

28  41; 


42 


421     42'     611 


201 
13| 

2.5] 
4*>i 
2li 
42 
22 
39| 
171 


21      -'8      42, 


62] 

5l| 
60 
48 
59| 
47 


65]  50 

391  30 

.50,  50 

37!  '29 

571  5:1 

36!  23 


45|     60;     65'     61'     .57!     .50 


191    27 
42      59, 


33      46, 
60,     53! 
46 


56; 

46; 

211     30;    47, 


551 
44;     33 
61      .551 


39!     26 
4«i!     49 


28 


591  531 

38'  33: 

58,  ,551 

35,  31, 

.50]  ,53 

35i  31 1 

5si  59! 

30!  2H\ 

59  63 

31]  27, 

55;  .50j 

301  ■■^''i 

I 

581  ,52 

22  28! 

55;  48j 

31  241 

35'  33; 

60,  62' 

311  3«1 

601  58; 


54, 
.37 

^ 
49' 
35 
43 
33' 
,58l 
38 
44! 
331 
I 
47j 
35' 
■10 
32; 
46 
32 
55 
3ll 
47 
29 
44 
26, 

44 

28' 
55] 
35! 
48 
31 
63 
33, 


63!     6**' 

41  44i 
51  67 
341 
67l 

67 


601 
38; 
601 

•!' 

6! 
43' 
tic. 
45|  40]  47J 
68  69;  .581 
6t.I     48:     391 


r,9 


63'  64; 

50  4.51 

61'  53] 

40  42, 

64  62' 


60,  T2! . 

31!  42;. 

f.9  72;. 

29;  38; . 

621  721. 

321  46| . 

651  68! . 

37 1  4.51. 

65,  68!. 


.53!  36 
63'  681 
.52      .52!     331    49!. 


59     66 
36     46 


37  43 

52  51: 

36  36 

5 

3S  42 

551  44] 

32'  40 

5;'.;  60 

331  37 

541  54 

32I  31 

53!  47 

35  35 


66, 
41 
64j 
38 
64 
42 
62 
39 
68 
41 


4C| 

3ii 
60I 
37 
621 
3';: 
6:ii 
.451 
56!  •>'^i 
36;     30! 

66      60 
42;     39, 


63  60; 

501  44 

491  63 

43;  .17 

56;  55 

48  43 

fO,  5:1 

37  42i 

.'9  r'A' 

■M;  43! 

tr\  ,^2 

31  2 


49]     44 


61  691 

3:;,  52I 

61  6,5; 

30l  42 

531  66 

341  421 

f=.l,  661 

:.0  31! 

(■3;  72 

44!  531 

54'  54 

27j  41 

69  69 

36  44: 


61;     6''!     50!     51      58j     60! 


m9 

351 

61 

65 

40 

.".5 

64 

0/ 

36 

34 

(;2 

.5i) 

43 

341 

.56 

.^^71 

34 

31 

.. 

42;  371  35!  43 

531  64;  .'-81  6", 

■4.5|  4''1  291  35, 

58  5-1  54  67; 

35!  'i^''  34!  40- 

.57]  53  59.  69!. 

47  37 

49|  54 

41;  34 


34! 

561  48 

36!  42 

53  60 


62 
37 

62 
40 

64  .1,, 
41      3,51 

65  62 
41!     :i3l 


35| 
59 
32, 


.52'    58!    6.6;    661    621 


49 

53 

39 

40 

51 

53 

36 

3': 

54 

.52 

46 

42 

59 

57 

41 

40 

58 

56 

62      .54; 
31'     30 


55  62: 

22  30 

54,  58 

24,  33     28! 

55  58,     ,58 


,54, 
30 
,52 


24]     30! 
41      .38; 


50i  39!  29!  '■J'i 
601  .53;  Si;  521 
51 1    37;    38]    34l 


33] 

56  iiV 
33!     35! 

57  621 
20,  29| 
54!     ,58 

34 1 

!=;8i 

32! 


54]     501 
34     37; 


60 
34 

47! 

35!     32, 

.50      60, 

32 

59 

3 

56 

33.    35i 

53!     461 

34!     361 

461     46: 

33I    38, 


65;     .58 
42,     35 


6<!      621 


37     41 1    52 
45'     621     58' 


31 

39 

...  i 

56 

52 

' 

26 

38 

....; 

&5 

.... 

i 

26 

29 

.... 

. . . .' 

67 

.57 



— ! 

28 

,50 

....| 

6H 

60 



331  43 

...., 

61  i  70 

26 

S 

....; 

601 


40  33 
rii  ,59: 
321     32| 


(^5 

44;... 
461     64 


I    651 

i     38! 


56i 
31!  29 
631  61 
.121  3^^ 
63  63 
40     34! 


.53     54 

47      42 

55      56 

46  42, 
53  64; 
45  41 
,=8  54! 
43;  36' 
fi61 . . . . 
401 .. . 


.59!  fSJ. 

281  40! . 

601  67| . 

25!  40]. 

58  68  . 

291  42' . 

60;  63  . 

29!  42  . 

57'  68'. 

39;  33' . 

55;  ,52!  • 

27'  4ll. 

.58,  091 . 

32,  4' 

58  6 

30  43 


Hef.'reiiee  letter 
\V.\  In^trumiMits  :•.',■:' 


'•1.  a,nr>earin!r 
II  th  '  morning 


ill  the  tah'e  ill  licat"  number  of  .l:iy-  missing:  I'',).-  ex«m'>le.     renresents  two  .lays  n)issin<r.  etc. 

:  tha  maximuni  temi.eratnre  tlieii  read  is  chargeil  to  tlie  nreceiling  .lay,  on  uhicii  it  almost  always  occurs. 


63.1 
35.6 
61.3 
33.9 


58.2 
4.5.1 
55.0 
39.9 
57.8 
35.4 

57.7 
35.0 
56.8 
36.8 
57.8 
36.4 
61.4 
40.2 
68.2 
39.1 
69.0 
37.4 
'59.4 


'38.9 
60.3 
42.6 


57.9 
.36.9 
55.4 
34.1 
00  3 
40.1 
62.9 
.38.  0 
,59.9 
41.6 


5S.  5 
39.1 
53.9 

33. 1 

65. 2 
3«.  8 
64.4 
32. 7 

•.5K.  1 
•41.1 
f  2. 9 
30.4 

,=,5.  5 
38.0 
52.1 

36. 1 
,52.8 
34.8 
57.1 
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Sm  a£N£RAL.  SUMMAKY. 

"  March  temperatures  averaged  somewhat  above  normal,  with 
no  severe  frosts.  Tlie  rainfall  was  coiisiderablj'  below  the 
average,  and  tiie  latter  part  of  the  month  was  unusuallj^  dry. 

Spring  plowing  was  generallj"  10  days  to  two  weeks  back- 
ward, and  tiiree  weeks  late  in  considerable  up-State  areas,  due 
to  wet  soil  and  labor  sliortage,  butt  lie  advance  of  vegetation  was 
about  normal  for  the  season.  Cotton  planting  began  in  the  ex- 
treme southern  counties  and  in  scattered  sections  of  the  interior 
about  the  close  of  the  month,  with  indications  of  material  re- 
duction in  acreage.  Corn  planting  has  progressed  as  far  north- 
ward as  the  lower  Piedmont,  and  some  had  germinated  on  the 
lower  coastal  plain  and  in  isolated  sections  of  the  central  coun- 
ties. Wheat,  oats,  and  rye  were  in  generally  good  to  excellent 
condition.  Toijacco  preparations  indicate  an  increased  acreage 
for  tiie  coming  season.  But  little  gardening  and  early  field 
track  work  had  been  done  at  the  clo-^e  of  the  month.  Peaches, 
pears,  and  plums  wi-re  generally  in  bloom  after  al)Out  the  loth, 
and  the  month  closed  with  the  woods  practically  green  in  the 
central,  eastern,  and  southern  counties. 


PRESSURE. 

The  mean  sea-level  pressure,  determined  from  r<f)oits  of 
8  regular  Weather  Bureau  stations  in  and  surrounding  tiie  Sec- 
tion, was  80.18  inches.  Tlie  highest  pressure  in  the  region 
Covered  by  reports  was  80. .')7  inches  at  Ashevijle,  N.  C,  on  the 
12th.  and  at  Charlotte  and   \\'ihningto!i,   N.  C,  on  the  loth, 

I  and  in  the  Section  proper,  30  55  inches  at  Columbia  on  the 
l'2th;    the   lowest   pressure   wa«   29. .^'i  inches  at   Wilmington, 

1  N.  C  ,  on  tlie  27th,  and  in  the  Section  proper,  29.09  inches  at 
(Jreenville  on  the  same  date. 


TEMPERATURE 

The  monthly  mean  for  tiie  Section,  determined  from  re- 
ports of  48  stations,  was  .".('.  o°.  or  1.7°  above  the  estaiilished 
normal.  Tiie  iiighest  temperature  wasS2°  at  Oaks,  Georgetown 
County,  on  \\\o  I.Stli.  The  warmest  period  was  generally  be- 
tween the  l-'Stii  and  27tli.  Tlie  lowest  temperature  was  27°  at 
Saluda,  Saluda  County,  on  the  29th.  The  coldest  periods  of 
the  month  were  between  the  lltii  and  18tii  and  on  the  2<''tli, 
29th,  ami  30tii,  when  spring  frosts  v>-ere  most  frequent. 


HUMIDITY. 

The  mean  relative  humidity,  det<'rmined  from  reports  of  S 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  Sa.m  .  7('>%  ;  H  p.  m.,  ()(5%.  The  high- 
eat  percentages  oeeurred  over  tiie  eastern  counties,  and  the 
lowe.at,  over  the  Piedmont. 


monthly  amount  was  6.99  inches  at  Walhalla,  Oconee  County, 
and  the  least  was  1.10  inches  at  Meriwether,  McCormick  County' 
with  1.11  inches  at  Columbia.  The  greatest  amount  in  any  24 
hours  was  2.20  inches  at  Clemson  College,  Oconee  County,  on 
theSth.     Thenumber  of  rainy  days  averaged  14%  below  normal. 

Snow  Hurries  occurred  at  Newberry,  Newberry  County,  on 
the  2d. 

A  small  tornado  appeared  near  Clifton's  Mill,  about  4  miles 
from  Hampton,  Hampton  County,  about  midnight,  March  5-6, 
damaging  several  houses  and  killing  a  few  hogs  and  chickens, 
but  with  no  loss  of  human  lives.  The  path  of  the  storm  was 
about  60  feet  wide,  and  the  disturbance  seems  to  have  spent  its 
force  in  the  above  yicinitj'. 

A  severe  storm  having  the  characteristics  of  a  tornado  ap- 
peared in  northwestern  Chester  County,  to  the  westward  of 
Cornwell  and  Chester,  about  5:30  p.  m.,  March  5,  and  moved 
eastward  to  near  Richburg,  a  distance  of  about  20  miles,  in  a 
path  about  600  yards  wide.  Its  progress  was  attended  by  injury 
to  one  person  and  a  property  loss  of  a])out  §5,500. 


WIND. 

The  prevailing  wind  was  from  the  northeast.  The  average 
hourly  velocity,  determined  from  8  anemometer  records,  was 
9.5  miles.  The  highest  average  velocity  was  12.2  miles  per 
hour  at  Savannah,  Ga.,  and  in  the  Section  proper,  11.7  miles  per 
hour  at  Charleston;  the  lowest  average  was  7.0  miles  per  hour 
at  Augusta,  Ga.,  and  Ciiarlotte,  N.  C,  an<l  in  the  Section  proper, 
S.O  miles  per  hour  at  Columbia.  The  highest  velocity  for  any 
5-minnte  period  was  50  miles  per  h.our  from  the  east  at  AsheviJle, 
N.  C,  on  the  Sth,  and  in  theSection  proper,  86  miles  per  hour 
from  the  soutliwest  at  Columbia  on  the  27th. 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  S  auto- 
matic records,  was  288.1  hours,  or  62%  of  the  possible  an  ount. 
The  av(M-age  number  of  clear  days  was  17;  partly  cloudy,  7, 
and  cloudy,  7.  as  against  normals  of  14,  8,  and  9  days,  re- 
spectively,   

RIVER  CONDITIONS. 

Moderate  freshets  occurred  in  the  Pee  Dee  and  Santee  River 
Districts  incident  to  wet-soil  conditions  in  the  upper  watersheds 
and  to  moderate  rains  lietween  the  6th  and  9th.  With  the  ex- 
ception of  a  short  period  in  February,  the  Santee  River  was  in 
Hood  from  niid-Deceniiier  to  about  tlie  close  of  March.  I'li- 
avoidalile  losses  from  floods  in  the  Pee  Dee  District  approxi- 
mated .$8,100.  and  the  value  of  movable  property  saved  by 
timely  warnings  was  estimated  at  $20, 0(H).  In  the  Santee  Dis- 
trict, the  unavoidable  losses  approximated  So, 710.  and  the 
value  of  movalile  property  saved  was  estimated  at  §95,6.50. 

ERRATA. 

jAVt'.\uv.— Spavtanlmrg:    Mean  toinppratiiro,  iiagf  4.  si'.nuld  bf  4r..n. 
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Procipitii- 


!    'I>ii!i"^ratiiif. 


tioii. 


PRECIPITATION. 

The  avei'age  for  the  Section  55  stations  reporting,  was 
2. 86  inches,  or  0  96  inch  IipIow  the  established  normal.  The 
precipitation  was  well  distrilaited  and  was  confined  princijially 
to  the  first  two  weeks,  while  there  was  a  long  dry  period  lietween 
the  ISth  and  26th.  The  monthly  amounts  were  generally  below 
normal,  except  in  the  extreme  northwestern  counties  and  a 
flnrJl  area  of  Charleston  County,  where  the  measurements 
ranged  from  t  to  nearly  7  inche-;:  in  an  extensive  area  extend- 
ing from  the  middle  Savannah  River  to  the  Catawba  basin,  the 
njonthly  amounts  were  less  than   2  inches.      Tlie  greatest  local 
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",5.5.' (V 

51.0 

53.0 
'  56. 3 

52.7 
''56. 8 

.55.4 

5,5.0 
56.5 

+3.6 

+  1.7 
+2.'l 

■  +2."  1 ' 
-0.2 

-2.8 

+  1.4 
+0.6 

'-'i.'6' 

+0,4 
+■2.3 
-0.3 
+  1.3 
+.3.3 
+  1.5 

-0.7 
+  1.7 



'"■74 
76 
75 

76 
77 
76 
78 
79 

80 

78 

78 

"'78' 

78 

78 
'78 

76 
'■75 

76 

80 
■'82 

"2i 
25 
22 

16 
21 
t25 
■20 
31 

25 
25 
2.= 

"til' 

21 
25 
t21 
t21 
t  5 

to 

t21 
18 

"'h'-i' 
.32 
3:3 

33 
28 
30 
32 
34 

30 
133 
32 

'"27 

31 

32 
'35 

■29 
''34 

33 

27 
17 

"28 
2n 
12 

28 

12 

t23 

11 

t28 

28 
28 
29 

"'■29' 

29 
tl2 
28 
12 
28 
tl9 

29 
29 

30 
35 
38 

40 
39 
42 
43 
39 

43 
'38 
44 

"49 

-14 

43 
'38 

43 
''39 

40 

49 
49 

'14' 
17 
8 

25 

17 
21 
16 
■24 

20 
11 

16 

'i7 

18 

i4 
19 
15 

17 

17 

"s 

0 
13 

0 
5 
0 
10 
4 

9 
10 
4 

7 

_ 

"8 
5 
9 

6 

9 

14 
10 

I 

'? 

2 

4 
11 

"4 

6 

... 

"9' 

7 

8 
7 

11. 
w. 
lie. 

e. 

lie. 

e. 

n. 

ne. 

ne. 

w. 

ne. 

e. 
se. 
n. 
s. 

lie. 
ne. 

S.  C.  l.r.,  P.jwcr.(  Ry.  Co. 
l*   .^   \V(^atlier  Bureau. 

(ireonwood 

\1    M    ('ill  louii. 

Unatli  Spiinsr  

Kershaw 

J.  Marvin  Bowers. 
John  \V.  Haiiiel . 

I.andnnn 

Laurens 

Liberty 

Spartanburg 

Laurens 

Pickens 

Newberry 

McConnick 

Saluda 

K.  Ihirtwel)  Wilds.  D.D.S. 
I'erry  A.  Simpson. 

Little  Mountain 

Meriwether 

.1.  M.Sease.  M.  D. 

Mrs.  Marie  H.  Middletoii. 

Monetta 

.'o»iep}i  M .  lohnsoii. 

N'ew  berry 

Pelzer  

Newberry 

Anderson 

Wiirren  G.  l*eterson. 

Saluda.  . 

Mrs.  F.  v.. 1.. Maxwell. 

Santiick 

Cnion 

K.  W..leter. 

Spartanburg. 

Spartanburg 

Kdgetield 

Oconee  

Fairfield 

York 

extremes 

F.  P.  Knbi  nsnii. 

Trenton 

Walhalla 

White  Oak 

U'intlirop  College  it... 

nivision  means  and 

Jlrs.  S.  E,  I  ong. 
11.  W.  Braiult. 
T.  G.  Patrick  it  Co. 
M'.  P.  (iioiliiian. 

.Section  means  and 

extremes 

The  departures  from  the  normal  temperature  and  precipitation  are  comput(>d  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
,'  r'teriiiining  section  or  division  means.     Reference  letters  (».  ^.  '').  appearing  in  the  table  indicate  number  of  days  missing;  for  example.  0  represents  two  days  mis.siiig.  etc. 

t  Also  on  other  dates,  tt  Received  too  late  to  be  included  in  means  and  summaries.  ""  'remperature  data  are  from  ob.served  readings  of  the  dry  bulb:  means  are  <'iiiii- 
piited  from  observed  readings,     tt  Postofhce  addresses  of  the.se  stations  are  as  follows:     Of  Kdisto.  Kmbree;  of  Gaston  Shoals.  Blacksbnrg:  of  Winthrop  ('oUege,  Kixk   IliM. 

T.  Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 
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Daily  Precipitation  for  March,    1919. 

Stations. 

Watersheds. 

Day  of  month.                                                                                                          | 

1 

2    1   3    1    4 

5       6   1    7 

8 

9   I  10     U 

1        1 

12 

13 

14 

15      16  j  17 

18      19 

20 

21 

1    1    1 

22  ,  23     24  I  25     26 

2',   j  28  1  29      3ii  1  31    1     .^ 

Ensteiii  Portiim. 

Allendale  nil 

Blackvillellll 

Bowman 

Charleston  "• 

Cherawllll 

Conway  illl 

Darlington  nil 

Edistollll 

Effingham  III 

Ferguson  II 

Savainiah 

K<listo 

'lo 

( 'oast 

Vee  Dee 

Waccamaw  .. . 

Pee  Dee 

ICdisto 

Lynclies 

Santw 

IVeUee 

....do 

Savannah  

Coast 

Bacc 

.  .    do 

1 

1      i 

(      i           1 

.30! 25.... 

90 

'' 

.07 
.10 
.07 
.30 

T. 

.09 

'.'io 

'f. 

.04 
.05 

.15 

1 

.08 

: 

18 

'::: 

....  1.48 

'.'i5 

l!46 
.04 

.10 
.37 
.22 

.50 

'  ''io 

.05 

;.  1.35 

30;             29    .04 

.  4(i  1 .  .55 

.05 
.... 

.03 
T. 



t'.' 
'^25 

"(13 

'.■35 

. . . . 

'. '.'.'. 



.... 



'.'03 

.... 

.08 

....'....!     3. 45 

1.07 



'.'14 

'...\.'.'.'.l  .01    .23 

....',...'....'  .71 

.33...  ....;  .3;^ 

........'.... i  .75 

.30....  ....j  .17 

.17i i  .94 

.20i....    T.  1  .52 

....     1.04 

3) 

:....'....' .47 

.30l....;   ...:  .20 
.29!....;....'  •''5 
.ll'...   !      .    1  .14 

.01 

'.'•39 

.08 
.24 
.12 
.08 

.67 
'f. 

'.'96 
.02 

1.30 
.73 
1.51 

.74 
I.U 

30 

.... 

'.'.'.'. 

.06 

't'.' 

.... 

.02..... 
....!  .53 
.091... 

T.     .  30 
.24    .05 
.05    .11 
.40   T. 
.  50  . . . . 
.30.... 
1 

.13!.... 
T.  '•.... 
.17|  .22 
.4.5... 

4. 0.". 
....'  3. 43 

...  ;    2.99 

i     2.01 
2  CiS 

1 

....      2.87 

1.20 
.41 
.45 

1.45 

.90 

1.30 

1.32 

'.'69 
.32 

T. 

... 

... 
.... 

.06 
.02 

.02.... 

"  "1" " " 

T. 

1- 

'.'is 

........      3.14 



2.73 

Florence  2 1 1 

Qarnett 

Georgetown 

Kingstreenil 

Oaks 

.22 

1.00 

.05 
70 

3.  55 

...1  .49 

. .  !  . CO 

'.'oii  .'-21 

: 

..::  .60 


.'.'.'.".30 

T. 

.'6i 

.05 

.... 

.... 

.17 

.01'.... 

.02 

.... 



... 

..'.  i  ... 

2.  79 
2. 42 

__   I 

'.'08  '.'is 

1 

.  15,'  .  52 

1 
..33.... 

...      .30 
.10,... 
.05... 
.06   .23 



'. . . 



.... 

.07 
.07 
.50 

'.'is 

.15 
.10 

■.'65 

'f.' 

.20 
,02 

'.'6i '.'(ii 

'.'i5 

.... 
.... 

.... 

:::: 

:::: 

.... 

•  •  ■  — 

::::i:::'- 

2.  ■13 

'   2.C.8 

Orangeburg 

Edisto 

Coa  st   

Cooper  

Sautee 

Kdisto 

1 

Paris  Island 

..■50 

.3(1 
.21 

'.'(IB 

i :   .. 

..     ...      .7-^ 

...i  .40    .20 

....  1.  l.O 

....|....i  .47 

....' 47 

....    .30    .25 
....  1    . .  . '  .54 

....!....:.«. 

57i 

...,!   ..   1  ..57 
....|   ...i  .83 
....!....!  .35 

i.oo:.... 

; 

.65 

'.'ii 

.... 

.20... 

.21  ... 

.  09| . . . . 
..30... 
.361  .02 
.  23; .... 

.45|...- 
T.  ! . . . . 

'.'.'.' 

,     3.  62 

_  _    _! 

Rimini  |||| 

St.  George  nn 

St.  Matthews  nil 

Society  IliUlin 

Suninerville 

Wultcrboio 

Vemasseellll 

Wcflerti  I'lniimi. 

Aiken 

Anderson 

Bateshurgllll 

Bhiirsllll 

Calhoun  Kails  nil 

Camden  l!l| 

Catawba  nil .. 

Chappellsnil 

cl(>jn<()n  College 

Columbia'" 

Kd!;cHeld  nil 

(Jasiou, 'Shoals  nil 

Hreenville     **• 

Greenwood  |||| 

Heath  Spring ! 

Kershaw  nil 

.80 
1.00 

.05 

...        S.C''^ 
2.  47 

'.08....'..!. 

1.            2.34 

do 

Ashley 

.V-licpoo 

...   <lo 

ICdi>l(, 

.'<!ivauiinli 

IClisto 

Mroad 

.'^iivii  n  na  1 1 

W-lCllM. 

CilU!  Willi     

Siilu'hi  

S:ivanuah 

ConL'arcc 

Sll  V.MMia'l 

KioMd  

.^iiludii   

..     do 

Wnlcrcc 

Lynches 

Uroad 

'.'08  ".m 

.25    .4f 
1      Ti 

.  72! . . . , 

1.03!.... 

...11.03 

1.00,.... 

1 

.  -53  .... 

.  97; . . . . 

.85i..    . 
1.06  .... 
1.  03, . . . 

'.'63 

.'.'.'. 

.09 

!69 



... 

■.'06 

'.'251!;;' 

.29  ... 

f.' 

'.'63 
.23 

1.(14 
2 ,  99 
3.14 
2.  72 

.1' 

.  5.; 
.92 
.09 
.10 
fie 

.'ifi 

T.' 

'.i9 

.15 

.48 

■.'05 
.11 
.06 

".M 
.05 
.03 

'f.' 

.08 
.24 
.05 
.05 

.47 

'.'23 
.... 

;;: 

.... 

.3! 

.20 
.27 
.  11 

2.11 

3. 27 

....      3.23 

2.15 

:.::  ;:: 



.19 
T. 



.'(39 
.V 

1.30 
.03 

'.'08 

... 

'.'.'. 
.70 

.. 

' 

... 
.... 

— 1 — 


1 

......... 

.73 

T. 

.19 

..        2.97 

.Of, 

... 

....'    ...j  .80 

.   '..     1  .75 

1.10 

1      ! 

...   il.35' 
.6'!   T 

1 

.671    .. 
.  92!      . 
1.33'..., 

':o5i :: 
.  40; . . . . 
>.  00: . . . 

.19.... 
1  2fi|... 

...    j   ... 

1.46.... 

T 

" 

... 
.... 

.   . 

.I61  .i'8 

...        2.38 

.14,    .. 
.27    . . 

.        .39 
02     01 

'.' 
" " 

... 

" 

2.20 

.32 

.40 

:;:: 

. . . . 

.331  .15 
.20 

"oct."' 

I 

...   '     ■.i.40 
3.(1 

5.  06 

'.'.'.'.'     Ml 

.85....'  .05 
78               !■' 

75 

1.34 

.0.^ 

.... 

!!:'.' 62 

...  ;....'... 

:«     OP 

'.".   '.'.'.' 

2.66 
4.94 

...|  .19    .01 
.421   ..      .. 
....|  .10.... 

.49|  .I2j  .04 

.'.      .99.... 

..    [    ..,!  .51 
....i  .671.... 
...    .(iSl  .04 

i        ; 

...il.57i 

i  .  551 . . 

T. 

... 
■    ■ 

1.44 

'.'87 
.25 

.49 
1.4« 
'  04 



.:;  \'..'.'. 

.19 
.21 

06 

..-iT 
.25 
.40 
.40 

.62 

.'85 

'.20 
.26 

.04 

.... 

3.  58 

2.  .52 

■J.  07 

....      2. 54 

5.  57 

.11  .... 
25 

....j... 

,±, 

!..  . 

'.'04 
T. 



....      2.14 

.:.!  .04 

i!^'            1 

. . . . 

:::: 

.... 

.... 

""!- 

04 

08 

3.79 

Utile  .Mountain 

Meriwether 

Monctta 

Newberry [ 

Pelzerlin 1 

Si\  Inda 

.  .  .  . 

.60  .... 

T.  1... 
...    '  .60 
.54    .08 

(is 

.30i  .80 
I.IOI... 

.nil  .64 

.32    .85 
...1.411 

T. 

'.'(16 
.09 

.... 

04 

....       1.70 

Savannah 

Kdislo 

Sahuhi 

do 

';64^:::l;::: 

.(18    T 

Si;          .  14 

.... 



■::■ 

■f.' 
.02 

T? 

'.'lil 
T. 

T. 

.02 

V> 

.... 

....       1.10 

2.  i'.;i 

' '. .        2.  24 
3.40 

Saluda 

Santuck 

Spartanburg  |||| 

do 

Ui-o-.h! 

. ..     do 

:il           .                  .52    .30 

.30 
.46 

.73 ...... 

.07    ..      .07 
.10    .05  .... 
.  19 

::::i..: 

:o7. "-',:::' .:: 

2.  37 

.in    .02  ....1    ...i  .81!.... 

20,....:  .52    .25' 

fiO' 

.... 

— 

1.04'.... '..,. 

1.65  ....: ....'.... 

■f.'!;:;:;;;;:'::  '.'.'.'}'.'.'.'.•['.'.'}'.'.'.. 

'.  .58 
T. 

85 

.  .  .  . 

:::' 

...   ... 

....      2. 93 
3.89 

Walhalla 

White  Oak 

Wiuthrop  College 

Kdislo 

Savannah  

Uroad  

Cataw  ba i 

. 82  .  .  .    '   .04 
.  48  2.  07: .    . 

.38          '         '         :         '         '         '                          1                  ■ 

1.84 

.  8fi   .03   .01   T.    1. 92  ...... . 

.10   T.  '  .05 fiO   .15  .... 

....    .45 1.45....  .... 

■      1      !      I      i 

:     •;«      1  >< 

.31            '■ ' 

.•  09 

.  03    .  70! 1 .04    .01 

T.  1  T. 

( 

.22 

.70 

i.'n 

....  1.10. L...    .10..    .j.. ..!.... 

.... 

■ 
.... 

;!.  su 

i  !         ;  I         ,         I         I         I         .         I         (         1         ;         ■         !         ;         I         I         I         I         ,  I  .1  1         , 

Jtherwise  indicated,  observations  are  senerally  made  l»te  111  tl'c  iifternoou.  near  smi.sct.  iind  precipitation  recorded  is  for  t':e  24  hoiu-N  ending  at  tie  lime  of 

nil  Precii)iiation  measured  in  the  iiiorninEr:  amount  tlien  recorded  i-  forthi-  iireccding24  liours.     *'**  RepruUir  Weather  liiireini  >itatlou;  precipitaliou  U  for  I'm' 

id,  midnight  to  nn'dnight.    *  Precipitation  in<'luded  in  the  next  foHowiuit  measurement.     tSeiianite  dates  of  falls  not  recordeil.    T.  Trace,  or  less  than  0.01  inclis 


Except  as  otherwise  indicated,  observat 
ob.servation 
24-hour  perio; 


COMPAKATIVE  DATA  FOR  MARCH. 


Vear. 


Temperature. 

Precipitation. 

Average  nnmhei'  of 
days. 

Mean. 

t£ 

0.' 

i    Illl 

Clear. 

I'artly 
cloudy. 

Cloudy. 

■B^^  'I 


^■ear. 


Temiiernture. 


I'recipitation. 


1887 

51.4 
62.1 

51.6 
,52.  5 
50.0 
.52.  8 
53.9 
59.3 
53.  5 
53.1 
56.4 
59.1 
55.2 
51.6 
53.4 
54.0 
60.4 
5.';.  2 

82 
80 

85 

^8 
85 
90 
90 
93 
92 
92 
89 
79 
86 
86 
84 
87 

1X8.S 

18S9 

Ifc90 

IS91 

1892 

1893 

1894 

189.5 

1896 

1897 

189S 

1899 

19011 

1901 

1902 

1903 

19i14 

23  I 

19 

20 

11 

20 

15  ! 

21 
19  I 

21  I 

22  I 
12 
•22 
10 
19 
26 
23 


1.85 
6.71 
.3.41 

2.  96 
7.88 
3.78 
2.  22 
2.08 
5.71 
2.  12 
4.54 
2.99 
3.89 
4.22 
4.  .36 
4.08 
5.92 
3.42 


9 

13 

7 

15 

11 

12 

5 

14 

12 

7 

7 

11 

9 

12 

9 

12 

s 

14 

10 

14 

10 

1 

9 

13 

sw. 


ne. 


I  n\v 

9  j  SW. 
5  I  sw. 

11  [  sw. 

7    !    SW. 


sw. 


11  I  no. 

9  :  sw. 
11  '  sw. 

9  i  sw. 
10  j  sw. 
15     ne. 

9  '  ne. 


[:  1905. 
r    1906. 

1907, 
j  1908. 
I  1919. 
1  1910. 
il    1911. 

1912. 

1913. 

1914. 

1915. 

1916. 

1917. 

1918 

1919. 


I'eriod. 


57.8 

93 

28 

51. 6 

82 

18 

62.0 

99 

20 

61.4 

90 

29 

54.1 

90 

27 

.59.4 

93 

22 

54.9 

90 

2'* 

53. 2 

88 

15  1 

56.9 

8S 

22  1 

50.  2 

91 

12 

46.3 

81 

22 

5.3.7 

87 

15 

56.0 

88 

14 

89.7 

89 

29 

.5^!.  5 

82 

27 

54.8 

99 

10  1 

z 

< 

•r  ?.' 

S  c 
—  E 

C  t- 

2. 15 

6 

5.-i4 

10 

1..57 

5 

4.  .56 

8 

4.80 

11 

1.38 

4 

2.  30 

7 

6.  79 

10 

7.40 

10 

2.  5'1 

8 

2.  66 

7 

2.  14 

.=1 

5.  30 

11 

1.83 

r. 

2.86 

" 

3.82 

8 

.\verage  n  uni 
days. 

ler  of 

clear. 

Partly 

cloudy. 

Cloudy, 

15 

6 

10  1 

13 

6 

12 

15 

10 

6 

15 

8 

8 

14 

8 

9 

17 

S 

6 

14 

5 

12 

13 

5 

13  ! 

14 

9 

8    ' 

15 

8 

8 

19 

8 

4 

14 

6 

11 

16 
17 

^: 

z ! 

14 

s 

1 

22 


CLIMATOLOGICAL   DATA:    SOUTH    CAROLINA    SECTION. 


March,   1919 


Daily  Temperatures  for  March,   1919. 


Stations. 


KrtKtern  Pnrtion. 


Alleii(1a.lPS'>'.> 
BlackvillesS 
Bowman  . . . 
Charleston  . 
Chera\v\W  .. 
Conway  S'^SV. 


\  Maximum  . 

••  I  iMiniuium.. 

)  Maximum  . 

•  ■  t  Jlinimum. . 

)  Maximum  . 
••  /  Minimum. . 

)  Maximum  . 
"  (  Minimum. . 

\  Maximum  . 

•  •  (  Minimum. . 

)  Maximum  . 
■■  '  Minimum. . 


j  Maximum  . 

•  )  Minimum. . 
\  Maximum  . 

•  (  Minimum. . 
u-i  „„..«„  1  AA  ^  Maximum  . 
Hlorenrel  <S\^ I  Minimum.. 

)  .Maximum  . 

•  /  Minimum. . 
)  Maximum  . 

■  (  Minimum. . 
IT.  ,„,^„„,t,t  )  Maximum  . 

KmsstToe^S J  Minimum.. 


Oarlinston  s^^S. 
Fergu.'iou  \SvS  . . 


(iarnett 

CieorBetowu 


Oaks 

Orangetiurg  ^S\) 

Paris  IslandS^i* 

St.  Georg-e  vS^S 

■»  St.  ^fattllewsiS^,S 

Society  Hill  iW 

.Sinnmerville 

WaltPrboio 

Vk1I1!1SSPP\S\S 


\  Maximum  , 
}  Minimum. 

S  Maximum  . 
(  Minimum. , 
)  Maximum 
(  Minimum. 
\  Maximum  , 
(  .Minimum. , 
i  -Maximum  , 
(  MiiiinuuTi. , 
)  .Maxinuim  , 
i  Minimum. . 
)  Maximinn  , 
I  Minimum.. 
)  Maximum  , 
(  .Mininunii. . 
)  Maximinn  , 
I  Minimum. . 


Anderson. . . 
Batesliuigv^vS 


W'es/erii  Parlioii. 

)  Maximum 
I  Minimum. 

j  Maximum 
I  Minimimi. 

\  Maxim\nn 

I  Minimum. 


'■alhounFalls^^ I  j^ISm . 


Canirjpii  vW 

Clemson  Cnllegp 

Columbia 

flrppuvillp 

fi  rep n wood  %  . . . 
Ileatli  .SpriuR  . . . 

KersliawSC. 

Landrum 


\  Maxinuur  . 
I  Minimum., 
y  Maximum  . 
/  Mininunn. . 
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64 

55  '  '58 

50]  46i  56 


67j  57 

48!  44 

65;  53 

50,  44 
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GENERAL,  SUMMARY. 

Temperatures  ranped  near  the  seasonal  average  during  the 
montli,  except  marked  cold  periods  during  the  first  three  days 
and  on  the  26th  and  '27th.  Precipitation  was  considerably  be- 
low normal. 

Tlie  growing  season  of  1919  opened  with  vegetation  at  about 
normal  seasonal  advancement,  but  farm  work  was  10  days  to 
two  weeks  backward  on  account  of  wet  soil  incident  to  winter 
rains.  The  relatively  dry  weather  enabled  planters  to  recover 
much  of  the  time  lost.  Cotton  planting  had  progressed  north- 
ward over  the  central  counties  by  the  10th.  and  corn  planting 
had  Ix^come  general  throughout  the  State.  Germination  of 
cotton  was  materially  retarded  by  cold  nights,  but  the  early  crop 
had  advanced  sufficiently  by  the  loth  for  chopping  to  begin  as 
far  northward  as  the  central  counties.  Corn  germinated  some- 
what better  than  cotton,  but  the  crop  appeared  to  lack  vigor 
and  was  rather  poor  in  color  on  account  of  cold  nights.  Wheat, 
oats,  and  rye  maintained  good  to  excellent  condition  until 
toward  the  end  of  the  month,  when  these  crops  began  to  show  the 
effects  of  lack  of  rain,  especially  in  the  southern  counties.  This 
condition  was  reflected  in  field  truck,  gardens,  pastures,  and 
other  minor  crops.  The  month  closed  with  cultivation  and  the 
planting  of  spring  crops  progressing  favorably.  Blackberries  j 
and  strawberries  were  blooming  in  the  central  counties  during 
the  closing  week. 

PRESSURE. 

The  mean  sea-level  pressure,  determined  from  reports  of 
8  regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30.00  inches.  'i"he  highest  pressure  in  the  region 
covered  by  reports  was  80.41  inches  at  Asheville,  N.  C,  and  at 
Columbia  on  the  19th;  the  lowest  pressure  was  29.(54  inches  at 
Asheville,  N.  C  on  the  KUli,  and  in  the  Section  proper,  29.68 
inches  at  (irreenville  on  the  same  date. 


PRECIPITATION. 

The  average  for  the  Section,  54  stations  reporting,  was 
2.10  inches,  or  0.76  inch  below  the  established  normal.  While 
there  were  4  distinct  periods  of  showers,  the  amounts  were  gen- 
erally light  and  insufficient  during  tlie  latter  part  of  the  month. 
The  rainfall  reached  normal  only  in  a  small  section  of  the 
northeastern  counties  and  the  extreme  northern  parts  of  Green- 
ville and  Spartanburg  Counties,  where  the  amounts  ranged  from 
3  to  over  4  inches;  in  tlie  southern  half  of  the  State  and  in  a 
considerable  area  of  the  Piedmont  counties  the  measurements 
ranged  from  2  inches  downward  to  less  than  one-half  inch 
(Colleton  CountJ^)  The  greatest  local  monthly  amount  was 
4.10  inches  at  Heath  Spring,  Lancaster  County;  least  local 
monthly  amount,  0.36  inch  at  Walterboro,  Colleton  County. 
The  greatest  amount  during  24  hours  at  any  station  was  1.69 
inches  at  Landrum,  Spartanburg  County,  on  the  11th.  The 
number  of  rainy  days  averaged  28%  below  normal. 


WIND. 

The  prevailing  wind  was  from  the  south.  The  average 
hourly  velocity,  determined  from  8  anemometer  records,  was 
8.3  miles.  The  highest  average  velocity  was  11.8  miles  per 
hour  at  Savannah,  Ga.,  and  in  the  Section  proper,  9.8  miles  per 
hour  at  Charleston  ;  the  lowest  average  was  5.8  miles  per  hour 
at  Augusta,  Ga.,  and  Charlotte,  N.  C,  andin  the  Section  proper, 
7.0  miles  per  hour  at  Columbia.  The  highest  velocity  for  any 
5-minute  period  was  48  miles  per  hour  from  the  south  at  Savan- 
nah, Ga.,  on  the  11th,  and  in  the  Section  proper,  33  miles  per 
hour  from  the  southwest  at  Charleston  on  the  same  date  and 
from  the  west  at  Greenville  on  the  17th. 


TEMPERATURE. 

The  montiily  mean  for  the  Section,  determined  from  re- 
ports of  42  stations,  was  62.4°,  or  0.1°  above  the  established 
normal.  The  highest  temperature  was  92°  as  follows:  At 
Florence,  Florence  County,  on  the  8th:  at  St.  George,  Dor- 
chester County,  on  the  14th,  and  at  Garnett,  Hampton  County, 
on  the  24th.  The  warmest  periods  of  the  month  were  from  the 
8th  to  10th,  on  the  1  1th  and  15th,  and  during  the  la.st  week. 
The  lowest  temperature  was  24°  at  Saluda,  Saluda  County,  on 
the  2d.  The  coldest  period  of  the  month  was  during  the  flrst 
3  days,  when  practically  all  the  last  spring  killing  frosts  or 
freezing  temperatures  occurred  in  the  central  and  Piedmont 
counties. 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  8  auto- 
matic records,  was  290.8  hours,  or  74%  of  the  possible  an.ount. 
The  average  number  of  clear  days  was  20;  pnrtly  cloud}',  5, 
and  cloudy,  5,  as  against  normals  of  15,  8,  and  7  days,  re- 
spectively.   

RIVER  CONDITIONS. 

All  rivers  were  within  their  banks  during  the  month,  ex- 
cept the  Santee,  which  was  somewhat  above  flood  stage  at 
Rimini  and  Ferguson  between  the  14th  and  20th. 


HUMIDITY. 


The  mean  relative  humidity,  determined  from  reports  of  8 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m.,  71%  ;  8  p.  m.,  59%.  The  high- 
est percentages  occurred  over  the  northern  coastal  counties,  and 
and  the  lowest,  over  the  Piedmont. 


MISCELLANEOUS    PHENOMENA  (dates). 

FroM. — The  last  spring  killing  frosts  or  freezing  tempera- 
tures occurred  as  follows:  February  and  March,  6  stations; 
April  1,  3:   2d,  17;   3d,  12;   4th.  1;"  27th,  1. 

//m7.— Liberty,  28. 

Ilalos  (Innnr.) — Greenville  and  Walhalla,  9.  No/ov;  Charles- 
ton, 25,  27;  Columbia,  3,  10,  27;  Greenville,  3,  27,  29; 
Santuck,  3;   Walhalla,  27. 
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61., S 

89 

25 

2.06  !  1.20 

8.3 

s. 

71 

59 

74 

28 
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Climatological  Data  for 

April,   1919. 

Couiilies 

a. 

> 

a. 

s 

■a 

u 

g 
1 

remperaturo. 

in  deg 

fees  1' 

ahr. 

Precipitation,  in  inclies. 

Nnmber 

ofdi 

vys. 

5 

> 

.stations. 

5 

S  — 

1" 

5 

1 

9 

6 

c 

P  — 
a  = 

5  3 

t:  = 

c  *- 

C 

—  |/ 

II 

0  " 

§1 
'5  = 

0 

ti 

•e 

5 
in 

0 
5 

Ob>ervers. 

Enr^lrrn   I'miioii. 
Alleilfiale  

186 
29G 
160 
48 
144 

25 
175 
143 
106 

63 

136 

136 

82 

12 

54 

30 

30 
18 
48 
29 

33 
24 
31 
26 
33 

30 

4 

1 

24 

30 

4 
3 
1 

69 
5 

30 

23 
27 
21 
16 
23 

63.4 

-0.9 

89 
l'89 
90 
89 
90 

88 
90 

30 
15 
24 
24 
10 

t  9 
9 

33 
'■32 
30 
38 
32 

30 
27 

1 

1 1 
1 

4 

2 
2 

42 

"48' 
25 
46 

36 
42 

1.59 
2.50 
1.81 
0.73 
2.  33 

3.06 
2.52 
1.77 
2.10 
1.85 

2.35 
1.99 
1.10 
1.90 
1.92 

2.20 
2.05 
0.63 

-0.B9 
-0. 80 
- 1.  67 
-2.  26 
-0.49 

+0.15 
-0.63 
-1.85 
-1.08 
-0.95 

-0. 42 
-0.78 

'-i.'46' 
-0  74 

-i.74 

0.85 
1.00 
0.51 
0.51 
0.80 

1.26 
1.00 
0.67 
0.67 
0.55 

1.08 
0.78 
0.76 
0.  50 
0.68 

1.45 
0.55 
0.31 

0 

0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 

3 

4 

0 

3 
4 

5 
6 

6 
5 
5 

4 

15 
23 
23 
20 

12 
2 
5 
3 

4 

5 

2 
7 

w. 

svv. 

s. 

R.  B.  Vance. 

Blackville 

Barnwell 

Mrs.  D.  B.  Sanders. 

Uowman 

Charlpstoii 

Orangeburg 

Cliarleston 

Chesterlield 

62.2 
64.4 
61.5 

6L6 
62.1 

-1.3 
+0.6 
-0.1 

-1.2 

+0.4 

B.  0.  Kvans. 

('.  S.  Wesither  I'.urcan. 

Roland  D.  Pone. 

Cojnvay 

21 
25 

0 
1 

9 
4 

uw. 

Paul  Quattlebainn. 

Darlington 

Darlington 

n.  (;.  ilcCall. 

Edisto  tt 

Nathan  .lenkins. 

:::::::  :::::: 

Wni.  B.  Gillespie. 

Ferguson 

Orangeburg 

60.2 
64.0 

-1.9 

+  1.6 

83 
92 

15 

8 

31 
30 

3 

2 

44 
43 

20 
91 

3 

3 
2 
12 

0 

3 

.._    ..^.... 

Henry  C.  Savage. 

Florenre  1 

6 
4 
4 
2 

3 

sw. 

sw. 

nw. 

n. 

s. 

s. 

H.K.Gilbert. 

FtorPiU'e  2 

...  <lo 

5     1.4 
5      14 

Pee  Dee  ICxperiment  .^ta. 

Qaruett 

Hampton. 

6.5.4 
02. 0 
02.8 

'-i.'.V 

-0.3 

92 

89 
88 

»90 

86 
"90 

t24 
9 

9 

tl4 

30 

33 
34 
30 

tso 

31 
°43 

2 

1 
2 

2 

1 
+  1 

49 
43 
39 

MO 

°29 

JIaner  B.  Kobert. 

Georgetown 

Kinsstree 

Oaks  

(ieorgetown 

Williamsburg 

6 
5 

8 

I 

21 
23 

24 

A.  P.  Hazard. 
W.  H.  Matthews. 

0.  M.  Mitchell. 

Orangebiirgtt 

Orangeburg 

Heaul'ort 

264 
13 
54 
97 

109 

62 
192 
75 
09 
24 

K03.8 
"07.4 

■+2.'7' 

V.  .-..   l-"islicries  Sti  linn. 

Paris  Island 

15 

5 

10 

nw . 

r.  S.  Mar'nc  Corp.s. 

Pinopolis  *' 

Berkeley      

Miss  !•:.  P.  Kavciicl. 

Clarendon 

Dorchester 

Callionn 

2.  25 
1.83 

2.47 
3.20 
l.OS 
0.36 
1.07 

1.86 

1.69 
1.65 
2.54 
2.  40 
2.48 

2.52 
2.28 
1.92 
2. 22 
2.14 

2. 00 
1.84 
1.89 
2.  .32 
■4.10 

3.15 
3.11 
3.58 
1.99 
2.55 

1.61 
1.93 
2  13 
2. 04 
2.21 

2.13 
1.92 
2.30 
2.75 

■-1:63' 
-0.07 

-0. 09 

-2.  40 
-2.  97 
-1.86 

-1.20 

-1.43 
-1.62 
-0.55 

+0. 29 
-1.10 

-0.44 
-0. 12 
-0.28 
-1.56 
-0.72 

■-i.'ss' 

-1.79 
-0.61 
+  1.17 

"-2.M 
-0.  62 

-1.32 
-0.70 
-0.64 
-1.50 
-0.26 

-1.15 
-1.15 
-1.03 
-1.87 

0.07 
0.75 

0.96 
1 .25 
0.33 
0.30 
0.57 

1.45 

0.70 
0.  90 
1.10 
0.81 
0.83 

0.82 
1.07 
1.20 
1.20 
0.86 

0.70 
O.fli 
0.  70 
1.00 
1.00 

0.77 
1.09 
1.12 
0.85 
1.27 

0.80 
1.03 

0.95 
0.80 
0.85 

1.39 
1.10 
0.93 
1.22 

0 
0 

0 
0 
0 
0 
0 

0 

0 
0 
0 
0 

0 

0 
(1 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 

6 
6 

5 
5 
6 

1 
2 

5 

4 
3 
5 
5 
5 

5 
0 
0 
5 
5 

4 
g 

William  B.Wolfe. 

.St.  George 

J  65. 5 

63.6 
61.4 
63.4 
"66.0 
64.1 

03.  4 

65.4 
61.8 
62.8 

+  1.5 

+0.6 
-0.4 
+0.1 
+0.8 
+0.3 

+0.4 

+2.5 
+0.5 
+  1.4 

92 

91 

88 

88 

•89 

91 

92 

87 
89 
86 

14 

24 
9 
24 
24 
24 

tl4 

t9 

9 

t9 

i34 

30 
26 
38 
•31 
30 

20 

30 
27 
30 

3 

1 
2 
27 

1 
1 

2 

1 
1 
1 

141 

39 
41 
42 
•43 
42 

49 

42 
43 
33 

27 

22 
23 
12 
28 
21 

20 

24 
19 
21 

0 

4 
2 
17 
0 
3 

.=, 

I 

3 

4 
5 

1 

2. 
6 

5 
5 

nw 

s. 
s. 
sw. 

nw. 

s. 

w. 

Miss  Una  T.  White.^ide. 

St.  Matthews 

.1.  S.  Wanna  maker. 

Society  Hill 

Suininerville 

Darlington 

DorciiesttM- 

Colleton 

A.  11.  Rogers. 

Miss  1^.  H.tiadsdiM. 

\Valterl)Oi*o 

.1.  N.  Frank. 

Yeniassee 

Hampton  

\V.  C.  Ilnl-..u. 

Wmlerii  I'lirlinn. 
Aiken  

Aiken 

527 
704 
656 
293 

508 

222 
562 
402 
850 
351 

58 
23 
30 
16 
26 

59 
15 
15 
27 
32 

5 

6 

26 

30 

18 

3 
4 

1 
20 
26 

16 
12 
16 
15 

18 

26 
36 
.30 
16 
3 
19 

Frank  B.  MrCoy. 

Anderson  

Anderson  

Lexington 

I'^airtield 

9  1  w. 

H.  H.  Knsseil. 

Batesbnrg 

K.  I.  Ilile. 

Blains 

.1.  X.  Owens. 

Callionn  Falls 

Abbeville 

61.8 
J65.1 

+2.7 

90 

J  88 

23 
i-24 

29 
J41 

t  1 
19 

44 

138 

17 
24 

8 
0 

5 
6 

s. 
ne. 

L.  M.  Parker. 

Camden 

W.  C.  Brown. 

Catawba  

York  . 

lames  ('.  Paris. 

Chappells 

Newberry 

Oconee 

■26 
18 

.... 
7 

3 

e. 

1..I.  Murvim. 

Cli'Mison  College 

58.8 
63.6 

-0.6 
+0.8 

80 
87 

t  8 
29 

30 
32 

t  1 

1 

42 
32 

Prof.  V.  11.  II.ChIIioiiu. 

Columbia 

Itichland  . 

n  i  s. 

1"    S.  Weather  Bnieiiii. 

Edgelield 

Kdge field  . 

.).  .\.  I'oi^  nsrnd. 

Gaston  Slioals  tt 

Cherokee 

Greenville 

(iret'nwood 

680 
1039 
071 

568 

500 
1063 
.=^89 
900 
711 

450 
400 
502 
850 
636 

512 

875 
620 
1061 
548 
690 

"29 
35 
46 

34 
42 
48 
49 
"42 

•53 
44 
49 

'9 
0 
13 

1 
8 
0 
12 

1 

9 
13 
4 

6 

S 

8 

0 
4 
6 
3 

5 

2 
2 

7 

sw. 

vv. 

w. 

e. 

sw. 
s. 

sw. 
nw. 

S.  ('.  l.t  ,  Power  .*  Rv  .  (0. 

Greenville 

60.8 
62.0 
62.  2 

61.4 
60. 2 
59.2 
63.2 
■•59.7 

'61.6 
63.1 
63.1 

+2.5 
+0.9 
+  1.8 

'+2!9' 
+2.2 

-0.9 
-0.9 

+  1.1 

So 

87 
86 

8s 
87 
86 
87 
"88 

»90 

87 
90 

24 
24 
t9 

9 

8 

t9 

n 

tl4 
t24 
t24 

32 
29 
29 

2S 
29 
29 
28 
=38 

"26 
31 

28 

1 

2 

tl 

2 

! 

3 

tl 

26 

2 
1 

1 

5  1  i.'i 

P.  S.  Weather  Bureau. 

Greenwofxl 

5 
6 

6 
6 
5 
5 
4 

3 
4 
5 

6 
5 

4 
7 
3 
5 

22 
9 

23 
18 
24 
15 
24 

19 
15 
19 

.M.  M.  Ciiliii>un. 

Heath  Spring 

J.  Marvin  Bowers. 

Kershaw  

.lolm  W.  Hamel. 

Land  mm 

Spartanburg 

Lanrens 

R.  Hartwell  Wilds.  D.D  s. 

Lanrens 

Perry  .\.  .Simpson. 

Liberly 

Pickens. . 

.lohn  T.  Boggs. 

Little  .Mountain 

Meriwether 

Nfonetta 

Newberry 

McCormick 

Saluda 

.1.  M.Sea.<e.  M.  D. 

Mrs.  Marie  R.  Middleton. 
.loseph  M.  .lohnson. 

New  berry 

Newberry 

Anderson. 

Wai-ren  G.  Peterson. 

Pelzer 

.loshna  Y.  .lones. 

Rahida  ... 

Saluda 

62.0 

61.4 
61.4 
"62.4 
60.4 

-0.5 

+L2 
+1.2 
-0.2 

+2.2 

90 

90 
87 
«87 
86 

'87 
87 

90 
92 

24 

24 

2S 

9 

t9 

9 

t  9 

23 
tl4 

24 

28 

29 
«30 

28 
'■28 

28 

24 
24 

2 

1 

2 

t  1 

1 

2 

1 

2 

2 

53 

46 
51 
-•40 
50 

24 
16 

4 

9 

2 
5 

s. 
nw. 

Mrs.  F.  \'..T.  Maxuell. 

Santnck  

Pnion 

K.  W.leter. 

Spartanburg 

Sj>artanbnrg 

F.  P.  Kobinson. 

Trenton 

Walhalla 

Edgefield 

Oconee 

22 

17 

4 
8 

4 
5 

sw. 

sw. 

Mrs.S.  E.  Long. 
H.  W.  Brandt. 

White  Oak 

Fairlield 

T.  G.  Patrick  A  Co. 

Wintlirop  College  tt. . . 

York  

61.4 

61.7 
62.4 

+0.9 

+0.7 
+  1.4 

46 

53 
53 

L55 

2.30 
2.10 

-1.47 

-0.96 
-0.76 

1.10 

1.69 
1.69 

0 

0 
0 

2 

5 
5 

15 

21 
20 

10 

4 
5 

5 

5 
5 

s. 

sw. 

s. 

W.  P.  Goodman. 

Division  means  and 

extremes 

Section  means  and 

extremes 

The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
Ptermining  section  or  division  means.  Reference  letters  («,  ^,  '^),  appearing  in  the  table  indicate  number  of  days  missing:  for  example,  ''  represents  two  days  missing,  etc. 
t  Also  on  other  dates,  jif  Received  too  late  to  be  included  in  means  and  summaries.  **  Temperature  data  are  from  observed  readings  of  the  dry  bulb;  means  are  com- 
puted from  observed  readings,  tt  PostoHice  addresses  of  these  stations  '.ire  as  follows:  Of  F;disto.  Kmbree:  of  Gaston  Shoals.  Blacksburg:  of  Wintlirop  College,  Bock  Hill. 
T.  Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


ERBATA. 

Anni'al.  1917.— Least  annual  preciiJitation,  page  99,  text,  should  be  30.97  at  Columbia:  total  precipitation,  Columbia,  page  101,  s'lould  be  30.97;   annual  tetnperature 
departures,  page  103,  Charleston  should  be  — 1.1°,  Columbia  should  be  —1.2°,  Spartanburg  suould  be  —1.8°. 

Javu.^rv. —Greatest  local  monthly  amount  of  precipitation,  page  3,  text,  should  be  10.40  at  Liberty. 

February.- Maximiun  temperature  date,  Darlington,  page  12,  should  be  15. 

M.iY. — Greatest  local  monthly  amount  of  precipitation,  page  35,  te.xt,  should  be  8.28  at  Florence  No.  2. 

August. — Mean  teniperattn-e,  Columbia,  page  60,  should  be  80. K°. 

October. -Mean  temperature,  Florence  No.  1,  page  76,  should  be  68.6°;  minimum  temperature,  Lamlrum,  page  76,  should  be  38°;  maximum  temperature  date,  Pinopolis, 
page  76,  should  be  +3.0°. 

NovKMB  Ei:.— Section  mean  relative  hmuidity  at  8  p.  m.,  page  83,  text  and  table,  should  be  6&fc ;  minimum  temperature  dat  ■,  Liberty,  page  84,  should  be  13. 
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Daily  Precipitation  for  April,   1919. 


Watersheds. 

Day 

of  niontl 

. 

;i 

--■- 

Stations. 

1 

2       A 

1 

4       5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 

17 

IS 

19 

20 

'21 

22 

23 

24 

25 

26 

27 

28 

29 

1 
30  1  31 

,c 

Knt<tern  Portion. 

Alleni1ali>|||| 

Blackvillellll 

.22 
.20 
.51 
.51 

.52 
LOO 

'/J 

1.59 

1  no 



.30 

2.50 

do 

::::'■■■ 

.48 
.21 

.38 
T. 

.08 
T. 

00 
.01 

.30..... 

1.81 

rharleston  '*' 

Clieraw  ''ij 

Coa.-^t 

l*i'e  Pee 

.... 

".bi 

.67 

.42 
.45 

.37 

0.73 

.80 
.84 

1.00 
.58 
.  03 
.43 

1.08 
.78 

.03 
.15 
3'' 

.31 

.... 

.71 
L26 

.50 
.20 
.21 

2.33 

Conway  illl 

D;!rliiiertoM!lll 

K.listollll 

ICltiiifrliain   Illl 

Waccaiiiiiw  .. . 

I'ee  nee 

Kdisto 

Lynches 

.^iintee 

.09 

.20 

.45 
.12 
.67 
.41 

T. 
T. 

.10 
.20 
.2^2 
.06 
.28 
.13 

. 

3.00 

.05 
.22 



2. 52 

1.77 

j 

.... 

2.10 

J-Vrjriison   III 

Florence  1 11 1 

.55 
.37 

.45 

.401.... 
.62|.... 
. 45  . . . . 

1.85 

'.'is 

.... 

.... 

2.  35 

Florence  i  ||  1 

do 

1.99 

.25 

.20 

.76 
.35 

.05, 
.20 

.01 
.45 
.68 
1.45 
.38 

1.10 

Coast 

....|.... 

.55 
.40 
.05 
.42 
.19 

' 

35 

■.'i7 

1.90 

Kiiirfstn-eilll 

Oaks 

1.92 

<lo 

f  ■ 

.31 

.19 
.55 
.31 

.09 
.25 
.02 

.01 

.03 
.45 

T. 

.07 

2.20 

Orangfljiirg 

Paris  Island 

rinopolis  

Rimini  Illl 

K.listo 

Cov^t 

'.'o-i 

2.05 

.01 

.011  .01 

.05 

.01 

0.63 

1 

«..    »lfL»« 

.67 
.75 
.96 
L25 
.17 

.24 
.01 
.15 
.05 

.50 
.69 
.70 
.37 
.12 

.37 
.04 
.26 
.56 

.11 
.05 

.... 

.36 
.29 
.40 
.97 
.33 

2.25 

. . . . 

"" 

1.83 

St.  Afatlhew.-ilil 

Society  Hill  ||i 

Putn!ncr\'ille 

Santt'c 

do 

2.47 

3. 20 

AVliley 1 

.11 

.10 

T. 

T. 

l.OH 

WaltiM-lioio 

.30 
T. 

.76 
.96 
.32 

.40 

8-1 

0.36 

,lo      * 

.57 
.07 

.50 

T. 

1.07 

Wfxtfi'n   I'tri'tiou, 
Aiken 

K<Usto 

.55 
.30 

■ 

.31 
.39 

1.69 

Anderson 

Siiviiiniiih 



Ti' 

L65 

HatP.shiirj,' Illl 

Kdista 

1.10 
.65 
.31 
.07 
.  77 
.10 

.69 
.81 

.39 

.04 
.40 

2.54 

liiairsllll Rniiul 

.14 
.39 
.36 
.12 
■55 

2.40 

Callionii  Falls  l|||  .... 

Sii  v;iiiiuvh 

.48 



2.48 

('»ni(UMi  Illl 

\Va.t(Mce 

Civlitwba    

.07 
.45 
.50 

.20 
.49 
.40 
.3') 
.76 

.  75 
.62 
.70 

.27 

.40 
.  10 

2. 52 

Catawba  |||| 

.22 

2. 28 

Chaiipells  Illl 

S;l,lu(la 

.05 

1.20 
.33 

1.92 

niemsdii  College 

Savannah  

— 

.42 

.05 

.35 
.07 

2.22 

Columbia*** 

30 

::":  :::: 

T. 

T. 

.39 

2.14 

K>l»eNclrl  Illl 

Siivannali         j 

.60 

.70 
.18 

2.00 

iJaston  Slioiil.v  ll| 

Iin>ju\ 

.61 

.10 
.25 
.10 
.60 

. .   . 
T. 

't.' 

.03 

■f.' 

.07 
.33 

.25 

.22 

30 

1.84 

fi'rpctiville     "• 

Saluda 

.  33    . . 

L89 

'!rccnuoo(i  ||li    

<!(> 

.42 

.  50 1  (in 

2. 32 

lli'nlli  Spi-iiisr  

K'Tshau-  ,111 

Lamlrnni 

WntPi'oe 

■- 

1.00 

.11 

1   69 

.51 

.86 

.35 

.42 

.09 
.72 
.10 
.10 

4.10 

Lynciies 

in 

.60 

.61 

.64 

3.15 

Broad 

.> 

.57 
.60 
.60 
.36 
.70 
.21 
.37 

.24 
.45 
.07 
.07 
.64 
1.07 
.50 
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Except  as  otlierwi.se  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  lioiirs  endinpf  at  the  time  of 
observation.  il||  Precipitation  mcasnrecl  in  the  mnriiin'-';  anionnt  then  recorded  is  for  the  prpceding"i4  hours.  ***  Uegnlar  Weather  Hnreau  station:  precipitation  is  for  the 
24-honr  period,  miilnight  to  midniKht.    *  Precipitation  included  in  the  next  following  measurement.    tSeparate  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  0.01  inchs 
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CoLi'MiUA,  S.  C,  May,  1919 


No.  5. 


GENERAL  SUMMARY. 

Precipitation  wns  considciably  aliovc  the  nonnal,  t.s  a 
^vliolc,  liut  was  liadly  distriliiiti  d  as  to  amount,  t here  lieing  a 
supeiabundaiieo  np-State  and  an  insufficient  quantity  on  the 
coastal  plain.  Teniperatures  ranged  soinc^vhat  below  the 
average. 

Tile  month  opened  with  most  crops  in  need  of  rain  and 
wanner  weatlier.  However,  cotton  developed  good  stands  gen- 
erally, and  ehop])ing  was  proceeding  in  the  centi al  and  northern 
counties  at  the  close  of  the  inontli.  General  crop  conditions 
mati'rialiy  improved  with  the  succeeding  rains,  but  the  cool 
nights,  together  with  lack  of  sunshine  and  much  cloudiness, 
temled  to  retard  satisfactory  development.  Tobacco  trans- 
planting was  pri'Cli.  ally  finislied  during  the  first  week,  and  the 
crop  maintain!  d  gi  (  d  c  i  dition  generally  until  the  close  of  the 
tnoiith.  Wheat,  oats,  and  ryeliegan  heading  during  the  second 
week:  the  oat  and  rye  harvests  began  in  the  more  southern 
counties  during  the  tliiid  week,  and  wheat  harvest  had  ex- 
tended to  some  sections  of  the  central  and  northern  counties  by 
the  c]o,~e  of  the  month.  The  continued  cloudy  and  showery 
weather  was  attended  liy  a  luxuriant  growth  of  grass,  which  be- 
came a  menace  triall  crops  of  the  central  and  northern  counties; 
this  was  largely  overcome  toward  the  close  of  the  month,  when 
more  favorable  weather  set  in.  The  native  strawberry  season 
closed  aiiout  the  end  of  the  month,  and  dewberries,  blackber- 
ries, and  raspberries  became  plentiful.  The  month  closed  with 
crops  much  improved  generally  in  color  and  condition,  and 
vegetables  and  fruits  were  plentiful.  The  season  at  the  end  of 
!\Iay  was  about  two  weeks  late. 

PRESSURE, 

The  mean  sea-level  pressure,  determined  from  reports  of 
^  regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  29.91  inches.  The  highest  pressure  in  the  region 
covered  In"  reports  was  80.22  inches  at  Wilmington,  N.  C,  on 
the  Ftth,  and  in  the  Section  proper,  P>0.20  inches  at  Charleston 
on  the  same  date;  the  lowest  pressure  was  29.45  inches  at  Ashe- 
ville.  N.  C.  on  the  20tb,  and  in  the  Section  proper,  29.48 
inches  at  (Treenville  on  the  same  date. 


TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined   from   re- 
ports of  42  stations,  was  71.0°.   or  0.4°  below  the  established 
normal.     The  highest  temperature  was  96°  at  Santuck,  Union 
County,  on  the  81st.     The  warmest  period  was  between  the  2oth  | 
and  81st.  ii]thous;h  high  temperatures  were  recorded  on  various! 
flates  of  the  earlier  part  of  the  month.      The  lowest  temperature  j 
was  42°  at    l.andrum.   Spartanburg  County,  on   the  od.  and  at 
Walhalla,  Oconee  County,  on  the22d.     The  coldest  period  was 
between  the  2lst  and  28d.  but  low  temperatures  were  recorded 
at  several  stations  rluritig  the  earlier  part  of  the  month. 

HUMIDITY. 

The  mean  relative  humidity,  determined  from  reports  of  8 
regular  Weather  Bureau  stations  in  and  surrovmding  the  Sec- 
tion, was  as  follows:  8  a.m.,  84%  :  8  p.  in.,  75%.  The  high- 
est percentages  occurred  over  the  Savannah  watershed  and  in 
the  northeastern  coastal  district,  and  the  lowest,  in  the  interior. 


PRECIPITATION. 

The  average  for  tiie  Section.  54  stations  reporting,  was 
5.28  inches,  or  1.72  inches  above  the  established  normal.  The 
precipitation  was  badly  distributed  as  to  a:nount  and  was  re- 
corded in  5  periods,  with  but  few  days  on  which  rains  did  not 
fall  in  some  part  of  the  State;  in  a  large  part  of  the  coastal 
plain,  the  monthly  amounts  weri'  l)elow  normal  and  ranged 
downward  from  3  inches  to  less  than  2  inc^hes,  while  over  the 
central  and  northern  counties  the  measurements  were  consid- 
erably above  noi-mal  and  langed  from  i  inches  to  over  9  inches. 
The  greatest  local  monthly  amount  was  9.90  inches  at  Winthrop 
('ollege.  Rock  Hill,  York  County;  least  n:onthly  amount,  1  .('.9 
inches  at  Charleston.  'I'he  greatest  24-hour  amount  at  any  sta- 
tion was  8.88  inches  at  Catawba,  York  County,  on  the  7th  and 
8th.      The  average  number  of  rainy  days  was  88%  above  normal . 

Death  by  Lightning. — Mrs.  IlerlifMt  .Anderson,  living  near 
Gurley,  Horry  County,  on  May  17,  1919.  The  family  residence 
was  set  on  fire  and,  with  contents,  destroyed. 

A  severe  hailstorm  in  tlie  vicinity  of  Hodges  and  Cokesbury, 
northern  Gieenwood  County,  on  INFay  25,  1919.  destroyed  crops 
appro.ximating  il!!50,000  in  value.  The  path  of  the  storm  was  9 
miles  long  and  5  miles  wide. 


WIND. 

The  prevailing  wind  was  from  the  south.  The  average 
hourlj'  velocity,  d<'terniined  from  8  anemometer  records,  was 
7.5  miles.  Tlie  highest  average  velocity  was  10.4  nnles  per 
hour  at  Savaimah,  Ga.,  and  in  the  Section  proper,  9.()  miles  i)er 
hour  at  Charleston  ;  the  lowest  average  was  4.8  miles  per  hour 
at  Charlotte,  N.  C,  and  in  the  Section  proper,  (i.7  miles  per  hour 
at  Columl)ia.  The  highest  velocity  for  any  5-minute  period  was 
41  miles  per  hour  from  the  northeast  at  Cl'arleston  on  the  25th. 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  8  auto- 
matic records,  was  251  .0  hours,  or  58%  of  the  possible  an  oant. 
The  average  number  of  clear  days  was  12;  partly  cloudy,  11, 
and  cloudy,  8,  as  against  normals  of  16.  9,  and  6  days,  re- 
spectively. 

RIVER  CONDITIONS. 

Moderate  freshets  occurred  in  the  ^\'ateree  River  on  the  9th 
and  in  the  Saluda,  Broad,  Catawba,  and  Wateree  rivers  between 
the  13th  and  15th,  incident  to  heavy  up-State  rains,  and  the 
Santee  River  was  near  or  above  flood  stage  at  Rimini  and  Fer- 
guson from  the  8d  to  the  close  of  the  month.  The  losses  inci- 
dent to  floods  during  the  month  approximated  $9,658,  and  the 
value  of  movable  propertv  saved  liv  timelv  warnings  was  esti- 
mated at  $91 ,0()f). 


MISCELLANEOUS 

DATA  FOR  » 

EAY,    1919. 

WiiKl. 

? 

Tempo  rature, 
decrees  Kahr. 

I'recipita- 
(iou, 
iiiche.s. 

Mean 

relative 

lunniiiity. 

stiiti.iii>. 

■J. 

2       S 

a; 

2 

1 

Average 

hourly 

velocity, 

miles. 

■Be 
r  =- 

c^ 

Aslieville,  N.C.... 

■29.  94 

fi2. 9        M2 

4:i 

3.  84 

0.73 

7.7 

se. 

84 

69 

57 

Aususta.  Oil 

29.93 

72.5        S9 

53 

4.45 

1.39 

5.1 

s. 

86 

76 

52 

riiiirlestoii.  S.  (;.. . 

29.  9.5 

71.2  :     89 

fiO 

1.69 

0.92 

9.6 

s. 

79 

80 

74 

CliMrlotte.  N.  C  ... 

29.  '.H 

69.0 

89 

47 

(;.38 

2.71 

4.8 

s. 

88 

68 

62 

rnhiinbiii.S.  C... 

29.94 

71.5 

89 

52 

4.37 

1.74 

6.7 

s. 

83 

69 

45 

Greenville.  S.  C.  .. 

29.  92 

67.  7 

87 

47 

6.61 

2.  36 

8.0 

sw. 

88 

10 

58 

Savaiiiiab.  (In 

29.95 

74.0 

90 

.58 

4.34 

1.73 

10.4 

.s. 

84 

80 

54 

WilmiiiKtnii,  N.O. 

29.  96 

70.8 

86 

52 

1.26  1  0.36 

7.8 

sw. 

83 

81 

64 

Meaii.s  and  ex-  ( 

1 

1 

t.reines ( 

20.  94 

70.3        90 

43 

4. 12      2.  71 

7.5 

s. 

84 

75 

58 

36 
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('ounties. 

<v 

5 

> 

■e" 

o 

>> 

5 

remperatui^e. 

in  degrees  Fahr. 

Precipitation,  in  inches. 

Number  of  days. 

5 

i 

.5  0 

■3 

S 

stations. 

c  - 
£  S 

li 

C 

S 

G 

1 
0 

►J 

6 

cc 

.0 

E 
s  0 

a" 

t  0 

%1 

!t;  2 

'3.5 

■*^o 

CD 

>> 

0 

3 
0 

ObSfrvers. 

Kanleni  Portion. 
Allendale       

Uarnwell  .        . . . . 

1 

186     30 
296  I  30 
160     18 
48      48 
144      '9 

73.2 
=  73.8 
71.8 
74.2 
70.4 

71.9 
'■72.  4 

0  0 
+0.5 
-0.5 

+  1.8 
-0.4 

+0.9 
+  1.0 

89 
■90 
90 

89 
92 

90 
''94 

tl8 

t5 

8 

25 

29 

28 
28 

55 
■54 

50 
60 
49 

52 
''49 

n 

22 

tl6 

t22 
15 

28 
■28 
35 
25 
33 

31 
'36 

4  97      4-1   Rfi 

1.00 

0.77 

1.04 
0.92 
1.90 

0.70 

0 
0 
0 
0 
0 

0 
0 
0 
0 

« 

0 
0 
0 
0 
0 

0 

8 
7 
9 
8 
8 

12 
9 

11 
9 

8 

12 
11 
11 
11 
10 

14 

15 

n 
20 
12 

15 
9 

7 

8 

1 
11 

4 
11 

w. 

sw. 

s. 

R   B   Vance 

Blackville 

Barnwell 

2.H2 
4.33 
1.69 
4.54 

2.96 
2.90 
4.41 
3.71 
5.64 

2.91 
2.32 

6.06 
4.00 
3.38 

2.97 

-0.  64 
+0.92 
-1.78 
+  1.00 

-0.40 
—0  45 

Mr';  D  B.  Sander*. 

Orangeburg 

(;liarle.ston 

ChesterHeld 

B.  0.  Kvans. 

Chaile,>iton 

r.  S.  Weather  Bureau. 
Koliind  D.  Powe. 

25 
175 
143 
106 

63 

136 
136 

82 
12 
54 

33 
24 
31 
26 
33 

30 

4 

1 

24 

30 

4 
3 
1 

69 
5 

30 

23 
27 
21 
16 
23 

16 

11 

0 
6 

15 
14 

s. 

Paul  Quattlebamn. 
D.  C.  McCall 

Darlington     

Darlington 

Bamberg       

Edisto  tt 

+  1  38  1  1  ■16 

Nathan  .lenkins 

Ellin^hani       

l''lorence 

+0.34 
+  1.47 

-0.64 
-1.23 

'  +  i.06' 
+0. 23 

0.96 
1.90 

1.00 
0.80 
2.  35 
0.75 
0.67 

0.61 

Wm.  B.  Gillespie, 

I'Vrguson 

Orangeburg 

Florence 

71.6 
73.1 

+0  5 
+0,8 

86 
94 

tio 

28 

51 
50 

23 
23 

30 
36 

8 

13 
19 
3 
14 
20 

14 

13 
11 

1-1 
3 

12 

10 

7 

? 

3 

8 

4 

s. 

sw. 
sw. 

b  .V. 

s. 
sw. 

s. 

Henry  C.  Savage. 

Florence  1 

H.  K.  Gilbert. 

do 

Pee  Dee  Experiment  Sta. 

Garnett 

74.4 
72.5 
73.0 

'+0.'3' 
+  1.2 

95 
91 
90 

»91 

25 

28 

t28 

28 

51 
53 
51 

50 

23 
23 

tl5 

■f22 

39 
34 
35 

38 

Maner  B.  Uobert. 

(ieorgetown 

Williamsburg 

A.  P.  Hazard. 

KinKstiee 

Oaks  

W.  H.  Matthews. 
0.  M.  Mitchell. 

Orangeburg 

Orangeburg  

264 
13 
54 
97 

109 

62 
192 
75 
69 
24 

U.  S.  Fisheries  Station. 

89 

2 

60 

tl8 

3.40 

+0. 24 

1.68 

0 

8 

13 

8 

10 

se. 

V .  S.  .Marine  Corps. 

Pinopolis  •• 

Miss  K.  P.  Ravenel. 

Rimini 

Clarendon 

Dorchester 

4.62 
4.41 

6.50 
2.96 
3.80 

'  +  i.'23' 

+2.  89 

1.40 
1.01 

"J.  no 

0 
0 

0 
0 
0 

9 
12 

9 
14 
14 

William  B.  Wulfe. 

.St.  George 

St.  Matthews 

72.2 

73  8 
71.5 
72.3 

-0.5 

+2.0 
+0.5 
+0.3 

89 

91 
92 

87 

t4 

19 
28 
t25 

49 

54 
48 
53 

23 

t3 
15 
23 

37 

33 
34 
31 

24 

11 
15 
6 

0 

13 

8 

23 

7 

7 
8 
3 

nw. 

sw. 

s. 

sw. 

Miss  Alma  T.  Whiteside. 
J.  S.  Wannamaker. 

Society  Hill 

Darlington 

Dorchester 

-0.26  !    1.07 
+0.79  1  1-90 

A.  H.  Rogers. 

Suninierville 

Miss  K.  H.  Gadsden. 

J.  N.  Frank. 

Yemassee 

Hampton  

73.2 
72.7 

72.5 
'68.6 
70.9 

+0.4 
+0.7 

+  1.2 
-2.(1 
-0.8 

91 
95 

88 
90 
88 

25 
25 

28 
4 

ta 

49 
48 

50 
•■46 
50 

23 
15 

22 

tl3 

22 

35 
39 

30 
•37 
30 

3.64 
3.87 

7.13 
5.17 
5.99 
5.86 
5.79 

4.11 
9.47 
5.09 
7.78 
4.37 

5.03 
6.46 
6.61 
4.  20 
6.81 

7.66 

4.  8S 
5.23 
6.77 
4.67 

3.15 
4.75 
5.86 
7.88 
4.61 

6.15 
9.68 
4.13 
7.72 
7.35 
9.90 

6.25 
5.23 

+0.34 
+0.50 

+3.67 
+2.53 
+2.57 
+3.32 

+2. 26 

+0.85 
+  6.15 
+2.  56 
+  4.37 
1-1.18 

+3.49 
+2.29 
+0.58 
+3.  61 

+2.38 
+  1.82 

+0.67 
+2.29 
+2.  90 
+4.14 
+2. 07 

+  3.20 
+5.65 
+  1.27 
+3.69 
+4. 25 
+5.74 

+  1.81 
+  1.72 

1.00 
2. 35 

2.17 
2. 23 
1.33 
1.05 
1.40 

1.77 
3.  .33 
1.54 
1.40 
1.74 

1..50 
1.56 
2.  36 
0.  92 
1.38 

1.88 
1.69 
2. 12 
3.3A 
1.25 

1.30 
1.05 
1.41 
■2.58 
0.96 

2.00 
1.80 
1.00 
1.47 
2. 00 
2.10 

3.33 
3.33 

0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 

0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 

0 
0 

8 
10 

12 
1i 
12 
11 
13 

10 
10 
11 

10 

11 
12 
13 
11 
9 

11 
11 

6 
12 
10 

5 
15 
13 

14 
12 

9 
11 

9 
12 

12 
8 

11 
11 

14 
13 

17 
17 
12 

8 
10 

4 
0 
12 

9 
8 

10 

14 

7 

s. 
s. 

sw. 

w. 
s. 

W.  C.  Hutson. 

Division  means  and 

Western  Portion, 
Aiken  

527 
764 
656 
293 

508 

222 
562 
402 
850 
351 

58 
23 
.30 
16 
26 

59 
15 
15 
27 
32 

5 

6 

26 

30 

18 

3 
4 

1 

Frank  B.  McCoy. 

Anderson  

Anderson  

Lexington 

Faii"field 

H.H.Russell. 

E..I.  Hite. 

Blairs  

.1.  N.  Owens. 

Calhoun  Falls 

Abbeville 

70.6 
••■73. 6 

+2.6 

91 
94 

^8 
28 

48 
'50 

t22 
23 

39 
«29 

10 
12 

8 
9 

18 

10 

s. 
sw. 

L.M.  Parker. 

Camden 

Kershaw 

York  . 

W.  C.  Brown. 

Catawba  

James  C.  Faris. 

Chappolls 

Newberry 

Oconee 

23 

'i 

7 
12 

e. 
s. 

.1.  .1.  Murran. 

Clemson  College 

67.0 
71.5 

-2.2 
-0.3 

81 
89 

4 
28 

49 
52 

+  3 
22 

32 
27 

Prof.  F.  H.  11.  Calhoun. 

Columbia 

8  1  n 

U  S.  Weather  Bureau, 

Edgefield 

Edgefield  . 

J.  A.  Townsend. 

Gaston  Slioals  tt 

Cherokee  . 

680 
1039 
671 
568 

500 
1063 
589 

"5 

16 
10 

16 
10 

'i4 
0 

12 

1 
16 

12 
15 
9 

14 
5 

sw. 

w. 

w. 

w. 

S.  C.  Lt.,  Power  *  Ry.  (^o. 

Greenville 

(Jreenville 

Greenwood 

Lanciister. . . 

67.7 
69.0 
69.2 

70.4 
66.9 
"68. 2 
69.6 
69.9 

•70.8 
71.3 
70.6 

+0.2 
-2.3 
-1.6 

'-6.4' 
-2.3 

0.0 
-0.9 
-0.7 

87 
85 
88 

90 
89 

»88 
89 

88 

■90 
88 
90 

28 
30 
3i 

t28. 

31 

31 

t  4 

t29 

t3 
t  4 
t4 

47 
48 
50 

50 

42 
»43 
48 
48 

■45 
49 
50 

22 
22 
22 

22 
3 
3 

22 
1 

5 
22 
22 

25 
26 

28 

31 
44 

»3S 
39 
28 

»45 
35 
38 

V .  S.  Weather  Bureau. 

Greenwood 

M.  M.  Callioun. 

Heath  Spring 

J.  Marvin  Bowers. 

Kershaw  

John  W.  Hamel. 

Landrum 

Spartanburg 

R.  Hartwell  Wilds,  D.D.S. 

Laurens 

Perry  A.  Simpson. 

Liberty 

Picken-; 

900  1  '^0 

9 
21 

17 
0 

5 
10 

s. 

.lohn  T.  Boggs. 

Little  Mountain 

Meriwether 

Newberry 

McCormick 

Saluda  . 

711 

450 

400 
502 
850 
536 

512 
875 
620 
1061 
545 
690 

26 

16 
12 
16 
15 
18 

26 
36 
30 
16 
28 
19 

.1. -M.Sease.  M.  D. 

Mrs.  Marie  R.  Middleton. 

Monetta 

5 
2 

•23 
14 

3 
15 

6 

12 

s. 
sw. 

s. 

sw. 

.loseph  M.Johnson. 

Newberry 

Newberry 

Anderson 

Warren  G.  Peterson. 

Pelzer  . . . 

Joshua  Y.  Jones. 

.Saluda 

Saluda 

70.4 

70.2 

68.8 
'•70.4 

67.5 
"69.4 

70.0 

69.8 
71.0 

-1.2 

-0.2 
-0.7 
-2.0 
+  0.1 
-1.4 
-0.2 

-2.0 
-0.4 

88 

96 
91 

''89 
87 

i87 
91 

96 
96 

t  i 

31 
31 
29 

t30 

31 

31 

47 

49 

47 
''50 

42 
"48 

49 

42 
42 

3 

tl3 
■f22 

no 

22 
11 
22 

t3 
t3 

41 

35 

38 
'"34 

41 
■"29 

31 

45 
45 

15 

7 

10 
12 

Mrs.  F.  V.  J.MaxwelK 

Santuek  

I'nion 

K.  W..Ieter. 

Spartanburg.. 

Spartanburg 

F.  P.  Robinson. 

Trenton 

12 
8 

13 
16 

6 

7 

s. 

sw. 

sw. 

s. 

s. 
s. 

Mrs,  .S.  F.  LoTig 

Walhalla 

Oconee 

H.  W.  Brandt. 

Winnsboro 

Fairfield 

Rev,  Oliver  Johnson. 

Winthrop  College  tt... 
Division  means  and 

York 

12 

11 

12 

16 

11 
11 

3 

9 

8 

W.  P.  Goodman. 

Section  means  and 

extremes 

The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
determining  section  or  division  means.     Reference  letters  (",  b.  <^),  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  •>  represents  two  days  mis.sing.  etc. 

t  Also  on  other  dates,  ■ft  Received  too  late  to  be  included  in  means  and  summaries.  *'  Temperature  data  are  from  ob.served  readings  of  the  dry  bulb;  means  are  com- 
puted from  observed  readings,     tt  Postoftice  addresses  of  these  stations  are  as  follows:    Of  Filisto,  Fmbree:  of  Gaston  Shoals.  Blacksburg;  of  Winthrop  College,  Rock  Hill. 

T.  Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


ERRATA.  ^FJEBRTTARY,   1918. 

Aiken. —Lowest  temperature,  page  12,  should  be  23  on  17lh.     LinEitrv.— Date  of  lowest  temperature,  page  12.  should  be  10th.     Orangeburg.— Mean  minimum  tempera- 
ture, page  14,  should  be  38.1. 
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Daily  Precipitation  for  May,   1919. 


stations. 

Waterslieds. 

Day 

of  montl 

. 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

U 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

ce 

Kdxlerii  I'inliDii. 

Allendale  nil 

BInekville  llll 

Savannah  

T. 

.6(1 
.35 

.82 

1.00 

'.'62 

.39 
.30 

'.'35 
.21 
T. 
.06 
.03 

.01 
.20 
.10 

.70 

.15 

45 

1.00 
'f. 

't.' 

.20 

.10 
.60 
.21 
.53 
.08 
.10 

.05 

'.'50 

.25 
.23 

4.97 

.12 
T. 

i.'so 

.52 
.05 

.10 
.05 

.65 
f.' 

.  77 

.55 

'.'62 

18 

.28 

'.'92 

.'65 

':i9 

'.68 

■.'43 
.06 

T. 

2.82 

Bowman 

i;h:ule>lon  *** 

(^h-raw  nil  

Conway  i||| 

Darlington  nil 

Edistollll 

Effingham  1 1| 

do 

(;oast 

Pee  nee 

Waccaniaw  ... 

Pee  l>ee 

Kdisto 

Lynches 

"-^antee 

l'(!e  Dee 

do 

.72 
.07 
.27 
.U3 

.R5 
.05 

'  .32 
.03 
.53 

1.27 
.75 

.27 

.02 

T. 

.12 

T. 

't.' 

.70 

.03 
.45 
.50 

m 

1.04 
.27 

.07 

'.'2! 
.10 

.12 
1.30 
.25 
.34 

.15 
.16 

T. 

'.'32 

T. 
.17 

'.'6i 

.90 
T. 

.80 
.11 
.44 
T. 

.12 

.42 

T. 

T. 

.28 
.10 

.04 
.60 

'.'24 

4.33 
1.69 
4.54 

33 

'.'of 

'.'96 

.o3 

.02 

2.96 

.65 
.35 
.67 
.65 
.28 
.10 

95 

2.90 

.10 

.41 
.67 
1.90 
I. 00 
.80 

.32 

4.41 

.12 

'.'15 
.10 
.61 

1.'73 

T. 
.40 
.67 
.31 

.14 
.20 

'.'■28 

't. 

't.' 

.35 
'.'61 

.12 

T. 

.08 
.64 
.24 

T. 

3.71 

5.64 

Florence  1  III 

.02 

.04 
.10 

.19 
.30 
.30 
.14 

.28 
.12 

.38 

.05 
.04 

T. 

■.'64 

■.'6i 

T. 

2.91 

Florence  2|||| 

2.32 

2.35 
.35 

.'6! 

.12 

'.'47 

1.16 

.60 

'.'26 

6.06 

Georgetown  . 

('()ji<l 

.20 

.25 
.34 

.04 

4.00 

Iviiierstree  !1ll 

Itlack 

...-.!o 

.20 
04 

.38 

3.38 

>aks 

Irangeburg 

Paris  Island 

T. 

.06 

2.97 

CoList  

.12 

.05 

.01 

.42 

.26 

.85 

1.68 

.01 

3.40 

Santee 

E<li>to 

.... 

.46 
.81 
.25 
.25 

O't 

.07 
.09 
2.00 
.09 
.10 

.65 
.60 
1.35 
.12 

.15 

.81 

1.40 
.03 
.40 
.30 
.45 

.80 
.24 
.37 
1.07 
.05 

.56 
1.01 
.68 
-03 
.05 

".'61 

'.'io 

'.'2! 

.08 

".\b 
.10 
.03 

.45 
.60 
.10 

't'.' 

4. 62 

-t.  George  nil 

't.  Matthews  llll 

Miciety  Hill  III    .... 

.02 
.60 

'.'26 
.12 

.02 

';6-4 

'.'62 
.04 

'.'20 

.17 

.02 

'.60 
1.20 

4.41 
6.50 

do 

.10 
.05 

.... 

'.'ei 

".'n 

't'.' 

2.96 

^uniinerville 

Ashley 

3.80 

reiiiasseellll 

Wederii  Pwtion. 
Viken 

do 

1    f>0 

.57 

2.17 

.51 
1.33 

.,52 
L02 

.47 
1.60 

.20 

.83 
.11 
.20 
.80 

1.48 
.,57 

2.62 
.55 

.41 
.53 
.35 
.35 
1..30 
.57 
.18 

.36 
.40 
.63 
.75 
.20 

1.47 
.60 

1.80 

.14 
.06 

.48 
.33 

.37 

.10 

.57 
.40 
.09 
.35 
1.18 
.20 
.26 
.53 

.30 
.11 

.68 

3.64 

Edisto 

I  '>3 

.45 

56 

.... 
.03 
.49 
.32 
.20 
.15 

3.  33 

'.'29 

.26 
.32 
.74 

'.'03 

■.'i4 

80 

1.13 
2.23 

i!05 
.05 

".Qb 

.21 
.02 

56 

.05 

7.13 

mderson 

Savannah  

Kdisto 

Broad 

Savannah  

Wateree 

Catawba  

Saluda 

Savannah  

Congaree 

Savannah  

Broad 

Saluda 

do 

..5-1 
..53 
.92 
.40 
.37 
..55 
.85 

1.10 
.67 
.45 
.42 

.78 
.78 
1.38 
1.49 

1.13 

.33 

.18 

5.17 

iatesbnrg  |||| 

.48 
.18 
.45 
1.40 
.45 
.25 

.08 
.31 

.06 

.10 
.89 
.52 
.45 
.30 

.79 
.79 
..36 
1*? 

.04 

'.'46 

08 

98 

.38 
.42 
.31 
.24 

T. 

T. 

5.99 

ilairsllll 

.90 
.22 
.35 
.70 
.30 

5.86 

'alhoun  Falls  llll 

'amden  llll 

T. 

T. 

'.'08 

.... 

.22 

5.79 

'.'42 

1.40 
1.63 
.15 
.14 
.39 

'.'69 

.27 
1.40 

.25 

.95 

T. 

.23 
1.41 

.00 

4.11 

'atawballll ,   . 

.  3511.  70 
.36  1.. 54 

..     1    ... 

9.47 

■Imi.pells  llll 

1.50 

.20 

5.09 

leiiison  College 

lolumbia  •" 

1   70 

.45 
T. 

7.78 

.20 

T. 

.38 

T. 
.10 
1.56 

.04 

.40 

.19 
1.00 
.49 
.58 
.12 

'.'32 

1   69 

i.'.50 
.33 

'.'65 

.46 

'.'io 

.20 

.05 

.84 

4.37 

Idgetield  |||| 

iaston  Shoals  nil..- 

rpf-nville     •" 

rcenwood  |||| 

"i?,"" 

1      IS 

.82 

5.(3 

.b-i 

'.'so 

.75 
.02 
.20 

i.'ss 

.08 

'.'25 
.05 

'.',52 
.05 

.34 
.10 

.80 
1.28 

i.'23 

.28! 

....'  T 
.19  ... 
.05    -03 

.03 

.62 
2.36 

'i'.' 

T. 
T. 

T. 
.14 

'.'23 

.60 
.01 

6.46 

.23 

.15 

6.61 

.22    .92 

.17 
.35 
.38 

4. 20 

[filth  Spring 

Wateree 

Lynches 

Broad 

Saluda 

.24 
.04 

.65 

.02 

.40 

10 

.70 

.27 

2  12 

3  30 

.35 

.45 

13 

6.81 

:frshaw  ,111 

.63 

.46 
.13 

.12 

.44 

.02 

58 

1   3'^ 

7.66 

andrnm 

T. 

T 

.06 

.18 

.,32 

.09 

.13 

.04 
.36 
.10 

'!09 
.06 
.54 

.06 

4.88 

aurens  llll 

.58 
.45 
1.25 
.61 
.72 
,52 

.24 

5.23 

ilierty 

Savannah  

Saluda 

Savannah  

Kdisto 

.80 
.75 
T. 

1  flJ 

.60 

T. 

.20 
.16 

T. 

.10 
",50 

'.'04 

.06 
.57 

04 

T. 

1 

't. 

.01 

6.77 

iilp  Mountain 

•Aether 

.84 



4.67 

.42 

T 

'!67 
.01 

.04 

'.'is 
'.'63 

.... 
■.'69 

T. 

.'.'30 

.18 
.10 

'.'55 
.50 

T. 
'.'23 

't.' 

3.15 

tta 

L^erry 

Sfi 

.04i  .01 
.16    .05 

.301.42 

1.05 
1.35 

2.58 
.96 

2.00 

1.05 
.52 

1.36 
.33 

1.85 

.01 

.02 

1.46 

.02 
T. 

02 
.36 

4  75 

Saluda               i  A.=i 

T. 

'.'65 

T. 
T. 

'f.' 

't." 

,5.s6 

.-i:-.-rl||| 

do ' 

.4K 

.62 

1.07 

.56 

.62i 
.08, 
.641 
1.30 

7.88 

iliida 

do , 

06 

.641 

.34' 

1.421 

69 

.60 
T. 
.82 
.22 

'.'33 

.62|  .10 

.51!.... 

.42.... 

l.OOj  T. 

4.61 

intuck  

Broad  

..     llo 

Kdislo 

Savannah  

Broad  

Catawba 

....1 

T. 

i'.' 

.31 
.05 

.60 
1.20 

.24 

.26 
2.00 

.50 

.10 
1.80 

6.15 

^iirtanburg  |||| 

renton 

alhalla 

'innsboro 

9.68 

'.'42 

4.13 

'.'82 

.64, 

95 

"4,5 

.79 
1.09 
.55 

7.72 
7.35 

iiithropCoUege 

.... 

1.35  2.10 

9.90 

1 

Kxccpt  as  otherwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  tlie  24  lionrs  ending  at  tlie  time  of 
oli^ervatioii.  ||||  Precipitation  measured  in  the  morning:  amount  tlien  recorded  is  for  the  preceding  24  hours.  ***  I{eguh\r  Weather  Bureau  station;  precipitation  is  for  the 
-M-lioiir  period,  niiilnight  to  midnight.    *  Precipitation  included  in  the  next  following  measurement.    tSeparate  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  0.01  inchs 

COMPARATIVE  DATA  FOR  MAY. 


Year. 


Temperature. 


72.5 

97 

70.2 

99 

71.7 

101 

71.0 

95 

69.0 

100 

71.1 

94 

70.2 

97 

70.7 

98 

69.0 

101 

76.7 

104 

69.3 

97 

73.8 

106 

7.3.7 

100 

70.2 

96 

71.4 

99 

74.0 

101 

70.7 

104 

70.6 

99 

41 

33 

35 

30 

36 

39 

38 

38 

34 

42. 

38 

39 

45 

38 

40 

42 

44 

38 


Precipitation. 


\<^: 


3.17 
7.51 
1.97 
5.44 
3.57 
3.53 
4.13 
3.43 
4.36 
2.74 
2.  .39 
1.35 
1.68 
2.37 
7.3! 
2.69 
2.69 
2.04 


Average  number  of 
days. 


uw , 

sw. 


sw. 
svv. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
ne. 
s. 


Year. 


1905. 
1906. 
1907. 
1908. 
1909. 
1910. 
1911. 
1912. 
1913. 
1914. 
1915. 
1916. 
1917. 
1918. 
1919. 


Temperature. 


Period . 


73.4 
70.7 
70.8 
71.8 
69.5 
69.8 
72.6 
72.4 
71.7 
72.1 
73.0 
73.8 
66.3 
72.6 
71.0 

71.4 


99 
99 
96 
96 
100 
99 
106 
101 
101 
105 
98 
103 
98 
100 
96 

106 


Precipitation. 


5.70 
3.00 
4.51 
2.  92 
4.26 
4.03 
0.  65 
4.0s 
2.13 
0.83 
7.20 
2.44 
3.09 
3.48 
5. 23 

3.51 


bn.t;  o  S. 
cs  a  c  c 
Sg.'-S 


Average  number  of 
days. 


~^  a 
'S    -2 


svv. 

sw. 

sw. 

sw. 

sw. 

sw. 

ne. 

sw. 

sw. 

sw. 

w. 

sw. 

w. 

sw. 


38 


CLIMATOLOGICAI.    DATA      SOUTH    CAROLINA    SKCTION. 


May,   15)19 


Daily  Temperatures  for  May,   1919. 


Stations. 


Kiidfrii  I'orlioa. 
.,,,,,,  1  .Maxiiimin  . 

'^""'"'■''••'i^'" (Mimmum.. 

ui      ,     .,,    ,;  \  .Maxiiiiuiii 

»''''''=^'"'^*  LMi.ninum, 

"— ' ]^s:::z: 

'•'-'— )^s;r 

*^"-'v^* iSir. 

■>--«">"^^ ;Sur 

^— "^^ ;s;;r. 

Kloren.'..  1  \M> )  Maxhmini 

«-nett !^ir=;;'. 

'^-— •" !Mi=;n. 

"^i"— -^'^ lMi'=". 

Oaks ;.\laxi:min. 

Orangobui-K  M |  Maximum 

Paris  Islan.ls\sS j  M;.xin.nm 

SI.  (iu.,iwSW ;  .Maximum 

(  Minimum. 

St.Mallliews'.W )  Ma.Klmum 

I  .Vliuiimuii. 

So.-iety  Ui\\s\sS j  .Ma.xi.mun 

Summerv j  .Maxiimna 

\Valtoil,oro J  .Maximum 

I  .Miuinuun. 
V..inass,M.V\<i    \  Ma.'C.imum 

IIV.vV«'//  I'liilioil. 

Aiken  >  .Maximum 

'*""'" (  -Minimum. 

-""■■■-' !Mh=;'. 

«-'->>"'«« ;Sur 

Calhoun  FaiisM )  il!™;;;' 

ra.u.len\SvS J  Ma.Muum 

'  .Mimmuiii. 

(:i,>m>on  CollPse  ....*;'''•''.'"'"'" 
'  .vlinimum. 

Columbia ;Ma.ximum 

(  Minimum. 

Ureenville ;  .Ma.ximum 

(  .vliiiimum. 

(freeiiw<.o.l«\\ J  .Maximum 

'  (  -Miuimum. 

H.-atli. Spring ;. Maximum 

'  Miiumuni. 

Kershaw§s'. j  .Ma.ximum 

"  (  Mniiimim. 

'-><'-" !Misi;y. 

Laurens^^ !  ^{Sm  . 

'-^""■■'y 1m;'="'. 

'■i"'«^'-"tain l^li",^~ 

^•--t'-' ]mn=. 

Monetta j  Maximum 

'  Minimum. 

Newberry j  Ma.ximum 

'  '  MiiiiiiHim. 

S-iliifln  *  ^^axillUlm 

'^'"'""^ '  Minimum., 

^-'-i^ iSuZ: 

«p-t-bur.*^ lJli^:^~; 

TreiiKin  i  Maximum  . 

"^'^'""" (Minimum.. 

VVal..alla l^^^lZl: 

^"nnsboro ]^~.: 

VViuthropColle«e...S^{f-^--: 


i        '        I 
1:5      14  I   1.'^  I   Ifi 


85  72 

35  60 

'.'.'.\  60 

8-2|  85 

55!  521 


82 
54 


84      87' 


58^  59 

75  83 

fidj  59 

70I  85 

60  60 

67  84 

64  57 


75     82 


561     62'  64 

871     89]  87! 

50j     60,  62 

77      76  SO 

64      69  71| 

82,  89| 

54i 

84' 


591 
83| 


58     61 


90:  87 

..I  64 

79  81 

54'     59  62 

8S|     90!  89 
56     58' 

90;     90,  89 

5H1     6.i!  65 

82|     84'  84 

56      59'  61: 

86]     881  88 

53i     611  61 
83     86  ... . 


85  88 ; 

69,  67- 

89  91 

66'  68; 

85l  87: 

65l  65! 

77|  82| 

711  72! 

85  83 

64|  67, 

80  83 

65  69 


88      90 

681     661 

90!      89: 


66 


83j     81 
721    73, 


64!    «2l 
84! 


7! 
8.', 
68 
85!    82!    82 
66      641     60 


851     80! 

68!  tw; 


89j     84 
62 


68  64 

7:!|  84 

65  56 

69'  83 

65l  61 

69  80;  85' 
59^  59  53 
73  i  S2[  83 
62  j  60 1     55 


79 

57 
80 
56i  51 
72!  79 
6n:  57 
78'  83 
61!  52 
68'  82 


63  59 

74  76 

53  53 

73;  75 

60  54 

so;  76 


56|  54 

68  82 

58]  57 

73  77 

50  51 


74:  77 

59  50 

77:  87 

55:  52 

70!  78 

48l  .55 

85!  8' 


86' 

65;  69 

89]  88] 

58:  61] 

89t  87l 

63|  66! 

87:  86] 

58]  62! 

85  841 


84 

70 

84 

6n 

86 

70]  67 

79  80! 


86  85 

711  71 

89j  88 

70,  63 


88 

67 

85 

661  69'  65 


89;  86 

66  68 

83'  86 

64'  66 

89:  89 

67!  as 

89!  8(1 

66]  6() 

83:  82 

68  6S 

87  87 

65  6' 


85,  88 

71 1  69 

80:  86 

62'  63 


78  81 


60!  62   6fil  68  66 


861  87! 

55  63, 


871  85 

65;  66 

90,  78 

59  62, 

871  88' 

65'  66' 

91;  78, 

52  59! 

90  87 

65!  67 

811  76 

73  62 

86'  84 

65]  6 


8i 


86  87 
66  66 


84:  84 


62;  64 

85!  86 


64 1  6i 

82!  X., 
62 


63  65 

83  80 

56  05 

86  84 

62:  65 

86]  80 

62;  62 


81      81 
43 
86 
50 


62|  51 

75I  81 

62  52 

84 1  78 

53!  53 

74:  80 

53i  52 

70]  84 

60;  54 
80 
55 


50     58 
89     83 


83 
60 
90 
48|     61 


58     64 
86!     75 


63     62 

90!  84 
45 
85 
61 
84 
66 


8' 

65 

88 

65]     64!     62 

86!     aa 

69 

78] 

63!     03 


65:     66' 

85;     86] 


81,  80 

63  64 

8II  7: 

05]  65 


83  85 

62i     65'  63 

8l|  82 

55!  64 


00  0/1 

85!  88  87,  84, 

50|  50  56;  03! 

84  86l  87,  83 

54  04!  051  66 

82  87  77  76 

46  53  60  61 


83'     85 
551     59 


831     79 
64     65 


87:  88 

66  66 

84,  8.1 

65  6 


86:     85 
65     64 


85]  80 

69  67 

82  80 

64!  fil 

85!  81 

65  64 

82!  81 

62!  61 

89!  ^ 

. .  OS 

78  77 

02  61 


83|  83 

66 1  65 

79|  80 

631  59 


82 
62 
81 
63 
84 
62 
79 
64 
80 
58 
84 
58 
80]  81 
62      64 


I 

701 
55| 

711     73: 
60     55I 
70      82! 
1' 


70!     81 
50'     59] 

82! 
55! 
85' 


541  53  52! 

73:  76!  79 

03I  Oil  651 

03,  68  81, 

56|  54'  49' 

76|  791  80, 

60  53,  53 

74,    85i    87I 
55]    49]    52 
83 
59 


72,  83] 
58]  54] 
70]     801     89 


55 

8' 
58 
83 

55]     54 


82] 
511 


80     82 


73; 

60! 
77! 
63! 
62, 

57 


82' 
64! 
86| 
62 
89 
62 
84 

871 
54 1 
82 
64 

89 

66| 
83 
64 
89| 
66' 
91] 
04 
80 
(i8 
87 
63 
84 


I     . 


80 
641 
i 
851 
63' 
84! 
62 1 
88 
05 
89 
64' 
83: 
661 
83 
03' 
82' 


83 

.551 

81 
63 

55     „. 
79!     791 


54 


25 


26      27 


28     29     30     31      Mean 


64 

hi 
61 
80 
66 


62      60!     60     06]     63 

87      85|     81  i     86,     8 


S3 
62 
83 
59 

82!  85 
50!  59 
82i     84 


I         1 
891     861     88 


54!  601 

851  h9 

57]  64! 

87;  90] 

.53;  05: 


60;  (M 

91  ]  89 

61;  65 

M  8.=. 

60!  63 


79 
59 
73 
58 
74 
5' 
79 
57 
80 
61 
73 
54 

76 
60 
6' 
56 
71 
58 
73 
56 
76 
56 
67 
56 

74 
53 
75 
57 
80 
60 
80 
54 
70 
58 
74 
58 

75 
51 
73 
59 
75 
51 
70 
571  53 


82  85;  82  82!  8:1 
55'  03   62   661  6(1 


87]  89;  851  83  84 
55!  (Vi  64!  03   62 


76'  83 

52!  ^'^ 
74  84 


56 


82  861 

691  64' 

84!  82] 

55]  59] 

83,  82! 

58'  63: 

87,  88] 

55  50 

84 1  87; 

61]  0.5 

77!  70l 

54  j  50! 

!     I 

831  83| 

(10!  66 


83;  82 

04 1  05 

81]  80 

46  54 


05;  60 

70:  78 

66;  52 

76]  76 

.'.5  54 
7(i 

61!  49 

751  75 

59  54 


76' 
58 


04]  6' 

88]  89 

64 1  66 

86j  8S 

651     62  (» 

891     S3:  S4 

(;s      68  74 


73      84 
69      Ii4 


731  85 

08]  61 

84  j  84 

64  05 


81 
01 
85     85 


61 

82!     79 
61 


051     65 

74 1     73 


80; 

58] 


83,     83! 


62|     04 

77 

5' 

79 

5(' 

SO 

59 

81 

60 

80 

53 


71;  71  SO 
51  50!  5C 
69  69 
47I  4f 
711  70 
51'  50 
72:  70 
50|  48 
77i     79 

.52 

70 

68 


56; 
71' 

49! 


82      81^ 
02 


83;     79 

56     57 


80!     80 
5S      59 


60 


80 
00 
83 
61 
83 
60 

82 
68 
81 
63 

84 1     80 
50     55 


74 

74 

61. 

55 

78 

75 

02 

(12 

81 

78 

59 

02 

83 

80 

59 

63 

75 

76 

50 

61 

SO 

75 

58 

61 

80 

7S 

57 

57 

70 

SO 

49 

60 

85 

86 

60 

60 

83 

79 

02 

62 

82 

fn 

61 

m 

83 

76 

57 

62 

81 

/  / 

59 

64 

78 

78 

5,^ 

56 

81 

84 

51 

50 

78 

75 

54 

62 

79 

73 

81 

80 

57 

64 

87; 

88 

88 

80 

09' 

67 

70 

691 

90, 

S8 

87 

901 

68! 

67 

68l  671 

87! 

84 

87 

8S1 

65      631 


88  92' 

67  62 

90  f5 

661  69 

1         1 

94,  S3, 

(5!  OS, 


SOJ  81 
731  74 
84,  88 
62 

86] 
63i 

92 

02 


66 


83:    85;    861    86; 


89!  si!  88;  90 

col  71]  62 1  69 

90!  95  90l  89 

68'  67I  031  08 

S7'  Ssj  S2i  88 
60 
8S 


68 
85l 


651 


85|     81 

71 

S2 


i■■^  69' 

88      89i 


CS: 


651     04 

82]    88     90] 

65      62      67! 


66'  68: 

881  88 

09'  60! 

91]  86' 

67'  73 

90:  87, 

60!  70' 

91  i  86| 

75  (!9, 


891  911 
69]  65! 
89  89| 
69;  69 
781  80 
741  -5] 
89:  90 
68  04] 
89!....! 
671...     . 


65!     67 

8(1 

64 


S8|     Sii 
61      64 


8'  86!     89 

70  651     60 
75;  84!    89 
62i  (a 
87  8 

071  65 


72 
85 

60 

84] 
68! 


70: 
92]     82 
661     07 


66, 

801 
66 

i'O! 

031 


SSl     851 
OS      (19I 


91!    8!.:    8"-; 
06]     62      67; 


831     so 


64 1     (i9 


84 
59 
Kl 
07 
88 
62 
75 
61 
72 
58 

74 
6,5 
72 
62 
81 
62 
SI 
61 
76 
62 
76 
61 

77 
65 
80 
56 
7' 
6' 
90 
60 
82 
6S 
7« 
58 

83 
64 
75 
65 
83 
55 
84 
64 
80 
63 
8( 

79 

64     62 


85' 

65; 

M! 


87:     88 
(19,     67: 


88  S5 
dSl  67 
88!     SO 


87; 
69;     68 


85     8f 

67      7.^ 

so!   so 


88!     84 
68! 
911 
65! 


67 
85 
07 

94!     88, 
70      72 


80; 
OS. 


86  80 

05!  66 

91 ;  89 

61;'  66 

921  93 

OS!  08 

SOJ  78 

66:  06 


89;     S4,     80!     8S 
07!     Of'      6S!     68 


87 

67!     '■>* 


841     80      85i 


651 
S6| 
641 


65i     64 


84      86! 
00      641 


90j     83      89:     90 

05!     05:     051     13 


87      80! 
61      66, 


83,  87| 
64]  02 
80;    87, 


041 
SS 
06, 


04 

87 

flOi  06 
89!  89,  80 
021  00!  03 
83  80:  86 
68l  05!  05 
85;  89 
69     04; 


65 


84 
07 
84 
09 
85     88 


85  85 
02;  03 
89!  96 
03;  64 
91 


64  64,     63 

89  87      80 

ffl|  68      66 

78!  85l     85 

07,  6S|     67 

86  87 

0.51  05 

so:  91 

671  63 


83.4 
6.3.0 
'84.7 
•62.8 
84.4 
59.3 
80.1 
68.4 
SO.  S 
59.  9 
(-1.8 
62.0 

'83.0 
'01.3 
80.6 
62.  5 
83.  9 
02.  3 
H\.  3 
(.2.  0 
81.2 
03.8 
84.2 
61.8 
•82.8 


07.0 
84.1 
(10.2 
M.5 
63.1 
82.3 
00.7 
81.8 
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Reference  letters  (■>.  ^.  '^) ,  appearing  in  the  table  indicate  number  of  days  missing:  For  example.  ^  repre.sents  two  days  missing,  etc. 
%  Instruments  are  read  in  the  morning:  the  maximum  temperature  then  road  is  charged  to  the  preceding  day.  on  which  it  alino.st  always  occurs. 
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aENEKAL  SUmUABT. 

Thermal  conditions  ranged  near  the  seasonal  average  until 
the  last  week,  \Yhen  the  daily  means  were  below  normal.  Pre- 
cipitation was  above  the  avcM'age  and  was  badly  distributed  in 
amount,  with  excessive  rainfall  in  considerable  sections  of  the 
southern  and  western  counties. 

Much  needed  cultivation  against  the  accumulated  grass  of 
the  preceding  month  was  largely  accomplished  during  the  first 
week.  'I'he  wheat,  oat,  and  rye  harvests,  which  extended  to 
the  up-Siate  limits  early  in  the  month,  were  practically  com- 
pleted by  the  '25th,  and  the  stul)ble  lands  were  then  turned  to 
late  corn,  some  late  cotton,  and  peas.  Tobacco  had  improved 
sufficiently  in  growth  for  curing  to  begin  about  the  close  of  the 
month.  Much  of  the  early  corn  was  laid  by  in  good  condition 
during  the  last  week,  and  the  ititermediate  and  late  crops  were 
much  improved.  Cotton  chopping  was  practically  completed 
during  the  last  week,  and  the  crop  as  a  whole  maintained  good 
to  excellent  condition,  according  to  cultivation  and  availabilitj' 
nf  labor;  the  weevil  caused  considerable  damage  in  the  lower 
Savannah  watershed  during  the  month;  the  first  bloom  was  ob- 
.served  at  The  Hermitage,  in  southwestern  ]5amberg  County,  on 
the  Salkahatchie  River,  on  the  lOth.  The  intern)ittent  showers 
l)etween  the  first  and  lost  weeks  were  generally  insufficiejit  in 
amount  for  l)est  crop  development,  although  cultivation  was 
pushed  to  a  maximum  wherever  possible.  Copious  to  iieavy 
rains  between  the  24th  and  27th  were  followed  by  general  crop 
improvement,  although  the  Aveather  was  too  cool  for  rapid 
growth.  The  month  closed  with  the  growing  season  1  to  2 
weeks  late. 

PRESSURE. 

The  mean  sea-level  pressure,  determined  from  reports  of 
8  regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  80.07  inches.  The  highest  pressure  in  the  region 
covered  by  reports  was  80.42  inches  at  Charlotte,  N.  C,  on 
the  18th,  and  in  the  Section  proper.  80.40  inches  at  Columbia 
ami  Hreenville  on  the  same  date;  the  lowest  pressure  was  29.67 
inches  at  Wilmington.  N.  C.  on  the  28th,  and  in  the  Section 
proper,  29.71  inches  at  Charleston  on  the  same  date. 


TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  re- 
ports of  45  stations,  was  70.1°,  or  1.1°  below  the  established 
normal.  The  highest  temperature  was  101°  at  Society  Hill, 
Darlington  County,  on  the  21st.  The  warmest  periods  were 
generally  about  the  7th  and  8th  and  the  21st  and  22d.  The 
lowest  temperature  was  46°  at  Walhalla,  Oconee  County,  on  the 
7th.  The  coolest  period  of  the  month  was  generally  between 
the  14th  and  16th,  but  low  temperatures  were  recorded  on  va- 
rious dates  in  the  first  and  last  parts  of  the  month. 


PRECIPITATION. 

The  average  for  the  Section,  55  stations  reporting,  was 
5.97  inches,  or  0.98  inch  above  the  established  normal.  Copi- 
ous rains  fell  throughout  the  State  between  the  4th  and  7th  and 
the  24th  and  27th,  while  in  the  intervening  period  the  amounts 
from  intermittent  showers  were  relatively  small  and  insufficient 
for  satisfactory  crop  development.  The  monthly  total  amounts 
were  above  normal  over  the  southern  and  western  parts  of  the 
State,  where  the  measurements  ranged  from  5  to  over  11  inches; 
in  considerable  areas  extending  from  the  Catawba  watershed  to 
the  Congaree  watershed  and  thence  over  the  northeastern  coun- 
ties, the  amounts  ranged  from  4  inches  downward  to  less  than 
3  inches.  The  greatest  local  monthly  amount  was  1 1 .99  inches 
at  Walhalla,  Oconee  County,  and  the  least  local  monthly 
amount  was  1.49  inches  at  Darlington,  Darlington  County. 
The  greatest  amount  during  any  24  hours  at  any  station  was 
5.55  inches  at  Monetta,  Saluda  County,  on  the  24th.  The  num- 
ber of  rainy  days  averaged  about  normal. 

Hailstohms. — On  June  8th  a  hailstorm  moved  eastward  over 
the  northern  part  of  York  County,  attended  by  damage  to  crops 
estimated  at  $57,5(>0  in  a  path  1.5  miles  wide  and  12  miles 
long.  On  the  9th,  another  hailstorm  in  the  central  part  of 
York  County  caused  crop  damage  approximating  $85,000  in  a 
path  0.5  mile  wide  and  3  miles  long.  The  hailstones  ranged  in 
size  from  peas  to  1  inch  in  diameter.  The  most  destructive 
hailstorm  of  the  month  began  in  eastern  Richland  County  dur- 
ing the  afternoon  of  the  Sth  and  extended  eastward  over  south- 
ern Sumter  and  northern  Clarendon  Counties.  The  greatest 
length  of  the  hail  area  was  50  miles,  and  the  greatest  width,  25 
miles.  In  an  area  embracing  5  b.v  20  miles  along  the  Sumter- 
Clarendon  County  line,  the  damage  was  estimated  at  $262,000, 
The  hailstones  ranged  in  size  from  small  marbles  to  hen-eggs. 

WIND. 

The  prevailing  wind  was  from  the  east.  The  average 
hourly  velocity,  determined  from  8  anemometer  records,  was 
7.1  miles.  The  highest  average  velocity  was  11.1  miles  per 
hour  at  Charleston  ;  the  lowest  average  was  4.8  miles  per  hour 
at  Charlotte,  N.  C,  and  in  the  Section  proper,  5.9  miles  per 
hour  at  Columbia.  The  highest  velocity  for  any  5-minute  period 
was  44  miles  per  hour  from  the  northeast  at  Charleston  on  the 
4th  and  from  the  northwest  at  Augusta,  Ga.,  on  the  8th. 

SUNSHINE    AND    CLOUDINESS. 

The  average  montlily  sunshine,  determined  from  8  auto- 
matic records,  was  284.7  hours,  or  54%  of  the  possible  anount. 
The  average  number  of  clear  days  was  11;  partly  cloudy,  9, 
and  cloudy,  10,  as  against  normals  of  12,  11,  and  7  days,  re- 
spectively.  

RIVER  CONDITIONS. 

Moderate  freshets  occurred  in  the  Wateree  and  Santee  Rivers 
after  the  heavy  rains  I)etween  the  2.5t!i  and  27th,  and  the  Santee 
Rivercontinued  in  Hood  at  the  close  of  the  month.  T^navoidable 
losses  approximated  $1,050.  and  the  value  of  movable  property 
saved  by  timely  warnings  was  estimated  at  $76,000. 


MISCELLANEOUS  DATA  FOR  JUNE,   1919. 


HUMIDITY. 


The  mean  relative  humidity,  determined  from  reports  of  8 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m.,  82%;  8  p.  m.,  72%.  The  high- 
est percentages  occurred  over  the  southern  coast  counties,  arwd 
the  lowest,  over  the  north-central  interior. 
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Frank  B.  McCoy. 

Anderson 

Anderson  

Lexington 

Fairtield 

11.  11    Ru<-iell 

Brttesburg 

E  .1   Hite 

Blairs  

Calhoun  Falls 

76.9 
76.6 

-1.2 

95 
100 

8 
21 

57 
57 

14 
14 

36 
33 

9 
16 

10 
6 

11 

8 

s. 
se. 

L.  M.  Parker. 

Camden 

Kershaw 

W  C  Brown. 

Catawba 

York  . 

.lames  C.  Faris. 

Chappolls 

Newberry 

Oconee  ... 

Clemson  College 

72.6 
77.6 

-3.2 
-0.6 

88 
96 

16 
21 

60 

58 

t  1 
14 

25 
31 

25 

1 
11 

4 
12 

e. 

e. 

Prof.  F.  H.  II.  ("iilhoiin. 

Columbia 

Richland 

Vi  S.  Weather  Uuivaii 

Edgelield 

Kiigefield 

Gaston  Shoals  tt 

680 
1039 
671 

568 

500 
1063 
589 
900 
711 

450 
400 
502 
850 
536 

512 
875 
620 
1061 
545 
690 

S.  C.  Lt..  Power.*  Ry.Co. 

Greenville 

Greenville 

Greenwood 

75.3 
75.2 
76.0 

76.6 

74.7 
•74.7 
•77.0 

77.0 

+0.9 
-  2. 6 
-1.1 

-O.f 
-0.9 

93 
9-i 
96 

97 
97 
•93 
'95 
96 

21 
21 

8 

21 
21 
21 

8 

59 
61 
56 

53 

57 
•55 
60 
60 

30 
+14 
+14 

14 

+  9 

14 

+  2 
t29 

28 

28 
35 

39 
35 
•35 
•34 
34 

3 
14 
3 

19 
11 
16 
5 
14 

18 

0 

21 

3 
16 

0 
20 

4 

9 
18 
6 

8 
3 

14 
5 

12 

ne. 
w. 
e. 

e. 

e. 

s. 

V  S  Weathpr  Bnreftu 

Greenwood 

M   M   ('aliioun 

Heath  Spring 

J.  Marvin  Rowers. 

Kershaw 

John  W.  Haniel. 

Landrura  . . ^ 

Laiu-ens 

Spartanburg 

Laurens 

R.  Hartwell  Wilds,  D.D.S. 
Perry  .\.  .Simpson. 

Liberty  

Little  Mountain 

Meriwether 

Newberry 

Mc(;ormick 

.I.M..Seuse,  M.  D. 

Mrs  Marie  U.  Middleton. 

•Monetta 

77.1 

77.8 

-0.1 
-0.6 

96 

98 

15 

t8 

58 
55 

14 
14 

38 
39 

10.40 
4.86 
4.82 

8.88 

3.87 
5.39 
6.65 
11.99 
4.44 
4.00 

6.18 
6.97 

+4.  72 
+0.50 
+0.30 
+3.86 

-n.  36 
+0.58 
+  1.9S 
+  6.79 
+  0.06 
-1.38 

+  1.30 
+0.  98 

5.55 
2. 70 
2. 52 
3.35 

1.51 
1.30 
2. 46 

4.86 
1.88 
1.25 

5.  55 
5.55 

0 
0 
0 
0 

0 

(1 

0 
0 
0 
0 

0 
0 

9 
12 
10 
10 

11 
11 

8 

14 
10 

5 

10 
10 

5 

1 

18 
17 

7 
12 

e. 
e. 

loseuli  M.  lohnsoii. 

Newberry  . ..', 

Newberry 

Anderson 

Warren  G.  Peterson. 

Pelzer  . . . 

.loshna  Y.  .lones. 

Baluda 

•Saluda.. 

76.2 

•77.4 
76.6 
76.9 
75.2 

>'75.6 
77.6 

76.3 
76.4 

-1.8 

+0.7 
+0.5 
-1.6 
+0.6 
-1.1 
+  1.6 

-0.7 
-1.1 

96 

•99 
97 
94 
95 

•96 
97 

100 
101 

21 

8 
21 
21 

7 
7 
7 

21 

21 

53 

57 
59 
58 
46 
'■55 
59 

46 
46 

15 

14 
14 
14 

7 
13 
30 

7 
7 

38 

•.35 
•33 
34 
49 
'■35 
34 

49 
49 

15 

7 
15 

8'    e.     ' 

Mrs.  F.V.J.  Maxwell. 

Santuck  

Union  .... 

9 

se. 

K.  W.  Jeter. 

Spartanburg 

Spartanburg 

V.  P.  Robinson. 

Trenton  .... 

8 
7 
8 
4 

10 
11 

12 
17 
13 
23 

11 
9 

10 
16 
9 
3 

9 
10 

se. 

ne. 
se. 
s. 

e. 
e. 

Mrs.S.  E.  Long. 

Walhalla 

Oconee  

H.W.Brandt. 

Winnsboro 

Fairtield 

Rev.  Oliver  Johnson. 

Winthrop  College  it.. 

York 

W.  P.  Goodman. 

Division  means  and 

extremes 

Section  means  and 

extremes 

The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
determining  section  or  division  means.     Reference  letters  (•.  b,  <:).  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  *>  reiiresents  two  days  missing,  etc. 

+  Also  on  other  dates.  ++  Received  too  late  to  be  included  in  means  and  summaries.  "  Temperature  data  are  from  observed  readings  of  the  dry  bulb;  means  are  com- 
puted from  observed  readings,     it  Postolllce  addresses  of  these  stations  are  as  follows:    Of  Edisto.  Emhrce;  of  Gaston  Shoals.  Blacksburg;  of  Winthrop  College,  Rock  Hill. 

T.  Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 
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Daily  Precipitation  for  June,   1919. 


Day  of  month. 

Stations. 

Watersheds. 

1 

2 

3 

4 

S 

6 

7 

8 

9 

10 

U 

12 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

1 

Eastern  Pmtion. 
Allendale  nil 

.75 

.16 

1.76 

3.18 

.52 
1.20 
.32 
.01 

.05 
.10 

.25 
.10 

•v. 

.20 
.10 

.15 

.30 
.20 

.30 

.78 
.51 
.86 

1.  IK)  2. 00 
2.50i   .10 

1.75 
.75 
.30 
.92 

2.23 
.40 

.30 

8.17 

Kdisto 

do 

.... 

5.23 

.15 
.04 

T. 

.02 

T. 
T. 

'.'68 

.22 
T. 

.30 
.09 
.84 
.52 

.28 
.72 

'.'08 

30 

.16 
.41 
T. 
.17 

4.00 

T. 

.40 

.55 
.32 
1.16 
1.15 
.12 
.10 

6.33 

.. . . 

.61 
.15 

.10 
.09 
T. 

.21 

.08 

T 

.10 

4.08 

Conway  nil 

Waccamaw .. . 

.15 

.41 

.62 
.63 
1.38 
.44 
.40 

.20 

.87 
.03 

'tV 

.70 

.23 

.05 

.02 

3.34 

1.49 

Pilwtr^  UN 

Fdisto 

.50 
'.'08 

.36 

.52 

.96 
1.20 
.83 
.98 
1.02 

.03 
1.80 
1.33 

.72 
1.20 

.85 

1.12 
T. 
.43 
.22 
.07 

2.42 
.30 

1.00 
.■22 
.65 
.09 

.92 
.47 
1.16 
.69 
.69 

.44 

.90 
.38 
.57 
.64 
1.03 

5.41 

Lynches 

Siinte6 

.41 
.16 
.64 
.66 

.01 
.62 

.38 
.09 

4.25 

Fer*'iHoii  1 1 

.... 

.53 

T. 

.... 

.01 

.... 

6.03 

3.17 

t^n 

- 

2.94 

Qarnett 

.25 

2.80 
1.15 

i.'52 

* 

3.04 



.70 
'."05 

tv 

.55 
T. 

f.' 

.55 

't.' 

T. 

.40 
1.04 

.02 

.03 

.50 

.48 

.03 

9.13 

Coast 

Black 

do 

1 

.'sei.'io 

4.77 

.68 
.04 
.28 
.02 

5.20 

.27 
1.21 
1.04 

T. 

T. 

.... 

.18 

.01 

.31 

.18 

.16 

2.22 

4.02 

TTflifitrv 

4.64 

Paris  Islainl      

Coa>t 

.03 

.... 

.03 

1.45 

.03 

10.87 

PinopolN 

Cooper             1 . . . . 

Kimiiii  |||| 

! 
SautPc              1  ■  -  - 

.65 

,no 

.80 
.11 
.27 
.54 
.03 

..   . 

.01 
.36 

■'oi 

.03 

.80 

.08 

.05 

1.10 

1.28 

.61 

3.00 

.80 
.28 
1.09 
1.82 

.91 
1.97 

2.35 
.32 

1.23 
.84 
.34 

2.27 

3.40 
.16 
.28 
.37 
.99 

1.14 

i.'oe 

.15 
3.45 
2.50 

.42 

'.'93 
.60 
.16 

1.05 
.96 
.16 

1.10 
.16 
.96 
.10 
.21 
.72 
.43 
.09 

1.74 
.12 

.45 

2.03 
1.30 
.•22 
.60 
1.27 
1.23 
2.00 

1.41 
.30 
.76 
.02 

1.43 
.79 

1.35 
.28 

.01 
.12 

6.35 

Cf     (innrcru  llll 

Edisto 

Santee 

do 

.65 

.m\  .56 

.1011.43 
.ll|  .14 
1.10   T. 

5.30 

St.  Matthews  II II 

Snnipfv  Hill  II 

.02 

.20 
.02 
.03 

6.94 

.08 
.12 

■.'i4 

.  .   .  . 

.07 
T. 

.25 
T. 

2.77 

l.&l 

T. 

.35 
.38 

.45 

.... 

.... 

T. 
1.10 

'!67 

T. 
.17 
.34 

'.'65 
.9n 

'.'46 

.71 

1.07 
1.40 

.45 
.52 
1.62 
1.75 
.10 
.29 
.55 
1.50 

1.65 
1.47 

.48 
1    17 

6.99 

WHllcilinni 

Vi:uiilnsuf|||| 

Wentern  Pmtion. 
Aiken 

2.11 

.81 

1.87 
.37 
.43 

8.32 

<1o 

1.47 

1.17 
.10 
T. 

.12 

.33 
'.'38 

.14 

.64 

.08 
.09 

.35 

9.33 

Kdisto 

.81 
.66 

.32 

.79 
.05 
T. 

1.41 

10.66 

Anderson 

Saviinnali 

.05 

.04 

.08 

.51 
.02 

.03 

.16 

5.05 

Bateshiirg  |||| 

Kdi*:to 

.01 

.04 

.06 
.60 
.21 
.10 

7.57 

Blairsllll     

Broad 

.56 

3.39 

Oallionn  Kails  |||| 

Savannah 

.72 
.30 

.30 

t.0,T 

79 

.47 

.20 

'.'ii 

T. 

T. 

'!65 

.20 

.24 

.23 

5.04 

...... 

3.95 

("iitawbn  nil 

3.17 

I'happellsllll 

Saluda  

.20 

.66 

.30 

.58 
.03 

.20 

.30 

2.  (10 

.24 

6.35 

Clenison  Collego 

69 

10 

'.'is 

.05 
T. 

.16 

9.15 

Columbia*" 

('onifart'o 

.15 

T 

2.00 



T. 

T. 

T. 

'.'25 
.30 

•:69 

.18 

'.'48 
1.33 
.07 
.05 

.08 

.78 

15 

'.'65 

2.65 

Kderctield  nil 

90 

7.40 

Gaston  Shoals  nil 

Broad  

i.'os 

f.' 

.9J 
.04 

'.'25 

'.8.5 
.15 

.48 

'.'46 
.11 

'."06 

.15 
.02 
.02 

.03 
.04 

5.69 

Greenville     "• 

.oi    li.'^ 

.  82     5S 

.09    .12 

3.99 

Greenwooil  |||| 

do 

.71 
.35 

2.11 

4.75 
1.36 
.46 

1.20 
1.50 
1.85 
1.50 

.16 

3.48 

.06 

.55 
.50 
T. 
.17 

.44 

.76 

10.07 

Hoath  .'^printf  

Watcrop 

.20 

.05 

.22 
56 

.16 
.08 

.'26  "'" 

6.02 

Kershaw  ,111 

.30  l.fifi 

.09 

.68 
.16 

.55 

8.48 

I..andrnni 

Broad  

.12 

.10 

.... 

.26 

.03 

i.'32 
.02 

4.91 

Laurens  llll 

Saluda 

1.38 

1.07 
.04 

10.13 

Liliorty 

Savannah  .... 
Saluda  

.10 

.02 

T. 

.... 

1.13 
.01 

T. 

.04 

.01 

.01 
,75 

.10 

.04 
.20 

.25 

.... 

6.09 

Little  .Mountain 

.18    .Ofi 

3.34 

Meriwether 

Monetta 

Kdisto 

5^ 

2.35 

.10 
.10 

'f.' 

.'ii 

.20 

T. 
T. 

.20 

T. 

'.'27 

•25 
.06 

.04 

•••• 

.13 
.12 

12 

1  '^l 

1.06 
.60 

.68 
.80 

•« 

1«i 

10.40 

Newberry 

V 

.10 

.102.70 

T.   2.52 
.  85  3  a.s 

10 

07 

4.86 

Pel/.erllll 

do 

.14 

.56 

.20 

1? 

15 

.68 
.12 
.03 

■.■46 

98 

.20 

4.82 

Saluda 

do 

.96 
T. 

1.25 

.14 

.08 

'.'ii 
.12 

T. 

.70 
.56 

i.40 
.04 
.03 

8.88 

Broad  

.24 

■f.' 
1.30 
.07 
1.10 

T. 

't." 
'.'ii 

.12 
.50 

.52 

1.51 

.81 

T. 
4.86 
1.88 

.42 
1.30 
.90 
.92 
.45 
1.00 

.09   .10 
.98    .12 

3.87 

Sparlanburu  |||| 

do 

.05 

T. 

T. 

.16 

T. 
.10 

.32 

.05 

.04 

1.10 

5.39 

Trenton 

Edisto 

•>  45, 

.54 

1.74 

.06 

.  75 
.31 
.40 
.10 

6.65 

Walhalla 

Savanmih 

.05 
.19 

.07 
.08 

.32 

1.07 
.83 

■f.' 

.05 

'.'63 
.55 

11.99 

Wiunsboro  

Broad  .   . . 

T. 

T. 

1.25 

4.44 

Winthrop  College 

Catiiwba 

4.00 

Kxcept  as  otherwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  endinif  at  the  time  of 
observation.  ||||  Preciiiitation  measmeil  in  the  niorninsr;  amount  then  recorded  is  for  the  precedinir  24  hours.  ***  Regular  Weather  Hureau  station;  precipitation  is  for  the 
24-hour  period,  midnight  to  mi<)night.    *  Preciiiitation  included  in  the  next  following  measurement.    {Separate  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  0.01  inchs 


COMPARATIVE 

DATA  FOB  JUNE. 

Temperature. 

Precipitation. 

Average  number  of 
days. 

^6 

Year. 

Temiierature. 

Precii>itation. 

Average  num 
days. 

her  of 

Year. 

1 

(A 

0^ 

1 

1 

> 

< 

Average 
days  with 
0.01  inch 
or  more. 

5 

Si 

0-  0 

0 

03 
1 

to 

1 

2 

Average 
days  with 
0.01  inch 
or  more. 

0 

si 

0,0 

5 

>  C 

0. 

1887 

77.9 
78.1 
74.4 
80.9 
79.3 
75.1 
76.5 
77.0 
78.2 
77.9 
79.2 
79.7 
79.4 
76.2 
76.7 
78.5 
74.2 
77.0 

107 
102 
99 
103 

44 

51 
.39 
56 

3.53 
2.73 
5.10 
2.41 
3.20 
5.25 
7.64 
3.91 
3.04 
5.42 
6.44 
4.15 
3.89 
7.94 
6.55 
4.48 
8.09 
4.06 

8 

10 

8 

sw. 
.se. 

1905 

78.9 
78.4 
76.8 
76.6 
79.2 
75.  5 
80.9 
75.5 
76.2 
81.1 
76.0 
76.4 
76.9 
77.0 
76.4 

77.  S 

101 

102 
99 
100 

105 
98 
106 
101 
105 
108 
103 
100 
102 
106 
101 

108 

43 
52 
50 
48 
68 
46 
54 
48 
40 
50 
49 
48 
43 
60 
46 

39 

1.92 
8.88 
5.92 
4.90 
6.87 
7.78 
3.42 
5.68 
6.  .53 
3.80 
4.26 
5.12 
4.49 
3.44 
5.97 

4.99 

6 
12 
10 

9 
12 
13 

8 

9 
12 

8 

9 
11 

8 

10 
10 

6 
13 
12 
13 
10 
10 
14 
13 
15 
14 
14 
12 
16 
15 
11 

12 

14 
8 

13 
13 
14 
11 
12 
7 
9 
12 
10 
11 
10 
9 
9 

11 

10 
9 

5 
4 

6 
9 
4 

10 
6 
4 
6 
7 
4 
6 

10 

7 

e. 

1888 

1906 

sw. 

18.S9 

1907 

sw. 

1890 

sw. 

1908 

ne. 

laei 

Ifi09 

sw. 

1892 

99 

% 
105 
105 
192 
103 
106 
105 

97 
102 
105 

96 
102 

53 
53 
41 
50 
52 
49 
55 
48 
52 

i 

sw. 
se. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 

T910 

sw. 

1893 

12 

8 
8 
12 
12 
8 
8 
14 
12 
9 
14 
8 

10 
13 
13 
11 
10 
17 
14 
4 
9 
15 
11 
18 

11 
12 

13 
12 
13 

10 
10 
15 
12 
10 
10 

9 
6 
4 

7 
7 
3 
»         6 
11 
9 
6 
9 
5 

1911...' 

sw. 

1894 

1912 

sw. 

1895 

1913 

sw. 

1896 

1914 

sw. 

1897 

1915 

s. 

1898 

1916 

sw. 

1899 

1917 

sw. 

1900 

1918 

ne. 

1901.... 

1919 

e. 

1902 

Period.... 

1903 

sw. 

1904 
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1 


Daily  Temperatures  for  J-ane,  1919. 


Stations. 


Eastern  Portion. 


Allendale  

Black  ville ,...'. 

Bowman 

Charleston 

Cheraw  

Conway 


Darlington  iJiS..  • 

Fergruson  sSi> 

l<'lorence  1  ..... 

Garnett. 

Georgetown 

Kintrstree 

Oaks 

Orangeburg 

Paris  Islan(1*S!>.  . 

St.  George  

St.  Matthews  {SV 
Society  HillsSsV. 
Snnimerville  .. . 

Walterboro 

Yemasspp 


)  Maximum  . 
)  Minimum. . 
j  Maximum  . 
(  Minimum. . 
j  Maximum  . 
(  Minimum.. 
j  Maximum  . 
I  Minimum. . 
J  Maximum  . 
(  Minimum. . 
j  Maximum  . 
I  Minimum. . 

j  Maximum  . 
)  Minimum. . 
>  Maximum  . 
I  Minimum. . 
j  Maximum  . 
)  Minimum. . 
J  Maximum  . 
(  Minimum.. 
S  Maximum  . 
(  Mininuuii. . 
j  Maximum  . 
(  Minimum. . 
j  JIaxinmm  . 
)  Minimum. . 

S  Maximum  . 
I  Minimum. . 
\  Maximmn  . 
i  Minimum. . 
j  Maximum  . 
/  Minimum. . 
i  Maximum  . 
(  Minimum. . 
(  Maximum  . 
(  Minimum. . 
S  Maximum  . 
)  Minimum. . 
j  Maximum  . 
)  Minimum. . 
j  Maximum  . 
I  Mininnim. . 


Wenteni  Poilinn. 

AiUen  

Anderson 

Batesburg 

Calhoun  Falls?? 

Camden  S^S^ 

ClPm<on  College 


)  Maximum  . 
/  Minimum. . 
j  .Maximum  . 
i  Minimum. . 
I  Maximum  . 
(  Minimum. . 
j  Maximum  . 
(  Minimum.. 
S  Maximum  . 
t  Minimum.. 
j  Maximum  . 
(  Minimum.. 


Columbia 

Greenville 

<ireen\vood   

Heath  Spring  . .. . 

Kershaw 

LaiKlrum 


LaurensS^? 

l/iberty 

Little  Mountain  , . 

Meriwether 

Monetta 

Newberry 


S  Maximum  . 
(  Minimum.. 
)  Maximum  . 
I  Minimum. . 
)  Maximum  . 
I  Minimum.. 
)  Maximum  . 
(  Minimum.. 
j  Maximum  . 
t  Minimum.. 
j  Maximum  . 
)  Minimum.. 

S  Maximum  . 
(  Minimum. . 
j  Maximum  . 
(  Minimum. . 
j  Maximum  . 
I  Minimum. . 
j  Maximum  . 
)  Minimum.'. 
)  Maximum  . 
'  Minimum.'. 
S  Maximmn  . 
'  Minimum. . 


u„,   J.  \  .Maximum  . 

*'"'""^'*  i  Minimum., 

^-'"-'^ Imn!^.: 

sp-'---g \^^,: 

Trenton j  Maximum  . 

(  Minimum.. 

wa'»>a"a !J{f,^^Z": 

w--»>-o \l^^:^,; 

Winthrop  college...  I  J{f,^^-; 
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87  85 
68      6 

88  88 


89!  90 

66  63 

91  92 

65  68 
76 
60  60 

88  86 

681  68 

86  86 

66  66 


87]  88 

6-2  61 

89!  9(1 

65  60 

S8  86 

70  66 


82  82 


68 
82 
64 
79 
77 
86 
63 
83 
68 

90 
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78 

69 

88 

68 

80 

70 

83 

74 

8' 

68  67! 

85!  76! 

67  67i 


85 


66 


86 


78  89 

67 1  68 

79I  86 

69l  71 

84 

68  i 

87 

71 

90 

78 

86 

69 

83 

70 

85 
66 
86 
73 
87 
68 
85 
69 
82 
69 
79 
69 
79 
69 
85 
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94 
63 
93 

68 

88'  95 

70  65 

89,  94 

71  69 
92:  91 
70, 

88  94 

71  6(; 
87 

'\ 

90,  96 
68 

87j  91 

74 1  73 

87i  94 

66l  66 

80  94 
70, 

91 !  96 

69,  64 

87  92 

70  69! 

89i  93 
69 
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891  94 
69  67 


88  92 
73  71 
86  93 


68 

86 

65 

91 

63 

73  80 

64   66 


96 
72 
91 
63 
89 
68 
93 
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95 


65 
91 


861 


92  89 

65  6' 

92  9'i 

63  67 

94  92 

62!  62 

86  84 
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89  92 


90  89 

70  69 


66  66 

90;  9-2 

74 

96 

62 

89 

62 


94 
64 

89 
74 
91 
62 

89 
64 

89 
60;  68| 
88  89 
65i  671 
92,     90  . 


65  65 
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81 1  85 
63!  63 


63  65, 

90  87 


84  i 

74i 
87 
64, 


93  90  88 

64  69|  68 

90,  88!  **' 

. . .  67  67 

90  91  89 

63  68  67 
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63  63  66 

93  93! 
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89'  88  87! 
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90  89 


61 

90: 

62   68!  65 

9^2  91 

57!  6O: 


I    I 

89  89.  88 

64  65!  64 
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70  70  68 
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63  69  70 
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62  66  65 


91  91 

60  66 
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61  64 
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63  <56 
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61 
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76!  75 
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71 
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89 

61 
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68 
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84 
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65 

86 
64| 
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84] 
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64  65 
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65 
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66 
79 
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58  56 
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88;  94 

55;  64 

91;  90;  88 

71  71 

861  90;  86 

.54;  64 
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8' 
59 

88 

68 

8h 

60 

93 

5 
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95 
63 
92 
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90  91 
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651  R^ 

96  91 
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65!  65 
86 
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91   89  85l 
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94  93 

66  67 
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71  72 
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92  86 


93  .88 
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85  80! 


^ 

70 
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64 
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68 
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84 
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85 
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70 
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70 
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Reference  letters  (*,  ^.  "=).  appearing  in  the  table  indicate  number  of  days  mis.sing:  For  example,  ^  represents  two  days  missing,  etc. 
M  Instruments  are  read  in  the  morning;  the  maximum  temperature  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
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GENERAL  STJISMAKT. 

The  rainfall  during  July,  1919,  was  far  in  oxccps  of  all 
needs,  and  the  heavy  rains  were  exceeded  but  once  in  July  dur- 
ing the  past  33  years,  namely,  in  1916.  The  teniperiiture.-^ 
were  near  the  seasonal  average,  with  no  abnormally  cool  nights, 
except  during  the  first  few  days. 

The  dry  weather  of  the  early  part  of  the  month  was  gen- 
erally favorable  for  crop  development,  and  the  copious  rains 
between  the  6th  and  12th  further  improved  conditions.  Cotton 
continued  in  good  to  excellent  condition,  with  a  check  to  the 
weevil  ravages  in  the  extreme  southern  counties,  and  all  other 
crops  responded  to  the  good  growing  weather.  However,  the 
prolonged  heavy  to  excessive  rains  between  the  15th  and  25th 
were  generally  detrimental  to  major  crops,  especially  in  the 
lowlands,  which  were  overflowed  for  considerable  periods;  the 
upland  crops  fared  much  better.  Planters  were  kept  from  the 
fields,  and  grass  accunmlated  rapidly.  The  dashing  rains  se- 
riously interrupted  pollination  in  cotton,  and  the  plant  "made 
weed"  at  the  expense  of  fruit,  resulting  in  unsatisfactory  July 
fruitage.  Corn  and  other  crops  suffered  from  too  much  rain, 
and  sweet  potatoes  grew  luxuriantly,  probably  at  expense  of 
product.  The  rains  were  followed  bj'  several  days  of  more  or 
less  cloudiness,  which  prevented  serious  inroads  by  scalding  and 
shedding  in  cotton.  Considerable  late  corn  will  be  abandoned 
on  account  of  accumulated  grass.  The  wet  weather  caused  con- 
siderable deterioration  in  tree  fruits.  Tobacco  was  ripening 
rapidly  at  the  close  of  the  month,  and  curing  had  extended 
throughout  the  growing  district. 

PRESSURE. 

The  mean  sea- level  pressure,  determined  from  reports  of 
8  regular  Wenther  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30.04  inches.  The  highest  pressure  in  the  region 
covered  l)y  reports  was  30.33  inches  at  Asheville,  N.  C,  on 
the  9th,  and  in  the  Section  proper.  30.32  inches  at  Columbia 
on  the  27th;  the  lowest  pressure  was  29. SI  inches  as  follows: 
Augusta.  Ga.,  Charlotte,  N.  C.  and  Columbia  on  the  6th;  at 
Greenville  on  the  11th. 


TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  re- 
ports of  42  stations,  was  79.3°,  or  0.5°  below  the  established 
normal.  The  highest  temperature  was  103°  at  Santuck,  Union 
County,  on  the  4th,  5th,  and  llth,  and  at  St.  Matthews.  Cal- 
houn County,  on  the  14th.  The  warmest  periods  were  generally 
between  the  13th  and  16th  and  at  the  close  of  the  month,  al- 
though high  temperatures  were  recorded  at  several  stations  on 
other  dates.  The  lowest  temperature  was  51°  at  Cheraw,  Ches- 
terfield County,  on  the  1st.  The  coolest  period  was  during  the 
first  three  days.  ^ 

HUMIDITY. 

The  mean  relative  humidity,  determined  from  reports  of  8 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, M'as  as  follows:  cS  a.m.,  83%;  8  p.  m.,  75%-  The  high- 
est percentages  occurred  over  the  extreme  eastern  and  extreme 
southern  coast  districts,  and  the  lowest,  over  the  central  counties. 


PRECIPITATION. 

The  average  for  the  Section.  54  stations  reporting,  was 
8.86  inches,  or  2.95  inches  above  the  estal)lis]'('d  normal;  tliis 
amount  for  July  was  exceeded  only  in   1916.     Copious  rains 


were  quite  general  in  the  Section  between  the  6th  and  12th,  but 
the  period  l)etween  the  15th  and  25th  was  marked  by  almost 
incessant  rainfall,  and  the  run-off  was  attended  by  serious  crop 
damage  in  the  lowlands,  with  the  most  destructive  floods  in  the 
various  rivers  since  July,  1916.  Precipitation  was  much  in  ex- 
cess of  the  normal,  except  in  small  areas  of  the  northeastern 
and  northwestern  counties,  where  the  amounts  were  less  than 
5  inches;  in  extensive  sections  of  the  central  and  north-central 
counties  the  total  monthly  measurements  ranged  from  10  to 
over  16  inches.  The  greatest  local  monthly  amount  was  16.52 
inches  at  Saluda,  Saluda  County;  least  monthly  amount,  3.48 
inches  at  Liberty,  Pickens  County.  The  greatest  amount  dur- 
ing 24  hours  at  any  station  was  5.65  inches  at  Charleston  on  the 
21st-22d.  The  average  number  of  rainy  days  was  18%  above 
normal. 

Deaths  by  Lightning. — Near  Cope,  Orangeburg  County, 
July  16:  Mr.  Nathan  J.  Thomas  and  his  three  negro  farm 
hands,  Ernest  Curry,  Henry  Footy,  and  Jeff  Henderson,  while 
riding  home  in  a  farm  wagon,  drawn  by  two  mules;  the  mules 
were  also  killed. 

Light  hail  occurred  at  Liberty  on  the  13th  and  at  Walhalla 
on  the  13th  and  15th.     

WIND. 

The  prevailing  wind  was  from  the  south.  The  average 
hourly  velocity,  determined  from  8  anemometer  records,  was 
6.6  miles.  The  highest  average  velocity  in  the  region  covered 
by  reports  was  9.8  miles  per  hour  at  Charleston;  the  lowest 
average  was  4.2  miles  per  hour  at  Charlotte,  N.  C,  and  in  the 
Section  proper,  5.6  miles  per  hour  at  Columbia.  The  highest 
velocity  for  any  5-minute  period  was  51  miles  per  hour  from  the 
northeast  at  Charleston  on  the  14th. 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  8  auto- 
matic records,  was  262.0  hours,  or  60%  of  the  possible  arr.uant. 
The  average  number  of  clear  days  was  13;  partly  cloudy,  8, 
and  cloudy,  10,  as  against  normals  of  12,  12,  and  7  days,  re- 
spectively.   

RIVER  CONDITIONS. 

The  sustained  copious  to  excessive  rainfall  between  the  15th 
and  25th  was  followed  by  the  most  destructive  floods  in  the 
Santee  River  District  since  the  great  flood  of  July,  1916.  The 
losses  approximated  $250,965,  and  the  value  of  movable  prop- 
erty saved  by  timely  warnings  was  estimated  at  $462,750. 
The  Edisto  River  reached  7.8  feet,  the  highest  since  July,  1889, 
when  it  was  8.5  feet.  The  damage  in  the  Edisto  lowlands  has 
been  estimated  at  $213,2.50.  The  Pee  Dee,  Black,  and  Lynches 
Rivers  were  also  in  flood,  incident  to  the  same  series  of  rains; 
the  unavoidable  losses  approximated  $196,450,  and  the  value  of 
movable  property  saved  by  timely  warnings  was  estimated  at 
$50,000.  The  Edisto,  Black,  Lynches,  and  Santee  Rivers  were 
still  in  flood  at  the  close  of  the  month. 
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21 
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Horry    

B  0  Evans 

Cliavloston 

Choriiw 

U.  S.  Weather  Bureau. 
Roland  1).  Powe 

Conway 

16 
11 

1 
4 

14 
16 

sw. 

Paul  Quattlebaum. 
D.  C.  McCall. 

Darlington 

Darlington 

Edisto  tX 

Etting'hiin) 

Ferguson 

Orangeburg 

Florence 

79.8 
79.8 

+0.4 
-1.6 

97 
98 

tl4 
t5 

58 
55 

+  1 

1 

29 
37 

11 

17 
16 
9 
14 
19 

11 

'22' 

11 

5 
5 

13 
10 
2 

10 

'4' 

9 

9 

1  ' 

7 
10 

9 

"5' 

sw. 

sw. 

se. 

e. 

sw. 

s. 

w. 

Florence  1 

H.  K.  Gilbert. 

Florenre  2 

do  . 

Pee  Dee  Experiment  Sta 

Oarnett 

'80.8 
-82.  6 
79.8 

'78.5 
80.5 

'+2.' 6' 
-0.6 

'99 
100 
98 

''97 
101 
"97 

13 

tl4 

29 

14 
14 
29 

'58 
65 
55 

f55 
57 
65 

2 

1 
+  1 

2 
2 

+  1 

'33 
25 
35 

'34 
33 

ttPor(?etown 

Georgetown 

Williamsburg 

Georgetown 

A.  P.  Hazard. 

King.slroe 

Oaks  

W.  H.  Matthews. 
0.  M.  Mitchell 

Orangebnrg 

Paris  Island 

Orangeburg 

Beaufort 

2I',4 
13 
54 
97 

109 

62 
192 
75 
09 
24 

527 
764 
656 
293 
508 

222 
562 
402 
S.50 
351 

IJ.  S.  I'idieries  Sti.tinn. 
V,  S,  Mi' I'll  c  tJorii". 

Pinopolis  •• 

Miss  K.  1'.  Kavenel 

Rimini 

CUarendon 

Dorchester 

Calhoun 

9.76 

6.48 

7.28 
5.40 
8.43 
8.86 
10.67 

8.52 

9.03 

6.  67 

15.80 

12.74 

5.64 

10.99 
13.44 
11.81 
6.44 
10.  83 

7.18 
5.27 
4.84 
8.56 
7.79 

7.39 
8.48 
6.21 
3.48 
6.84 

9.12 

1.5.06 
11.23 
5.52 
16.  52 

7.47 
12.  15 
9.  06 
8.86 
9.59 
8.55 

9.11 

8.86 

'+6.' 47' 

+0.87 
+0.79 
+2.  41 
+1..52 
+3. 92 

+2.66 

+  4.33 
+  1.  14 
+  10.37 
+  7.64 
+0.80 

+5.91 
+7.70 
+7.54 
+  1.21 
+4.77 

'-2.'7i' 
-0.,5S 
+3.  47 
+3.  54 

'-2.' 32 
+2.10 

+4.17 
+  10.70 
+6.79 
+0. 22 
+12.31 

+2.  52 
+7.90 
+3.41 
+2.  90 
■1-4.67 
+3.  66 

+4.  73 

+  2.  95 

3.  23 
1.24 

2.45 
L07 
1.90 
1  32 
2.01 

5.  65 

2.25 
1.46 
3.58 
4.12 
2.01 

4.00 
2.76 
2.33 
2.10 
3.85 

1.07 
1.71 
1.S6 
1.53 
2. 25 

1.41 
2.10 
1.42 
1.30 
1.40 

1.  60 

4.  65 

2.  86 
1.54 
2.75 

1.71 
4.35 
1.45 
1.47 
3.00 
1.75 

4.65 
5.65 

( J  !  11 

William  11  \\'()li'e 

St.  George 

81.2 

80.2 
80.2 
79.4 
79.4 
79.0 

80.0 

'79.  8 
78.0 
78.4 

+0.4 

0.0 
+0.7 
-0.5 
-0.7 
-1.6 

-0.3 

-0.4 
-1.9 
-l.ti 

100 

103 
100 
95 
98 
98 

103 

98 
96 
96 

14 

14 

5 

tl4 

30 

14 

14 

14 
14 
15 

58 

56 
54 

59 
57 
56 

51 

^59 
59 
58 

2 

2 

1 

2 

+  2 

2 

1 

2 

1 
1 

33 

30 
33 
27 
33 

31 

39 

"30 
29 
31 

0 

0 
0 
0 
0 
0 

0 

0 

0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 

0 

0 

13 

13 
15 
15 
16 
14 

14 

• 

13 
14 
14 
13 
8 

IS 
13 
11 
10 
15 

13 
12 
12 
12 
12 

10 
10 
12 

11 
12 

14 
13 
13 
13 
17 

13 
14 
10 
14 
14 
10 

13 
13 

22 

1 

8 

s. 

w. 

s. 
sw. 

s. 

s. 

ne. 
w. 
s. 

illss  Alma  T.  White^-ide 

St.  Matthews 

Sociptv  Hill 

Darlington 

Dorchester 

('ollotcni 

20 
8 
16 
19 

16 

12 
17 
13 

2 

19 
6 

1 

6 

5 
0 
5 

9 

4 

9 

11 

9 

14 
14 
13 

A.  H   Rogers. 

Snmnierville 

Miss  E.  H.  (iiidsden. 

Walforboro 

J.  N.l''rank. 

Yemasspe 

Division  means  and 

Western  Pnrtiov. 

Aiken  

Hampton  

extremes     

Ail<en 

W.  C.  Hutson. 
Frank  B   McCov 

Anderson  

Anderson  

Lexington 

Fairfield 

Abbeville 

H.  H.  Knsx'll. 

Batesbnrg 

E  ,T.  llile 

Blairs  

J   N   Owi'us 

Callionn  Falls 

79.2 

80.6 

+  0.6 

99 

102 

tl3 
14 

55 

62 

+  1 

34 

33 

12 

16 

9 
3 

10 
12 

s. 
se. 

L.  M.  Parker. 

Camden 

Kershaw 

W.  C.  Brown. 

Catawba 

York  . 

Chappclls 

Newberry 

.1   ,]    ^I\irrii n 

Clemsou  College 

78.0 
79.9 

+0.2 
-0.2 

90 
98 

tl3 
14 

59 

60 

1 
2 

26 
28 

20 
9 

2 
9 

9 
13 

e. 
s. 

Prof.  V.  11    1!.  Ciilhr.iin. 

Columbia 

U    .'^.  WeiilhiT  i:i'ie;iii 

Edgefield 

Edgefield . 

J.  A .  'Tow  nsend . 

Gaston  Shoals  tt 

680 
1039 
671 
568 

500 
1063 
.'i89 
9110 
711 

450 
400 
502 
850 
536 

512 
875 
620 
1061 
545 
690 

S.  C.  Lt.,  Power  A  Rv.  Co 

Greenville 

(ireenville 

Greenwood 

Lancaster 

77.4 
77.0 
78.4 

79.2 
76.6 
"77.6 
79. 2 
78.5 

+0.4 
-3.0 
-2.0 

"'o.'o' 

-1.9 

95 
93 
96 

97 
97 
»96 
97 
96 

14 
14 

tso 

14 
14 
14 
15 
+13 

60 
66 
55 

54 
53 
»52 
58 
58 

1 

1 
1 

1 
1 
2 
2 

1 

26 
31 
33 

36 
41 
"34 
36 
30 

5 
16 
6 

19 

1 
13 

7 
16 

15 
1 
15 

4 
11 
13 
20 

3 

11 
15 
10 

8 
8 
5 
4 
12 

sw. 
w. 

w. 

w. 

se. 
sw. 

Greenwood 

M.  M   Calhoun. 

Heath  Spring 

Ker.shaw ' 

Landrum 

Lanrens 

Spartanburg 

Laurens  

Pickens 

Newberry 

McCormick ■.. 

Saluda 

R.  Hartwell  Wilds,  D.D.S. 
Perry  A.  Sinipsoii. 

Liberty 

.lohn  T.  Boggs. 
.l.M.Sease.  M.D. 

Mrs.  Marie  R.  Jliddlelon 

Little  Mountain ] 

Meriwether 

Monetta 

79.  3 

80. 2 

-11.4 
-1.6 

99 
101 

14 
14 

^l 

2 

+  1 

35 
36 

7 
4 

17 
15 

7 
12 

e. 

sw. 

-loseph  M.  .lohnson. 

Newberry 

Newberry 

Warren  G.  Peterson. 

Pelzer 

Rahida  ...   . 

Saluda 

78.8 

Kn.2 

79.  2 
79.4 
77.0 
''78.  S 
79.2 

78.7 
79.3 

-1.7 

+0.6 
-0.  1 
-1.1 
0.0 
-0.8 
-0.7 

-0.7 
-0.5 

98 

103 
98 
96 
95 

■'99 
98 

l'i3 
103 

+14 

t  4 
+14 
+  6 
+12 
14 
+13 

+  4 
+  4 

53 

56 
56 
59 
58 
••59 
55 

52 
51 

2 

1 
1 
1 
1 
1 
1 

2 

1 

37 

43 
35 
.30 
33 
''29 
37 

43 
43 

20 

10 

5 

13 

6 

8 

s. 

s. 

Mrs.  F.  V..T.  Maxwell. 

Santuck  . . . 

E.  W..loter. 

Spartanburg. 

Spartanburg  ....*. 
Edgefield  ... 

F.  P.  Robinson. 

Trenton 

16 
9 
12 
11 

12 
13 

7 

16 
10 
10 

10 

8 

* 

8 
6 
9 
4 

9 
10 

s. 

ne. 
s. 
s. 

s. 
s. 

Jlrs.  S.  E.  Long. 

Walhalla 

H.  W.  Brandt. 

Winnsboro 

Fairfield 

Rev.  Oliver  .Johnson. 

Winthrop  College  it... 

York 

W.  P.  Goodman. 

Division  means  and 

extremes 

Section  means  and 

extremes 

The  departures  f  i-om  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
determining  .section  or  division  means.     Reference  letters  (",  ^,  <^),  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  b  represents  two  days  missing,  etc. 

+  Also  on  other  dates.  ++  Received  too  late  to  be  included  in  means  and  summaries.  •'  Temperature  data  are  from  observed  readings  of  tlie  dry  bulb;  means  are  com- 
puted from  observed  readings,     tt  Postollice  addresses  of  these  stations  are  as  follows:    Of  Edisto,  Embree;  of  Gaston  Shoals,  Blacksburg:  of  Wintlirop  College,  Rock  Hill. 

T.  Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 
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~ 

Daily  Precipitation  lor  July,    1919. 

H         Stations. 

i 

Watersheds. 

Day  of  inoutli. 

1 

2 

;i 

1 

4    1    5 

1 
1    B    1    7        8 

9 

10 

U 

12 

13 

14 

15 

16 

17 

IS 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30      31 

*-• 
.0 

East  era  Pintion. 
Allpnil'^lp  llfl 

i 

1 
1 
1 

IT 

Blackvillellll 

Edisto 

do 

1 

Sfll 

30 

.40 
.34 
.35 
.69 
.23 

.35 
2.35 

.64 
2.54 

.34 

.34 

* 

.95 
1..30 

.86 
1.88 

.64 

.70 
.44 
.35 

i.'77 

'.'i2 
.41 
.14 
.33 
.24 

.63 
.70 
.72 
.15 
.40 

.30 
.30 
.14 
1.72 
.29 

.25 
.22 
.57 
.36 
.34 
.52 

2.19 
.15 
.45 
.30 
.73 
.10 

.20 
.71 
.19 
.64 
.48 

.55 
.12 
.11 
.07 
.41 
L02 

.60 
.17 
.90 
1.40 
.14 

.60 
.48 
.54 
.83 
.69 

1.00 
2.  U 
2.  95 

.15 
.20 
5.44 
.30 
.90 

.15 
.90 
1   18 

3.50 

.16 

.02 

2.20 

1.57 

.63 
.22 

.88 
.82 
.71 
.41 

1.50 
T. 
.82 
.42 

1.05 
.05 

1.00 
1.04 

.14 
2.96 

.10 

1.81 
.70 
.40 
.12 
.26 
.80 

.75 
.75 
.20 
.(» 
.51 
.19 

2.00 
T. 
.25 

1.10 
.03 

.50 

.45 

.60 

30 

^F 

i  .711  .n2i.... 

j.... 

.42 

55 

'.'02 

.... 

'.■'io 
'.'6i 

'.'is 
1.20 

^50 
.31 

.82 

.08 
'.'08 
'.'63 

1.70 
.01 
.31 

1.62 

T. 

6. 89.      . 

Coast 

Pee  Dee 

.05 

^53  y 

OhrTrt  vv  III! 

....'.... 

' 

.231  .41 

.43:    .18 

T. 

V^W 

Conway  llil 

1 

.27 

.77 

\m  . 

Pee  Dee 

Edisto 

.12 

.2S 
.32 
.25 
.90 
.84 
.32 

".hi 

.20 
.02 
.26 

.16 

't.' 

'.'43 
.3S 
.■S2 
.31 
.29 

....1.    .. 

1 

...    'l.65 
.12,.... 
.78,1.96 

w 

Fdisfd  llll 

'.'io 

".a 

'.'is 
".m 

7.82 

Ellinfliam  1 1| 

Lynches 

.27 

11.20 

Fersruson  || 

'.'85 
.94 

'.'26 
.37 
.14 
.06 

1.65 

'.'64 
L04 

'.'82 

.71 

'.'is 

« 

T. 
'.'26 

'.'i4 

'.'i9 

1.8l!l.63 

9.03 

Pee  Dee 

do 

.21 

2.11 
L33 

1.02 
.98 

.38 
.54 

.20 
3  03 

'IS 

8.94 

.73 

.01 

'.'73 

i.'3H 
.52 

.... 

9.02 

Gariiett 

1.09 

■#^ 

.85 

8.76 

Black 

i.'62 
.45 

1.60|1.40 
34  9  r,7 

10.35 

Oaics 

Orangpbnrg 

Paris  Island 

do 

Edisto 

Coast 

.11 

T. 

10.46 

3.33 

.  77 

.50 
1.21 

T. 

.02 

10.  92 

.35 

.06 

.03 

.26 

.05 

6.69 

Rimini  till 

10 

.02 

'.'is 

'.19 
.07 
.49 

'.'24 
.16 

'.'06 

.60 
.24 
.22 
.05 
T. 
1.32 

.65 

.20 

1.14 

.16 

3.00 
.93 
.36 
.33 
.82 
.43 

1.22 

1.50 
1.46 

'.m 

T. 

.70 
2. 05 
9  1' 

.32 
.55 
.16 
.04 
1.29 
.11 
.52 

1.65 
.64 

.11 
.19 
1.27 
1.06 
.24 
.20 
..58 

.45 
1  •^^ 

.80 
1.24 
.47 
.23 
..55 
.92 
.41 

.50 

.02 

.82 

.62 

.82 

1.02 

1.50 

2.00 

3.' 60 
.95 

1.42 
.01 
.98 
.40 
.85 

.76 

T.' 
1.40 

.64 
2.25 
2.86 

.30 

.90 
1.71 

.15 
1.00 
1.27 

.73 
1.20 

3.23 
.47 

2.45 
.84 

1.68 
.88 
.56 

.22 

i.'83 
1.90 

4.' on 

.96 
.85 

'.'oi 

.81 

't.' 

.30 
..39 
1.28 

.23 

40 

OS 

9.70 

St.  George  III! 

St.  Malllieuslll 

Sooiety  Hill  III 

Snimiierville 

Wiillrrlinro 

Vi-i,ia,v.ee,;;| 

We!:lerii  i'orlion. 

Aiken 

An(ler.<:on 

Biiteshnrstllll 

BLiirslllj 

Callionn  Palls  III! 

(;iiinueTi  III! 

Edisto 

".n 

.30 

■:65 

.26 
.37 
.30 

'!i7 
T. 

.24 

'.'ds 

.27 
.4(1 

.20 
.86 
.54 

'f.' 

'.'69 
.90 
1.22 
1.23 
.12 

2.'25 

.53 

'.'64 
.06 

'.'io 

.76 

'.'52 



'.'08 

.20 
.10 

■.'64 

.01 

'.'72 
.20 

.30 

'.'i2 

".\3 
.73 

.51 

.20 
.20 
.03 

1.'62 
.05 

52I     •■'n 

.42 
.40 
.24 
T. 
.  -15 
1.51 

.60 
.13 
..53 
.38 
.54 
.23 
.25 
.45 

.  77 
.53 

.67 
1.10 
.12 

'.'50 

2.25 
.10 

1.31 
..34 
.49 
.12 
.35 
.35 

'.'61 

.75 

6.48 

.10 
.05 
1.90 
1.02 
1.52 

.16 

.30 
1.07 
.01 
.33 
1.20 

.50 

7.28 

do 

Ashley 

.28 

'.'46 

i.'oo 

'.'38 

5.40 
8.43 

Asiii'ixju 

.3fi 

'.'i2 

8.S6 
10.67 

Edisto 

Savannah 

'9.03 

.15 
.09 
15 

.23 

6.67 

Edisto 

.84  2.23 

.98  3.58 
4. 12.5-  OS 

15.  80 

Broad 

.82 
.17 
.12 
2.64 
.13 

i.'33 
.42 
.96 

1.86 
.51 

1.00 
.65 

.66 
.32 

'.'75 
1.60 
1.84 
.65 

1.54 

.74 
.13 
.65 
1.44 
1.53 

2.10 
1.07 
.  72 
1.71 
.83 
.65 
1.00 
1.41 

1.93 
1.42 
1.10 
.15 
.27 
.76 
.95 

1    3K 

12. 74 

Savannah  

Wateree 

'.'30 

.26 

'.'30 

T. 

'.'is 

T. 
.13 

.85 
.16 

T. 
.23 

'.'69 
T. 

2  2.S 

2.01 
2.  05 
2.75 
1.30 

.06 
.83 
1.07 
.09 
T. 
.56 

S7 

.15 

5.  .54 

L06 
.14 

.10 
.10 

.03 

10.99 

riitawbajlll 

ClinpiH'llsllll ."r.... 

Cata\vl>a 

Salnda 

13.44 
11.81 

rlcmson  ('ollese 

Columbia*" 

Savannah  

Conijaree 

.... 

1.00 
.03 

'.'64 

i.'se 

'.'26 
T. 

1  ro 

'.'26 
.58 

'!24 
1.58 

'.'35 

.15 

't.' 

.55 

'f,' 
.22 

.10 
.12 

.27 
.12 
.01 

.20 
.81 
.33 

.03 

.86 

50 

.'36 

'.'36 
.05 

1.63 
.85 
.28 

.11 
.42 
.10 
.47 
1.26 
.58 
.55 

'.'so 

.22 
.55 
1.00 
1.15 
.28 
1.25 

1.50 

'.'is 

'f.' 

.20 

6.44 
10.83 

hM^'.'!!. •I.I  nil 

(f:ivt,>n^li');ils!!|| 

Nivcnville     "• 

fJiri-ilwoDil  'III 

Hi'iitli  '•ipriii^ 

Savannah  

Broad 

Saliida 

7.18 

5.27 

.01 
.30 

.43 

.26 
.43 

'.'ii 

4.  84 

do 

.03 

8.  50 

Wateree 

Lyiiciies 

... 

.04 

.58 

.12 

.64 

.15 

7.79 

KiTsliau-  ,111 

.86 

151  37 

7.39 

lyaii'lrnni 

Broad 

.9^ 

.09 
.18 
T. 

.89 

'f.' 
1.26 
.20 

.08 
2.41 

.10 

.88 

2.10 
.38 
.02 

.51 
.50 

'.'6i 
.03 

.49 
..55 
T. 
.43 
1.02 
.91 
.64 

.04 
.35 
.90 
.02 
T. 

'.'30 
.60 

8.48 

Laun'n.s  ||!| 

Lili.Miy 

I,ittl,'  .Mountain 

SaUida  

.52 

.04 

'f. 

.66 
.19 
.23 
.10 

'.'21 
1.09 
.05 

i.'io 

.58 
.02 
.11 
.32 
.66 
.30 

.04 
.30 
1.03 
2.85 
.31 
.25 
.25 
.25 

.60 

'.'53 

.50 

4.#5 

2.10 

,02 

'.'26 
.23 
1.38 

3.' 00 
1.50 

.32 

.04 
..50 
1.00 
.99 
.28 

'.'.38 
.18 

'.'54 

'.'i9 
.10 

.42 
.02 
.54 
1.32 
1.48 
.28 

.38 

.4X 

.57 

T. 

.96 

.03 

.20 

.50 

6.21 

Savannah 

Si:h:d.\ 

.04 

1.30 

.40 

T. 

T. 

.40 

3.48 
6.84 

Moiiwelher 

Minii'lla 

N'l'.'.lH-iry 

P-l/crllil 

Salmia 

Savannah  

Kdislo 

't'.' 

■f.' 

.42 
'f.' 
.  12 

'.'fii 

.10 

99 

'."62 

.15 
1. 

'.'6i 

.56 
.12 

.04 
.05 

9.12 
15.06 

Saluda 

11.23 

do 

.70 
1.80 

.  12 

"t.' 

't'.' 
T. 

.5.  .52 

...do 

2.  20 

2.751.9S 

.0512.00 
16 

1.82i  .70 
.28,  .39 
1.351.95 
1.24    .58 
1.34  1.47 
.  07  2. 29 
1  75  1  -  no 

16.52 

Santnck 

Broad 

T.  1 
4.  35I 
.60! 
.07 

.19 
T. 

'f.' 

'.'io 

7.47 

Sliarlnnburs  |||| 

do 

1 

.45 

.02 

T. 

.03 

12.15 

Trenion 

Edisto 

.'^ava.nnah 

.  ...  1  -  -   - 

1   45 

9.06 

Walhalla 

.01  1-  lal 

.27 

'.'06 
.40 

.43 

.98 
.48 

.41 
.02 

.06 

8.86 

VVinnsboro 

.02 

9.59 

Winthrop  College 

Catawba 

8.55 

<i 


Except  as  otherwise  indicated,  observations  are  Kenerally  made  late  in  the  afternoon,  near  .snnset,  and  precipitaticni  recorded  is  for  the  24  honrs  ending  at  the  time  of 
observation.  ||||  l'reci))itation  nieasnred  in  the  jnorning;  amount  then  recorded  is  for  the  preceding  24  lionrs.  ***  Regular  Weatlier  Biirenn  station:  precipitation  is  for  tlie 
24-hour  period,  nn'dnight  to  midnight.    *  Precipitation  included  in  the  next  following  measurement,    t^leparate  dates  of  falLs  not  recorded.    T.  Trace,  or  less  than  0.01   inch. 


COMPARATIVE  DATA  FOR  JULY. 


Temperature. 

Precipitation. 

Average  nnm 
days. 

ber  of 

^6 

CL, 

■^'ear. 

Temperature. 

Precipitation. 

Average  nnin 
days. 

ber  of 

Year. 

5 

0^ 

c 

p 

Average 
days  with 
0.01  inch 
or  more. 

t 

_5 

3 

0 

1? 

6 

5 

6 

bo 

< 

Average 
days  with 
0.01  inch 
or  more. 

5 

So 

S 
5 

—      0 

1«R7 

82.0 
78.9 
79.5 
78.4 
77.9 
78.9 
82.0 
77.7 
79.  5 
80.7 
80. 2 
80.0 
80.0 
81.2 
81.4 
8n.8 
80.4 
79.4 

110 
108 
102 
104 
93 
102 
104 
100 
102 
105 
107 
102 
105 
104 
102 
107 
103 
105 

60 
53 
51 
52 
56 
51 
60 
55 
54 
51 
54 
54 
47 
55 
62 
58 
45 
50 

7.49 
3.68 
7.13 
6.88 
5.95 
7.44 
3.87 
8.24 
4.17 
8.17 
5.01 
7.81 
4. 03 
4.08 
4.  .52 
3.79 
3.59 
5.96 

14 
8 
13 
12 

1905 

80.4 
78.4 
81.4 
79.  8 
78.6 
79.4 
79.8 
79.6 
81.9 
SO.  0 
80.9 
77.  ,S 
79.9 
77.  5 
79. 3 

79.8 

101 
100 

106 
100 
104 
102 
102 
102 
109 
107 
ino 

"9 

102 

103 
103 

110 

60 
56 
56 
60 
55 
58 
53 
58 
56 
53 
55 
60 
52 
50 
51 

IS 

6.16 

s.-to 

5.  06 
fi.43 
4.92 
5.83 
3.79 

5.  22 
4.78 
5. 16 
3. 26 

14.  69 

6.  56 
5.02 
8.86 

5.91 

12 
16 
11 
12 
10 
13 
10 
11 
<l 
9 
s 
17 
12 
11 
13 

11 

13 
5 
13 
12 
13 
9 
12 
14 
15 
14 
IS 
5 
11 
IS 
13 

12 

10 
17 
13 
13 
12 
15 
13 
10 
9 
13 
10 
12 
0 
0 
8 

12 

8 
9 
5 
6 
6 
7 
6 
7 
7 
4 
3 

14 
S 
7 

10 

7 

s  w . 

sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 
sw. 

S',\'. 

1906 

sw. 

1907 

sw.     \ 

190S 

1909 

1910  .. 

s.         J 

sw.     • 

9" 

16 
8 
13 
11 
14 
9 
9 
10 
9 
8 
12 

""13" 

8 

in 
iii 
b! 
10 
12 
11 
12 

IS 
18 
13 

12 
15 

13 
12 
10 
11 
11 
12 
U 
9 
12 

4" 

11 

6 

8 
C, 
11 

s 

6 
.5 

SW. 

1011 

sw. 

1012 

SW. 

:   luis 

sw. 

1914 

'''IS 

I9I6 

1917 

sw. 

sw. 

sw. 

sw. 

1018 

sw. 

'  1919 

s. 

Period.... 

sw. 
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Daily  Temperatures  for  July,  1919. 


Stations. 


12      3       4      5       6      7 


9      10     U     12     13     14     15     16      17     18     19     20     21     22     23     24     25     26     27     28     29     30     31     Mean 


Eastern  Portion. 


Allendale  

Blackville 

Bowman 

Charleston 

Cberaw  

Conway 

Darlington  $$.... 

F«KU8on  ^^ 

Flsrence  1  


G«neU 

Q^raetown 

Kfeiffitree 

0*1 


Oi^ngeburg 

r^l  Island$!;» 

SKQtoTge  

Sb  Mattliews  <($ 

S«lety  HillsSf 

Sitnnierville 

W^Jterboro 

Yffnassee 

Western  Po 

Alften  

Aaderson 

Batesbur? 

Calhoun  Falls'^? 

Camden  s^S^ 

Clatnson  College  .... 

Oalumbia 

Grtenville 

Qr«en\vood   

Heath  .Spring 

Kershaw 

Landrum 

Laurcns$$ 

Liberty 

Little  Mountain 

Meriwether 

Monetta 

Newberry 

Saluda 

Santuck  

Sptrtanburg 

Trenton 

W^lhalla 

WUiasboro 

Wifithroti: College  ... 


Maximum  . 
Minimum.. 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum.. 

Maximum  . 
Minimum. . 
Maximum  . 
Minimum.. 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum.. 

Maximum  . 
Minimum. . 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum.. 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum. . 

ion. 

Maximum  . 
Minimum. . 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum.. 
Maximum  . 
Minimum. . 
MaximuiE  . 
Minimum. . 
Ma.\imum  . 
Minimum.. 

Maximum  . 
Minimum. . 
Maximum  . 
Minimum.. 
Maximum  . 
Minimum.. 
Maximum  . 
Minimum.. 
Maximum  . 
Mininnuu. . 
Maximum  . 
Minimum.. 

Maximum  . 
Mininuim. . 
Maximum  . 
Minimum, . 
Maximum  . 
Minimum.. 
Maximum  . 
Minimum.. 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum. . 

Maximum  . 
Minimum. . 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum.. 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum. . 
Maximum  . 
Minimum. . 
^^aximum  . 
Minimum. . 


59 
86 
62 
81 
59 
89 
55 
85 
62 
85 
62 

88 
60 
8' 
65 
85 
58 
87 
59 
90 
58 
91 
54 

86 
52 

88 
58 
88 
60 
98 
68 
88 
57 
91 
57 

87 
53 
92 
59 
91 
63 
87 
63 
89 
60 
92 
65 
92 
551  60 


93 

92 

67 

67 

92 

91 

59 

67 

94 

95 

95 

68 

67 

70 


94 
74 

90 
72 

89  89 
71  71 

90  90 

71  70 
96  92 
70  69 

94  85 
66 

90  85 

72  70 

95  91 

73  70 
94  90 
73  73 


96 
76 
92 
71 
95 
72 
98 
70 
97 
70 
88 
74 

94 
73 
90 
71 
92 
71 
92 
69 
93 
72 
89 
67 

91 

68 
96 
68 
89 
71 
98 
82 
96 
70 
99 
70 

96 
70 
90 
69 
9^2 
70 
93 
68 
91 
67 
92 
72i  70 
90:  91 
71  70 


89 


88  83 

72,  70 
82  72 
70  66 
84 1  77 
69}     65 

89  8H 
68;  68 
90|     8; 

68 
75 
63 


89 
72 
90 

71 
91 
69 

83!  7H 
70]  63 
90!  87 
72,  69 
90:  80 
72,     70 


87 


89 


83 

9^2 

66 

65 

87 

92 

69 

71 

88 

95 

65 

71 

98  102 
73:  75 
96    100 


96    100 


82     85 


69 


93 

91 

71 

70 

90 

89 

75 

70 

94 

9^2 

74 

72 

Reference  letters  (».  •>.  <=).  appearing  in  the  table  indicate  number  of  days  missing:  For  example,  '■  represents  two  days  missing,  etc. 
55  Instniments  are  read  in  the  morning:  the  maximum  temperature  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
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Vol.  XXII. 


Columbia,  S.  C,  August,  1919 


No.  8, 


GENERAL  StTHIMARY. 

Temperatures  ranged  some^'hat  above  the  seasonal  average. 
Precipitation  was  badly  distributed,  being  abnormally  heavj^  in 
the  Edisto  Basin  and  southward  over  the  extreme  southern 
pounties,  and  considerablj^  below  normal  elsewhere,  except  in 
Chesterfield  County. 

The  showery  weather  was  generally  beneficial  to  all  crops, 
except  in  the  area  of  abnormal  rainfall  mentioned.  On  the 
whole,  the  cotton  cr(~>p  r'^covered  materially  from  the  July  rains 
and  was  again  fruiting  satisfactorily  during  the  early  part  of 
August;  in  good,  well-diained  soils  the  crop  maintained  good 
to  very  good  condition  generally,  but  in  fiat  lands  and  in  poor 
or  sandy  soils  tliere  wes  a  slow  deterioration,  and  fully  half  the 
plants  lind  reached  maturity  and  a  maximum  of  fruitage  by  the 
slose  of  the  month;  picking  became  general  in  the  southern 
counties  about  the  middle  of  the  month,  and  the  first  bale  of 
the  season  was  ginned  in  Bamberg  County  on  the  18th;  tlie 
joll  weevil  caused  .serious  damage  in  the  extreme  southern  coun- 
ties. Earh'  corn  matured  toward  the  middle  of  the  month, 
md  fodder  pulling  from  this  crop  was  finished  about  the  close; 
the  intermediate  crop  was  genernlly  good  tn  excellent,  except 
jonsiderable  dcterioiation  in  the  central  and  western  counties; 
the  late  crop  was  poor,  and  large  areas  were  abandoned  to  accu- 
mulated grass.  The  tobacco  curing  season  closed  about  the 
26tii,  with  fair  to  good  results  generally.  Minor  crops  pro- 
gressed favorat)ly  until  the  closing  week,  when  rain  was  needed 
m  extensive  areas.  Fall  vegetable  planting  began  toward  the 
Mid  of  the  month.  

PRESSURE. 

Tlie  mean  sea-level  pressure,  determined  from  reports  of 
^  regular  Weatiier  Bureau  stations  in  and  surrounding  the  Sec- 
ion,  wiis  30.00  inches.  The  highest  pressure  in  the  region 
covered  by  reports  was  30.25  inches  at  Wilmington,  N.  C,  on 
he  11th,  and  in  the  Section  proper,  30.2-1:  inches  at  Charles- 
;on  and  (Greenville  on  the  same  date;  the  lowest  pressure  was 
29. TC)  inches  at  Wilmington,  N.  C,  on  the  25th,  and  in  the  Sec- 
ion  proper,  29.79  inches  at  Columliia  and  Chorh^ston  on  the 
same  date. 

TEMPERATURE. 

The  monthlv  nipan  for  the  Section,  determined  from  re- 
ports of  41  stations,  was  78  5°,  or  0.4°  below  the  established 
lormal.  The  highest  temperature  was  103°  at  Santuck.  Union 
bounty,  on  the  8th.  The  warmest  period  was  during  the  first 
I  days.  The  lowest  temperature  was  53°  at  Landrum,  Spar- 
anl)urg  County,  on  the  27th.  The  coolest  periods  of  the  montli 
vere  between  the  11th  and  I3th  and  from  the  25th  to  28th. 


PRECIPITATION. 

The  average  for  the  Section,  52  stations  reporting,  was 
5.08  inches,  or  0.99  inch  below  the  established  normal.  The 
month  was  generally  showery,  and  the  rainfall  was  badly  dis- 
tributed, there  being  a  superabundance  in  the  Edisto  Basin  and 
the  extreme  lower  counties,  where  the  amounts  ranged  from  7 
to  nearly  10  inches;  elsewhere,  the  measurements  were  generally 
below  normal  and  ranged  downward  from  5  inches  to  less  than 
2  inches.  The  greatest  local  monthly  amount  was  9.69  inches 
at  St.  George,  Dorchester  County;  least  local  monthly  amount, 
1.44  inches  at  Effingham,  Florence  County.  The  greatest  24- 
hour  rainfall  at  any  station  was  5.35  inches  at  Monetta,  Saluda 
County,  on  the  12th.  The  number  of  rainy  days  was  10%  be- 
low normal. 

At  Swansea,  Lexington  County,  the  barn  of  Mr.  J.  W. 
Goodwin  was  struck  by  lightning  and  destroyed,  together  with 
contents,  entailing  an  approximated  loss  of  $10,000. 

Deaths  by  Lightning. — In  Concord  Township,  Sumter 
County,  two  children  of  Adam  Vaughn,  negro  farmer,  on  Au- 
gust 18. 

WIND. 

The  prevailing  wind  was  from  the  southwest.  The  average 
hourly  velocity,  determined  from  8  anemometer  records,  was 
6.4  miles.  The  highest  average  velocity  was  9.5  miles  per  hour 
at  Savannah,  Ga.,  and  in  the  Section  proper,  8.8  miles  per 
hour  at  Charleston;  the  lowest  average  was  8.9  miles  per  hour 
at  Charlotte,  N.  C,  and  in  the  Section  proper,  5.4  miles  per 
hour  at  Co]uml)ia.  The  highest  velocity  for  any  5-minute  period 
was  46  miles  per  hour  from  the  north  at  Greenville  on  the  1st. 


HUMIDITY. 


The  mean  relative  humidity,  determined  from  reports  of  8 
•egular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
ion,  was  as  follows:  8  a.m.,  84%  ;  8  p.  m.,  76%.  The  high- 
'st  percentages  occurred  over  the  lower  Savannah  watershed 
md  the  extreme  eastern  counties,  and  the  lowest,  over  the  in- 
erior. 


SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  8  auto- 
matic records,  was  264.9  hours,  or  64%  of  the  possible  airoont. 
The  average  number  of  clear  days  was  14;  partly  cloudy,  11, 
and  cloudy,  6,  as  against  normals  of  13,  11,  and  7  days,  re- 
spectively. 

RIVER  CONDITIONS. 

The  July  flood  in  the  Santee  River  passed  Ferguson  l\v  the 
5th,  but  the  river  continued  near  or  above  flood  stages  until 
the  heavy  rains  up-State  on  the  12th  and  13th,  when  freshet 
conditions  again  prevailed,  continuing  at  Ferguson  until  the 
25th.  The  Saluda  River  was  in  flood  at  Cliappellson  the  13th. 
High  water  occurred  in  the  Congaree  River  at  Columbia  on  the, 
13th,  and  in  the  Savannah  River  at  Augusta.  Ga.,  on  the  14th. 
The  Edisto  River  was  in  flood  on  the  1st  and  between  the  11th 
and  20th.  The  damage  of  importance  was  a  steel  bridge  across 
the  south  fork  of  the  Edisto,  at  Ergles,  which  was  w.ashed  away, 
and  19  cows  in  a  pasture  below  the  bridge  were  drowned,  inci- 
dent to  the  excessive  rains  below  Monetta  on  the  12th.  The  re- 
maining rivers  of  the  Section  were  relativeh^  low  during  the 
month. 


MISCELLANEOUS  DATA 

FOR  AUGUST 

1919. 
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Temppvature, 
(legvces  Fahr. 

Precipita- 
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inches. 

Wind. 
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E^ 
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Stiiti<iiw. 

2'5 
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.J 
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=  2 

?>■■.■ 

ci 

beg 

0)  "1 

c: 
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I-; 

■<JZ  > 

(X-c 

GO 

00 

0, 

Ashevillp,  N.C.... 

30.02 

71.1 

91 

50 

1.77 

0.81 

5.6 

nw. 

90 

68 

56 

Aufrusta,  Ga 

29.99 

79.8 

95 

fi2 

2.89 

0.78 

4.7 

s. 

HS 

76 

C2 

Charle.ston.  S.  C... 

.30.  01 

81.0 

97 

R7 

5.70 

i.r.3 

8.8 

sw. 

78 

78 

67 

Charlotte,  N.  0  ... 

29.90 

77.0 

94 

60 

3.94 

1.22 

3.9 

sw. 

83 

72 

51 

Columbia.  S.  C... 

30.01 

78.8 

95 

f.3 

5.70 

3.49 

5.4 

sw. 

85 

71 

G9 

(Ireenville.  S.C.  .. 

29.  99 

7B.  2 

93 

fil 

4.34 

1.44 

6.6 

w. 

82 

75 

f.8 

Saraiinah.  Ga 

,30.  02 

80.4 

94 

(■.5 

12.8(5 

fi.36 

9.5 

sw. 

86 

8,"> 

69 

Wilmiiifrton.  N.  0. 

30.00 

78.3 

95 

64 

5.  ,52 

1.C8 

fi.7 

sw. 

83 

80 

69 

Means  and  ex-  j 

treraes ( 

30.00 

77.8 

97 

50 

5.34 

fi.  3f. 

G.4 

«w. 

84 

76 

G4 
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Climatolog'ical  Data  for 

August,   1919. 

Counties. 

s 
s 

o 

"  CD 

1 

remperature, 

in  degrees  Fahr. 

Precipitation 

in  inches. 

Number  of  days. 

5 
0 

B  0 

■3 
> 

£ 

Pi 

stations. 

Is 

to 

6 
1 

o 
1-1 

6 

5 

o 

E 

2£ 
n  o 

0..C 

P 

1 

S_4 

"So 
c  — 

C  fc- 

■^  c 
•SE 

1! 

5 

"5 
S 

■g 

■0 
0 
0 

Observers. 

Eastern  Portion. 
Allendale 

Barnwell 

186 
296 
160 
48 
14-1 

25 
175 
143 
106 

63 

136 

136 

82 

12 

54 

30 
30 
18 
48 
29 

33 
24 
31 
26 
33 

30 

4 

1 

24 

30 

4 
3 

1 
69 

5 
30 

23 

27 
21 
16 
23 

R  B.  Vance 

Blackville 

Barnwell 

79.2 

77.1 
81.0 
77.8 

79.0 
78.6 

-L3 
-2.3 

+0.7 
-0.5 

-0.3 
-0.2 

98 
96 

97 
98 

96 
95 

2 

7 

1 

1 
2 

62 
58 
67 
56 

59 

58 

27 
27 
13 
27 

27 
27 

30 
32 
19 

32 

31 
30 

7.15 
6.61 

5.70 
7.08 

4.87 
4.10 
9.50 
1.44 
5.08 

3.76 
4.40 
3.28 
6.40 
3.17 

6.02 
8.05 
6.59 

+1.38 
+0.69 
-1.27 
+0.31 

--2. 19 
-0.85 
+3.16 
-4.97 
-2.25 

-1.74 
-1.10 

-o.'ei' 

-3.33 

'+6;48' 

2.00 
2.05 
1.63 
2.53 

L90 
1.49 
2.70 
0.42 
1.'26 

1.86 
2.30 
0.85 
1.50 
0.85 

2.42 
3.04 
1.'22 

0 
0 
0 

0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 

10 
9 

11 
5 

10 
11 
11 
5 

10 

11 
9 

16 
9 

10 

13 
7 
13 

11 

15 

7 

16 
11 
12 

4 
5 
12 

sw. 
sw. 

Mrs.  D.  B  Sanders. 

Bowman 

Orangeburg 

Charleston 

Chesterfield 

Horry            

B  0  Evans 

Charleston 

Cheraw *. . . . 

U.S.  Weather  Bureau. 
Holand  D  Powe. 

Conway 

14 
12 

0 

7 

17 
11 

se. 

Paul  Quattlebaum. 
D.  C.  McCall. 

Darlington 

Edisto  Jt 

Ertinghaiii 

Ferguson 

Orangeburg 

79.7 
''79.8 

+  1.5 
-0.4 

95 

97 

tl 
6 

57 
'■59 

28 
27 

30 
''32 

8 

17 
22 
4 
14 
20 

14 

20 

0 
5 
20 
16 
6 

14 

3 

14 
4 
7 
1 
5 

3 

sw. 

sw. 

sw. 

sw. 

n. 

w. 

s. 

Florence  Itt 

H.  K.  Gilbert. 

do 

Garnett 

Hampton 

80.6 
82.6 
79.7 

■^75. 2 
'80.8 
81.6 

+2.' 5 
+0.3 

'+6;8' 

97 
98 
97 

«94 

■'98 
97 

8 
1 
8 

t  1 
tl 

8 

63 
64 
59 

"61 
'60 
65 

tl3 
26 
27 

3 
,27 
13 

31 
28 
81 

"26 
'32 
26 

Maner  B.  Robert. 

Georgetown 

Georg<^town 

Williamsburg 

(leorgetown 

A.  P.  Hazard. 

Kingstrec 

Oakstt 

W.  H.  Matthews. 
0.  M.  Mitchell. 

Orangeburg 

Orangeburg 

264 
13 
54 

97 
109 

62 
192 
75 
69 
24 

U.S.  Fisheries  .Station. 

Paris  Island 

26 

2 

3 

w. 

Pinopolis  " 

Miss  E.  P.  Raveiiel. 

Riinini 

Clarendon 

Dorchester 

6.05 
9.69 

7.34 
3.23 
5.02 
6.23 
7.99 

5.86 

4.25 
5.53 
6.14 
4.94 
2.91 

3.26 
2.75 
5.79 
3.10 
5.70 

6.78 
1.90 
4.34 
6.10 
2.49 

4.06 
5.41 
5.14 
4.42 
5.85 

'+3]2i' 

+  1.61 
-2.73 

-3.00 
-0.78 
+  1.00 

-0.58 

-1.38 
-  0.  61 
+0.12 
+0.31 
-1.95 

-2.17 
-2.62 
+0.29 
-2. 37 
-1.08 

-3.56' 
-1.74 
-0.98 
-3.86 

-2.' 34' 
+0.55 

1.76 
2.00 

3.20 
1.44 
1.51 
1.91 

'2.47 

3.20 

2.26 
1.37 
3.05 
2.45 
1.07 

1.53 
1.09 
3.12 
1.17 
3.49 

3.60 
0.92 
1.44 
3,10 
1.22 

1.38 
1.02 
2.72 
1.88 
4.52 

0 
0 

0 
0 

(1 

0 
0 

0 

0 
0 
0 
0 
0 

n 
0 
0 
0 
0 

0 
0 
0 

0 
0 

0 
0 
0 
0 
0 

12 
10 

11 
11 
17 
12 
15 

11 

5 
11 

5 
8 
9 

8 
4 
8 
7 
11 

10 
6 

13 
6 
5 

7 
8 
7 
12 
6 

William  B.Wolfe. 

St.  George 

'•80. 6 

''79.4 

"79.1 

78.6 

79.4 

79.4 

79.5 

78.8 
77.4 
77.8 

+0.8 

+0.1 
+0.7 
-0.7 
-1.0 
-0.7 

0.0 

+0.2 
-1.2 
-0.9 

»98 

97 
'■97 
93 
96 
95 

98 

93 
96 
94 

8 

1 
8 
1 
6 
1 

t  1 

t  1 

8 

t6 

''60 

"61 
"57 
62 
63 
62 

56 

61 
60 
61 

27 

27 
27 
27 
14 
13 

27 

tl2 

27 
tl3 

'■33 

"29 
"35 
24 
26 
29 

35 

28 
27 
27 

19 

11 

9 

2 

22 

18 

14 

19 
24 
15 

9 

19 

19 

29 

6 

1 

12 

3 
2 
13 

3 

1 
3 
0 
3 
12 

5 

9 
5 
3 

e. 

s. 
sw. 

w. 

sw. 

\y. 
w. 
w. 

Miss  Alma  T.  Whiteside. 

St.  Mattliews 

Miss  Frances  M.  Antley. 

Society  Hill 

Darlington 

Dorchester 

Summerville 

Miss  E.  H.  Gadsden. 

Walterboro 

J.  N.  Frank. 

Yemassee 

Division  means  and 

Hampton  

W.  C.  Hutson. 

Western  Pnrlimi. 
Aiken  

Aiken    . . 

527 
764 
656 
293 

508 

222 
56'/ 
402 
850 
351 

58 
23 
30 
16 
26 

59 
15 
15 
27 
32 

5 

6 

26 

30 

18 

3 

4 

1 

20 

26 

16 
12 
16 
15 
18 

26 
36 
30 
16 
28 
19 

Frank  B.  McCoy. 

Ander.son 

Anderson  

Le.vington 

Fairfield 

H.  11    Russell. 

Batesburg 

E..T.  Hite. 

Blair.s 

Calhoun  Falls 

78.1 
80.0 

+  0.2 

99 
99 

7 
8 

57 
65 

27 

tu 

33 
29 

11 
13 

10 
12 

10 
6 

s. 
ne. 

L.  M.  Parker. 

Camden 

Kershaw 

W   C   Brown. 

Catawba  

York  . 

.lames  C.  Faris. 

Chappplls 

Newberry 

Oconee  .         

Cleinson  College 

76.8 
78.8 

-0.9 
■-0.7 

94 
95 

8 

7 

58 
63 

27 
27 

24 
24 

'28 
5 

2 
11 

1 
15 

e. 
sw. 

Prof.  F.  H.  H.  Caliioun. 

Columbia 

Richland  . 

U  S.  Weather  Bureau. 

Edgefield 

Edgefield 

J.  A.  Townsend. 

Ga.ston  .'ilioals  U 

Clierokee 

Greenville 

Greenwood 

Lancaster. 

680 
1039 
671 
568 

500 
1063 
589 
900 
711 

450 
400 
502 
850 
536 

512 

875 
620 
1061 
545 
690 

S.  C.  Lt.,  Power  i  Ry.  Co. 

Greenville 

76  2 
76.'2 
77.2 

78.0 
75.6 
76.4 
78.5 
77.4 

+0.7 
-•2.5 
-2.2 

'+6.'4' 
-2.0 

93 
91 
94 

97 
95 
92 
95 
93 

H 

t  1 

2 

8 

8 

t2 

7 
8 

61 
60 
61 

58 
53 
58 
57 
57 

27 
26 
13 

27 
27 
•t^6 
27 
26 

24 
26 
32 

34 
35 
30 
31 
31 

4 

17 

7 

25 
12 
25 
9 
18 

18 
0 
12 

3 

16 

0 

20 

8 

9 
14 
12 

3 
3 
6 
2 
5 

w. 
w. 
w. 

w. 

sw. 

s. 

U.  S  Weather  Bureau. 

Greenwood 

M.  M.  CalhoiMi. 

Heath  Spring 

J.  Marvin  Bowers. 

Kershaw 

Kershaw 

John  W.  Hamel . 

Landrmn 

K  Hartwell  Wilds,  D  D  S 

L'aurens 

Perry  A.  Simpson. 

Lil)erty 

Pickens 

.lohn  T.  Boggs. 

Little  Mountain 

Meriwether 

Newberry 

McCormick 

.1.  M.Sease.  M.  D. 

Mrs.  Marie  R.  Middleton. 

Monetta 

78.3 
79.1 

-0.5 
-0.3 

96 
99 

8 
1 

60 
59 

12 
27 

31 
30 

9.00 
5.63 
3.18 
6.58 

2.98 
4.21 
4.54 
3.01 
3.20 
3.25 

4.51 
5.08 

+4.04 
+0.19 
-1.31 
+0.71 

-2.84 
-1.  55 
-1.94 
-3.01 
-2.46 
-2.56 

-1.10 
-0.99 

5.35 
3.02 
1.06 
3.80 

1.32 
1.40 
3.05 
0.53 
0.95 
1.20 

5.35 
5.35 

0 
0 
0 
0 

0 
0 
0 
0 
0 
0 

0 
0 

9 
10 

'I 

6 
9 
6 
14 
10 
4 

8 
9 

8 
7 

17 
14 

6 
10 

sw. 
sw. 

.Iosei>h  M.  .Tohnson. 

Nh\v  berry 

Newberry 

Warren  G.  Peterson. 

Pelzer  . . . 

.loshna  Y.  .lones. 

.'3ahiiia  ... 

Saluda 

"77.8 

79.2 

78.4 
''77.8 
76.4 

-1.6 

+0.7 
+0.9 
-1.8 
-0.1 

°97 

99 
''96 
95 
94 
98 

103 
103 

t  1 

8 
4 
8 
8 
t  1 
8 

8 
8 

"57 

58 
57 
"61 
54 
59 
59 

53 
53 

26 

27 
t26 
12 
26 
27 
27 

27 
27 

»36 

35 
40 
"27 
33 

■'32' 

40 
40 

25 
12 

4 
15 

2 
4 

w. 
sw. 

Mrs.  F.V.J.  Maxwell. 

Santuck  . . 

Tnion 

E.  W.  Jeter. 

Spartanburg. 

Spartanburg 

Edgefield 

F.  P.  Robinson. 

Trenton 

15 
10 
8 
7 

14 
14 

7 
16 
20 
23 

10 
11 

9 
5 
3 
1 

7 
6 

sw. 

sw. 
se. 

s. 

sw. 
sw. 

Mrs.  S.  E.  Long. 

Walhalla 

Oconee 

H.  W.  Brandt. 

Winnsboro  .. 

Fairfield 

Rev.  Oliver  Johnson. 

Winthrop  College  it... 

York 

78.4 

77.8 
78.5 

-6.2 

-0.7 
-0.4 

W.  P.Goodman. 

Division  means  and 

extremes 

Seclion  means  and 

extremes 

The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
determining  section  or  division  means.     Reference  letters  (",  b,  <=),  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  b  represents  two  days  missing,  etc. 

t  Also  on  other  dates,  ft  Received  too  late  to  be  included  in  means  and  suramnries.  *'  Temperature  data  are  from  observed  readings  of  the  dry  btilb;  means  are  com- 
puted from  observed  readings,     it  Postoflfice  addresses  of  these  stations  are  as  follows:     Of  Edisto.  I'^mbree;  of  Gaston  Shoals.  Blacksburg;  of  Winthrop  ttollege.  Rock  Hill. 

T-  Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 
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Daily  Precipitation  for  August,    1919. 


Stations. 

Watersheds. 

Day  of  month 

1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13     14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

25 

26 

27 

28 

29 

30 

31 

0 

Eastern  Porlinn. 
Allendale  nil 

Blaekvillellll     

Edisto     

.30 
.44 
1.62 
T. 

.88 

tV 

.25 
T. 
.34 
.63 
L90 

.38 
2.70 
T. 
.95 
.28 
T. 

.29 

'.'48 

i.'64 

.25 
.12 
.54 

.80 
2.05 
1.43 

1.70 

2.00 

'f.' 

.04 
2.06 
1.04 

.02 

■f. 

T. 

1.76 
.05 

.07 
.65 

.65 
T. 

.... 

.12 
.20 

.18 

.05 
■f.' 

.40 

.48 

T. 

.10 

.73 

.18 
.10 

7.15 

.   ..do 

T. 
T. 

LOS 
.13 

'.'si 

L60 

'."63 

.42 
.04 

.22 

6.61 

Charle<!ton  *'*. 

Coast 

5.70 

Cheraw  nil     

T. 

.11 

.33 
1.10 
.21 

. . . . 

2.53 
.75 

.64 
1.69 

.61 
1.26 

.65 

.40 

.02 

'.'eo 

.03 
.11 
.33 

7.08 

Conway  llll 

Darliiiprtou  nil 

Waccamaw ... 

.10 

T. 

T. 

.69 
.24 

.06 
.15 

.07 

T. 

.06 

4.87 

L49 

.07 

.08 
2.00 

4.10 

Edkto  llll 

i'jdisto 

.23 

.08 

.03 

.68 

9.50 

.14 
.42 
.30 
.25 

.20 

'.'24 

.42 

.06 

1.44 

.47 
.11 
.10 

'.'44 
.06 

■.'62 

T. 

.46 

.06 
.08 
.36 

T. 
1.50 

.71 

.39 

.16 
.06 
T. 

.85 

T. 

.13 

.10 

T. 

.33 

.20 
.12 
.27 

.23 

.48 
.50 

5.08 

Florence  III 

L86 
2.30 

tv 

.06 

■.■93 
L09 

tv 

i.'78 
1.56 

.13 

.05 

.07 

.06 
.70 

.12 
.25 

't.' 

.08 
T. 

3.76 

Florence  2 1 1| 

do 

.40 

.14 
.76 

i.'os 

1.50 
L22 

.12 

T. 

.22 
1.48 

.25 
2.  42 

4.40 

Garnett 

Savannah  

Coast 

Black 

tV 

.14 

.27 

.11 
.30 
.22 
.01 

.01 
.40 

".'•28 

.28 

T. 

.25 
.01 

.26 

8.28 

Georgetown 

T. 

6.40 

Kingstree  llll    

3.17 

Oaks 

do     . 

.30 

.11 
■.'63 

T. 

T. 
.06 
.06 

.06 
T. 

.03 

.06 

6.02 

Edisto 

T. 

.87 

3.04 

.85 

8.05 

Paris  Island 

Coast 

.91 

.26 

1.11 

.18 

.18 

6.59 

Rimini  |||| 

Santee 

.64 

.... 

i.'go 
.10 

.08 

.45 

.04 
2.33 

.68 
1.52 
2.30 
.11 
.80 
.66 

'.'ii 

.70 

1.76 
.43 
.60 
.02 
1.54 
1..9I 
..32 

2.2G 
1.57 
.94 
.08 
.37 
.10 

.50 

.24 
.34 

'.'i9 
.13 
.91 
.63 

.10 

.13 
1.07 

.05 
.32 

.05 

.15 
1.52 
.02 

1.05 
.48 
.13 
.12 
.40 
.07 
.10 

6.05 

St.  George  nil   

Edisto 

2.00 

2.60 

.66 

.09 

'.'26 

9.69 

St.  Matthews  nil 

Santee 

.07 
.36 
.05 

.40 
.21 
.04 

.20 
1.44 

.80 

.12 

7.34 

Society  Hill  l|l| 

....do     ..     . 

'.'io 

.20 

■f. 

.04 
.09 

3.23 

Suminerville 

Asliley 

.28 
.10 

.15 

.12 
.85 

.05 
.73 
.05 

.20 

.47 
.07 

.03 
'.'i4 

T. 

.81 

T. 

.15 

T. 
.61 

.44 
.95 

5.02 

VValterboro 

6.23 

Veniasseellll   

.  do 

.34 

.12 

.14 
.37 

.05 

.98 

.96 

.25 
.10 

.72 

7.99 

WfKlerii  I'orliim. 
Aiken 

Edisto 

.93 
.05 
T. 

4.25 

Anderson 

Savannah  

Edisto 

.10 

.14 
.38 

■'io 

L20 

.03 

.62 
2.45 

.04 
1.53 

.55 

3.' 05 
1.60 
1.07 
.80 
.89 
2.03 

.12 

.48 

't.' 

.18 

't.' 
.21 
.43 

.75 

5.53 

Bateshurg  nil 

.59 

T. 

.09 

.35 

6.14 

Blairsnil 

Broad 

'.'i2 



'.05 
.09 
.06 

.08 
.17 
.10 

4.94 

Calhoun  Falls  nil 

Savannah  

Wateree 

T. 

.21 

.27 

.... 

T. 

2.91 

Camden  llll 

.36 

'."65 
33 

3.26 

i;atawba  |||l 

(Catawba  

.22 

1.09 

2.75 

Chappellslln 

Saluda 

.25 
.25 

2.00 

1.09 

.27 

.14 

.05 

.05 

5.79 

riemson  College 

Savannah  

Congaree 

Savanna!) 

'.'oi 

.06 

.72 
.82 

.43 

1.17 
.04 

3.10 

Columbia*" 

.60 
.30 

T. 
.10 

■.'i5 

i.'so 

T. 

3.49 
.60 
0,5 

s'.eo 

44 

.32 

.02 

.01 
.05 
.44 
T. 

T. 

T. 

.01 
.28 

'.'i9 

T. 

.12 

'.'39 

.48 

.06 

'.'28 
■.'08 

.42 

5.70 

Edgpiicid  nil 

6.78 

Gaston  .Shoals  nil 

Broad 

Saluda 

do 

.01 
.80 

.04 

.... 

'f.' 

".oh 

i.'ii 

.92 
.03 

1.90 

Greenville     •" 

.03 
.76 

.01 

.30 

T. 
.43 

.09 

T. 

.74 

.17 
.25 

.06 
.3.10 

T. 

4.34 

Greenwood  |||| 

5.10 

Heath  .Spring 

Wnteree 

Lynches 

.86 

L22 

.05 

.20 

'.'io 

.26 

.16 
.19 

2.49 

Kershaw  ,|l| 

.54 

.92 

1.38 
.51 

.91 

.02 

4.06 

Lanilrnni 

Broad  

.51 

.... 

.25 
.22 
1.88 

2.' 72 
T. 

1.02 

2.08 
.15 
.10 

.32 

.02 
.20 
.28 

.46 

5.41 

Laurens  llll 

Saluda 

.50 
.02 
.15 

L06 

.08 
.07 

.47 
.05 

5.14 

Liberty 

Little  Mountain 

Savamiah 

Saluda 

Savannah  

.06 

tV 

.08 
.42 

.10 
4.  52 

.01 

T. 

T. 

T. 

L60 

.24 
.41 

T. 

4.42 
5.85 

Meriwether 

* 

Monrtta 

Edisto 

Saluda 

do 

.30 
.27 

.07 

.02 
.04 

■.■511 
T. 

.53 

2.65 
.05 

.24 
.32 

S.35 
3.00 

.40 
3.80 
1  3'' 

'.75 

.04 

■f.' 

.02 
.31 

.22 

.02 
.07 

.12 
.20 
.15 
.02 

^15 

.02 

■f.' 

'.'23 

1.36 
.34 
.63 

1.40 

".41 
'.'63 

'.'is 

'.'28 
.25 

9.00 

Newberry 

5.63 

Pelzernil 

.04 

.66 

.06 
.53 

T. 

't. 
.02 

.06 

3.18 

Saluda 

do 

.65 
.11 

.12 

.27 

.88 
T. 

6.58 

Santupk  

Broad 

do 

.14 

2.i;8 

Spartanburg  |||| 

.30 

.73 

T. 
T. 

'.'49 

1 

.12 

3  05 

1.02 

T. 

.07 

4.21 

Trenton 

Edisto 

Savannah  

.05 
.36 

T. 

.26 

T. 
.38 

.70 

T. 
.33 

4.54 

Walhalla 

T. 
.27 

.33 

.47 

.03 
'.'60 

.04 

.31 

1.20 

.07 

.11 
T. 

.03 

.01 
.08 

.06 
.05 

'.'69 

.53 

.26 
.26 

3.01 

Winnsboro 

Broad  

.95 

3.20 

Wintlirop  College 

Catawba 

1.20 

3.25 

1 

Except  as  otherwise  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  sunset,  and  precipitation  recorded  is  for  the  24  hours  ending  at  tlie  time  of 
observation,  llll  Precipitation  measured  in  the  morning:  amount  then  recorded  is  for  the  preceding  24  hours.  ***  Regular  Weather  Bureau  station:  precipitiitiou  is  for  the 
24-hour  period,  midnight  to  midnight.    *  Precipitation  inchxled  in  the  next  following  measurement.    tSenarate  dates  of  falls  not  recorded.    T.  Trace,  or  less  than  0.01  inch. 

COMPARATIVE  DATA  FOR  AUGUST. 


Yrar. 


Temperature. 


^ 

c 

c 

<D 

03 

ttj 

0 

^ 

- 

18S7 
18H8 
18S9 
Ifc'yO 

.•;.9i 

1892 
1H93 
1894 
1895 
1896 
1897 
1898 
1899 
1900 
1901 
1902 
1903, 
1904, 


77.8 

101 

77.8 

102 

74.4 

97 

77.1 

96 

78.9 

98 

79.5 

96 

77.5 

97 

77.9 

102 

79.4 

101 

80.4 

105 

78.0 

102 

78.7 

99 

81.2 

103 

8.3.0 

106 

78.6 

97 

78.6 

104 

80.6 

105 

77.6 

102 

Precipitation. 


6.54 
4.53 
6.37 
4. 25 
8.79 
4.42 
12.  45 
7.28 
7.95 
4.14 
5.16 
9.81 
6.26 
2.13 
9.01 
5.07 
7.15 
8.47 


Average  number  of 
days. 


a;  — ,c    . 

^'^ 

tA 

0 

So 

0 

<:^r:^ 

^ 

(^  ^ 

0 

^6 


sw. 

se. 

s. 

sw. 

sw. 

ne. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

sw. 

s. 

sw. 

sw. 

sw. 


Year. 


1905. 

1906. 

1907. 

1908. 

1909. 

1910. 

1911. 

1912. 
i  1913. 
i   1914. 

1915. 

1916. 

1917. 

1918, 

1919. 


Temperature. 


Period. 


77.9 

107 

80.6 

100 

79. 4 

101 

78.6 

100 

78.8 

104 

79.0 

101 

80.0 

IM 

79.2 

104 

78.9 

109 

79.0 

101 

78.8 

102 

79.6 

100 

78.5 

102 

80.2 

106 

78.5 

103 

78.9 

109 

Precipitation. 


5.69 
6.62 
5.41 
9.11 

4.83 
6.00 
6.  05 
3.  69 
3.76 
5.88 
7.62 
3.27 
3.23 
4.45 
5.08 

6.07 


g  j:  S  c 


10 


Average  number  of 
days. 


o 


8 

SW 

sw 

5 

sw 

8 

s. 

4 

ne. 

8 

ne. 

6 

sw 

7 

sw 

/ 

sw 

/ 

sw 

9 

sw 

5 

sw 

6 

sw 

4 

sw 

6 

sw 

62 


CLIMATOLOGICAL   DATA:    SOUTH    CAROLINA    SECTION. 


August,  1919 


Daily  Temperatures  for  Augrust,  1919. 


Stations. 


12       3       4       5       6 


9      10     U     12     13     14     15     16      17     18     19     20     21     22     23     24     25     26     27     28     29     30     31     Mean. 


Eastern  Porlion. 


Allendale  

Blackvillo 

Bowman 

Charleston 

Clieiaw  

Conuay 

Darliiiifton  SS^S 

Fersnson  S^sS 

Kloieuce  1  

Qarnett 

Georeetoun 

Kinsstreo 

Oaks 


j  Maximum  . 
••  (  Minimum. . 

j  Maximum  . 
••  )  Minimum. . 

)  Maximum  . 

•  •  (  Minimum. , 

j  Maxinmm  , 

■  ■  /  Minimum. 

)  Maximum  , 

■  ■  I  Minimum. 

j  Maximum 
•■  (  Minimum. 

j  Maximum 

"  )  Minimum. 

j  Maximum 

■  •  I  Mininuim. 

j  Maximum 

■  ■  I  Minimum. 

)  Maximum 

■  ■  (  Minimum. 

)  Maximum 

•  •  (  Minimum. 

)  Ma.ximum 

■  ■  (  Mininuun. 

j  Maxinmm 
■■  /  Minimum. 


Orangcburff 

Paris  I.-ilaniiM 

St.  fleorpre  

St.  MattlunvsW 

Sociely  HillM 

SumniPi'ville 

Wiillprhoro 

Vemasspo 

H'eslerii  I', 

Aikon  

Anderson 

RatPsliiirf? 

Calhoun  FallsSll . . . 

Camden  'Ss^ 

Cleiiison  (;olIe}re  . .. 


j  Maximum 
(  Minimum. 
j  Maximum 
(  Mininnim. 
)  .Maximum 
/  Minimum. 
j  Maximum 
(  Mirnmum. 
j  Maximum 
(  Miniunnn. 
)  Maximum 
'  Minimum. 
)  Maximum 
'  Minimum. 
)  Maximum 
/  Minimum. 

iitioii, 

j  Maximum 
(  Mininuim. 
j  Maxinunn 
/  Miin'mnm. 
)  Maximum 
(  Minimum. 
j  Maximum 
(  Minimum, 
j  Maximuir 
(  Minimum. 
)  -Maxinuim 
'  -Minimum. 


Columbia !  -^J"^.iin""i 

I  Minimum. 

Greenville J  Maximum 

(  Miinmum. 


S  .Maximum 

■  ■  '  .Minimum. 

)  Maxinuim 

■  ■  (  Minimum. 

j  Maximum 
■■  (  Minimum. 

j  Maximum 
•■  )  Minimum. 


Lanren.'iS^^S j -Maximum 

'  -Minimum, 


(treenwood   . 
Heath  Spring 

Kershaw 

Landrum 


[.ilierty 

Little  Mountain 
Meriwether 


Newberry 


Maximum 
/  Minimum. 
)  Maximum 
'  Minimum. 
j  Maximum 
'  Minimum. 

Monetta !  JJ^ximum 

■  ■  •  '  Minimum. 
)  JIaximum 
'  Minimum. 

Salnda  j  Maximum 

'  Minimum. 

Santuek )  Maximum 

'  Minimum. 

Spartanburg j  Ma.ximum 

(  Minimum. 

Trenton j  Maximum  , 

/  -Minimum. , 

Walhalla j  Maximum  , 

/  Jlinimum. 

Winnsboro j  Ma.ximum  . 

'  Minimum. 


Wintlirop  Collesre  , 


Maximum 
Minimum. 


98  88 

80  76 

9i;'  85 

72  73l 

94  85: 
70 

90 

75|  72 

yd:  92 

7fi'  77 

95,  89 

76!  76 

97j  84 


85 
70 
90 
C3 

85 

75 
91 S 
621 


90 


I  7' 


82 
65 
86 
9 
94 
6- 

881  S9 
651  69 


61 
85 
79 
9ll 
64' 
87 
70 
89 
70; 
«6!  88! 


651 
87 
65 

94 

68 
88 
76 
911  9ii 
66;  69 
86  88 


60 


96;  85 

76'  72 

93;  88  85 

771  75  66 

95  87|  86 

76  74'  67; 


85  90 


95  90i  861 


7(1 


70  70  09 


93  93 

761  73 


91  i  891  85 


73;  73 

93.  8;! 

76'  72| 

95;  96; 

72  72' 


70 
83 
65 
97 
72 

85; 

74 
84 

2i  70  70, 


8!  85 


94!  85 

75!  74 


95 

90 
73, 


91!  93, 
75  70, 


94 

73 


71  i  69 


891  98,  93 

67;  70;  71 

851  87 

72;  73 


84 
67 


91, 
70' 
921 
6ti| 

94'  85 
73;  73 


70, 


84 
72 

S3; 

71   671 

94  87 

70!  62I 

82. 


911  92 

73|  -■ 


75 


94   85 


97j  85 

72!  70 

94  j  88 

73!  72 

94'  89 


60! 
86; 
62! 

81 1 
69' 
80I 
70 
84 
70 


86  84 

71  72 

851  87 

63,  721 

78  78; 

70!  71 

88  87 

65  68 

90  88 

64  70I 
88!  92 
591  65 

85  87 

66,  68! 

87]  92 

65]  73 

84,  85 

65  72 


95, 

71 
921 
711 
901 


86  83  86 

66  70  71 

85'  88l  89 

6()  69i  71 


73|  71 

90'  91 

70'  69] 

95  95j 

73]  69 

93!  91] 

59|  67| 

91!  90' 

73]  70 

93!  94 

74j  71 

92  92 

73  69 


95]  96  88  87 

71  71   71  71 

96  95 

09  69 

Oil  91 

7GJ  78 

9S!  80 

7ll  69 

95  95 

74  75 


92:  95 

84J  79 

95;  9' 

7ll  74 

89'  94j  93 

70  70 


98, 

69i 
93] 

74' 
96] 
72 
93, 


93  92 

70;  74 


981  85 
681  68 
85|  85 


92|  85 

72  72 

90  88 

78  75 

84!  88 


96 
1 

851     94]    93|    94 
70     72|     70:    73; 


98     99     97] 


701 

99! 

72 

931    94 

72!     72 


74 


891  S9 
72 
82 


72]     7 


93,     811 
73     70] 


71 


72, 
92 
71 
97 
731 
95]     82 

69    (-.r 


75]    8S 
69i    68 


72! 


70,  711 
93  86 
731    731 


70]  71 

87'  88 

69  69 
83  82 
72] 
86;  83 

70  69 


851  83 

701  71 

85,  85 

73!  70 

83;  85 

68  70 

89  95 

67]  67 

89!  91 

col  65 

88!  85 

70]  68 


95     83     85     86 


91!    83     80!    85 


68;     68 
86 


r8 


781     871  8' 

69'     69!  6 

85!  87 

67 


92]     81      82j     85 

701       71   ♦  rQ        (17 


68,     67 


95      84      S3,     89 


94  96:  871  83  86 

69  72;  69]  69]  71 
96  96  91  8fil  88 

70  73  72]  70]  70 


8.ii     so;  8'  ,  .  . 

6.5      6^|  70!  70! 

86l     87 1  90]  94I 

641  73]  72! 


71]  71 

89  94 

76  72 1 

94  88; 

76  72, 


84'  99  94 

68]  63]  71  741 

86|  86'  86,  92] 

66;  64!  66  72! 

81  ]  86]  90]  92; 

68;  62  68'  69 

83:  80  ....  I 

62  66;  71  74 

83:  90,  91  96 

64|  65  70  73 


96 

701 
103] 
731 
961 
73] 
91;; 
71 

95; 

701 


87  85]  86  85 
69  69  65  65 


71 
70 

74 
64 
82 
68 
86 
68 
81 
70 

75 
69 
72 
70 
82 
70 
77 
67 
87 
71 
84 
67 
73 
65 

79 
72 

791 
71  65 
80I  86 
69!  64 
84 


821  90 
71]  69. 


79  84 
61  61 

77I  84 
67|  63 
78  82 
69|  61 
76]  87 
66 
80 
71 
85 
70 


85!  861  901  82' 

71 1  67]  68]  67]  60 

K6l  851  86!  801  82 

71]  70]  68'  61  62 

S3,  82  88'  76  88 

68,  69,  66]  67  62 


69  73,  70,  69   69.  70 
97;  98   Sli  80  86;  79 

70  73,  74;  69;  68;  65 


66 


68 


95 


90 

73  71 
881  88 
70,  r.s 
85  89 


86  87 
72  72 


70 

92 
73 
92 

74 
91 

70 
89 
69! 
871 
70] 
91 
69 
91' 
69] 


90i  90 

72  66 

88'  90 

70  m 

SO  9! 

72  69 

92  92 

69,  64 

95]  95 

88]  85 

70  64 


82  92 
67 
80  90 


94 
66 

90 

70 

93 

68 

91 

69 

94 

66 

85 

68 

90 

69  67 

90;  92 

06  68 


6' 

8' 
68 
91 
65 
87 
68!  72 


85 
64 

83 
72 
84 
69 

84]  87 
70  6 


86  89 
61  59 


89! 

07 

88]  85 
70 
88 
70 


90  90 
68!  71 
84 
69 
85 
68 
86 
71 
89 
68 
86 
65 


87  88 
69]  70 


81 
69J 


85 
70 

88]  88 

69  70 

87 1  88 

68!  68 

88  93 

72]  70 

88  88 

71]  72 

83]  89 

71  j  72 

821  ^6] 

69  69 


69;  69 

86|  94 

69  '•- 
87 

70  70 
83  8' 

67 


80 

69!  60 

80]  89 

71  68 

78!  9; 

671  66 

83'  89 

72!  71 

83[  86 

68;  64 

79]  90 

711  69 
7 

67]  65 

8OI  87 


73 

85 

64 

91 

63 

86 

62]  57 

84  86 

67  62 


91! 
69] 


80  93 
66  62 


88 
70 
89 
68]  63 


88  86 

67]  63 

90|  86 

63  60I 

871  85! 

64]  61 

86:  86; 

59  57] 

90!  90 

66]  65; 

81 !  81 

60!  58 

84!  871 

67|  63 

82]  84i 

65  61 

84 1  82 

60;  61 
86 
62 


87 
61 
89 
59 

85 
58 
90 

58 
88 
57 
84 
62 
84]  87 
54  65 


68  601  59 
92]  91!  91 
681  60]  59 


93     94 


87  90 

63]  69 

86  89 

62]  67 

871  91 


67 

92 

61 

93 

67     68 

80     81 

63     64 


94  89 

67  67 

93  91 

66  66 

92  88 

63  65 

99  90 


Referenee  letters  («,  '>.  '') .  appearing  in  the  table  indicate  number  of  days  missing:  For  example,  ■>  represents  two  days  missing,  etc. 
$>5  Instrninents  are  read  in  the  morning;  the  maximum  temperature  then  read  is  charged  to  the  preceding  day,  on  which  it  almost  always  occurs. 
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U.  S.  DEPARTMENT  OF  AGRICULTURE,  WEATHER  BUREAU. 


SOUTH  Cfif^OIilflfl  SECTIO^I. 

K.ICHARD  i£.  SULLIVAN.  Meteoroloe-ist. 


\'i)T..  XXII.        Columbia,  S.  C,  September,  1919 


No.  9. 


GENERAL  SUICMARY. 

The  month  was  tlie  dric^st  September  during  the  past  33 
y(-ars,  and  records  of  light  rainfall  were  equaled  or  broken  at 
many  stations  of  the  central  and  nortliern  counties.  Tempera- 
tures ranged  about  normal. 

On  account  of  persistent  drought  after  the  first  few  days  of 
the  month,  there  was  a  steady  decline  in  the  condition  of  all 
crops.  The  dry  weather  caused  cotton  to  open  rapidly,  with 
picking  at  a  maximum  and  the  ginneries  rushed;  there  was 
considerable  premature  opening  and  shedding  during  the  first 
week,  and  the  area  of  abnormal  development  increased  as  the 
month  advanced,  with  nmeh  complaint  of  short  staple  and  the 
t  u)  crop  prospects  noticeably  declining.  Intermediate  corn 
was  practically  matur(>d  at  the  close  of  the  month,  but  the  late 
crop  was  generally  poor,  due  to  accumulated  grass  earlier  in  the 
season,  followed  b\'  drought.  Gardens,  late  truck,  and  pastures 
retlec^ted  the  desiccati-ng  effects  of  drought,  and  the  vsdiite  potato 
stand  was  decidedly  disappointing.  The  sweet  potato  and  pea- 
nut harvests  progressed,  with  generally  good  returns.  The 
weather  was  ideal  for  hay-making,  and  large  quantities  of  good 
hay  were  secured.  A  fine  quality  of  molasses  was  being  mar- 
keted at  tb.e  close  of  the  month.  All  kinds  of  good  fruit  and 
vegetables  were  scarce  and  expensive.  But  little  plowing  could 
he  done  during  the  month  on  account  of  hard  soil. 


PRECIPITATION. 

The  average  for  the  Section,  56  stations  reporting,  was 
0.97  inch,  or  2.93  inches  below  the  established  normal  and  the 
lowest  September  average  of  record.  The  principal  rainfall  of 
the  month  occurred  in  the  eastern  portion  during  the  first  three 
days,  followed  by  two  short  periods  of  light  showers,  with  in- 
tervening drought.  The  total  monthly  amounts  were  below 
normal,  except  in  northeastern  Chesterfield  County,  and  ranged 
from  somewhat  over  4  inches  downward  to  nothing  or  traces  in 
portions  of  Orangeburg,  Lexington,  Aiken,  McCormick,  Saluda, 
Newberry,  and  Laurens  Counties.  In  fact,  in  extensive  areas 
of  the  central  and  northern  counties  the  records  of  light  rainfall 
were  equaled  or  broken.  The  greatest  local  monthly  rainfall 
was  4.14  inches  at  Cheraw,  Chesterfield  County,  and  the  least 
local  monthly  amount  was  0.00  at  Chappells,  Newberry  County  ; 
Meriwether,  McCormick  County,  and  Orangeburg,  Orangeburg 
County.  The  greatest  24-hour  amount  at  any  station  was  2.41 
inclies  at  Summerville,  Dorchester  Countj',  on  the  12th.  The 
number  of  rainy  daj's  was  the  lowest  of  record  for  Septeniber 
and  was  71%  bellow  normal. 


PRESSURE. 


Tlie  mean  sea-level  pressure,  determined  from  reports  of 
^  regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  30.0-5  inches.  Tlie  highest  pressure  in  the  region 
covered  I)y  reports  was  30.39  inches  at  Charlotte,  N.  C,  on 
the  2Hth,  and  in  tb.e  Section  proper.  30.34  inches  at  Columbia 
and  Greenville  on  the  same  date;  the  lowest  pressure  was 
29.72  inches  at  Charlotte,  N.  C,  on  the  11th,  and  in  the  Sec- 
tion proper,  29.74  inches  at  Greenville  on  the  same  date. 


TEMPERATURE. 


The  monthly  mf^an  for  the  Section,  determined  from  re- 
ports of  43  stations,  was  74.1°,  or  0.1°  above  norn)al.  The 
hiu'hest  temperature  was  99°  at  Santuck.  Imion  County,  on  the 
S)th,  and  at  Societ.v  Hill,  Darlington  County,  on  the  23d.  The 
warmest  periods  were  generally  from  the  7th  to  12th  and  be-, 
tween  the  21st  and  23d.  The  lowest  temperature  was  45°  at 
L-mdrum,  Spartanburg  County,  on  the  29th.  The  coolest  pe- 
riod was  generally  during  the  la'^t  week,  although  temperatures 
were  relativelv  low  about  the  15th. 


HUMIDITY. 


The  mean  relative  humidity,  determined  from  reports  of  8 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m.,  80%  ;  8  p.  m.,  fi5%.  The  high- 
est percentages  occurred  over  the  extreme  southern  counties, 
and  the  lowest,  over  the  northern  interior. 


WIND. 

The  prevailing  wind  was  from  the  northeast.  The  average 
hourly  velocity,  determined  from  8  anemometer  records,  was 
6.7  miles.  The  highest  average  velocity  in  the  region  covered 
by  reports  was  10.4  miles  per  hour  at  Charleston;  the  lowest 
average  velocity  was  4.2  miles  per  hour  at  Charlotte,  N.  C,  and 
in  the  Section  proper,  6.1  miles  per  hour  at  Columbia.  The 
highest  velocity  for  any  5-minute  period  was  42  miles  per  hour 
from  the  northeast  at  Savannah,  Ga.,  on  the  30th,  and  in  the 
Section  proper,  35  miles  per  hour  from  the  north  at  Greenville 
on  the  1  1th. 

SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  8  auto- 
matic records,  was  298.3  hours,  or  80%  of  the  possible  anount. 
The  average  nund)er  of  clear  days  was  22;  partly  cloudy,  6, 
and  cloudy,  2,  as  against  normals  of  15,  9,  and  G  days,  re- 
spectively.   

RIVER  CONDITIONS. 
On  account  of  prolonged  drought,  the  rivers  of  the  S(=ction 
were  uniformly  low  throughout  the  month. 


MISCELLANEOUS    PHENOMENA  (dates). 

Fog,  dense.— JlUckvUh,  11,  18;  Bowman,  27,  29;  Char- 
leston, 16;  Colundu'a,  21;  Edisto,  7,  16;  Georgetown,  16; 
KingsTree,  22;  Liberty,  12,  22;  Rimini,  8,  20,  21,  22,  23. 


MISCELLANEOUS 

DATA  FOR  SEPTEMBER,  1919. 
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Cliiaatological  Data  for  September,   1919- 


Stations 


Eastern  Portion. 


Allendale 
Blackville 
Bowman.. . 
Charleston 
Cheraw  — 


Conway  . . . 
Darlington 
Edisto  tt... 
Effingham 
Ferguson 


Florence  1. 

Florence  2 

Gamett         Hampton 

Rporgeto wn Georgetown 

K^ngsSee     .V. \  Williamsburg 

Oaks 

Orangeburg 
Paris  Island. 
Pinopolis**  . 

Rimini 

St.  George 

St.  Matthews 
Society  Hill  . 
Summerville 
Waltcrboro . . 
Vemassee 


Aiken  

Anderson 

Batesburg 

Blairs  

Calhoun  Falls 

Camden 

Cuta\\ba 

Cliappells 

Clemson  College 
Columbia 

Edgelield 

Gaston  Slioals  Jl 

Greenville 

Greenwood 
Heath  Spring 

Kershaw 

Land  rum 

Laurens 

Liberty 

Little  Mountain 

Meriwether 

Mnnetta 

Newberry  . 

Peker 

Saluda 

Santuck  . . . 

Spartanbur 

Trenton 

Walhalla 

Winnsboro 

Winthrop  College  tt 


Observers. 


R.  B.Vance. 

Mrs.  D.B.Sanders. 

B.  O.  Evans. 

11.  S.  Weather  Bureau. 

Roland  D.  Powe. 

Paul  Quattlebaum. 
D.  C.  McOill. 
Nathan  .lenkins. 
Wm.  B.  Gillespie, 
Henry  C.  Savage. 

H.K.Gilbert. 

Pee  Dee  Experiment  Sta. 

Maner  B.  Robert. 

A.  P.  Hazard. 

W.  H.  Mattlit'ws. 

O.M.Mitchell. 

U.  S.  Fisheries  Station. 

U.  S.  Mamie  Corps. 

Miss  E.  P.  Kavenel. 

William  1!.  Wolfe. 

Miss  Alma  T.  Whiteside. 

Miss  Frances  M.  Antley. 

A.H.  Rogers. 

Miss  E.  H.  Gadsden. 

i.  N.  Frank. 

\V.  C.  Hutson. 


Frank  B-  McCoy. 
U.M.  Russell. 
E..l.Hite. 
.i.  N.  Owens. 
L.M.  Parker. 

W.  C.  Brown. 

■lames  C.  Faris. 

.I..1.  Murran. 

Prof.  F.  H.  H.Calboun. 

U  S.  Weather  Bureau. 

J.  A.Townsend. 
S.  C.  Lt.,  Power  A  Ry-  <  o. 
T'.  S.  Weather  Bureau. 
M.  M.  Calhoun. 
J.Marvin  Bowers. 

JohnW.Hamel. 
R.Hartwell  Wilds,  D.DS. 
Perry  A.  Simpson. 
,lohu  T.  Boggs. 
•T.M.Sease,  M.  D. 

Mrs.  Marie  R.Middleton. 
.lospph  M.  .lohnson. 
Warren  G.  Peterson. 
.loshiiaY.. tones. 
Mrs.F.  V.J.Maxwell. 

E.  W.  Jeter. 
V.  P.  Robinson. 
Mrs.  S.  E.  Long. 
H.  W.  Brandt. 
Rev.  Oliver  Johnson. 
W.  P.  Goodman. 
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Daily  Precipitation  for  September,   1919. 
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Daily  Temperatures  for   September,   1919. 
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^-rnu,toun ]^~,: 
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"'^™®" (  M-inimum.. 
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oai- l^SSZ.: 

^•->=i^'-'^** ISiir: 
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"  /  JMiinmum. . 
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■'  I  Minimum. , 
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GENERAL  SUMMABT. 

The  month  was  b5'-  far  the  hottest  October  of  record,  all 
previous  mean  temperatures  of  the  Section  and  the  surrounding 
region  being  broken,  practicall.v  all  absolute  maximum  temper- 
ature readings  being  overtopped,  and  the  persistent  heat  being 
of  such  length  as  never  before  known.  The  average  precipita- 
tion was  somewhat  below  normal. 

General  deterioratien  in  all  late  crops  marked  the  per- 
sistent heat  and  drought,  and  the  rainfall  of  the  latter  half  of 
the  month  came  too  late  for  practical  increase  in  fruitage. 
These  conditions,  in  conjunction  with  the  prolonged  September 
<lrought,  caused  much  premature  opening  in  cotton  and  de- 
stroyed the  top  crop,  except  where  plantings  were  very  late; 
however,  the  weather  was  favorable  for  picking,  and  this  work 
proceeded  with  muchgreater dispatch  than  u,-ual.  Corn  gatlier- 
ing  and  the  sweet  potato  and  yjeanut  harvests  made  good  pro- 
gress, with  fair  to  good  results  generally;  the  peanut  harvest 
was  finished  during  the  closing  week.  Late  truck,  late  gardens, 
and  whitp  potatoes  were  in  very  unsatisfactory  condition  during 
the  month,  and  good  vegetables  were  scarce.  Sorghum  mo- 
lasses was  being  marketed  about  the  middle  of  the  month,  and 
cane  milas-ses  making  began  during  the  closing  week.  An 
unusually  large  quantity  of  good  bay  was  secured  during  the 
season.  Many  rice  patches  were  ready  for  harvest  during  the 
op-^ning  week.  But  little  preparation  for  winter  grain  plant- 
ing was  done  during  the  month  on  account  of  hard  soil. 


PRESSTJRE. 


HXJMIDITT. 

The  mean  relative  humidity,  determined  from  reports  of  8 
regular  Weather  Bureau  stations  in  and  surrounding  the  Sec- 
tion, was  as  follows:  8  a.m..  90%  ;  8  p.  m.,  80%.  The  high- 
est percentages  occurred  over  the  extreme  southern  and  extreme 
eastern  coast  districts,  and  the  lowest,  over  the  north-central 
counties. 

PBECIPITATTON. 

The  average  for  the  Section,   56  stations  reporting,  was 
2.53  inches,  or  0.59  inch  below  the  established  normal.     Pre- 
icipitation  was  badly  distributed  as  to  the  amount  and  area  and 
was  confined  principally  to  the  western  portion,  where  copious 
to  heavy  rains  fell  between  tlie  16th  and  19th  and  from  the  21st 
,  to  the  24th.     The  rainfall  was  above  normal  in  the  northern 
I  and  western  edges  of  the  State  and  ranged  from  4  to  over  S 
I  inches;  elsewhere  the  amounts  ranged  from  3  inches  downward 
to  less  than  1  inch  in  sections  of  Hampton,  Barnwell,  Orange- 
burg, Dorchester,  Charleston,  Berkeley,  and  Georgetown  Coun- 
ties.    The  greatest  local  monthly  amount  was  8.43  inches  at 
Monetta,  Saluda  Countj^  and  the  least  local  monthly  amount 
was  0.18  inch  at  Pinopolis,   Berkeley  County.     The  greatest 
24-hour   rainfall  at  any  station   was  4.00  inches  at  Monetta, 
Saluda  County,  on  the  24th.     The  number  of  rainy  days  was 
17%  below  normal. 

WIND. 

The  prevailing  wind  was  from  the  southwest.  The  average 
hourly  velocity,  determined  from  8  anemometer  records,  was 
6.6  miles.  The  highest  average  velocity  in  the  region  covered 
by  reports  was  9.5  miles  per  hour  at  Savannah,  Ga.,  and  in  the 
Section  proper,  8.9  miles  per  hour  at  Charleston;  the  lowest 
average  velocity  was  4.1  miles  per  hour  at  Augusta,  Ga.,  and  in 
the  Section  proper,  5.8  miles  per  hour  at  Columbia.  The 
highest  velocity  for  any  5-niinute  period  Mas  42  miles  per  hour 
from  the  southeast  at  Savannah,  Ga.,  on  the  1st,  and  in  the 
Section  proper,  27  miles  per  hour  from  the  east  at  Charleston 
on  the  8th  and  from  the  northeast  at  Greenville  on  the  13th. 


The  mean  sea-level  pressure,  determined  from  reports  of 
8  regular  \\'eather  Bureau  stations  in  and  suri'ounding  tlie  Sec- 
tion, was  3D.  12  inches.  The  highest  pressure  in  the  region 
covered  l)y  reports  was  30.43  inches  at  Charlotte,  N.  C,  on 
the  30th,  and  in  the  Section  proper.  30.41  inches  at  Greenville 
on  the  same  date;  the  lowest  pressure  was  29  83  inches  at  Sa- 
vannah, Ga.,  on  the  1st,  and  in  the  Section  proper,  29.90 
inches  at  Columbia  on  the  17th. 


TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined   from   re- 
ports of  43  stations,  was  73.7°,  or  10.1°  above  the  established 
normal,  and   6.1°  above  the  previous  highest  October  average 
(19i)()).     With  the  exception  of  but  5  days,  the  means  averagrd  j 
5  to  17  degrees  per  day  above  the  normal,  and  the  heat  wave! 
was  especially  enervating  between  the  21st  and   November  l.i 
Fragmentarj'  records  for  Charleston,  dating  back  to  1738,  show 
that  the  previous  highest  October  mean  of  74.2°  (1830)    was: 
overtopped  at  that  point  by  2.6°.      In  another  fragmentary  re- 
cord  for  Camden,   dating  back  to  1791,  the  highest    October  i 
mean  of  69.6°  (1911)  was  exceeded  by  5.7°.     'i'he  highest  tem- 
perature for  the  month  was  101°  at  Society  Hill,  Darlington! 
County,  on  the  5Hi,  breaking  the  absolute  maximum  tempera- 
ture record  (100°  at  Santuck.  Union  County,  October  2.  1910), 
for  October  by  1°.     In  fact,  the  absolute  maximum  tompera- 
tures  for  practically  all  stations  were  broken  by  1°  to  10°.     The 
lowest  temperature  was  44°  at  Walhalla,  Oconee  County,  on  the 
14th       The  cool   periods  were  on   the  13th  and  14th  and  from 
the  18th  to  the  20th. 


SUNSHINE    AND    CLOUDINESS. 

;  The  average  montidy  sunshine,  determined   from  8  auto- 

matic records,  was  193.3  hours,  or  55%  of  the  possible  anuont. 
The  average  nmnber  of  clear  days  was  13;  partly  cloudy,  10, 
and  cloudy,  8,  as  against  normals  of  17,  7,  and  7  days,  re- 
spectively. 

RIVER  CONDITIONS. 

The  rivers  of  the  Seetion  continued  uniformly  low,  except 
high  water  in  the  upper  Santee  River  between  the  25th  and  28th 
incident  to  moderately  lieavy  up-State  rains  on  the  23d  and  24th. 


S;-pri:MBr:K,  1910. 
be  east . 


ERRATA. 

-Charle.ston.  pvevai!iug  wind  flirection.  in  table,  vage  fi",  should 
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hi. 

Oi  > 

Si: 
3 

Temperature, 
degrees  Kabr. 

Preeipita- 
tiou, 
inehes. 

Wind. 

Mean 

relative 

humidity. 

Stations. 

i 

3 

4^   X 

W    U  .ti  ^  ; 

Oj   "    0  *c  1 

u 

00 

3 
a 

00 

Ashevilie.N.  ('.... 

SO.  14 

fi.5.  1 

84 

4f) 

1.93      1.03 

fi.O 

s. 

.2 

82 

44 

.•Vuffu^ta.  da 

30.10 

74.9 

91 

.55 

2.97      1.41 

4.1 

s. 

92 

81 

53 

(niarlesloii.  S.  v.... 

.W.  1-.' 

7(5.8 

95 

59 

0.28      0.20 

8.0 

s. 

85 

84 

7(; 

Charlotte.  N.  C  ... 

30.  13 

89.9 

93 

48 

4.4B     2.10 

4.3 

ne. 

90 

(0 

45 

("oluinbia.  S.  (' 

30. 13 

73.9 

91 

53 

3.27      1.97 

5.8 

.s. 

89 

71 

42 

(Ireenville.  S.C.  .. 

30.  !•> 

fi9.'2 

90 

48 

5.50  1  3.70 

7.5     1 

ne. 

9() 

78 

48 

Savaiiiiali.  (ia 

30.  1 1 

77.  2 

94 

58 

1..51  '  0..'SI 

9.5     1 

se. 

91 

87 

64 

Wibniiistou.  \.  ('. 

30.  13 

73.8 

93 

53 

1.03  1  0..37 

6.3    ! 

sw. 

90 

85 

68 

Me.Tus  and  ex-  * 

1 

tremes » 

.30.  12 

72.fi       9.') 

4fi 

2.  fi2     3.  70 

fi.fi    ' 

s. 

90 

SO     55 

^;^|^^8;5* 
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Climatolog-ical  Data  for 

October,   1919. 

C(iiiiitie!>. 

0) 

o 

1 

> 

>> 

3 

Temperature, 

in  degrees  Fahr. 

Precipitation,  in  inches. 

Number  of  days. 

0 

■c.S 

.S  0 
'3 

PL, 

.stations. 

0  — 

5  0 

li 

6 
1 

i 

li 

E 

B  0 
5  1; 

a,  rf 

1=1 

£ 

is 

g  = 

5 

>> 

5 

1 

0 

5 

Oliservers. 

Kdstern  Ptirfion. 
Allendale  

186 
296 
160 
48 
144 

25 
175 
143 
106 

63 

136 

l:i6 

82 

12 

54 

30 
30 
18 
48 
29 

33 

24 
31 
26 
33 

30 

4 

1 

24 

30 

4 
3 

75.2 

+  10.4 

93 
'99 
95 
95 
''92 

96 

7 
t4 
t4 

6 
t4 

t5 

56 
55 
51 
59 
52 

52 

19 
tl4 
20 
19 
20 

20 

29 
'35 
37 
20 
''28 

30 

1.33 
0.50 
0. 36 
0.28 
•2.64 

1.10 

-1.45 
-2.48 
-■2.  39 
-;3.65 
-0.21 

-2.40 

0.66 
0.20 
0.20 

0.^20 
0.86 

0.50 

0 
0 

0 
0 
0 

0 

5 
3 
4 
2 
5 

5 

■20 

10  1    1 

w. 

s. 

R.  B.  Vance. 

Blaekville 

Barnwell          .... 

'76. 4    +12.0 

19  i  11  1     1 
19     10       2 
15  i   12  1     4 

Mrs.  D.  B.  Sanders. 

Bowman 

Orangeburg 

Chiirleston 

Cliesterlield 

Horry            

73.4 
76.8 
'•72.  5 

7-1.8 

+9.2 
+9.7 
+  10.9 

+  10.6 

B.  0.  ICvans. 

Charleston 

Chei'iiw 

U.  S.  Weather  Bureau. 
Roland  D,  I'owe. 

Conway 

1 
11       2  1  18 

s. 

Paul  Quattlebaiun. 

Darlington 

Darlington 

Bamberg 

D.  C.  McCall. 

Edisto  It 

2.67 
3.68 
0.'20 

3.54 
3.48 
0.31 
0.75 
2.10 

2.33 
1.88 
1.79 
2.45 
0.18 
0.86 

n.,55 

+0  30 
+0.63 
-2.  79 

+0.42 
+0.36 

'-2.'93' 
-0.74 

-O.'S'?' 
-2.95 

-1.81 

1.24 
2.37 
0.08 

2.31 
2.05 
0.20 
0.50 
1,40 

1.13 
1.31 
1.25 
0.86 
0.15 
0.29 

0.20 
0.80 
1.26 
0.12 

0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 

0 

0 
0 
0 

3 
4 
4 

6 
4 
3 
2 
3 

5 
3 

t 
2 
4 

4 
5 

I 

....i.... 

Nathan  .lenkins. 

.     .. 

Wm.  B.  (Jillespie, 

Orangeburg  

Florence 

74.6 
»74.8 

+  11.3 
+1L2 

96 

noo 

f5 
5 

50 
»54 

20 
t20 

32 
«34 

j 

ne. 

sw, 

sw, 

sw. 

n. 

sw. 

s. 

Henry  C.  .Savage. 

Florence  1 

13  '    7     11 
15  1  14       2 
5     19       6 
19       9       3 

H.  K.Gilbert. 

Florence  2 

do 

Pee  Dee  I'^xperiment  sta. 

(larnett 

"'78.4 
77.8 
75.0 

«75. 0 
75.2 

+12.4' 
+  10.9 

•'98 
100 
95 

'■97 
98 

■  4 

t  5 

6 

6 
5 

54 
53 

'52 
55 

20 

t20 

20 

19 
tl9 

'■34 
39 
29 

•35 
33 

Maner  K.  Hobert. 

(Jeorgetown 

Cieorgetown 

Williamsburg 

Georgetown 

A.I'.  Hazard. 

Kingstree 

Oaks 

17 

14 
16 

5 

10 
5 

9 

7 
10 

W.  H.  Matthews. 
0.  M.  Mitchell. 

Orangeburg  1     

Orangeburg  2 

Orangeburg  

do 

264 

264 

13 

54 

97 

109 
62 

192 
75 
69 
24 

r.  S.  Fisheries  Stiitiou. 
State  A.  and  M.  College. 

Paris  Island 

Beam'ort 

1 
69 

30 
23 
27 
21 
16 
23 

',7.2 
74.2 

+9.8 
+10.0 

94 
92 

6 
t  5 

56 

58 

19 
tl9 

29 

16 

8 

7 

e. 
nvv 

V.  S,  Marii.e  Cor))s. 

Pinopolis  •* 

Berkeley 

11      14  1     6 

..... ,.!.... 

Miss  E.  P.  Rnvenel. 

Riinini 

Clarendon 

Dorchester 

Calhoun        

William  B.  Wolle. 

76.2 
76.2 
'7.5.0 
74.3 

+11.6 

+  12.3 

+  1:3.2 

+9.4 

98 

98 

noi 

90 
98 
94 

101 

94 
95 
95 

"97' 

98 

5 
5 
5 

t5 
6 

t4 

5 

14 
4 
5 

■'■■5' 

t4 

56 
53 
"52 
55 

tl9 
20 
19 
20 

37 
32 

«38 
29 

1 
27       0       4 

ne. 

s. 
sw. 

Miss  Alma  T.  Whiteside. 

.St.  Matthews 

1.81   1   -0.88 
3.31      +0.18 
0.:13      -3.61 

io    13' 

3     28 

"s' 

0 

Mi.ss  Frances  ;\i.  Antley. 

Society  Hill 

Darlington 

Dorchester 

A.  11.  Rogers, 

Summerville 

Miss  K.  ll.(ia(lsden. 

.7,  N.  Frank. 

Yemassee 

Hampton  

75.6 
75.3 

75.0 

"(1.8 

74.3 

"72.'6' 

75.3 

+  10.5 
+11.1 

+  11.7 
+9.0 
-11.2 

+  13.2 

55 
50 

53 
■■51 
51 

'49 

55 

20 
20 

19 
18 
14 

"l4 

tl8 

3f' 
39 

34 
'.33 
;J6 

■'39 

38 

2.41 
1.63 

1.'27 
3.  32 
:!.  ,52 
1  81 
3.35 

2.11 
4.04 
1.79 
.5.02 
3.27 

3.38 

-0.52 
-1.71 

-1.39 
+0.46 
+0.52 
-0.87 
-0. 50 

-0.57 
+  0.41 
-1.02 
+1.68 
+0.42 

l.,52 

2.  :57 

0.42 
1.21 
3.00 
1.1(1 
1.30 

0.78 
2.40 
1.00 
1.60 
1.96 

■2.35 
2.10 
:3.70 
1,21 
1,08 

3.05 
0.95 
1.15 

0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 

0 

0 
0 

0 
0 
0 
0 
0 

0 
0 
0 
0 
0 
0 

0 
0 

3 

4 

5 
6 
5 

I 

4 
6 

t 
5 

6 
9 
10 
4 
3 
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7 
6 
10 

4 

4 
6 
6 
9 
5 

8 
9 
3 
15 
5 
6 

6 

5 

22 
15 

20 
12 

14 

2 

10 

0 
0 
15 

5 

11 
19 
2 

7 

sw. 
sw, 

w. 

w. 

s. 

e. 
ne. 

W.  C.  Hittson. 

Wrfteni  I'nrlioii. 
Aiken  

Aiken 

527 
764 
656 
293 
508 

222 
562 
402 
8.50 
351 

58 
23 
30 
16 
26 

59 
15 
15 
27 
32 

5 

6 

26 

.30 

18 

\ 

20 
26 

16 
12 
16 

15 
18 

26 
36 
30 
16 
28 
19 

Frank  K,  McCoy. 

Anderson  

Batesbnrg 

Blairs  

Anderson  

Lexington 

Fairlield 

Abbeville 

I!.  11.  Russell. 
K,  .1.  llite. 
.1.  N.  Owens. 

Callioun  Falls 

L.  M.  Parker. 

Camden 

10      14 

W.C.  Brown. 

York 

.Iaiiie>  ('.  Fiiris. 

Chappells 

Clemson  College 

Columbia 

Newberry 

Oconee 

Richland  . 

1 

•26  :     0       5 
5  '  15     11 

! 

e. 

s. 

.1,  .1.  Murraii, 

'68.6  '  +7.3 
73.9     +9.9 

i86 
94 

2 

5 

,52 
53 

i4 

20 

'■26 
26 

Pmf,  1",  II,  H.  Cull!. II. n. 
i'   S.  W(.ath('r  Huii'iiu. 

Fd°-etield 

Edgefield 

.1.  A.  'I'ownseiid. 

Gaston  Shoals  tt 

Greenville 

(ireenwood 

Heath  Spring 

Ivershaw 

Landruni 

Laurens 

(Cherokee 

680 
1039 
671 
568 

500 
1063 
589 
900 
711 

450 
400 
502 
850 
536 

512 
875 
620 
1061 
545 
690 

t            1 

:3.86 

+  1.0'7 

■■■■!'■'■  .... 

ne. 
w. 
w. 

e. 

sw. 

s. 

sw. 
sw. 

s. 

sw. 

S.  C.  l.t...  I'ow'r  .t  K.v.  Co. 

Greenville 

(ireenwood 

Lancaster 

Kershaw 

Spartanburg 

Laurens 

Pickens 

New  berry 

McCormick 

Saluda  

Newberry 

Anderson 

69.2     +9.3 
71.6     +9.6 
72.6    +U.1 

73.6    

69.6  i 

'70.3  i 

90 
92 
95 

96 
9-2 
''92 
91 
96 

'96 
95 
97 

4 

5 
5 

5 
4 
5 
t4 
5 

5 
5 
5 

48 
48 
50 

51 
48 
'51 
.52 
50 

1^ 
51 

13 
14 
14 

tl3 

+18 

tl5 

18 

14 

20 
14 
20 

.   24 
36 
36 

31 
37 

•;m 

31 
36 

',S0 
36 
39 

5.  50 
2.61 
■2.21 

4.38 
3.19 
3.36 
3.10 
3.  06 

•2.54 
8.43 
1.16 
2.70 

+2. 54 
-0.21 
-0.42 



6 
16 
9 

18 
10 
17 
10 
16 

"3 
5 

8 

11 
0 

1 
11 

3 
11 

5 

•23' 
20 

'V2 

14 
15 
15 

12 
10 
11 
10 
10 

"5' 
6 

"2' 

r.  S.  Weather  Bureau. 
M.  M.  Ciilhouii. 
,1,  Marvin  Bowers. 

,lohn  W.  Hamel. 

R.  Hartwell  Wilds.  DD.s. 

Perry  A.  Simifson. 

Liberty 

71.2 
72.8 

"74.' 6 

74.4 

+9.8 
+8.7 

'+9.'9' 
+  11.9 

-0.57  1   1.40 

.lohn  T.  Biiggs. 

Little  Mountain 

Meriwether 

Monetta 

Newberry 

I'elzer 

+0.05 

+0.19 
+5. 09 
-1.59 
-0.61 

1.80 

1.10 
4.00 
0.  60 
0.  92 
2.00 

■2.10 
0.83 
1.^23 
1,02 
0.82 
1.80 

4.00 
4,00 

.I.M.Sease,  Ml). 

Mrs.  Marie  R.  MiddlMt,,,,. 
.Irseph  M.  .lohnson. 
Warren  (i.  Pi'terson. 
.loshua  V.  .lonos. 

.'ialiida  . . 

Siiluda 

7:3.3  1  +  10.4 

95 

98 
9:i 
94 

95 

98 
101 

t4 

5 

t4 

5 

4 

'"'5' 

t  4 
5 

50 

49 

48 
52 
''44 
'51 
48 

44 
44 

26 

+13 
14 

tl4 
14 
19 
14 

14 
14 

36 

35 
39 
37 
'35 

'39' 

39 
39 

3.  .52      +0.48 

3.16  i  -0.09 
■2.51   1  -0.16 
2.31      -0.99 
3,43      +0.47 
■2.43      +0.19 
4.36  1  -0.'23 

,3.25  '  +0.^2- 
2.  .53     -0,  59 

Mr.s.  F.  v.. 1.  Maxwell, 

Santnck  . 

Ihiion 

72.6 
71.2 
73.3 
''68.2 

"rais' 

72.2 
73.7 

+  11.1 

+  10.4 

+9.0 

+7.3 

+  i6.'4' 

+9.9 
+  10.1 

I 
12      11 

F..  W.  .leter. 

Spartanburg 

Trenton 

Spartanburg 

Edgetield 

F.  P.  Robinson. 

17 
8 

11   1     3 
10  '  13 

sw, 

sw. 
sw. 
s. 

sw. 
sw. 

Mrs.  S.  K.  Long. 

Walhalla  . 

Oconee 

H.  W.  Brandt. 

Winnsboro  . . 

Fairfield 

11   i   16 

4 
3 

9 

8 

Rev.  Oliver  Johnson. 

Winthrop  College  tt... 
Division  means  and 

York 

/ 
12 

21 

10 
10 

W.  P.  Goodman. 

extremes 

1 

The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  such  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
determining  section  or  division  means.     Reference  letters  (»,  •>,  "=),  appearing  in  the  table  indicate  number  of  days  missing;  for  example,  •>  represents  two  days  missing,  etc. 

t  Also  on  other  dates,  tt  Received  tVjo  late  to  be  included  in  means  and  summaries.  *'  Temperature  data  are  from  observed  readings  of  the  dry  bulb;  means  are  com- 
puted from  observed  readings,      tt  Postoffice  addresses  of  these  stations  .ire  as  follows:     Of  Edi.sto.  Enibree;  of  Gaston  Shoals.  Blacksburg:  of  Wiiithrop  College,  Rock  Hill. 

T    Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 
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Daily  Precipitation  for  October,   1919. 


Watersheds. 

Day  of  month 

Stations. 
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4       5 

6 

7       8       9 

10 

11 

12 

13 

14 

15 

16 
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18 

19 

20 

21 
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23 

24 

25 

26 

27 

28 

29 

30 

31 

Eits/eni  I'intiou. 
AHpiidnlp  nil 

Savannah  

Kdisto 

do 

.05 

T. 

T. 

.10 
■."06 

.22 
.15 

.66 

.30 

.15 

.20 

T. 

.38 

.44 

1.33 

Klnrkville  llll 

T 

.08 

.20 

T. 

T. 

.78 

0.50 

T. 

.02 

T. 

.08 
.86 

T 

0.36 

T. 

.41 

T. 

.21 

.20 

0.2s 

rht^raw  llll 

Pee  Pee 



.... 

2.64 

(Jonway  iill 

Waeeaniaw  ... 

J*p(;  J>pe 

.20 

.34 

T. 

T. 

.06 

T. 

.06 

T. 

1.10 

Edisto  llll 

Emiiffliain  III 

Ferjynson   II 

Florence  1 1 1 

1.24 
.67 
.04 
.04 
T. 

1.24 
2.37 

.06 
2.31 
1.60 

T. 

.19 
.07 
.08 
.13 
.73 
.06 

2.67 

.57 

'.'78 
.70 

3.68 

Santee 

Pee  Pee 

.02 

T. 

T. 

0.20 

T. 

.23 
.45 

.05 

3.54 

do 

.... 

T. 

3.48 

.05 

1 

.20 

T. 

T. 

T. 

0.31 

Georgetown 

Coast 

Blaolc 

T. 

.25 
.30 
.01 

.50 

't'.' 
T. 
. . . . 

i 

0. 75 

.40 

T. 

.46 

i.  40  . . . . 
1.13  ... 

'.■33 

2. 10 

do 

.81 
T. 
T. 
.60 

.05 
T. 

T. 

2.33 

Edisto 

do 

Coast 

Cooper 

.11 
.11 
.20 

T. 

1.31 
1.25 

T. 

..    . 

1.88 

Orangeburg  2 

Paris  X'^!aud 

.41 
.14 
.15 

'.'64 

".2\ 

.02 

.86 

1.79 

.20 

.20 

'.'(is 

2.45 

l*inopoIi'> 

0.18 

Saiitee 

29 

.16 
.10 
.80 
.21 

.23 
.18 
.10 
.73 
T. 

0.80 

St.  George  llll 

St.  Matthews  1 1| 

Sofif^fv  l-lill  II 

Edi>t<) 

.16 
.16 
.08 
.01 

.20 

1 

.09 

0.55 

[ 

.30 
.46 

.45 
.47 
.08 

1.81 

<1() 

.10 
T. 

.12 

1.26 

3.31 

Ashley 

.12 

T. 

0.33 

\V;ilt('rhiiro 

Vf'iiiiisfpojill 

Wextrm    I'lirlion. 
Aiken      .     .   . 

do 

ICdisto 

Savannali 

T. 
.07 

1   5> 

,,,, 

1 

T. 

.85 

T. 

.27 
1.21 

.49 
1.10 

.76 

.56 
1.75 

.40 

1.60 
1.96 
.70 
2.10 
1.06 
1.21 
1.08 
2.25 

.95 
.70 
.20 

1.80 
1    10 

T, 

.43 

..36 
2.51 

.37 
1.30 

.78 
6') 

.04 

2.41 

.08 



.42 
.65 
.36 

'.'47 
.65 

1.27 

Anderson     

.10 

.75 

'.'14 
.08 
.16 
.12 
.82 
.20 

.... 

.25 

3.32 

BatPShnrff  llll 

Kdisto 

Broad 

T. 

.02 

T. 

j 

3.62 

Bliiirsjl!; 

.22 
3i 

.02 

.02 
T. 

1.81 

Callionn  I'-nlls  |||| 

.32 

3.35 

i^iunden  |||| 

Wateree 

2.11 

t'ata\\i>a  !l!l 

Catauha  . . . 

.22 

.25 

.35 

4.04 

("InippelislJII 

.''aUida 

19 

1.00 

1.79 

1  33 

.30 

.80 
T. 

.13 
T 

.... 

.32 

'.■93 

.54 
.22 
.10 
.44 
.69 
.32 
32 

5.02 

Columbia  •*• 

('oneraree 

.15 

T 

T. 
.03 

3.' 05 
.18 

.01 

2.35 

16 

. . . . 

3.27 

KdjJ.'li'^ld  III! 

.10 

1 

.10 
.58 

'.'ie 

3.38 

(iaston  shoals  llll 

] 

.06 
.02 

.12 
.23 

.25 
.01 

.... 


■.■36 

.07 
T 

.08 

't. 

3.86 

'■'reoiiville      •*• 

Ureonuiiod  lil| 

PahKia  

do 

T. 

T. 

T. 

T. 

....!  .09 

.... 

.04 

.01 
.74 

T. 

5.50 
2.61 

Heath  Spring 

Wateiee 

.... 

.81 

2.21 

K.Tstiaw  ,111  .   . 

I^ynojies . . 

15 

.81 

.47 
.50 

.31 

.06 

.73 

'.'65 
.15 

.80 
19 

. . . . 

4.38 

Landruiii 

liroad 

1 

T. 

.16 

.51 

.18 

T. 

.75 

3.19 

I.anrens  llll 

Sahida        .   . 

....,,... 

....' 

1.15 
T. 

.25 
1.40 

65 

.01 

3.36 

Llhcrty 

l.itlli'  .Monntain 

Savannah  .... 
Sahid'i   

.01 
T 

T. 

.30 

.... 

....i  T. 

.04 

.02 



.75 



T. 



.02 

3.19 
3.06 

.Mpri  uetlier 

SavaiHiah 

i 

.92 

.02 

.50 
4  00 

2.  .54 

.^lonptta 

E(iisto 

'5 

2.70 
.11 

.08 
.10 
.32 
.11 

.03 

.02 
.07 

1.43 
.50 

9? 

8.43 

NeH  herry 

03 

.21 
.24 

.24 

.44 

.90 
.35 
.30 
1  •'S 

T. 

1.16 

Peberini 

do 

'.'36 

'.'ifl 

T. 

.02 

.18 

'1 
1 

.08 

.62 

.12 

2.70 

.Sahida 

..   .do 

2.00 
2.10 

.83 
l.fO 
1.02 

.82 
1.80 

3.52 

."^antnci;  

Broad 

T. 
.02 

.04 
.17 

.17 
.18 

'.'60 

.06 

■f.' 
.28 

.03 

'.'62 

.09 

3.16 

Spartanl>nri?  |||| 

do 

.02, 
T. 

'.'08 
.01 

,...| 

.03 

T. 

.23 

1 

2.51 

Trenton  . . . 

Edi.sto 

Savannah  . . . 

2.31 

Walhalla 

.39j 



.05   .21!.... 

.10 

.29 

.08 

.08 

.  391 . .  - 

.43 
.75 
40 

.02 
.01 

.04 
.15 

.04 

3.43 

Winnsboro 

.70 

2.43 

Wintlirop  College 

Catawba 

.... 

.71} 

45 



.55 

45 

4.36 

— 





Except  as  otlierwi.se  indicated,  observations  are  generally  made  late  in  the  afternoon,  near  sini.set,  and  precipitation  recorded  is  for  the  24  honrs  ending  at  the  time  of 
oti'^ervation.  ||||  Precipitation  nu'asnrod  in  tin'  morning';  anionnt  then  recorded  is  fortlie  prcceiiing  24  honrs.  ***  Kegnlar  Weatlier  Blireati  station:  precipitation  is  for  the 
24-honr  period,  midnight  to  midnight.    *  Precipitation  inclnded  in  the  next  following  measurement.    tSeparate  dates  of  fall>  not  recorded.    T.  Trace,  or  less  than  0.01   inch. 

COMPARATIVE  DATA  FOR  OCTOBER. 


TomppraHne. 

Precipitation. 

Average  num 
days. 

ber  of 

!56 
.-2 

a. 

Year. 

Temperatnre. 

Precipitation. 

.Vverage  n  u  m 
days. 

ber  of 

V.Mr. 

to 

9 

s 

0^ 

< 

•rzo  O 

u  3 

•c 

o 

S 

to 

1 

m 
5 

Average 

dayswitii 
0.01  inch 
or  more. 

o 
O 

a,  i. 

o 

'S.C-S 
a. 

1887 

61.4 
.59. 3 
60.8 
6.3.0 

60.  2 
63.8 
64.4 
M.2 

61.  3 
61.3 
65,  8 
62.9 
64.2 
67.6 

62.  4 
63.2 
62.  0 
62.  4 

91 
88 
88 
90 
92 
89 
90 
98 
95 
91 
96 
90 
91 
95 
92 
95 
93 
98 

.30 
31 
27 
22 
28 
27 
25 
.33 
28 
28 
35 
28 
•M 
33 
29 
30 
25 
26 

5.96 
4.18 
1.65 
4.06 
1.63 
0.60 
4.92 
4.95 
1.15 
1.41 
0.  23 
3.  82 
.5.  Of) 
3.65 
0.89 
4.40 
2.6:1 
1.10 

8 
7 
3 

i 

n. 

sw. 

n. 

1 

:  1905 

64.2 
61.9 
61.2 
62.0 
61.2 
66.5 
67.5 
6.5.0 
62.5 
64.7 
67.0 
64,0 
59.3 
67. 3 
73.7 

6.3.6 

93 
90 
91 
S9 
96 

100 
99 
94 
95 
92 
93 
92 
90 
93 

101 

101 

29 
24 
28 
35 
27 
22 
37 
32 
28 
26 
27 
31 

i 
44 

22 

1.97 
3.69 
0.73 
4.22 
2.  43 
4.39 
5.89 
2.21 
3.56 
3.44 
4.95 
2.54 
l..i0 
3.75 
2.53 

3.12 

6 

3 
6 
5 
6 
8 
5 
6 
S 
8 
5 
4 
5 
5 

0 

15 
14 
19 
19 
23 
20 
12 
18 
19 
13 
18 
16 
23 
15 
13 

17 

6 
6 
7 
6 
5 

9 
4 
6 

7 

5 

8 

10 

7 

10 

11 

5 
6 
3 
4 

10 
9 
6 

11 
6 
8 
3 
8 
8 

ne. 

1S8S 

1889 

1 

1906 

ne. 

1907 

ne. 

18>lf' 

1908 

ne. 

1891 

nw. 

ne. 

ne. 

ne. 

ne. 

ne. 

ne. 

ne. 

ne. 

ne. 

ne. 

ne. 

n. 

ne. 

1909 

ne. 

18'C' 

.:;:.... i 

1910 

ne. 

1893 

5 

5 
3 
4 

5 
9 
6 
9 
3 
7 
5 
3 

18 
20 
20 
15 
14 
14 
14 
13 
22 
19 
18 
23 

6 

S 
8 
8 

7 
6 
5 
6 
5 

6 
5 
4 
8 
9 
9 

1? 
3 
7 
7 
3 

1911 

IIP. 

1894 

!  1912 

ne. 

1895 

1913 

:   1914 

1915 

1916 

ne. 

189'i 

ne. 

1S97 

ne. 

18;)8 

ne. 

1899 

1917 

sw. 

I9IK3 

1918 

ne. 

19!11 

1919 

Period 

sw. 

19112     

1903 

ne. 

1904 

78 


CLlMATOLOGiCAL   DATA:    SOUTH    CAROLINA    SECTION. 


October,  1919 


Daily  Temperatures  for  October,  1919. 


Stations. 


2        3        4 


5    I    6 


20 


21 


23 


24 


25 


26 


28 


29 


31 


Knstern  Portion. 

All,.  i„i  )  Maximum  . 

A"'''"^*'*^  JiMiuimuin.. 

BlarkvillP  !  -'^la-ximum  . 

BiacKville 'f  jiinimuu, 

""""1'^" )  Minimum.. 

,,..,„,„„,„.,  \  Maximum  . 

Charleston *  Minimum.. 

('hprmi-  (Maximum. 

*'"^""   (Minimum.. 

^^— ^ !^f^=: 

'^-''-t-*« )m]\u=: 

•^"— «* USX: 

'''— ' )M=m': 

«— " 1mu=": 

«--«"> \^nlZ^.: 

KiTi<»sMPP  >  Maximum  . 

'^"'^'*^'" (  Minimum.. 

Oaks ;  Maximum. 

'  .Minimum. . 

"-"««''-^i l^lfi^tZ: 

'•*-I.lan.i«* iJJiSm.: 

St.  Oeorge  ;  Maximum  . 

(  Miinmum. . 

St.  Matt  hews  M )  Maximum  . 

/  Minimum. . 

Society  n\\\\\\\ ;  Maximum. 

"  (  Minimnm.. 

summerville j -Maximum  . 

'  .Minimum. . 

VValtPihoro 1  -^'aximnm. 

I  .Minimum. . 

Vhmihssop  \  Maximum  . 

'"I  Jliinimim. . 

IVfsfflil   t'nttiiill. 

Aiken ;  Maximum. 

'  .Minimum. . 

rtmieison ;  Maximum  . 

I  Minimum.. 

Hatcsbnig ;  Maximum  . 

'  Minimum. . 

Calhoun  FallsS? ;  Maximum  . 

■'  '  .Minimum. . 

Cam.lonvW ;  Maximun- . 

i  Wimmum. . 

CloinsonCollHtr......  ) 'Jlaximum  . 

'  Minimum. . 

Columbia 1  Jlaximum  . 

(  Miuimimi. . 

(Greenville ]  Maximum  . 

I  .Minimum. . 

(ireenuo.),!   ;  Maximum  . 

I  Minimum. . 
Heath  Spring  .    .    .      j  Maximum  . 

'  .Miniiimm. . 

Kershaw (Maximum. 

(  iMinimum. . 
Landrnm j  Ma.ximum  . 

'  Minimum. . 

LaurenssS^'i j  Maximum  . 

'  Minimum.. 
I.ibeity 5  Maximum  . 

'  Minimum. . 

LillleMonntiiiii....    J  >;aximum  . 
/  Minimum.. 

M.-riuether ;Ma.ximum. 

'  .Minimum. . 

Mnnetta J  Maximum  . 

'  Minimum. . 
Newheriv..     .  [Maximum. 

'  .Minimum. . 

Saln.la J  Maximum. 

'  Minimum. . 

.Santu.k ;  Maximum. 

'  Minimum. . 

Spaitanhnrg j  Maximum  . 

^  '  Muiimum.. 

Trenton (Maximum. 

'  Minimum. . 

Walhalla J  Maximum  . 

'  Minimum. . 

"■■"-^°- \^^Z^:. 

Winthrop  college. ..j;;!-^;--; 


90 


91      93 
76      74 


90     92 
72 


91 
70 
_.  94 
70l  70 
921     94 


74  71 

891  88 

7(1  G7 

90|  92 

68  68 


90 
70 

8.5 
72 
90 
70 

88 
70 
91 

621 

83|     8' 
68      72 


86      85 


m     87 
70!     70 


81 
fiOl 

88 

I     ^^\ 
66 

I     87 

I     87 
I     69 


69 

82 
70 
86 
69 

83     89 
68     6>< 


78j  82 
681  69 
80]  83 
69  68 
881  87 
631  62 
891  90 
69 

86 
66 


85 
69 
85 
68 
81 
66 
85 
HI 
79  86 


63  69  69 

89  85  80 

.■)7  70,  70 


95i  9H 
671  66 


68|  69 
9t! 


95!  101 

611  64 

881  90 

71 1  69 

88;  94 

60,  641 


70 
9- 

70 
90 
71 
98 
55 

91'  94i  94 
69,  66  69 


I 

94!  94 

67!  60 

95i  93 

67  6 


93 


90  86 


931 
70| 
S5 
71! 
95  941 
01 


91 


70  68 

96|  97I  S* 

64  j  63|  65 

981  98  94 

66  67'  69 


65 


86      89     94 

72      -y     69 


68     63: 


94i    91 

70;     72 


08 


90: 
661 
90j 

67] 
92 
62l 
94j 
66 
92' 

68; 

90 

91 

6fi 
92 
70 
94 
60 
94 
66 
95I 
65! 


63 

85' 
6S 
88!  811  85' 
66|  691  66; 
92i  8Ci  85! 
67J  681  65 
95]  931  87 
62!  71 !  68 
9rti  92|  87; 
65;  70  68! 
Oil  86|  8SJ 
651     721     65, 


84 


921  81 

61:  63  60i 

911  85l  87; 

65!  70|  73I 

961  90  86| 


70;  68 

96  .... !  95i 

62'  65]  63I 

95^  90  881 

6Si  69  65; 

97i  91  90] 

65;  68  65 


»?.] 

65 

93!  85 

64! 

94 


691  71 
92'  91 ! 
65,  66| 


68;  68'  68 
92]  95  88 
651  65   70 


70 

92 

66 

90 

60 

82 

73 

84  . . . 

68l  69 

89  90 

62  64 


89  91 


90  85 
68l  62 


95  95!  89  88!  85 

63  63[  66  62!  60 

98  90j  88 

65|  681  66 

,  "i 

681  63 

89!  90,  851 

71 

86 

65 


66   621 

88   78! 


89i  86  90 

63!  65 
82;  86 


65! 

90i 
74 

91 

66!  fi7;  67 

91.  85,  90 

66]  62!  65 

87l  851  84 

671  .57;  61 

861  81  83 

71!  67!  68 

96  94,  95 

68l  60,  65 

94'  84!  87 

69'  66!  641 


74]     75 
85!     89 


681     64,     65 


89|  761  79 

651  65]  62I 

891  831  87 1 

68;  62|  65 

93|  85]  85 

621  m  61 

94  92 1  89 


68  60 
80  78 
65     62 


821  85 

621  66 

72!  72 

62!  60 

81]  84 

62l  65 

8.!{  79 

62i  61] 

84  841 


.53   58   54   57 


..  I  61 
85  81 
61.  61 


88|  89 


651  65 

92|  90 

65  65 

9^2  92; 

62!  64 


88 

81 

68 

57 

86 

58 

55 

76 

83 

65 

53 

82 

79 

89 
63 
91 
66 
92 
60 
92 
65 
90 
63 
93 
62 

93 

66 

8S 

72 

92 

65 

91 

66;  69 

93!  69 


60 
851 
641 


66 

86 
62 

88 

63 1  68 


89 

87 

89 

61!  61 

63 

!r2i  91 

93 

61 

67 

67 
81 
62 

63 

62 

89 

88 

90 

65  69,  67 


81] 
63 
831 
65| 
87 
64; 
89! 
651 


871  861 
57!  56; 


831 
60I 
85[ 
62 1 
87 
68' 
90; 
601 
891 
67! 

ooj 

65 


60      63| 

89      S9|     91 

65     63;     64 


00,  89  87  891 
64!  64 1  66  661 
69     8s!     83      851 


65,     55: 


90i     88 
62!     69 


85i  81 
6.><|  63 
86|  79 
65|  53 
871  76 
66;  58 
70 
63 
73 
65 
76 
55 


79 
66 

86 
61 

84 

60 

83 

631     74 


63 


83;  69 
65!  48 
88l     81 


64I  52 

.<»!  86 

66,  52 

90  82 

66!  51 

86|  74 

61j  50 

871  86 
60; . . . . 

85;  75 

64 1  ,53 

88'  80 

60;  6.3 
89;.... 

60  63 

89  80 

64  57 

92!  8. 

65|  53 


79 
54 
66 
53 
82 
51 
84 
49 
82 
55 
61 
52 

79 
53 

62|     81. 

48l     60; 

74'     83! 

58 

76 

50 

81 

51 

66 

49 


86 
60 
89 
50 

90; 

57 

'56 

85; 
611 


871     87      90;     82 


651     54 
80 


49 

88]  88  88  72 
6O]  60]  64]  49 
70 
61 
73 
46 


62  65  661  66      58 

81  85  88  90     90] 

62;  65.  67|  67 

i  i  !        I 


.56! 

761 
58! 
88 
59, 
84; 
55 

72i 

51] 

831 

.57] 

86 

60| 

89! 

63,. 

88i 

.58' 

5/] 

87| 
.55 
88 
55 
86 
55| 
86 
52J 
621  83| 
44      50| 


93     77 
66     57 


601  ^^ 

86  85 

6I1  65 
89 


70 


88l  87| 

651  65; 
84 

55  .52 


52| 
87 
54 


70  79 
57  58 
80..  . 
56     57 

82 
58 
79 
6' 


52 


78]  85 

55  59 

62  71 

53  5S 


85;  82 
52 


50 

74 

51 
„,.  67 
50  52 
68l  76  . . 
53I  54 1  56 
62   69 


86 


741  69 
901  83 
72i     66 


90  81 

70  65 

871  ** 

7o!  68 

90]  SO 

65]  60 

88  85 

70!  64 

86:  79 

68  60 

86  80 

71  67 


85  79 

70  65 

77]  81 

67  67 

821  87 

671  •'^ 

831  83 


.9] 


83  89 

64  65 

...  93 

62  66 

86!  91 


68  601  62 


60 


61; 
81;, 

67] 

76  76 

65  63i 


SO 
61 
74 
61 

85 
63| 
89! 

65;  59' 


87 
62   65 


831  8S 

.59  65  67 


83  83 
55  65 


82|  81 
.58,  04 


87!  73; 
67|  671 

74; 

61' 


S3  89 

61  63 

8?!  92 

07;  69 
79'. 


62!  "62  641  m     02 


82l  68;  82' 

CO,  611  60 

79;  68|  81 

03!  60]  62 

79I  72  80 


59  60 


;n|  781  69  82 


50 


50 


51   60 


63;  50 

791  82 

07  61 

80  75 

67  01 

76;  74 

651  <>" 

...I  88 

60]  60 

80!  80 


80  80  85 

65  6I]  60 

80 

06 

83 

66 

77 

00 

81 

62 

81 

66 

76 

60 


70 

81 

59 

00 

83 

84 

,59 

59 

79 

81 

02! 

62 

"2! 

85 

00^ 

55 

00 

09! 

80 

591 

61 

90 

63 

89 

63 

89.. 

63  .. 

90  79  81! 

63  65 
88l  80]  82 
70]  72I  69 
90  80I  89 

64  65!  66 
781  80 
04  05 
83  89 

62 


64 

86] 
63  68 


1)0 
86 

'/U 

82 

66 

ffi 

84 

70 

62 

60 

86 

87 

60 

64 

91 

72 

65 
88 

87 

85  83 
64  58 
82 
61 
84 


89!  87 
05  66 


89  87 

f3  66 

88.  87 

05'  67 

881  88 

62  64 

86  88 

68!  00 

87i  8' 


63 


<»] 

64!.... 
87]  80 
65i  65 


631  59  60 

8:^1  70  75 

65  65  63 
82  78  77 

66  60  03 
82:  73  80 
63!  62]  63 
so]  69  76 
62i  58;  61 


77  78 

65  08 

71  75 

601  69 

to!  ri 


31  75 


771  SO 

05]  67 

72  82 

6O1  63 

69]  78 

58  61 

871  86  84 


64 

72i  77] 

60  62 
73  SO  . 

61  62 
70  78 
60,  62 


Reforenee  letters  (".  •>.  <^),  appearing  in  the  table  imlieate  number  of  days  missing:  For  example,  •>  represents  two  days  mis.sing,  etc. 
vW  Instruments  are  read  in  the  morning:  the  maximum  temperature  then  read  is  charged  to  the  preceding  day,  on  which  it  almo.st  always  occurs. 
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U.  S.  DEPARTMENT  OF  AGRICULTURE,  V/ZATHER  BUREAU. 


SOUTH   Cflf^OLtlNf^  SECTION- 

EICHAKD  H.  SUIiLIVAN.  Meteorologist. 


Vol.  XXII.        Columbia,  S.  C,  November,  1919 


No.  11, 


GENEBAL  SUMMARY. 

The  niontli  was  remarkably  dry,  as  a  whole,  and  a  con- 
sideralile  number  of  stations  reported  the  lightest  November 
rainfall  of  record.  In  the  fragmentary  record  of  Charleston, 
running  back  to  1738,  the  total  precipitation  equaled  the  lowest 
previous  November  amount  (1819).  Thermal  conditions 
ranged  considerably  above  the  seasonal  average,  with  unusual 
warmtli  during  the  opening  days  and  the  closing  week,  and  the 
Section  ab.«olute  maximum  temperature  equaling  the  November 
record.  The  first  general  killing  frosts  and  freezing  tempera- 
tures of  the  season  occurred  on  the  14th  and  15th,  reaching 
nearly  to  tlie  enast. 

The  dry  weatiier  and  hard  soil  incident  thereto  materially 
delayed  winter  grain  plowing  and  platiting,  and  this  work  was  I 
not  finished  at  the  close  of  the  month;  however,  wheat,  oats,  j 
and  rye  germinated  fairly  well.     The  growth  of  cotton  ended 
with  the  cold  wave  of  the  1  ith   and  l.^)t!i;  mild  weather  up  to  j 
that  time  materially  increased   production   in  the  late  crop  up-  ! 
State,   and  the  yield  has  exceedtd  expectations;    picking  was 
practically  finished  by  the  closing  week.     Cabbage  and  turnips  | 
were  not  damaged  much   liy  the  frosts,   but  field  and   garden 
truck  slowly  deteriorated  as  the  drought  was  prolonged.     The 
weather  was  generally  favorable  iov  housing  and  marketing  late 
crops,  some  hog-killing,  and  other  outdoor  work. 


PRECIPITATION. 

The  average  for  the  Section,  57  stations  reporting,  was 
0.86  inch,  or  1.38  inches  below  the  established  normal.  The 
rainfall,  confined  principally  to  light  showers,  occurred  during 
three  short  periods  of  the  first,  middle,  and  last  parts  of  the 
month  and  w^as  fairly  well  distributed  as  to  area.  Precipitation 
was  generally  below  normal,  except  in  a  small  area  of  the 
northwestern  counties,  where  the  amounts  ranged  from  2  to 
nearly  4  inches;  elsewhere,  the  amounts  were  generally  below 
1  inch  and  ranged  downward  to  nothing  in  northern  Dorchester 
and  southern  McCormick  Counties.  In  fact,  a  considerable 
number  of  stations  on  the  coastal  plain  and  in  the  central 
counties  reported  the  lowest  rainfall  of  record,  and  Charleston 
reported  the  lightest  rainfall  since  1849,  the  amount  then  re- 
corded l)eing  the  same  as  this  month  and  the  lowest  November 
rainfall  of  record  back  to  1738.  The  greatest  local  monthly 
amount  was  3.90  inches  at  Landrum,  Spartanburg  County; 
least  local  monthly  amount,  0.00  inch  at  Meriwether,  McCor- 
mick County,  and  St.  George,  Dorchester  County.  The  greatest 
amount  during  any  24  hours  was  1.78  inches  at  Greenville, 
Greenville  County,  on  the  11th.  'The  number  of  rainy  days 
was  40%  below  normal. 

No  snowfall  was  reported  during  the  month. 


FRESSTJRE.  I 

Tlie  mean  sea-level  pressure,  determined  from  reports  of  I 
'^  regular  Weatlier  Bureau  stations  in  and  surrounding  the  Sec-  ! 
tion,  wa"  30.12  inches.  The  highest  pressure  in  the  region  j 
covered  liy  reports  was  30.75  inches  at  Asheville,  N.  C,  on  | 
the  21st,  and  in  the  Section  proper.  30.69  inches  at  Columbia  ! 
on  the  same  date;  the  lowest  pressure  was  29.63  inches  at  | 
Cliarlotte.  N.  C,  on  the  2d,  and  in  the  Section  proper.  29.68 
inches  at  Greenville  on  the  same  date.  ! 


TEMPERATURE. 

The  monthly  mean  for  the  Section,  determined  from  re- 
ports nf  44  stations,  was  56.6°,  or  2.8°  above  the  established 
normal.  The  highest  temperature  was  92°  at  Garnett,  Hamp- 
ton County,  on  the  2d,  equaling  the  absolute  maximum  tem- 
perature reading  for  November,  which  was  recorded  at  Trial, 
Tiear  Ferguson,  Orangeburg  County,  on  the  25th,  1900.  The 
warmest  ])priods  of  the  month  were  from  the  1st  to  5th,  be- 
tween the  10th  and  13th,  and  during  the  last  week.  The  lowest 
temperature  was  20°  at  Bowman.  Orangeburg  County,  oti  the 
15th  and  20th.  The  coolest  period  was  between  the  Nth  and 
21st,  and  killing  frosts  and  freezing  temperatures  reached  nearly 
to  the  coast  for  the  first  time  during  the  season  on  the  14tli 
and  15th. 


WIND. 

The  prevailing  wind  was  from  the  northeast.  The  average 
hourly  velocity,  determined  from  8  anemometer  records,  was 
7.6  miles.  The  highest  average  velocity  in  the  region  covered 
by  reports  was  11.2  miles  per  hour  at  Savannah,  Ga.,  and  in  the 
Section  proper,  ll.(i  miles  per  hour  at  Charleston;  the  lowest 
average  velocity  was  4.6  miles  per  hour  at  Charlotte,  N.  C,  and 
in  the  Section  proper,  5.2  miles  per  hour  at  Columbia.  The 
highest  velocity  for  any  6-minute  period  was  44  miles  per  hour 
from  the  west  at  Savannah,  Ga.,  on  the  1st.  and  in  the  Sec- 
tion proper,  37  miles  per  hour  from  the  west  at  Greenville  on 
the  same  date. 

SUNSHINE    AND    CLOUDINESS. 

The  average  monthly  sunshine,  determined  from  8  auto- 
matic records,  was  190.0  hours,  or  61%  of  the  possible  arroant. 
The  average  number  of  clear  days  was  18;  partly  cloudy,  6, 
and  cloudy,  6,  as  against  normals  of  17,  6,  and  7  days,  re- 
spectively. 

RIVER  CONDITIONS. 

The  rivers  of  the  Section  were  generally  low  throughout 
the  montli. 

MISCELLANEOUS    PHENOMENA  (dates). 

KiU'uiQ  froMs  or  freezing  tf'niperature'i. — Number  of  stations: 
14th,  19;  15th,  18;'l6th,'l;  20th,  1;  21st,  2. 

HdloA  (liDtar) . — Charleston,  1;  Greenville,  1;  Little  IMoun- 
tain,  27;  \\'alha]la,  1,  6,  27.  FloJdr:  ('olumbial6;  Greenville, 
8,  16,  28. 
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Trenton  ...            . .     . 

Spartaiiburgr 

EdfTolipld 

Ocoiieo 

F.  P.  Kobinsou. 

19 
13 

3 

7 

8 
10 

e. 

.se. 

ne. 

n 

ne. 
ne. 

Mrs.S.  E.  Long. 

NValhalla 

H.  W.  Brandt. 

Rev.  Oliver  Johnson. 

Winthrop  College  tt... 
nivision  means  and 

York 

extremes 

14 

16 
18 

U 

6 
6 

5 

8 
6 

W.  P.Goodman. 

The  departures  from  the  normal  temperature  and  precipitation  are  computed  only  for  sucli  stations  as  have  ten  or  more  years  of  record,  but  all  complete  reports  are  used  in 
determining  section  or  division  means       Reference  letters  (»,  b.  =),  appcariuEr  in  the  table  indicate  number  of  days  missing;  for  example,  '>  represents  two  days  missing,  etc. 

t  Also  on  other  dates  ++  Received  too  late  to  be  included  in  means  and  sinnmaries.  "  Temperature  data  are  from  observed  readings  of  the  dry  bulb:  means  are  C(nn- 
puted  from  observed  readings,      it  PostoHice  addresses  of  these  stations  are  as  follows:     Of  Edisto,  Emhree:  of  Gaston  .Slioals.  Blacksburg:  of  Wiuthrop  College,  Rock  Hill. 

T.  Precipitation  is  less  than  0.01  inch  of  rain  or  melted  snow. 


November,  1919 


CLIMATOLOGICAL  DATA  :    SOUTH  CAROLINA  SECTION. 


Daily  Precipitation  for  November,   1919. 


Station.s. 


Watersheds. 


Day  of  month . 


Ens/ei-n  Pnrtion. 

Allendale  nil 

Blackvillellll 

Bowman 

Charleston  '** 

Cherawilll 

Conway  111! 

Darlinsfton  nil 

Edisto  III! 

Effingham  ||ll 

Fergru.son   l||| 

Florenoe  lilll 

Florence  2  ill! 

Garnett 

Georgetown 

Kingstreelll:    

Oalcs 

Orangeburg  I 

Orang(>burg-2 

Pari.s  Island 

Pinopolis  

Rimini  |||| 

St.  George  III! 

St.  Matthews  nil 

Society  Hill  |||| 

Snminerville 

Walterboro 

Yemasseejlll 

Wenlei'ii   Pari  ion. 

AiUen 

Ander.soii 

Batesbiirgllll 

Blairsllll 

Calhonn  Falls  ||||  .... 

(-■iimden  |||l 

Catawba  nil 

(■hiipiiollsllli 

Clein-ion  College  .    . 

Columbia  '•• 

EdgclieJd  nil 

Ga>Toii  Shoals  nil 

Greenville     "* 

(ireenwood  |||| 

Heath  Spring 

Kershaw  ,||| 

Landrnm 

Laurens  lll| 

Liberty 

Little  Mountain 


Savannah  

Edisto 

do 

(;oast 

Pee  Dee 

Waccamaw . 

Pee  Dee 

Edisto 

Lynches 

Santee 

Pee  Dee 

do 

Savannah . . 

Coast 

Black 

do 

Edisto 

do 

Coast 

Cooper  

Santee 

Edisto 

Santee 

....do 

.Ashley 

Ashepoo 

....do 


ICdisto 

Savannah 

Edisto 

Broad 

Savannali 
Wateree  . . . 
Catawba  , . 
Saluda 

Savannah  . 
Congaree  .. 
Savannah  . 

Broad 

Saluda 

do 

Watei'ee  . . . 
Lynelies  . . . 

Broad  

Sahiila 

Savannali  . 
Sahida   .... 


1 

2 

.13 

■20 

T. 

.09 

.01 

'.'os 

tV 

".n 

".'oh 

.10 

.15;.... 


.20  . 


6i 


.28 


.01 


T. 


.04. 


..    .14 


.20 
.20 
.19'.... 
.16!.... 


.22  .. 


18  I  19     20 


23 


25 


.90,. 
.04  . 


.25, 


.32 

'.'60 


^  .Menwetlier 

Monetta 

Savannah 
ICdisto 

Newberry 

Saluda.... 

Pelzernil 

Saluda 

Sautuck  ' 

Spartanburg  HII .'' 

Trenton  . 

'|o---- 

do 

Broad 

do.... 

Edi.>to  .... 

Wal!)alla 

Winnsboro  

VVinthrop  College....'.'.' 

Savannah 
Broad  .... 
Catawba  . 

.30 


.58 


.14|. 
.22  . 


.601.. 


.60 


.03 


.01 


26 


28     29 


.30 


.93    .45   .21 
.03 
.12 


.04 


T.  ) . .     i 
....|  .32:. 


.731.... 


T. 


T.  I  T. 


...I   .16 
.02IL78: 


.12 
.36 
.15 

1.101.. 

.oiL. 


.02 


.15|  .14 
....I  .24 
.05j.... 


1.21  .55  . 
.38'  .03. 
.22  . 


.04  , 


1.0211.08    ..57 

.8«[....|  .01 
.80  1.( 


.22  1.24 


.50. 


.04.. 


.12    .56    .33i. 

■  ...\....\....\   ..30'1.701.(17 

....' :  T.  :  T.  I 

T.  '....    T.  ,1.26   .541  .03 


1.001. 


..'  T. 


...  I  T. 


....    T. 
T.     T. 


.  031 ... , 
.01!  T. 


.04 


T. 


.05 


.35 


T. 


.06 

.13 

.15 

'.'14 

'.'35 

.04 

.24 

.46 

.07 

'.'36 

.60 

'i'. 

.05 

.30 

.18 

.36 

.22 

... 

'.'i2 

.061  ..57; 


.02....I.... 

.15 

.45  .... 

T 

.30!.... 

.01  '.'.v.  '.'.'.'. 

".\i\.'.'.'. 

.15 

. 40  . . . . 

T.     T 

.  42  . . . . 

.21  

.30 

T. 

.23.... 

...    t.  !.... 

.32 

...! T. 

.33 

.12,...    T. 

.31 

.47.... 

...,  .OIL... 

.17:.... 

E.xc'ept  as  oth 
oliservation.  | 
24-honr  period. 


erwiseindicated,  observations  are  generally  made  late  in  the  afternoon,  near  sunset  and  precipitation 
III  Precipibition  measured  in  tlie  morning:  amount  then  recorded  is  for  the  precedi  ig  24  hou?s  ***  ^^^^^^^^ 
midnight  to  mi.lnight.    *  Precipitation  include,!  in  the  ne.vt  following  measurement     t.^eparate  dates  of 

COMPARATIVE  DATA  FOB  NOVEMEER. 


recorded  is  for  tlie  24  hours  ending  at  the  time 
ar  Weather  Bureau  station;  precipitation  is  for  t 
falls  not  recorded.    T.  Trace,  or  less  than  O.ni   iiic 


0..36 
0.20 
0.10 
0.23 
0.21 
0.42 

0.22 
0.18 
0.28 
0.06 
0.  86 
0.52 
0.37 

0.60 
0.43 
0.47 
0. 16 
0.  .36 
0.76 
0.38 

0.42 
0.00 
0.09 
0.33 
0.29 

o.'si 


0.20 
2.14 
0  28 
0. 65 
0.98 
0.19 
0.71 
0.  76 

2.60 
0.  10 
0.30 

2.  .34 
3.09 
1.03 
0.49 
0.42 

3.  96 
1.21 
3.72 
0.30 
0.00 
0.36 
0.92 

2.98 
0.51 
1.24 
3.71 
0.33 
3.46 
0.18 
1.00 

of 


Vnar. 


Temperature. 


Precipitation. 


■Coo 


18H7.... 
I8«8.... 
18.?9.... 
1890.... 
1891 . . . . 
1892.... 
1893.... 
1894.... 
1895... 
1896.,.. 
1897.... 
1898.... 
1899. . . . 
IftX),.,, 
1901 ... , 

J9()2 

JiOS 

1804 


52,3 
52.7 
54.8 
58.4 
51.9 
53.9 
52.9 
52.3 
•54.4 
59.1 
5.i.  3 
51.0 
55.  0 
55.  6 
4S.2 
.59.2 
50.9 
51.6 


78 
82 
84 

"S'i' 
86 
87 
83 
88 
90 
88 
82 
K6 
92 
Ko 
89 
86 
«0 


18 
22 
18 

"1.5' 

14 

15 

17 
21 
26  I 
23  I 
14   \ 
22 

17  i 
22  , 
10 
22  I 


0.82 
2.77 
3.84 
0.64 
2.48 
1.96 
2.11 
2.02 
2.  .35 
4.00 
1.99 
4.72 
2.41 
3 .32 
1.01 
3.80 
1.40 
2.78 


Average  number  of 
days. 


'^'ear. 


Temperature. 


Precim'tation. 


.\verage  11  umber  of 
days. 


IIW. 

1 

w. 

no. 

sw. 

8 

UP. 

5 

IIW, 

10 

lie. 

10 

lie. 

7 

sw. 

10 

ne. 

H 
9 

ne, 

sw. 

5 
10 

11, 
ne. 

8 

n. 

7  1 

w. 

1905 

1906,,.. 

1907 

1908 

1909 

1910 

1911 

1912 

1913 

1914 

1915 

1916 

1917 

1918 

1919 

Period . . 


54.5 

90 

.53.  X 

89 

52.  2 

87 

5{).  6 

88 

58,3 

88 

51,1 

85 

51.2 

83 

.52.1 

S4 

53.  5 

89 

.52.4 

86 

5fi.  3 

88 

54.5 

88 

50.4 

83 

53.0 

86 

56.6 

92 

53.8 

92 

1.31 

0.96 
4.  13 
1.60 

0.  97 
1.04 
3.:iO 
2.71 

1 .  79 
3.  .33 

2.  36 
1.21 
0.  82 

3.  13 
0.86 

2.21 


—  ^  ! 


lie. 
ne. 


ne. 
ne. 

lie. 


86 


CLIMATOLOGICAL   DATA:    SOUTH    CAROLINA    SECTION. 


November,  1919 


Daily  Temperatures  for  November,   1919. 


Stations. 


12       3       4       5       6       7 


9       10      11      12      13      14      15      16       17      18      19     20     21      22      23     24      25      26     27      2S     29      30  I  31      M 


Eastern  Portion. 

.  „ ,„,„  )  Maximum  . 

'^"endale  (Minimum., 

„,„„,     .,,  )  Maximum  , 

'^'^f^'^^'l'e iMiuimum., 

„„  „  )  Maximum 

•^""'""i" iMimmura. 

„, .  „.  \  Maximum 

Charlfi.^iton f  Minimum. 

nv,^..., ,.,  \  Maximum 

^^^^■^^■^  (Minimum. 

rnnwnv  \  >'aximum 

^""""'^ i  Minimum. 


Darlinston  % 

Ferguson  S^SS 

Klorenoe  1   

Garnett 

Georeetown 

Kingstree 

Oaks 


*  Maximum 
)  Minimum. 
S  Maximum 
(  Minimum. 
)  .Maximum 
/  Minimum. 
S  .Ma.Nimum 
(  Minimum. 
S  Maximum 
(  Minimum. 
(  Maximum 
\  Minimum, 
j  Maxinumi 
(  Minimum. 


Orangeburg  1..  . . 
Paris  Island'JiS.  .. 

St.  George  

St.  Matthews s^lS.. 
Society  HilIi\^V .. 

Summerville 

Wallerboro 

Yeniassee 

Weal  en 

Ailferi 

Auiierson 

Ratosburg 

Callioun  FallsS^§. 

(Camden  % 

Clemsnu  ('(lUege 


j  Maximum 

■  ■  /  Minimum. 

)  JIaximnm 

•  ■  /  Minimum. 

j  -Maxinnnn 

■  •  (  .Minimum. 

)  .Maximum 

■  ■  (  .Minimum. 

1  Maxinuim 

■  ■  (  iMinimum. 

)  .Maximum 

■  ■  (  Minimum. 

)  Maximum 

■  ■  (  .Minimum. 

\  Maxinumi 
'  ■  '  Minimum. 


)  .Maximum 
/  .Minimum. 
\  .Maximum 
'  .Minimum. 
\  .Maxinunn 
'  .Mininunii. 
\  Ma.ximum 
/  Minimum. 
j  .Maximun- 
I  -Minimum. 
j  -Maximmn 
I  -Minimum. 


Columbia j  Maximum 

(  Miinmum. 

Greenville j  Maximum 

(  Minnnum. 

Greenwood   j -Ma-ximnm 

'  .Minimum. 

llpath  Spring  .   .         '  ^'?^i"ium 
'  -Minimum. 

Kersbaw j  Maximum 

/  .VI 1111  mum. 

Lan.lrum j  Maximum 

'  .Minimum. 


LaurenssVS 

Libert.v 

Little  Mountain  , 


\  -Maximum 
'  Minimum. 
)  Maximum 
'  Mininnim. 
)  -Maximum 
'  -Minimum 


Meriwetlicr )  Maximum 

'  -Minimum. 

Monetta J  Maximum 

'  Minimum. 

Newberry J  Maximum 

'  iMiiiimum. 


.'<iilnda 

Santuck 


)  Maximum 

■  •  '  Minimum. 
)  -Maximum 

■  ■  '  .Minimum. 

S^-'-'^-'^ iJSum: 

T-"t"" \^z^ 


Walhalla. 


Maximum 
Minimum. 


Wiiitlirop  ("ollege 


Maxiimim 
Minimum. 


85 

87 

67 

69 

89 

89 

65 

00 

65 

84 

88 
69 
86 
72 
88 
70 
86 
66 
87! 
66  67 


79 


69  60 


86 
69 
84 
64 
85 
65 

62'  55 


86j 
70| 

76 


77  7- 
591  5' 


70 

54 

66 

52  52 

60  73 

50  55 

71 

50  48 

73  72 


64  53! 

851  74 

68  59 

77  69 

63;  56 

80'  70 


68 


53 

68 
51 

75 

52  56 


321  32 
70 
55 
64 


46  35 

74  72 

51  41 

70l  68 


72 
48 
74 
61 
75 
53  43 


72  74  70 
4l!  52|  51 

67i  74 

405  49 

69  66 

45 

68 

56 

62 


411  48 
70  65 
38  44 


69  651  67 
37  43!  42 
74 


331 


54[  56! 
441  431 


4oi  43 
61 


77 

36i  52 

70 


4' 
741  71 


67 

74 

75 

52 

57 

63 

74 

75 

79 

56 

63 

62 

75 

80 

81 

40 

55 

60 

72 

7fi 

76 

55 

67 

66 

65 

67 

66 

43 

58 

58 

72 

" 

80 

43 

55 

55 

73 

80 

68 

63  38 

60l  60 

43!  41 

801  75 

60l  33 

-  5- 


39 


55 


72 
421     46! 

72      66!  66 

58!     44!  44 

68     68 1  68 

39     431  45 


69!     65 

471     5 


74 
38 

72      70l  69 

55      58;  S 

68!  fiS 

.50l  53 
72! 

45      48i  45 

65;     62,  64 


76 
40 
68 


36     36     45'    42 


68i. 

4I| 


76     76 
50     36 


70  69 

.501  48 

70  67 

47  44 

70  66 


61 


58 
77 
60 
73, 
62 
72 
59 

61 
59 

70 
55 
78 
60     56, 


51  53i 
70l  69! 
58|     52 


67i    65 
511    48 


45 
78 
50| 
741 
50|  54 1 
78j  77 
50  64! 
5SJ  80! 
40  56| 
74  75! 
44!  571 
73  81 
45     55] 

73  74I 

45!  60! 

77.  86 

55!  61 1 

76:  75 

481  63 

681  6(V 

50!  49, 

681  68 


55|.... 
79  69 


50  50 


84 
60 
84 
6.-^ 
85 
62 
82 
65 
77 
56 
79 
59  62 


49 

36 
67 

29  35 

66!  68 

39;  24 

57  65 

381  37 

61,  63 

35!  25 
59i 

34j  26 

62  63 

36l  26 

66!  62 

43  43 

68  65 

52I  38; 


60 

25  29 

61 1  63 

2S1  25 


36  38 
65|  71 
281     44 


70 
38 


751 
34 


661 

27! 


63;     63l 


74'    69     76:    75 
37;    52,    51;     48     61 


71  69 

46;  491 

66'  59' 

45i  49 

71!  65! 

46'  46i 

71i  68! 

40;  42 


45j  48 

69!  •'4 

46  48 

63  55 

43  4' 


78 

471 

69:  .., 

42  50 

64i  71 

50,  48 

65I  72 

49!  49 

64!  71 

54  51 


85     84 


841  78  71 

661  64  51 

88|  SO  70 

641  62!  50 


75 


85!     78|     70      72 
63!     62|     ,50l     52 


66|     70 


821 

62l  5«l  49'  52 

82  73  65|  72 

64|  53  49i  51 

84  76l  76|  72 

63  601  52'  55 

791  72i  651  74 

52  52  48 


65 
55     54 


69      70 

471    52 


671 
53! 


691  69 

47I  41 

68|  67 

43  38 

70  64 

45  36 

67  65 

42!  35 

68,  64 

4fi|  40 

67  60 

50  46 


43  35 

661  66 

45;  38 

69!  66 

46!  37 

72!  75 

.50  431 

6Sl  66 
39 


68  66 

40!  43 

64l  62 

38:  43! 

59j  57i 

45!  45 

68!  59 

3iV  47 

63!  ■''^ 

43  -!S 

59!  60 

43.  46; 

75,  74; 


64  70! 

491  47i 

60j  .55! 

4.51  44' 

64|  66, 

47  45! 

66!  62| 

45!  43 

67  701 

51;  44 

57|  55! 

49  46. 

! 

62  67, 

50i  45 

.55  5ll 

46  44i 

60  60; 
45  42' 

61  63' 
45I  41! 
63j  65 
451  4O1 
55j  53! 


72;  78 

64:  64! 

64!  71! 

50!  54! 

76!  76| 

60  66 

68  78 


66;  68 

3l|  36 
701 ... . 
38 

64  69 

29  35 

63  60 

48  53 

66  70 

42I  50 
68; 

3n'  31 

65!  69 

30;  34 

641  64 

35  44 


59i    38 


73!  66 
61  35 
64  54 
.50  31 
66:  54 
55 
69 
57 
66 


59     66     66,    66 


46'  62! 
62]  681 
50,     60;     45!     31 


64     35 
51 


70;  75 

62,  631 

59:  68] 

.50i  571 

70!  73! 

58]  60, 

65  62 

56  55: 

66'  75 

58,  57; 

57i  65; 


601  56 

41!  30 

69;  53 

52'  33 

641  5^1 
51 


35;    42 


61!  6 

39!  42 

54]  59 

35i  38 


28  29 

67;  69 

37;  3' 

56,  59 

32  32 


69     54 

50!     31 


30|    84; 
62, 


62;  67 

371  «' 

59,  65 

39!  36 

.59'  62 

32  34 

69  66 

34;  35 

64]  68 


42     40     48     56 


64 

52!     26 


28, 
55'     621 


601 
47: 
60] 

47 
60 
46] 

"1| 


59 
41 1 
55] 
46 

65^ 

45| 

70; 


74  60  .52 
58'  55  30 
68]  681  5;! 
481  48  29 

75  70,  58 


61 1 


33 


73  67 

43i  47| 

70,  651 

39  48; 


71! 
3'V 

67; 


68      67 
5Sl    39 


4S  46; 

6:!!  58' 

401  46] 

73'  66 

48!  48 

66  59 


40 


60,     60; 

41     44! 


621 

4S! 
651 

471 

651 
45, 
61 
45| 
58 

46; 

64i 
47| 
60' 
47; 
63J 
4fii 
64' 
48i 


77i  721  63 

62  6nl  34 

771  73i  59 

67|  56]  33 


79!     "'% 
58!     60! 


71 

I 
,38; 
69 
35 
73 
36 
72 

3:i  35  38 
60  661  73 
29     29     33 


48|     41 


37:. 

781 
32! 
70! 
40; 

74! 
42! 
73' 

Vi\ 

39; 


63 
32 
64 

36; 
68 
33 
63 
40 
66 
41 
70 
34|    27 

I 

721  64 

341  28 

69]    63]  55 

50l     4S!  42 

73!     70]  56 

52!     48]  39 

75     711  67 

38'     39]  30 
71 
35 

70      61]  54 

40     361  30 


731 

37! 


58!     51 
401     24 


64 

66 

70 

30 

35 

44 

64 

70 

70 

28 

38 

45 

68]  70 

72 

20i  31 

40 

59!  68 

66 

43  43 

4S 

58   65 

65 

28  33 

42 

63 

66 

70 

27 

29 

28 

64 

69 

71 

24 

29 

37 

01 

64 

70 

23 

25 

33 

56 

64 

68 

28 

30 

36 

67 

71 

73 

25 

28 

35 

62 

70 

72 

32 

31 

40 

61 

69 

70 

25 

29 

39 

49 

69 

70 

25'  30 

38 

63|  69 

71 

26!  26 

35 

65  70 

70 

411  42 

48 

651  70 

73 

43 

46 

50 

551     53 

75      - 

41 

71 

511 

61] 

43! 

67, 


79  80 

501  56 

80  80 
5  J  55 
8OI  81 


42 
7f 
56 
71 
41 
79 
42      40 


69 

40 

71 

3(i 

74 

38,     40 

78      8I1 

42      48: 

65      79' 

60|     47 

671     79 

43;     44 

72,.... 

44I.... 


80  81 

451  60 

811  s'-2: 

51  59| 

82  80! 

42;  46, 

83!  83! 

54I  54 

69!  82l 


71 
51 
58 
461. 

681. 
47;. 
70  . 
51. 

6;i!. 

48;. 
72|. 
58. 

70. 

47'. 
52!. 
35  . 
70!, 

^. 


56     62 


62j  70! 

26i  34i 

60'  68! 

25'  29! 

61I  68, 

301  31 


75     66      65      67      71:     7? 
42     36;     32     28      29!     40 


60;     63 

25l    30 


67! 
34I 
62] 

27 


60     62 
31!     24 


73      65!     .52|     60 


68'  56 

46:  33! 

69  54 

34  .34 

601  52 

44  33 

65  57 

37  29 

601  55 

.50  51 

64  57 

39!  29 

60:  52 

40  ,34 

561  51 

41!  33 

69!  50 

.38'  29 

72]  69 

30!  26 

58:  54 

36,  25; 

61!  51 

42  26 


60  67 


61 


72  80! 

35!  43, 

75:  70 

51'  55 

76!  81 

56:  .55 

72!  77 

42'  51 

..  I  76 
37' ... . 

71:  76 

45'  47 


80     81 


5ll  53!  54i. 

70;  791  681. 

501  55l  52! . 

70:  72!  62  . 

5(il  48;  60' . 


82     73 


42     50     44! 


,55     54'     .54     48 
78]    82,     74,     84 


75;. 


70     70]. 
52,. 


49]    59, 
811    86' 


65! 

791 


79  . 
62. 

70. 


66;    64     58     63i.. 


81 1    80     65: 


52]     49!     49;     49! 
80     79     63      70; 


42J     56i     ,52'     45!     46; 

■2i 


79'    80! 
56'    61 


72:    78 
58     51] 


55'. 


77'    78 
48'    45; 


81'     S6j     fi8l     78 
57     58;    54|    52 


66. 

53;. 


34,     40:     .35,     42      49; 


59!     661 
33     38! 


33     41 


■'1 
•26  ' 
61 


30 
68 
42:    36 


69 

70; 

45 

56; 

■35 

-37! 

69 

70; 

45 

-J5 

71;  62; 
43  45 
75 

4'v 
62: 

42; 
77! 
45 


77      76 

,57      56! 


66     65'  72  . 

,55'     49]  52  . 

731     59     57,  62:. 

52,     .52     52  44 

61  64 


72;     671 
,53;     ,52! 


46! 


70     ,52;     47;     62' 


43      48;     471     47 


531     63      63:     66      66l 


28'     39     i3     46     46;     53     5S!    53,    48 


.58!  67 
33;  36 
611     67 


78 
4K 
65 


77|    61 
5H|    .M 


70 
54 

,58'     ,55 


69 
44 

65 
33:     38'     .38^     46 

511'  55!  65!  671 
28  29  38!  44! 
68,  66  70]  73; 
25]     40,     46; 


76; 
50i  50; 
66!     59I 

45! 

|i 
401     41! 


76  74i  ,581  71 

.59  56,  .52]  48 

66  70|  5fi'  511 

.55  .53:  49  45, 


60;     67]     69]     65!     72! 


70  57 
29!  31 
69'     60 

33| 

68 


51 
26 

58 
38!  30 
60;     56 


56 
37 
60 
381    43     32!    40 


29, 
.57 


33'     45'     40|     42! 
69      61  i     64|     .581 


24:     31      41'     46!     38; 


57; . . . 
23!     25 


701  70]  58! 

521  50]  47 

74  75;  ^ 
.52 


4 
511  41! 
76!  fo  55] 
5-!  52!  44  i 
72      ni     51 ! 


51;    46;    44 


60' 

.50 

29 

28 

70: 

66; 

54 

62 

,57, 

48' 

28 

29 

77I 

69, 

57 

63' 

601 

i^O' 

35 

35I 

65' 

701 

.'.5 

63 

,591 

,5'i| 

28 

27 

73! 

6fi' 

56 

63 

62 

,501 

32 

31 

70 

69 

58 

61 

« 

46 

30 

31 

61 
36 
63 
27 

62  66 

25  28 

61  64 

311  33 

59|  64 

32  33 

64  68 

38l  39 

6I1  66 

32]  32 

64I  68 

34I  3R 

62]  67 

30,  33 


69! 

61 

30; 

28 

68' 

65 

31 

39 

72 

62 

34 

41 

68 

69 

39 

41 

73 

63 

30 

37 

73 

60 

39 

38 

70 

,58 

36 

26 

68  661 


.34   45!  46 

62]  67]  70 

40  41  50 

......  63 


.56  61 

.33  31 

53]  ,59 

29  25 

,53  .58  6'-, 

2.5!  20:  27 

.56!  561  65! 

27j  26]  33: 

49  ,58:  66, 

26.  281  35 

.52!  611  65 

34]  31|  40 


651     71     73,  57;     64 

39!     41      .52|  .51;     47 

73  63 

54, 


591     66 
451     50 


56! 


28,  98l 

53I  60' 

29:  28, 

54  58] 

26  29| 


■)8]     6S! 
31 


69  73 

44!  47; 

69]  67: 

.35]  44j 

60!  72] 

33  46! 

67|  63, 

.39  43] 

66]  56 

43  43' 

69  72 

42i  42: 


74      721 
58     55! 


.53  46 
65  .59 
.53 


61      68!     70     75 


63  . 
43]. 

5.5,. 

«'|: 

45      451 . 


53 


70' 

34! 


76  74  71!  64 

.56,  .54  .53  48 

75I  73  65l  68 

65'  54  .521  47 


75     74! 
43    r-d, 


62      68! 

46     471 


a5! 

471 

68|     68,  55  64' 

52      .571     .53  46]  43  . 

69      69     55,  53  60  , 


53 

72 
4. '5 
63 
51 


.'^5  51!     47      42  , 

71 1  60      68l     60,. 

53  53      40|     36;. 

74!  ,'=9 

41!  511 


671 
.30; 

ra 

38, 


68,  65 

41!  44! 

68  56! 

43,  44; 


75,     761     5'<i 


46^  46] 
74  7.5 
39,     39, 


.51|  61|. 
44]  38! . 
66;     65l . 


,56,  54.  45!  46  . 
76,  64'  ,56l  62', 
.58'     ,501     4.5]     44!. 


6.5.0 
41.9 


Reference  letters  (».  b.  <=),  appearing  in  the  table  indicate  number  of  days  missing:  For  examnle.  ''  represents  two  days  mis.sing.  etc. 
SW  Tnstrnments  are  read  in  the  morning;  the  maximum  temperature  then  read  is  charged  to  the  preceding  day,  on  which  it  almcst  always  occurs. 


I 


